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PREFACE 

The Title List of Documents Made Publicly Available is a monthly publication. It contains descriptions of the in- 
formation received and generated by the U.S. Nuclear Regulatory Commission (NRC). This information includes 
(1) docketed material associated with civilian nuclear power plants and other uses of radioactive materials and (2) 
nondocketed material received and generated by NRC pertinent to its role as a regulatory agency. As used here, 
docketed does not refer to Court dockets; it refers to the system by which NRC maintains its regulatory records. 
This series of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Number 
Index. 


The docketed information contained in the Title List includes the information formerly issued through the Depart- 
ment of Energy publication Power Reactor Docket Information , last published in January 1979. Microfiche of the 
docketed information listed in the Title List is available for sale on a subscription basis from the National Technical 
Information Service (NTIS). See NOTES at the end of the Preface for the complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title descriptions that are not 
meaningful, please let us know so that we can correct the data base. In so far as possible, we would like this docu- 
ment to be a valuable part of your reference material. 

DOCKETED ITEMS 

The listings within Docket 50 are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. Those categories are: 


A. Application/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I. Financial information 

J . Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence , , t 

Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences. LERs and related correspondence 

T. Hearing transcripts on non-antitrust mattgrs v ,, ?! | sr .. .. , 

U. Congressional/executive correspondence ■ r ^ 

V. Licensing operators and related correspondence , . 



W. Decommissioning stage documents and correspondence 

X. Onsite low-level wastes storage 

Appendix A sets forth those categories and describes the materials available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The principal elements of the entries in the list are: 


© ». Operating license stage documents & correspondence 


© © 


8411270362 Submits renewed, amended & updated petition under 2.206, 
quire that util provide Commission full disclosure of intended sources & 
quences prior to issuing full power OL. 

SUGARMAN, R.J. Sugarman, Denworth & Hellegers 

© Denton, H. Office of Nuclear Reactor Regulation, Director 
27628:356:27628:357 


<i) dj> s s 


urging NRC to re- 
environ conse- 

f 84/11/21 

2pp. 


1. NRC/PDR Document category (see Appendix A). 

2. NRC Accession Number (year, month, day, and sequence number of item). 

3. Description of information contained in the document. 

4. Personal author(s). An asterisk in this position indicates that there is no personal author. 

5. Corporate, agency or nonindividual source. 

6. Date of document described. 

7. Recipient of document and NRC or corporate affiliation. 

8. Pages in this document. 

9. This five-digit number is the NRC 48X microfiche designation. 


10. The three-digit portion of this entry is the number of the frame on which this document starts. 

11. The five-digit portion of this entry is the number of the frame on which this document ends. 

12. The three-digit portion of this entry is the number of the frame on which this document ends. 

13. If this space is blank, the document is available to the public only in the NRC Public Document 
Room, 1717 H St., N.W., Washington, D.C. 20555. If this space is filled, it gives other sources for 
copies of the document. The entry may be “Available at NRC” for sale; “Available at NTIS”; or 
“Available at GPO.” 


The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal 
items. Entries indented and preceded by a dash are items that were submitted as enclosures to principal items. 
In general, indented items are not in accession number sequence. If the docketed document has a contract 
(FIN) number or a formal report number, it will appear in the last line of the item following entry 5. 

NONDOCKETED ITEMS 

The nondocketed items are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. These categories and their symbols are: 

10CFR— Commission Meeting Records- 
ACRS— Advisory Committee on Reactor Safeguards 
COMMISSION— NRC Commissioners 
CONTRACT— NRC Contracts and Modifications 
DISCLOSURE— Financial Disclosure Information 
FOIA— Freedom of Information Act Requests and Releases 
GEN TECH IS— Generic Technical Issues 
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I&E— Inspection and Enforcement 

MISC— Public Document Room Miscellaneous 

NUREG— NUREG Reports and Related Correspondence 

ORG— Correspondence with Other Organizations 

PR— Proposed Rule 

PRM— Petition for Rulemaking 

PROJ— Projects— Predocket Licensing 

PT21— Noncompliance Reports and Related Correspondence 

QA999— Quality Assurance Inspections 

REGGD— Regulatory Guides 

RES— Research and Technical Assistance Reports 

REVIEW GRP— NRC Research Review Groups 

RM— Rulemakings 

SECY— Position Papers Before the Commission 
STATE PROG— State Programs 
TOPREP — Vendor Reports and Related Correspondence 
WASH— Regulatory Publications— Pre-NUREG Series 
WASTE MGT— Nuclear Waste Management 
WASTE RES— Waste Management Research Reports 
XPORTLIC— Exports and Import Licenses 

Appendix B sets forth these categories and describes the material available in each. Omission of a category 

in the listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The principal elements of the nondocketed items are: 

© NUREG— NUREG Reports and Related Correspondence 


1 . 

2 . 

3. 

4. 

5. 

6 . 
7. 


8 . 

9. 


© 


© 


820309020/ NUREG/CR- 1 672 V02' 

fRISK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 
J IN GEOLOGIC MEDIA. Technical Review of Documents 
0 ) NUREG/CR-1262, NUREG/CR- 1376, NUREG/CR- 1377, NUREG/CR-1397 & 

LnUREG/CR-1608. — 

© STEVENS, C.A., FULLWOOD, R.A., BASIN, S.L. Science Applications, Inc. 

( n\ FIN B-6694. SAI-262-81-PA. 82/02/28. Division of RiskAnalysis. 

V/ \tdp I <c* on A 12176:217: 12176-^^Nw 


123p. Available at NRC.t $6.00. 


© <B> 



Nondocket category 

NRC Accession Number (year, month, day, and sequence number of item) 

NRC Report Number 

Title and description of information contained in the document 

Personal author(s). An asterisk in this position indicates that there is no personal author. 

Corporate, agency or other nonindividual source. . 

Contract or financial (FIN) number (if any). If the document has a secondary report number, 

appear following this entry. 

Secondary report number assigned by originator. 

Date of document described. 

10. NRC organizational recipient. 

12! Alf NUREG-series doucuments are available for purchase at NRC. ‘ ation on 

documents is given below. All NUREG-series documents are also available at NTIS. Info 

ordering from NTIS is also given below. 

13. Price for which NRC sells the documents. 
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14. This five-digit number is the NRC 48X microfiche designation. 

15. This three-digit portion of this entry is the number of the frame on which this document starts. 

16. This five-digit number is the microfiche on which this document ends. 

17. This three-digit number is the frame on which this document ends. 

The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented items 
preceded by a dash are enclosures to unindented items. 

NOTES: 

1 . The address for NRC is: 

Director 

Division of Technical Information and Document Control 
U.S. Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO 
Deposit Account holders may charge their orders by calling (301) 492-9530. 

2. The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to 
NTIS or call the Sales Desk at (703) 5574650. Specify the NRC report number and title when you 
place your order. Publications can be charged to American Express credit cards; supply the charge 
card number when placing your order. 

3. The address for the PDR is: 

1717 H Street, N.W. 

Washington, D.C. 20555 

To place orders, either write to the NRC PDR or call (202) 634-3274. When ordering documents 
listed in this publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduction 
charges for duplication are as follows: (1) paper to paper is $0.05 per page except for oversized 
documents and engineering drawings which vary from $0.05 to $1.00 per square foot; (2) microform 
to paper is $0.05 a page for pages on microfiche and is $0.20 a square foot for a full-size print or 
$0.25 for a reduced-size print (18" x 24") of a drawing on an aperture card; and (3) microform to 
microform is $0.10 per microfiche and $0.20 per aperture card. Orders completed for mailing or for 
a special delivery service will have an additional fee for the actual mailing, shipping, or delivery 
service rate. Unless a user requests special packing materials, there is no additional charge by the 
contractor for handling and wrapping materials. 

Please acknowledge a willingness to assume charges for all orders but do not send payments. Orders 
will be processed and mailed with a bill from Literature Research Company. An account may be 
established with the Literature Research Company by calling (703) 941-8018. 
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ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket Name Page 


Low Level Radwaste Disposal Sites - Docket 
27 


27-048 

RICHLAND, WA, U.S. ECOLOGY, INC. 

1 

Domestic Licensing of Source Material - 
Docket 40 


40-0299 

UNION CARBIDE CORP., GRAND 

JUNCTION, CO 

1 

40-1162 

WESTERN NUCLEAR, INC., JEFFREY 

CITY, WY 

1 

40-1341 

TENNESSEE VALLEY AUTHORITY, 
CHATTANOOGA, TN 

1 

40-2061 

KERR-MCGEE CHEMICAL CORP., WEST 
CHICAGO, IL 

1 

40-2259 

PATHFINDER MINES CORP., RIVERTON, 

WY 

2 

40-3453 

ATLAS MINERALS, INC., DENVER, CO 

2 

40-4492 

AMERICAN NUCLEAR CORP., CASPAR, 

WY 

2 

40-6622 

PATHFINDER MINES CORP., SHIRLEY 

BASIN, WY 

2 

40-6659 

GETTY OIL/PETROTOMICS CO., 

SHIRLEY BASIN, WY 

3 

40-6940 

KAWECKI BERYLCO INDUSTRIES, INC., 
BOYERTOWN, PA 

3 

40-7102 

SHIELDALLOY CORP., NEWFIELD, NJ 

3 

40-7455 

WHITTAKER METALS, LOS ANGELES, 

CA 

3 

40-7604 

SOHIO CHEMICAL CO., LIMA, OH 

3 

40-8027 

KERR-MCGEE NUCLEAR CORP., 
OKLAHOMA CITY, OK 

3 

40-8084 

RIO ALGOM CORP., MOAB, UT 

4 

40-8102 

EXXON CO., USA, HOUSTON, TX 

4 

40-8452 

BEAR CREEK URANIUM CO., CASPER, 

WY 

4 

40-8502 

WYOMING MINERAL CORP., 

LAKEWOOD, CO 

4 

40-8584 

MINERALS EXPLORATION CO., LOS 
ANGELES, CA 

5 

40-8610 

STEPAN CHEMICAL CO., MAYWOOD, NJ 

5 

40-8631 

army, dept. OF, ROCK ISLAND, IL 

5 

40-8674 

PLATEAU RESOURCES, LTD., GRAND 
JUNCTION, CO 

5 

40-8681 

UMETG© MINERALS CORP., GRAND 
JUNCTION, CO 

5 

40-8698 

PLATEAU* RESOURCES* LTD., GRAND 
JUNCTION, CO 

5 

40-8714 

CLEVELANO-CLIFFS IRON CO., 

/ J - T^EVELAND. OH , v ■ 

5 

40*8724 

CHEMETRON CORP,, OfcttCAQQ.'lL 

■' (v v r,. W ! ' ' v 

/■ ■ ; -;..6 


Docket 

Name 

Page 

40-8728 

TETON EXPLORATION DRILLING CO., 

6 


INC., CASPER, WY 


40-8745 

OGLE PETROLEUM, INC., CASPER, WY 

6 

40-8768 

KERR-MCGEE NUCLEAR CORP., 

6 


OKLAHOMA CITY, OK 


40-8778 

MOLYCORP, INC., LOS ANGELES, CA 

6 

40-8783 

URANERZ USA, INC., CASPER, WY 

6 

40-8786 

URANIUM RESOURCES, INC., 

6 

RICHARDSON, TX 


40-8800 

MCGEAN DISPOSAL DUMP, NEWBURGH 

6 

40-8857 

HEIGHTS, OH 

EVEREST MINERALS CORP., CONVERSE 

6 

COUNTY, WY 


Domestic Licensing of Production and 


Utilization 

Facilities - Docket 50 


50-2 

FORD NUCLEAR REACTOR 

7 

50-3 

INDIAN POINT STATION, UNIT 1 

7 

50-5 

PENNSYLVANIA STATE UNIV. 

8 

RESEARCH REACTOR 

DRESDEN NUCLEAR POWER STATION, 

8 

50-10 

UNIT 1 


50-13 

B&W CRITICAL EXPERIMENT FACILITY 

8 

50-16 

ENRICO FERMI ATOMIC POWER PLANT, 

8 

UNIT 1 


50-20 

MASSACHUSETTS INSTITUTE OF 

9 

TECHNOLOGY RESEARCH REACTOR 
WASHINGTON STATE UNIV. RESEARCH 

9 

50-27 

REACTOR (TRIGA) 

YANKEE-ROWE NUCLEAR POWER 

9 

50-29 

STATION 


50-54 

CINTICHEM RESEARCH REACTOR 

10 

50-59 

TEXAS A&M UNIV. RESEARCH 

10 

REACTOR 

UNIV. OF VIRGINIA RESEARCH 

10 

50-62 

REACTOR 

CATHOLIC UNIV. OF AMERICA 

11 

50-77 

RESEARCH REACTOR 


50-83 

UNIV. OF FLORIDA TRAINING REACTOR 

11 

50-87 

WESTINGHOUSE CRITICAL 

11 

experiment 


50-133 

HUMBOLDT BAY POWER PLANT. UNIT 3 

11 

50-134 

WORCESTER POLYTECHNIC INSTITUTE 

' 11 

RESEARCH REACTOR , 

■ *, 

50-139 

UNIV. OF WASHINGTON RESEARCH 

11 

50-142 

UCLA TRAINING REACTOR i- 

' 12 

50-148 

UNIV. OF KANSAS BESSARPW ; 
REACTOR 

■c & 

--VV ^ 

50-150 

OHIO STATE UNIV. RESEARCH 

v ’ ' ; "12 

REACTOR 
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Page 

50-155 

BIG ROCK POINT NUCLEAR PLANT 

12 

50-156 

UNIV. OF WISCONSIN RESEARCH 
REACTOR 

13 

50-160 

GEORGIA INSTITUTE OF TECHNOLOGY 
RESEARCH REACTOR 

14 

50-163 

GA TECHNOLOGIES 

14 

50-186 

UNIV. OF MISSOURI RESEARCH 

REACTOR 

14 

50-193 

RHODE ISLAND & PROVIDENCE 
PLANTATIONS AEC 

14 

50-201 

WEST VALLEY -REPROCESSING PLANT 

14 

50-206 

SAN ONOFRE NUCLEAR STATION, UNIT 

1 

14 

50-213 

HADDAM NECK PLANT 

16 

50-219 

OYSTER CREEK NUCLEAR POWER 

PLANT 

17 

50-220 

NINE MILE POINT NUCLEAR STATION, 
UNIT 1 

19 

50-223 

UNIV. OF LOWELL RESEARCH 

REACTOR 

20 

50-224 

UNIV. OF CALIFORNIA RESEARCH 
REACTOR 

21 

50-225 

RPI CRITICAL EXPERIMENT 

21 

50-237 

DRESDEN NUCLEAR POWER STATION, 
UNIT 2 

21 

50-244 

ROBERT EMMET GINNA NUCLEAR 

PLANT, UNIT 1 

22 

50-245 

MILLSTONE NUCLEAR POWER 

STATION, UNIT 1 

24 

50-247 

INDIAN POINT STATION, UNIT 2 

26 

50-249 

DRESDEN NUCLEAR POWER STATION, 
UNIT 3 

27 

50-250 

TURKEY POINT PLANT, UNIT 3 

29 

50-251 

TURKEY POINT PLANT, UNIT 4 

31 

50-254 

QUAD-CITIES STATION, UNIT 1 

33 

50-255 

PALISADES NUCLEAR PLANT 

34 

50-259 

BROWNS FERRY NUCLEAR POWER 
STATION, UNIT 1 

36 

50-260 

BROWNS FERRY NUCLEAR POWER 
STATION, UNIT 2 

37 

50-261 

H.B. ROBINSON PLANT, UNIT 2 

39 

50-263 

MONTICELLO NUCLEAR GENERATING 
PLANT 

40 


DOW CHEMICAL CO. 

41 


QUAD-CITIES STATION, UNIT 2 

41 


V POINT BEACH NUCLEAR PLANT, UNIT 1 

42 


FORT ST. VRAIN NUCLEAR 

GENERATING STATION 

44 


OCONEE NUCLEAR STATION, UNIT 1 

46 


OCONEE NUCLEAR STATION, UNIT 2 

48 


VERMONT YANKEE NUCLEAR POWER 
STATION 

50 


Docket 

Name 

Page 

50-272 

SALEM NUCLEAR GENERATING 

STATION, UNIT 1 

52 

50-275 

DIABLO CANYON NUCLEAR POWER 
PLANT, UNIT 1 

53 

50-276 

AGN-201 

55 

50-277 

PEACH BOTTOM ATOMIC POWER 
STATION, UNIT 2 

55 

50-278 

PEACH BOTTOM ATOMIC POWER 
STATION, UNIT 3 

57 

50-280 

SURRY POWER STATION, UNIT 1 

58 

50-281 

SURRY POWER STATION, UNIT 2 

60 

50-282 

PRAIRIE ISLAND NUCLEAR STATION, 

UNIT 1 

62 

50-285 

FORT CALHOUN STATION, UNIT 1 

63 

50-286 

INDIAN POINT STATION, UNIT 3 

64 

50-287 

OCONEE NUCLEAR STATION, UNIT 3 

65 

50-288 

REED COLLEGE RESEARCH REACTOR 

68 

50-289 

THREE MILE ISLAND NUCLEAR 

STATION, UNIT 1 

68 

50-293 

PILGRIM NUCLEAR POWER STATION, 
UNIT 1 

70 

50-294 

MICHIGAN STATE UNIV. RESEARCH 
REACTOR 

71 

50-295 

ZION NUCLEAR POWER STATION, UNIT 

1 

71 

50-296 

BROWNS FERRY NUCLEAR POWER 
STATION, UNIT 3 

73 

50-298 

COOPER NUCLEAR STATION 

74 

50-301 

POINT BEACH NUCLEAR PLANT, UNIT 2 

75 

50-302 

CRYSTAL RIVER NUCLEAR PLANT, UNIT 

3 

76 

50-304 

ZION NUCLEAR POWER STATION, UNIT 

2 

78 

50-305 

KEWAUNEE NUCLEAR POWER PLANT 

80 

50-306 

PRAIRIE ISLAND NUCLEAR STATION, 

UNIT 2 

80 

50-309 

MAINE YANKEE ATOMIC POWER PLANT 

81 

50-311 

SALEM NUCLEAR GENERATING 

STATION, UNIT 2 

83 

50-312 

RANCHO SECO NUCLEAR GENERATING 
STATION 

84 

50-313 

ARKANSAS NUCLEAR ONE, UNIT 1 

86 

50-315 

DONALD C. COOK NUCLEAR POWER 
PLANT, UNIT 1 

87 

50-316 

DONALD C. COOK NUCLEAR POWER 
PLANT, UNIT 2 

89 

50-317 

CALVERT CLIFFS NUCLEAR POWER 
PLANT, UNIT 1 

90 

50-318 

CALVERT CLIFFS NUCLEAR POWER 
PLANT, UNIT 2 

92 

50-320 

THREE MILE ISLAND NUCLEAR 

STATION, UNIT 2 

93 


X 



Docket 

Name 

Page 

50-321 

EDWIN 1. HATCH NUCLEAR PLANT, UNIT 

1 

96 

50-322 

SHOREHAM NUCLEAR POWER STATION 

97 

50-323 

DIABLO CANYON NUCLEAR POWER 
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50-324 

BRUNSWICK STEAM ELECTRIC PLANT, 
UNIT 2 
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50-325 

BRUNSWICK STEAM ELECTRIC PLANT, 
UNIT 1 

104 
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RESEARCH REACTOR 
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UNIT 2 

121 

50-344 

TROJAN NUCLEAR PLANT 

122 

50-346 

DAVIS-BESSE NUCLEAR POWER 
STATION, UNIT 1 

124 

50-348 

JOSEPH M. FARLEY NUCLEAR PLANT, 
UNIT 1 

126 

50-352 

LIMERICK GENERATING STATION, UNIT 

1 

128 

50-353 

LIMERICK GENERATING STATION, UNIT 

2 

131 

50-354 

HOPE CREEK NUCLEAR STATION, UNIT 

1 

132 

50-355 

HOPE CREEK NUCLEAR STATION, UNIT 

2 

134 

50-358 

WILLIAM H. ZIMMER NUCLEAR 

STATION, UNIT 1 

134 

50-361 

SAN ONOFRE NUCLEAR STATION, UNIT 
2 
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50-362 

SAN ONOFRE NUCLEAR STATION, UNIT 

3 

136 

50-364 

JOSEPH M. FARLEY NUCLEAR PLANT, 
UNIT 2 

138 

50-366 

EDWIN 1. HATCH NUCLEAR PLANT, UNIT 
2 

140 

50-368 

ARKANSAS NUCLEAR ONE, UNIT 2 

141 

50-369 

WILLIAM B. MCGUIRE NUCLEAR 
STATION, UNIT 1 

. 142 
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Page 

50-370 

WILLIAM B. MCGUIRE NUCLEAR 

STATION, UNIT 2 

144 

50-373 

LASALLE COUNTY STATION, UNIT 1 

146 

50-374 

LASALLE COUNTY STATION, UNIT 2 

148 

50-382 

WATERFORD GENERATING STATION, 

UNIT 3 

150 

50-387 

SUSQUEHANNA STEAM ELECTRIC 
STATION, UNIT 1 

152 

50-388 

SUSQUEHANNA STEAM ELECTRIC 
STATION, UNIT 2 

153 

50-389 

ST. LUCIE PLANT, UNIT 2 

154 

50-390 

WATTS BAR NUCLEAR PLANT, UNIT 1 

155 

50-391 

WATTS BAR NUCLEAR PLANT, UNIT 2 

157 

50-395 

VIRGIL C. SUMMER NUCLEAR STATION, 
UNIT 1 

159 

50-396 

UNIV. OF VIRGINIA CAVALIER REACTOR 

161 

50-397 

WPPSS NUCLEAR PROJECT, UNIT 2 

161 

50-400 

SHEARON HARRIS NUCLEAR POWER 
PLANT, UNIT 1 
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50-401 

SHEARON HARRIS NUCLEAR POWER 
PLANT, UNIT 2 

164 

50-409 

LA CROSSE BOILING WATER REACTOR 

164 

50-410 

NINE MILE POINT NUCLEAR STATION, 
UNIT 2 

165 

50-412 

BEAVER VALLEY POWER STATION, 

UNIT 2 

167 

50-413 

CATAWBA NUCLEAR STATION, UNIT 1 

168 

50-414 

CATAWBA NUCLEAR STATION, UNIT 2 

170 

50-416 

GRAND GULF NUCLEAR STATION, UNIT 

1 

173 

50-417 

GRAND GULF NUCLEAR STATION, UNIT 

2 

175 

50-423 

MILLSTONE NUCLEAR POWER 

STATION, UNIT 3 

176 

50-424 

ALVIN W. VOGTLE NUCLEAR PLANT, 

UNIT 1 

180 

50-425 

ALVIN W. VOGTLE NUCLEAR PLANT, 

UNIT 2 

182 

50-433 

UNIV. OF CALIFORNIA AT SANTA 
BARBARA RESEARCH REACTOR 

185 

STN-50- 

437 

FLOATING NUCLEAR PLANT 

185 

50-438 

BELLEFONTE NUCLEAR PLANT, UNIT 1 

185 

50-439 

BELLEFONTE NUCLEAR PLANT, UNIT 2 

186 

50-440 

PERRY NUCLEAR POWER PLANT, UNIT 

187 

50-441 

PERRY NUCLEAR POWER PLANT, UNIT 

2 

190 

50-443 

SEABROOK NUCLEAR STATION, UNIT 1 

193 

50-444 

SEABROOK NUCLEAR STATION, UNIT 2 

194 

50-445 

COMANCHE PEAK STEAM ELECTRIC 
STATION, UNIT 1 

195 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-446 

COMANCHE PEAK STEAM ELECTRIC 

202 

Domestic Licensing of Special Nuclear 



STATION, UNIT 2 


Material - 

Docket 70 


STN-50- 

GESSAR-238 

208 

70-0027 

BABCOCK & WILCOX CO., LYNCHBURG, 

239 

447 




VA 


STN-50- 

BYRON STATION, UNIT 1 

208 

70-0036 

COMBUSTION ENGINEERING, INC., 

239 

454 




WINDSOR, CT 


STN-50- 

455 

BYRON STATION, UNIT 2 

210 

70-0135 

BABCOCK & WILCOX CO., APOLLO, PA 

240 




70-0143 

NUCLEAR FUEL SERVICES, INC., 

240 

STN-50- 

BRAIDWOOD STATION, UNIT 1 

211 


ERWIN, TN 


456 









70-0364 

BABCOCK & WILCOX CO., APOLLO, PA 

240 

STN-50- 

BRAIDWOOD STATION, UNIT 2 

213 




457 



70-0371 

UNC NAVAL PRODUCTS, INC., 

240 





UNCASVILLE, CT 


50-458 

RIVER BEND STATION, UNIT 1 

215 







70-0687 

CINTICHEM, INC., TUXEDO, NY 

241 

50-460 

WPPSS NUCLEAR PROJECT, UNIT 1 

217 







70-0698 

WESTINGHOUSE ELECTRIC CORP., 

241 

50-461 

CLINTON POWER STATION, UNIT 1 

218 


PITTSBURGH, PA 


STN-50- 

CESSAR SYSTEM 80 

219 

70-0734 

GA TECHNOLOGIES, INC., SAN DIEGO, 

241 

470 




CA 


STN-50- 

RESAR-41 

220 

70-0754 

GENERAL ELECTRIC CO., PLEASANTON, 

241 

480 




CA 


STN-50- 

WOLF CREEK GENERATING STATION 

220 

70-0820 

UNITED NUCLEAR CORP., WOOD RIVER 

241 

482 




JUNCTION, Rl 


STN-50- 

CALLAWAY PLANT, UNIT 1 

222 

70-0824 

BABCOCK & WILCOX CO., LYNCHBURG, 

241 

483 




VA 


STN-50- 

SOUTH TEXAS PROJECT, UNIT 1 

224 

70-0925 

KERR-MCGEE NUCLEAR CORP., 

241 

498 




OKLAHOMA CITY, OK 


STN-50- 

SOUTH TEXAS PROJECT, UNIT 2 

228 

70-0938 

MASSACHUSETTS INSTITUTE OF 

241 

499 




TECHNOLOGY, CAMBRIDGE, MA 


STN-50- 

WPPSS NUCLEAR PROJECT, UNIT 3 

231 

70-1100 

COMBUSTION ENGINEERING, INC., 

241 

508 




WINDSOR, CT 


50-513 

WPPSS NUCLEAR PROJECT, UNIT 4 

232 

70-1113 

GENERAL ELECTRIC CO., WILMINGTON, 

241 

STN-50- 

HARTSVILLE NUCLEAR PLANT, UNIT 1 

232 


NC 


518 



70-1151 

WESTINGHOUSE ELECTRIC CORP., 

243 





PITTSBURGH, PA 


STN-50- 

HARTSVILLE NUCLEAR PLANT, UNIT 2 

232 




519 



70-1193 

KERR-MCGEE NUCLEAR CORP., 

243 





OKLAHOMA CITY, OK 


STN-50- 

HARTSVILLE NUCLEAR PLANT, UNIT 3 

232 




520 



70-1201 

BABCOCK & WILCOX CO., LYNCHBURG, 

243 

STN-50- 

HARTSVILLE NUCLEAR PLANT, UNIT 4 

232 


VA 


521 



70-1257 

EXXON NUCLEAR CO., INC., RICHLAND, 

243 

50-522 

SKAGIT NUCLEAR POWER PROJECT, 

232 


WA 



UNIT 1 


70-1308 

GENERAL ELECTRIC CO., SAN JOSE, CA 

243 

50-523 

SKAGIT NUCLEAR POWER PROJECT, 

233 

70-1359 

IRT CORP., SAN DIEGO, CA 

243 


UNIT 2 








70-1517 

GENERAL ELECTRIC CO., SAN JOSE, CA 

244 

STN-50- 

PALO VERDE NUCLEAR STATION, UNIT 

233 




528 

1 


70-1750 

BABCOCK & WILCOX CO., LYNCHBURG, 

244 





VA 


STN-50- 

PALO VERDE NUCLEAR STATION, UNIT 

235 




529 

2 


70-2479 

TRANSNUCLEAR, INC., FALLS CHURCH, 

244 





VA 


STN-50- 

PALO VERDE NUCLEAR STATION, UNIT 

237 




530 

3 


70-2947 

ILLINOIS POWER CO., DECATUR, IL 

244 

STN-50- 

MARBLE HILL NUCLEAR STATION, UNIT 

238 

70-2948 

NIAGRA MOHAWK POWER CORP., 

244 

546 

1 



SYRACUSE, NY 


STN-50- 

MARBLE HILL NUCLEAR STATION, UNIT 

239 

70-2949 

ARIZONA PUBLIC SERVICE CO., 

244 

547 

2 



PHOENIX, AZ 


50-601 

RESAR SP/90 

239 

70-2984 

ARIZONA PUBLIC SERVICE CO., 

244 


PHOENIX, AZ 


xii 
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70-2997 

CAROLINA POWER & LIGHT CO., 
RALEIGH, NC 

244 

70-3000 

COMMONWEALTH EDISON CO., 
CHICAGO, IL 

244 

70-3020 

NUCLEAR ASSURANCE CORP., 
NORCROSS, GA 

244 

70-3037 

MCMASTER UNIV., HAMILTON, 

ONTARIO, CANADA 

244 

Packaging of Radioactive Material for 

Transport and Transportation of Radioactive 

Material Under Certain Conditions - Docket 71 


71-0005 

MAGNAFLUX CORP. 

244 

71-0109 

UNION CARBIDE CORP. 

245 

71-0142 

CHICAGO BRIDGE & IRON CO. 

245 

71-0180 

HARTFORD STEAM BOILER CO. 

245 

71-0249 

NUCLEAR FUEL SERVICES, INC. 

245 

71-0252 

DAYTON X-RAY CO. 

245 

71-0333 

ALABAMA POWER CO. 

245 

71-0546 

TECHNICAL SERVICES, INC. 

245 

71-0550 

NAVY, DEPT. OF 

245 

71-4888 

MODEL: SENTINEL-25A, B, C, C3, D, E, F, 
TELEDYNE ENERGY 

245 

71-5071 

MODEL: URIPS-P-1, NAVY, DEPT. OF 

245 

71-5088 

MODEL: D34710-1, D34710-2, BABCOCK 
& WILCOX CO. 

245 

71-5507 

MODEL: HFIR SPENT FUEL ELEMENT 
SHIPPING CASK, ENERGY, 

245 

71-5597 

MODEL: TUNGSTEN SHIELDED CASK, 
ENERGY, DEPT. OF 

245 

71-5607 

MODEL: T-2, ENERGY, DEPT. OF 

245 

71-5828 

MODEL: TREAT, ENERGY, DEPT. OF 

245 

71-5830 

MODEL: SNAP 21, NAVY, DEPT. OF 

245 

71-5942 

MODEL: GE-700, GENERAL ELECTRIC 

CO. 

245 

71-5971 

MODEL: 200, GENERAL ELECTRIC CO. 

245 

71-6273 

MODEL: 48X, 48F, 48A & 48Y, ALLIED 
'CHEMICAL CORP. 

246 

71-6346 

MODEL: FSV-1, GA TECHNOLOGIES, 

INC. 

246 

71-6400 

MODEL: 6400, WESTINGHOUSE 
ELECTRIC CORP. 

246 

71-6674 

MODEL: HN-200, HITTMAN NUCLEAR & 
DEVELOPMENT CORP. 

246 

71-6601 

i MODEL: CNS 8*120, CBEM-NUCLEAR 
SYSTEMS, INC. 

246 

71-6786 x 

MODEL: URIPS-8A & URIPS-8B, NAVY, 
DEPT. OF 

>,,246: 

71-9006 4 

SU, TECH/OPS, INC. 

246 


Docket 

Name 

Page 

71-9007 

MODEL 520, TECH/OPS, INC. 

246 

71-9015 

MODEL: TN-8, -8L, TRANSNUCLEAR, 

INC. 

246 

71-9016 

MODEL: TN-9, TRANSNUCLEAR, INC. 

246 

71-9022 

MODEL: CE-250-2, COMBUSTION 
ENGINEERING, INC. 

246 

71-9030 

MODEL: SENTINEL-8, -3 & MW-3000, 
TELEDYNE ENERGY 

246 

71-9032 

MODEL: 650, TECH/OPS, INC. 

247 

71-9049 

MODEL: GE-500, GENERAL ELECTRIC 

CO. 

247 

71-9053 

MODEL: 683, TECH/OPS, INC. 

247 

71-&073 

MODEL: OH-142 SERIES & NUS 10-135, 
NUCLEAR PACKAGING, 

247 

71-9094 

MODEL: CNS 14-195-H, CHEM-NUCLEAR 
SYSTEMS, INC. 

247 

71-9103 

MODEL: NLI-6502, NUCLEAR 

ASSURANCE CORP. 

247 

71-9132 

MODEL: T-3, ENERGY, DEPT. OF 

247 

71-9147 

MODEL: 850, TECHNICAL OPERATIONS, 
INC. 

247 

71-9151 

MODEL: HN-100 SERIES 3, CNS 14-170 

III, NUS 14-170 1, 

247 

71-9156 

MODEL: IR-50, INDUSTRIAL NUCLEAR 

CO. 

247 

71-9159 

MODEL: NUPAC 14/190L, /190M & / 

190H, NUCLEAR PKG., INC. 

247 

71-9176 

MODEL: NUPAC 14/210L & 14/210H, 
NUCLEAR PACKAGING, INC. 

247 

71-9185 

MODEL: OP-100, INDUSTRIAL NUCLEAR 
CO. 

248 

71-9192 

MODEL: AP-300, ANEFCO, INC. 

248 

71-9195 

MODEL: 2000, GENERAL ELECTRIC CO. 

248 

71-9200 

MODEL: 125-B, ENERGY, DEPT. OF 

248 

71-9202 

MODEL: TN-BRP, TRANSNUCLEAR, INC. 

248 

71-9203 

MODEL: DHTF, BABCOCK & WILCOX CO. 

248 

71-9205 

MODEL: SENTINEL 5S, TELEDYNE 
ENERGY SYSTEMS 

248 

71-9206 

MODEL: TN-REG, TRANSNUCLEAR, INC. 

248 

71-9860 

MODEL: DT-14A, ENERGY, DEPT. OF 

248 

71-9932 

MODEL: UC-609, ENERGY, DEPT. OF 

248 

Licensing of independent Spent Fuel Storage 
- Docket 72 


72-0001 * 

MORRIS OPERATIONS, GENERAL 
ELECTRtC CO. 

248 

72-0002 r 

VIRGINIA ELECTRIC & POWiBCO. 

249 

72-0003 

CAROLINA POWER & LIGHT CO. 

249 
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ALPHABETIC ARRANGEMENT OF DOCKET ITEMS BY FACILITY NAME 


Name Docket Page 


Low Level Radwaste Disposal Sites - 
Docket 27 

RICHLAND, WA, U.S. ECOLOGY, INC. 27-048 1 


Domestic Licensing of Source Material - 
Docket 40 

AMERICAN NUCLEAR CORP., CASPAR, WY 40-4492 2 

ARMY, DEPT. OF, ROCK ISLAND, IL 40-8631 5 

ATLAS MINERALS, INC., DENVER, CO 40-3453 2 

BEAR CREEK URANIUM CO., CASPER, WY 40-8452 4 

CHEMETRON CORP., CHICAGO, IL 40-8724 6 

CLEVELAND-CLIFFS IRON CO., CLEVELAND, 40-8714 5 

OH 

EVEREST MINERALS CORP., CONVERSE 40-8857 6 

COUNTY, WY 

EXXON CO., USA, HOUSTON, TX 40-81 02 4 

GETTY OIL/PETROTOMICS CO., SHIRLEY 40-6659 3 

BASIN, WY 

KAWECKI BERYLCO INDUSTRIES, INC., 40-6940 3 

BOYERTOWN, PA 

KERR-MCGEE CHEMICAL CORP., WEST 40-2061 1 

CHICAGO, IL 

KERR-MCGEE NUCLEAR CORP., 40-8768 6 

OKLAHOMA CITY, OK 

KERR-MCGEE NUCLEAR CORP., 40-8027 3 

OKLAHOMA CITY, OK 

MCGEAN DISPOSAL DUMP, NEWBURGH 40-8800 6 

HEIGHTS, OH 

MINERALS EXPLORATION CO., LOS 40-8584 5 

ANGELES, CA 

MOLYCORP, INC., LOS ANGELES, CA 40-8778 6 

OGLE PETROLEUM, INC., CASPER, WY 40-8745 6 

PATHFINDER MINES CORP., RIVERTON, WY 40-2259 2 

PATHFINDER MINES CORP., SHIRLEY 40-6622 2 

BASIN, WY 

PLATEAU RESOURCES, LTD., GRAND 40-8674 5 

JUNCTION, CO 

PLATEAU RESOURCES, LTD., GRAND 40-8698 5 

JUNCTION, CO 

RIO ALGOM CORP., MOAB, UT 40-8084 4 

SHIELDALLOY CORP., NEWFIELD, NJ 40-7102 3 

SOHIO CHEMICAL CO., LIMA, OH 40-7604 3 

STEPAN CHEMICAL CO., MAYWOOD, NJ 40-8610 5 

TENNESSEE VALLEY AUTHORITY, 40-1 341 1 

CHATTANOOGA, TN 

TETON EXPLORATION DRILLING CO., INC., 40-8728 6 

CASPER, WY 

UMETCO MINERALS CORP., GRAND 40-8681 5 

JUNCTION, CO 


Name 

Docket 

Page 

UNION CARBIDE CORP., GRAND JUNCTION 
CO 

, 40-0299 

1 

URANERZ USA, INC., CASPER, WY 

40-8783 

6 

URANIUM RESOURCES, INC., RICHARDSON, 40-8786 
TX 

6 

WESTERN NUCLEAR, INC., JEFFREY CITY, 
WY 

40-1162 

1 

WHITTAKER METALS, LOS ANGELES, CA 

40-7455 

3 

WYOMING MINERAL CORP., LAKEWOOD, 
CO 

40-8502 

4 

Domestic Licensing of Production and 
Utilization Facilities - Docket 50 



AGN-201 

50-276 

55 

ALVIN W. VOGTLE NUCLEAR PUNT, UNIT 1 

1 50-424 

180 

ALVIN W. VOGTLE NUCLEAR PLANT, UNIT 2 50-425 

182 

ARKANSAS NUCLEAR ONE, UNIT 1 

50-313 

86 

ARKANSAS NUCLEAR ONE, UNIT 2 

50-368 

141 

B&W CRITICAL EXPERIMENT FACILITY 

50-13 

8 

BEAVER VALLEY POWER STATION, UNIT 1 

50-334 

113 

BEAVER VALLEY POWER STATION, UNIT 2 

50-412 

167 

BELLEFONTE NUCLEAR PUNT, UNIT 1 

50-438 

185 

BELLEFONTE NUCLEAR PLANT, UNIT 2 

50-439 

186 

BIG ROCK POINT NUCLEAR PUNT 

50-155 

12 

BRAIDWOOD STATION, UNIT 1 

STN-50-456 

211 

BRAIDWOOD STATION, UNIT 2 

STN-50-457 

213 

BROWNS FERRY NUCLEAR POWER 
STATION, UNIT 1 

50-259 

36 

BROWNS FERRY NUCLEAR POWER 
STATION, UNIT 2 

50-260 

37 

BROWNS FERRY NUCLEAR POWER 
STATION, UNIT 3 

50-296 

73 

BRUNSWICK STEAM ELECTRIC PUNT, 
UNIT 1 

50-325 

104 

BRUNSWICK STEAM ELECTRIC PLANT, 
UNIT 2 

50-324 

103 

BYRON STATION, UNIT 1 

STN-50-454 

208 

BYRON STATION, UNIT 2 

STN-50-455 

210 

CALLAWAY PUNT, UNIT 1 

STN-50-483 

222 

CALVERT CLIFFS NUCLEAR POWER PUNT, 50-317 

UNIT 1 

90 

CALVERT CLIFFS NUCLEAR POWER PLANT, 50-31 8 

UNIT 2 

92 

CATAWBA NUCLEAR STATION, UNIT 1 

50-413 

168 

CATAWBA NUCLEAR STATION, UNIT 2 

50-414 

170 

CATHOLIC UNIV. OF AMERICA RESEARCH 
REACTOR 

50-77 

11 

CESSAR SYSTEM 80 

STN-50-470 

219 


XV 



Name 


Docket Page 


Name 


Docket Page 


CINTICHEM RESEARCH REACTOR 


50-54 

10 

CLINTON POWER STATION, UNIT 1 


50-461 

218 

COMANCHE PEAK STEAM ELECTRIC 
STATION, UNIT 1 


50-445 

195 

COMANCHE PEAK STEAM ELECTRIC 
STATION, UNIT 2 


50-446 

202 

COOPER NUCLEAR STATION 


50-298 

74 

CRYSTAL RIVER NUCLEAR PLANT, UNIT 3 


50-302 

76 

DAVIS-BESSE NUCLEAR POWER STATION 
UNIT 1 


50-346 

124 

DIABLO CANYON NUCLEAR POWER PLANT, 
UNIT 1 

50-275 

53 

DIABLO CANYON NUCLEAR POWER PLANT, 
UNIT 2 

50-323 

100 

DONALD C. COOK NUCLEAR POWER 
PLANT, UNIT 1 


50-315 

87 

DONALD C. COOK NUCLEAR POWER 
PLANT, UNIT 2 


50-316 

89 

DOW CHEMICAL CO. 


50-264 

41 

DRESDEN NUCLEAR POWER STATION, 
UNIT 1 


50-10 

8 

DRESDEN NUCLEAR POWER STATION, 
UNIT 2 


50-237 

21 

DRESDEN NUCLEAR POWER STATION, 
UNIT 3 


50-249 

27 

DUANE ARNOLD ENERGY CENTER 


50-331 

111 

EDWIN 1. HATCH NUCLEAR PLANT, UNIT 1 


50-321 

96 

EDWIN I. HATCH NUCLEAR PLANT, UNIT 2 


50-366 

140 

ENRICO FERMI ATOMIC POWER PUNT, 
UNIT 1 


50-16 

8 

ENRICO FERMI ATOMIC POWER PUNT, 
UNIT 2 


50-341 

121 

FLOATING NUCLEAR PUNT 

STN-50-437 

185 

FORD NUCLEAR REACTOR 


50-2 

7 

FORT CALHOUN STATION, UNIT 1 


50-285 

63 

FORT ST. VRAIN NUCLEAR GENERATING 
STATION 


50-267 

44 

GA TECHNOLOGIES 


50-163 

14 

GEORGIA INSTITUTE OF TECHNOLOGY 
RESEARCH REACTOR 


50-160 

14 

GESSAR-238 

STN-50-447 

208 

GRAND GULF NUCLEAR STATION, UNIT 1 


50-416 

173 

GRAND GULF NUCLEAR STATION, UNIT 2 


50-417 

175 

H.B. ROBINSON PUNT, UNIT 2 


50-261 

39 

HADDAM NECK PUNT 


50-213 

16 

HARTSVILLE NUCLEAR PLANT, UNIT 1 

STN-50-518 

232 

^HARTSVILLE NUCLEAR PLANT, UNIT 2 

STN-50-519 

232 

HARTSVILLE NUCLEAR PLANT* UNIT 3 

STN-50-520 

232 

HARTSVILLE NUCLEAR PUNT, UNIT 4 

STN-50-521 

232 

«HpPE : ' : 0REiK'iNUCLEAR STATION, UNIT 1 


50-354 

132 


HOPE CREEK NUCLEAR STATION, UNIT 2 50-355 134 

HUMBOLDT BAY POWER PLANT, UNIT 3 50-133 11 

INDIAN POINT STATION, UNIT 1 50-3 7 

INDIAN POINT STATION, UNIT 2 50-247 26 

INDIAN POINT STATION, UNIT 3 50-286 64 

JAMES A. FITZPATRICK NUCLEAR POWER 50-333 112 

PLANT 

JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 50-348 126 

1 

JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 50-364 138 

2 

KEWAUNEE NUCLEAR POWER PLANT 50-305 80 

LA CROSSE BOILING WATER REACTOR 50-409 164 

LASALLE COUNTY STATION, UNIT 1 50-373 146 

LASALLE COUNTY STATION, UNIT 2 50-374 148 

LIMERICK GENERATING STATION, UNIT 1 50-352 1 28 

LIMERICK GENERATING STATION, UNIT 2 50-353 131 

MAINE YANKEE ATOMIC POWER PLANT 50-309 81 

MARBLE HILL NUCLEAR STATION, UNIT 1 STN-50-546 238 

MARBLE HILL NUCLEAR STATION, UNIT 2 STN-50-547 239 

MASSACHUSETTS INSTITUTE OF 50-20 9 

TECHNOLOGY RESEARCH REACTOR 

MICHIGAN STATE UN1V. RESEARCH 50-294 71 

REACTOR 

MIDLAND PLANT, UNIT 1 50-329 1 10 

MIDLAND PLANT, UNIT 2 50-330 111 

MILLSTONE NUCLEAR POWER STATION, 50-245 24 

UNIT 1 

MILLSTONE NUCLEAR POWER STATION, 50-336 116 

UNIT 2 

MILLSTONE NUCLEAR POWER STATION, 50-423 176 

UNIT 3 

MONTICELLO NUCLEAR GENERATING 50-263 40 

PLANT 

NINE MILE POINT NUCLEAR STATION, UNIT 50-220 19 

1 

NINE MILE POINT NUCLEAR STATION, UNIT 50-410 165 

2 

NORTH ANNA POWER STATION, UNIT 1 50-338 117 

NORTH ANNA POWER STATION, UNIT 2 50-339 119 

OCONEE NUCLEAR STATION, UNIT 1 50-269 46 

OCONEE NUCLEAR STATION, UNIT 2 50-270 48 

OCONEE NUCLEAR STATION, UNIT 3 50-287 65 

OHIO STATE UNIV: RESEARCH REACTOR 50-150 12 

OYSTER CREEK NUCLEAR POWER PLANT 50-219 17 

PALISADES NUCLEAR PUNT 50-255 34 

PALO VERDE NUCLEAR STATION, UNIT 1 STN-50-528 233 

PALO VERDE NUCLEAR STATION, UNIT 2 STN-50-529 235 

PALO VERDE NUCLEAR STATION, UNIT 3 STN-50-530 237 


XVI 



Name 

Docket 

Page 

PEACH BOTTOM ATOMIC POWER STATION, 
UNIT 2 

50-277 

55 

PEACH BOTTOM ATOMIC POWER STATION, 
UNIT 3 

50-278 

57 

PENNSYLVANIA STATE UNIV. RESEARCH 
REACTOR 

50-5 

8 

PERRY NUCLEAR POWER PLANT, UNIT 1 

50-440 

187 

PERRY NUCLEAR POWER PLANT, UNIT 2 

50-441 

190 

PILGRIM NUCLEAR POWER STATION, UNIT 

1 

50-293 

70 

POINT BEACH NUCLEAR PLANT, UNIT 1 

50-266 

42 

POINT BEACH NUCLEAR PLANT, UNIT 2 

50-301 

75 

PRAIRIE ISLAND NUCLEAR STATION, UNIT 

1 

50-282 

62 

PRAIRIE ISLAND NUCLEAR STATION, UNIT 

2 

50-306 

80 

QUAD-CITIES STATION, UNIT 1 

50-254 

33 

QUAD-CITIES STATION, UNIT 2 

50-265 

41 

RANCHO SECO NUCLEAR GENERATING 
STATION 

50-312 

84 

REED COLLEGE RESEARCH REACTOR 

50-288 

68 

RESAR SP/90 

50-601 

239 

RESAR-41 STN-50-480 

220 

RHODE ISLAND & PROVIDENCE 
PLANTATIONS AEC 

50-193 

14 

RIVER BEND STATION, UNIT 1 

50-458 

215 

ROBERT EMMET GINNA NUCLEAR PLANT, 
UNIT 1 

50-244 

22 

RPI CRITICAL EXPERIMENT 

50-225 

21 

SALEM NUCLEAR GENERATING STATION, 
UNIT 1 

50-272 

52 

SALEM NUCLEAR GENERATING STATION, 
UNIT 2 

50-31 1 

83 

SAN ONOFRE NUCLEAR STATION, UNIT 1 

50-206 

14 

SAN ONOFRE NUCLEAR STATION, UNIT 2 

50-361 

135 

SAN ONOFRE NUCLEAR STATION, UNIT 3 

50-362 

136 

SEABROOK NUCLEAR STATION, UNIT 1 

50-443 

193 

SEABROOK NUCLEAR STATION, UNIT 2 

50-444 

194 

SEQUOYAH NUCLEAR PLANT, UNIT 1 

50-327 

106 

SEQUOYAH NUCLEAR PLANT, UNIT 2 

50-328 

108 

SHEARON HARRIS NUCLEAR POWER 
PLANT, UNIT 1 

50-400 

162 

SHEARON HARRIS NUCLEAR POWER " 
PLANT, UNIT 2 

50-401 

164 

SHOREHAMNUCLEAR POWER STATION 

50-322 

97 

SKAGIT NUCLEAR POWER PROJECT, UNIT 

50-522 

232 

Vt ... .. r „ ... . .... ... . ., 

SKAGIT N,yCL£AR POWER. PROJECT, UNIT 

2 ! ■- «•"' vw,*' 

50-523 


SOUTH f EXASPROJEGt, UNIT* > 1 

STN-50-498 

224 

South Texas project, 

STN-50-499 

228 


Name 

Docket 

Page 

ST. LUCIE PLANT, UNIT 1 

50-335 

115 

ST. LUCIE PLANT, UNIT 2 

50-389 

154 

SURRY POWER STATION, UNIT 1 

50-280 

58 

SURRY POWER STATION, UNIT 2 

50-281 

60 

SUSQUEHANNA STEAM ELECTRIC 

STATION, UNIT 1 

50-387 

152 

SUSQUEHANNA STEAM ELECTRIC 

STATION, UNIT 2 

50-388 

153 

TEXAS A&M UNIV. RESEARCH REACTOR 

.50-59 

10 

THREE MILE ISLAND NUCLEAR STATION, 
UNIT 1 

50-289 

68 

THREE MILE ISLAND NUCLEAR STATION, 
UNIT 2 

50-320 

93 

TROJAN NUCLEAR PLANT 

50-344 

122 

TURKEY POINT PLANT, UNIT 3 

50-250 

29 

TURKEY POINT PLANT, UNIT 4 

50-251 

31 

UCLA TRAINING REACTOR 

50-142 

12 

UNIV. OF CALIFORNIA AT IRVINE 

RESEARCH REACTOR 

50-326 

106 

UNIV. OF CALIFORNIA AT SANTA BARBARA 
RESEARCH REACTOR 

50-433 

185 

UNIV. OF CALIFORNIA RESEARCH 

REACTOR 

50-224 

21 

UNIV. OF FLORIDA TRAINING REACTOR 

50-83 

11 

UNIV. OF KANSAS RESEARCH REACTOR 

50-148 

12 

UNIV. OF LOWELL RESEARCH REACTOR 

50-223 

20 

UNIV. OF MISSOURI RESEARCH REACTOR 

50-186 

14 

UNIV. OF VIRGINIA CAVALIER REACTOR 

50-396 

161 

UNIV. OF VIRGINIA RESEARCH REACTOR 

50-62 

10 

UNIV. OF WASHINGTON RESEARCH 
REACTOR 

50-139 

11 

UNIV. OF WISCONSIN RESEARCH 

REACTOR 

50-156 

13 

VERMONT YANKEE NUCLEAR POWER 
STATION 

50-271 

50 

VIRGIL C. SUMMER NUCLEAR STATION, 
UNIT 1 

50-395 

159 

WASHINGTON STATE UNIV. RESEARCH 
REACTOR (TRIGA) 

50-27 

9 

WATERFORD GENERATING STATION, UNIT 

3 

50-382 

150 

WATTS BAR NUCLEAR PLANT, UNIT 1 

50-390 

155 

WATTS BAR NUCLEAR PLANT, UNIT 2 

50-391 

157 

WEST VALLEY REPROCESSING PLANT 

50-201 

14 

WESTI NGHOUSE CRITICAL EXPERIMENT , 

1 50-87 

11 

WILLIAM B. MCGUIRE NUCLEAR STATION, 
UNIT 1 • ' '>v 

A! M • 

WILLIAM B, MCGUIRE NUCLEAR STATION, 

* 4JNIT 2 ■■ ■’ i 'ft ■ * / > ■ ■■ ' ■ ■ ', s . Y'l ; ' „i \ u ,e x *■ 

50-369 

( ;i't .? 

, ■ ••*. 

Sd-370 

mu ■■ . fi:;.: 

*142 

144 

AM' ; -4 

WILLIAM H. ZIMMER NUCLEAR STATION, 

f UNIT f * c: ^ v, 

50-358 

A- 

134 




Name 

Docket 

Page 

WOLF CREEK GENERATING STATION 

STN-50-482 

220 

WORCESTER POLYTECHNIC INSTITUTE 
RESEARCH REACTOR 

50-134 

11 

WPPSS NUCLEAR PROJECT, UNIT 1 

50-460 

217 

WPPSS NUCLEAR PROJECT, UNIT 2 

50-397 

161 

WPPSS NUCLEAR PROJECT, UNIT 3 

STN-50-508 

231 

WPPSS NUCLEAR PROJECT, UNIT 4 

50-513 

232 

YANKEE-ROWE NUCLEAR POWER STATION 50-29 

9 

ZION NUCLEAR POWER STATION, UNIT 1 

50-295 

71 

ZION NUCLEAR POWER STATION, UNIT 2 

50-304 

78 


Domestic Licensing of Special Nuclear 
Material - Docket 70 

ARIZONA PUBLIC SERVICE CO., PHOENIX, 
AZ 

ARIZONA PUBLIC SERVICE CO., PHOENIX, 
AZ 

BABCOCK & WILCOX CO., APOLLO, PA 

BABCOCK & WILCOX CO., APOLLO, PA 

BABCOCK & WILCOX CO., LYNCHBURG, VA 

BABCOCK & WILCOX CO., LYNCHBURG, VA 

BABCOCK & WILCOX CO., LYNCHBURG, VA 

BABCOCK & WILCOX CO., LYNCHBURG, VA 

CAROLINA POWER & LIGHT CO., RALEIGH, 
NC 

CINTICHEM, INC., TUXEDO, NY 

COMBUSTION ENGINEERING, INC., 
WINDSOR, CT 

COMBUSTION ENGINEERING, INC., 
WINDSOR, CT 

COMMONWEALTH EDISON CO., CHICAGO, 

IL 

EXXON NUCLEAR CO., INC., RICHLAND, WA 

GA TECHNOLOGIES, INC., SAN DIEGO, CA 

GENERAL ELECTRIC CO., PLEASANTON, CA 

GENERAL ELECTRIC CO., SAN JOSE, CA 

GENERAL ELECTRIC CO., SAN JOSE, CA 

GENERAL ELECTRIC CO., WILMINGTON, NC 

ILLINOIS POWER CO., DECATUR, IL 

IRT CORP,, SAN DIEGO, CA 

KERR-MCGEE NUCLEAR CORP., 
OKLAHOMA CITY, OK 

KERR-MCGEE NUCLEAR CORP., 
OKLAHOMA CITY, OK 

MASSACHUSETTS INSTITUTE OF 
TECHNOLOGY, CAMBRIDGE, MA 

MCMAStER UNIV., HAMILTON, ONTARIO, 
CANADA 

NIAGRA MOHAWK POWER CORP., 
SYRACUSE, NY 


Name 

Docket 

Page 

NUCLEAR ASSURANCE CORP., NORCROSS, 
GA 

70-3020 

244 

NUCLEAR FUEL SERVICES, INC., ERWIN, TN 

70-0143 

240 

TRANSNUCLEAR, INC., FALLS CHURCH, VA 

70-2479 

244 

UNC NAVAL PRODUCTS, INC., UNCASVILLE, 
CT 

70-0371 

240 

UNITED NUCLEAR CORP., WOOD RIVER 
JUNCTION, Rl 

70-0820 

241 

WESTINGHOUSE ELECTRIC CORP., 
PITTSBURGH, PA 

70-1151 

243 

WESTINGHOUSE ELECTRIC CORP., 

70-0698 

241 


PITTSBURGH, PA 


Packaging of Radioactive Material for 
Transport and Transportation of 


Radioactive Material Under Certain 
Conditions - Docket 71 


70-2949 

244 

ALABAMA POWER CO. 

71-0333 

245 



CHICAGO BRIDGE & IRON CO. 

71-0142 

245 

70-0135 

70-0364 

240 

240 

DAYTON X-RAY CO. 

71-0252 

245 

245 

HARTFORD STEAM BOILER CO. 

71-0180 

70-0027 

239 

244 

MAGNAFLUX CORP. 

71-0005 

70-0824 

241 

248 

MODEL: 125-B, ENERGY, DEPT. OF 

71-9200 

70-1750 

244 

245 

MODEL: 200, GENERAL ELECTRIC CO. 

71-5971 

70-1201 

243 

248 

MODEL: 2000, GENERAL ELECTRIC CO. 

71-9195 

70-2997 

244 

MODEL: 48X, 48F, 48A & 48Y, ALLIED 

71-6273 

246 



CHEMICAL CORP. 



70-0687 

241 

MODEL: 520, TECH/OPS, INC. 

71-9007 

246 

70-0036 

239 

71-6400 

246 

MODEL: 6400, WESTINGHOUSE ELECTRIC 



CORP. 



70-1100 

241 

MODEL: 650, TECH/OPS, INC. 

71-9032 

247 

70-3000 

244 

MODEL: 683, TECH/OPS, INC. 

71-9053 

247 



MODEL: 850, TECHNICAL OPERATIONS, 

71-9147 

247 

70-1257 

243 

INC. 



70-0734 

241 

MODEL: Al 500 SU, TECH/OPS, INC. 

71-9006 

246 

70-0754 

241 

MODEL: AP-300, ANEFCO, INC. 

71-9192 

248 

70-1517 

70-1308 

244 

243 

MODEL: CE-250-2, COMBUSTION 
ENGINEERING, INC. 

71-9022 

246 

70-1113 


MODEL- CNS 14-195-H, CHEM-NUCLEAR 

71-9094 

247 

241 

SYSTEMS, INC. 



70-2947 

244 

MODEL: CNS 8-1 20, CHEM-NUCLEAR 

71-6601 

246 

70-1359 

243 

SYSTEMS, INC. 



70-1193 

243 

MODEL D34710-1, D34710-2, BABCOCK & 
WILCOX CO. 

71-5088 

245 

70-0925 

241 

MODEL: DHTF, BABCOCK & WILCOX CO. 

71-9203 

248 



MODEL: DT-14A, ENERGY, DEPT. OF 

71-9860 

248 

70-0938 

241 

MODEL: FSV-1, GA TECHNOLOGIES, INC. 

71-6346 

246 

70-3037 

244 

MODEL: Gl-SOO, GENERAL .ELECTRIC CO. 

71-9049 

247 



MODEL Gf-70Q,1@ENBRAL ELECTRIC CO. 

71-5942 

245 

70-2948 

244 

MODEL: HFIR SPENT FUEL ELEMENT 

71-5507 

245 


SHIPPING C*ASK, ENERGY, 



Name 

Docket 

Page 

Name 

Docket 

Page 

MODEL: HN-100 SERIES 3, CNS 14-170 III, 

NUS 14-170 1, 

71-9151 

247 

MODEL: TN-8, -8L, TRANSNUCLEAR, INC. 

71-9015 

246 



MODEL: TN-9, TRANSNUCLEAR, INC. 

71-9016 

246 

MODEL: HN-200, HITTMAN NUCLEAR & 
DEVELOPMENT CORP. 

71-6574 

246 

MODEL: TN-BRP, TRANSNUCLEAR, INC. 

71-9202 

248 

MODEL: IR-50, INDUSTRIAL NUCLEAR CO. 

71-9156 

247 

MODEL: TN-REG, TRANSNUCLEAR, INC. 

71-9206 

248 

MODEL: NL1-6502, NUCLEAR ASSURANCE 

71-9103 

247 

MODEL: TREAT, ENERGY, DEPT. OF 

71-5828 

245 

CORP. 



MODEL: TUNGSTEN SHIELDED CASK, 

71-5597 

245 

MODEL: NUPAC 14/190L, /190M & /190H, 

71-9159 

247 

ENERGY, DEPT. OF 



NUCLEAR PKG., INC. 



MODEL: UC-609, ENERGY, DEPT. OF 

71-9932 

248 

MODEL: NUPAC 14/210L & 14/21 OH, 

71-9176 

247 

MODEL: URIPS-8A & URIPS-8B, NAVY, 

71-6786 

246 

NUCLEAR PACKAGING, INC. 



DEPT. OF 



MODEL: OH-142 SERIES’ & NUS 10-135, 
NUCLEAR PACKAGING, 

71-9073 

247 

MODEL: URIPS-P-1, NAVY, DEPT. OF 

71-5071 

245 

245 



NAVY, DEPT. OF 

71-0550 

MODEL: OP-100, INDUSTRIAL NUCLEAR CO. 

71-9185 

248 

NUCLEAR FUEL SERVICES, INC. 

71-0249 

245 

MODEL: SENTINEL 5S, TELEDYNE ENERGY 
SYSTEMS 

71-9205 

248 

TECHNICAL SERVICES, INC. 

71-0546 

245 

MODEL: SENTINEL-25A, B, C, C3, D, E, F, 

71-4888 

245 

UNION CARBIDE CORP. 

71-0109 

245 

TELEDYNE ENERGY 






MODEL: SENTINEL-8, -3 & MW-3000, 



Licensing of Independent Spent Fuel 



71-9030 

246 

Storage - Docket 72 

72-0003 

249 

TELEDYNE ENERGY 

MODEL: SNAP 21, NAVY, DEPT. OF 

CAROLINA POWER & LIGHT CO. 

71-5830 

245 



MORRIS OPERATIONS, GENERAL 

72-0001 

248 

MODEL: T-2, ENERGY, DEPT. OF 

71-5607 

245 

ELECTRIC CO. 



MODEL: T-3, ENERGY, DEPT. OF 

71-9132 

247 

VIRGINIA ELECTRIC & POWER CO. 

72-0002 

249 
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DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 


POCKET 27-048 RICHLAND, WA, U.S. ECOLOGY, INC. 

8511140217 “Environ TLD Results for Sept 1985” & “Environ TLD Results, Third Quar- 
ter 1985.” W/851029 Itr. 

MARTINEZ, E.D. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 85/09/30. 
SCHAFFNER.J.J. NRC - No Detailed Affiliation Given. 2pp. 33492:360-33492:361. 

8511060327 Advises that 851002 Itr re disposal of small quantity of waste oil containing 
less than 10 mCi Pu per g of oil considered adequate response to concerns in 850725 
memo. 

GREEVES.J.T. Engineering Branch (Post 831001). 85/10/22. HIGGINBOTHAM, L. 
Low-Level Waste & Uranium Recovery Projects Branch. 2pp. 33371:042-33371:043. 

8511050131 Responds to 850925 Itr re disposal of oil soaked rags 8 10 gallons of oil 
contaminated W/U-235.NRC must be contacted for approval.Ltr forwarded to NRC for 
review. 

ELSEN.M.J. Washington, State of. 85/10/29. HARRIS, D. Babcock & Wilcox Co. 2pp. 
33339:352-33339:353. 

8511140237 Advises that draft Amend 17 to License WN-1019-02 reviewed. License 
Conditions 14-17,40,46-48,51-65,70-76 & 78-79 removed & App A tabled for further 
discussion during 851104 meeting. 

WRIGHT.S.V. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 85/10/31. 
KIRNER,N. Washington, State of. 19pp. 33492:341-33492:359. 

8511250288 Forwards Waste Packaging Insp Rept 15000046/85-05 on 850920 & 23- 
24.Violation noted. 

MONTGOMERY, J.L. Region 5, Office of Director. 85/11/18. GRELLA,A. Safeguards & 
Materials Program Branch. Ip. 33597:082-33597:099. 

-8511250294 Waste Packaging Insp Rept 15000046/85-05 on 850920 & 23-24. Viola- 
tion noted:Class A unstable radwaste shipment on 850920 exceeded Sr-90 limit, per 
10CFR61 .55. 

THOMAS.R.D. Region 5, Office of Director. BIDSTRUP.R. Washington, State of. 85/ 
1 1 /1 3. 1 7pp. 33597:083-33597:099. 


DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKET 40-0299 UNION CARBIDE CORP., GRAND JUNCTION, CO 

8511260626 Forwards 851016 FR notice describing revs to 10CFR40,App A to conform 
w/EPA health & environ protection stds.Changes incorporate radon emanation.radium 
cleanup & long-term stability requirements.W/o end. 

SMITH, R.D. Uranium Recovery Field Office. 85/10/31. UMETCO Minerals Corp. 
(subs, of Union Carbide Corp.). Ip. 33645:266-33645:266. 

8511260524 Forwards revised order withdrawing immediate effectiveness of 850719 
order imposing license condition that established groundwater detection monitoring 
sys & replacing Section 81 of Atomic Energy Act w/Section 63. 

SMITH.R.D. Uranium Recovery Field Office. 85/11/04. ANDRUS, N. American Nuclear 
Corp. Ip. 33645:185-33645:189. 

-8511260529 Revised order withdrawing immediate effectiveness of 850719 order im- 
posing license condition that established groundwater detection monitoring sys & re- 
placing Section 61 of Atomic Energy Act w/Section 63. 

SMITH, R.D. Uranium Recovery Field Office. 85/11/04. 4pp. 33645:186-33645:189. 

8511260581 Forwards revised order withdrawing immediate effectiveness of 850719 
order imposing license condition that established groundwater detection monitoring 
sys & replacing Section 61 of Atomic Energy Act w/Section 63. 

SMITH.R.D. Uranium Recovery Reid Office. 85/11/04. UMETCO Minerals Corp. 
(subs, of Union Carbide Corp.). 1 p. 33645:174-33645:1 78. 

■ #*„ 

DOCKET 40-1162 WESTERN NUCLEAR, INC., JEFFREY CITY, WY 

8511070586 Responds to violations noted in safety insp of License SUA-0056 on 
850826-27.Corrective actions:encl rept re U inventory as of 840930 sent to ERDA on 
850829. 

POWELL, J.W. Western Nuclear, Inc. (subs, of Phelps Dodge Corp.). 85/10/15. Urani- 
um Recovery Reid Office. 2pp. 33381:156-33381:157. 

8511210028 Application for amend to License SUA-56 f extendlng expiration date from 
851231 to860630.Fee paid. f . u ^ 

COLLINS.R.W. Western Nuclear, Inc. (subs, of Phelps Dodge Corp.). 85/10/25. 
PETTENGILL.H. Uranium Recovery Field Office. Ip. 33558:293-33558:293. 

8511120182 Discusses review of water quality of Well 14.Diminished water quality result 
of preexisting septic sys.Recommends water quality be further observed by State of 
WY.Dept of Environ Quality & appropriate action be taken by stale. 

KONWlNSKl.G.R., PETTENGfOJU Uranium Recovery Field Office. 85/10/28. Urani- 
um Recovery Reid Office. 5pp, 33430:318-33433:323. 

851126067$ Forwards 851016 FR notice describing revs to 10CFR40,App A to conform 
w/EPA health & environ protection stds.Changes incorporate radon emanation,radium 

COLUNS.R. Western Nuclear, 

Inc. (subs, of Phelps Dodge Corp.). I p. 33633:127-33633:127. 

8511260524 Forwards revised c)rder wtthdrawing immediate effectiveness of 850719 
order impostor license condition that established groundwater detection monitoring 
sys 8replacingS«ctiori61ofAtomicEnergy Actw/Secfioo63. 

SMITH, R.D. Uranium Recovery Reid Office. 85/11/04. ANDRUS.N. American Nuclear 
Corp. Ip. 33645:185-33645:189. 


-8511260529 Revised order withdrawing immediate effectiveness of 850719 order im- 
posing license condition that established groundwater detection monitoring sys & re- 
placing Section 61 of Atomic Energy Act w/Section 63. 

SMITH.R.D. Uranium Recovery Field Office. 85/11/04. 4pp. 33645:186-33645:189. 

8511260575 Forwards revised order withdrawing immediate effectiveness of 850719 
order imposing license condition that established groundwater detection monitoring 
sys & replacing Section 61 of Atomic Energy Act w/Section 63. 

SMITH, R.D. Uranium Recovery Field Office. 85/11/04. COLUNS.R. Western Nuclear, 
Inc. (subs, of Phelps Dodge Corp.). Ip. 33645:228-33645:232, 


DOCKET 40-1341 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 

8511070589 Discusses review of environ monitoring rept for Oct 1984 - Apr 
1985.Normal variability exhibited for most parameters. No significant contaminated dirt 
movement occurred.No further action warranted. 

BRICH,R.F., HAWKINS, E.F. Uranium Recovery Field Office. 85/10/10. Uranium Re- 
covery Field Office. 5pp. 33381:136-33381:140. 

8511200048 Requests increase in average vehicle speeds on mill site to 15.5 miles/h 
for loaded vefiicles.18 miles/h on haul roads & 30 miles/h for unloaded 
vehicles.lncreased truck speed environmentally acceptable. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/24. SMITH.R.D. Uranium Recovery 
Reid Office. 13pp. 33562:311-33562:323. 


DOCKET 40-2061 KERR-MCGEE CHEMICAL CORP., WEST CHICAGO, IL 


8511130103 Responds to EPA 850826 request for 5-lb thorium tailings sample. Program 
to characterize site discussed at 850905 meeting.Request on hold status, pending EPA 
review of previously sumbitted data listed in end. 

DENNY.I.L. Kerr-McGee Chemical Corp. (subs, of Kerr-McGee Corp.). 85/09/18. 
MELDGIN,N. Environmental Protection Agency. 6pp. 33454:344-33454:350. 

8511040016 Informs that NRC participating in interagency study of state preparedness 
for radiological emergencies w/DOf & FEMA to consider & adopt revs to FEMA rept 
on “Guidance for Developing State & Local Radiological....” 

CROW.W.T. Uranium Fuel Licensing Branch. 85/10/24. DAVIS, J.G. Office of Nuclear 
Material Safety & Safeguards, Director. Ip. 33445:004-33445:004. 

8511010494 Motion for extension of time to file requests for admissions per 
10CFR2.742 until 10 days after State of IL serves responsive interrogatory 
answers.Certificate of Svc end. Related correspondence, 

NICKLES,P.J. Kerr-McGee Chemical Corp. (subs, of Kerr-McGee Corp.). NICKLESPJ. 
Covington & Burling. #485 006. 85/10/30. Atomic Safety and Licensing Board Panel. 
5pp. 33290:150-33290:154. 

8511050091 Forwards, for filing, licensee motion for extension of time to file requests for 
admissions.Motion filed on 851 1 01 .W/o enci.Related correspondence. 

NICKLES.P.J, Covington & Burling. #485 066. 85/10/30. Docketing & Services 
Branch. Ip. 33318:177-33318:177. 


8511070233 Forwards FR notice re amends to 10CFR40,App A governing disposal of 
mill tailings.Acrtion conforms NRC regulations to EPA requirements.Related corre- 
spondence 

CROW.W.T. Uranium Fuel Ucensing Branch. #485 082. 85/10/30. FRYE.J.H. Atomic 
Safely and Licensing Board Panel. 16pp. 33380:173-33380:188. 


8511050086 Forwards, for filing, licensee motion to extend deadline for filing requests for 
admissions & to defer scheduling of deposition discoveiy.Motion filed on 851 101 .W/o 
end. Related correspondence. 

KING.D.P. Covington & Burling, #485 065. 85/10/31. Docketing & Services Branch. 
Ip. 33318:178-33318:178. 


8511050087 Motion to extend deadline for filing requests for admissions & to defer 
scheduling established for proceedings pending compliance by State of IL w/out- 
standing discovery requests. Certificate of Svc enci.Related correspondence. 
NICKLES.P.J. Kerr-McGee Chemical Corp. (subs, of Kerr-McGee Corp.). NICKUES.P.J. 
Covington & Burling, #485 069. 85/10/31, Commissioners. 6pp. 33320:225- 
33320:230. 


8511050043 Supplemental response to interrogatory 36 of first set of 
intorrogatories.lndividuals w/special knowledge or greater familiarity w/designated in- 


8511050126 Response to views of NRC & State of IL re ASLB proposed hearing 
schedule. ASLB urged to exercise authority set out in 10CFR51.6 to exempt proceed- 
ings from evidentiary rule, Certificate of Svc end. 

NlCKLES, P.J. Kerr-McGee Corp. NICKLES.P.J. Covington & Burling. #485 057. 85/ 
11/01. Atomic Safety and Ucensing Board Panel. 14pp. 33328:136-33328:149. 

8511050278 Supplemental response to State of IL third set of Interrogatories re costs of 
proposed monitoring program & joint response to interrogatory answeraGertHIcale of 
Svc and, Related, .correspondence. 

RAINEY, J.L Kerr-McGee Chemical Corp. (subs, of Kerr-McGee Corp.). #485 054. 85/ 
11/01. Illinois, State of. 5pp. 33328:306-33328:31 0. 

8511070214 Comments on ASLB proposal to seek waiver of 1QCJFR51 .104(a). Circum- 
stances of proceeding not such that ASLB should seek Commission waiver to permit 
hearing prior to issuance of final suppl.W/Certificate of Svc. 

LEWIS.S.H., HODGDON.A.P. Hearing Branch 2. #485 094. 85/11/01. Atomic Safety 
and Ucensing Board Panel, 10pp. 33366:220-33366:229. 

8511070228 Forwards supplemental response to State of IL third set of interrogatories 

091. 85/11/01. Docketing & Services 

Branch. Ip. 33362:352-33362:352. 


1 



2 DOCKETED ITEMS 


8511070411 Forwards supplemental response to State of IL first set of 
interrogatories.W/o encLRelated correspondence. 

BRIDGES.A.M. Kerr-McGee Corp. #485 089. 85/11/01. Docketing & Services 
Branch. Ip. 33368:049-33368:049. 

8511070323 Partial response to FOIA request for three categories of documents re no- 
tices & hearings for source mails licenses. Forwards App A documents & printout 
identifying current licensees, App A & B documents & printout available in PDR. 

FELTON, J.M. Division of Rules and Records. 85/11/04. BELL.N. Nuclear Information 
& Resource Service. 4pp. 33382:254-33382:289. 

-8207210067 Notice of extension of comment period on DES for decommissioning of 
Kerr-McGee Rare Earths Facility to 820801. 

PAGE.R.G. Uranium Fuel Licensing Branch. 82/07/07. Ip. 33382:291-33382:291. 

8511110035 Order for State of IL to show cause why Contentions 1 & 6 should not be 
dismissed as sanction for failure to comply w/ discovery orders.Served on 851107. 
FRYE.J.H. Atomic Safety and Licensing Board Panel. #485 105. 85/11/06. Illinois, 
State of. 3pp. 33385:357-33385:359. 


8511120094 Response opposing People of State of IL 851015 motion to stay further 
proceedings until trial in People of State of IL vs Kerr-McGee completed.Motiort un- 
timely A reasons inadequate, Certificate of Svc end, 

LEWIS, S.H., HODGDON.A.P. Hearing Branch 2. #485 112, 85/11/06. Atomic Safety 
and Licensing Board Panel. 10pp. 33413:303-33413:312. 

8511150041 Memorandum & order denying exemption of proceeding re disposition of 
thorium mill tailings on Kerr-McGee sites in West Chicago, IL from 51.104(a) 
{HSSjyi teWing ^'ng prior to final suppl to FES.Served on 851113. 

X m £ ton ? !c Spfijy and Licensing Board Panel. #485 169. 85/ 

11/12. Office of the Executive Legal Director. 4pp. 33466:123-33466:126. 

opposing Kerr-McGee motion for sanctions.Proof of Svc end. 
Ranef 8pp. 33^5:^1^3349^47, 1 ' 85/1 1/1a - Atoml ° and Licensing Board 

or ? er deny iP 9 State of IL 851015 niotion to stay & requir- 

arteion&^lsilif ^ W " hln 3 WkS & denyin9 Kerr ’ M ^ ee 

Boa,d Panel - #48S 18a - 85/ 

SJEJS, 1° applicant motion for establishment of revised schedule for ex- 
tejsteking of depositions & filing of testimony.Notlce of appear- 
?2Sc o u rt 2 ca f 0 « vc anaRelated correspondence. 

l 4 ^tnmi?‘c 5 aS n | 5 r ?- nch 2 ‘ M CGURREN,H.J. Hearing Branch 1. #485 207. 85/11/ 
14. Atomic Safety and Licensing Board Panel. 6pp. 33516:194-33516:199. 

85 Kmr 1 Sr 8 A^mL c !! 1 ST lea ! e 5 flla and response to ASLB 851106 show cause order & 
RAPKIN A f« edule 1 day fat0r than 051115 deadline set by order 

SgUSM&S 234 ‘ 85/1 ,/2a Atomto Satety a " d >***5) §3d 


8511200041 Application for amend to License SUA-672 1 altow‘ # 
ion exchange plant for treatment of mine water prior to d#*' • 
NPDES site to meet release limit for natural U.Fee paid. 

NUGENT, E.L. Pathfinder Mines Corp. 85/11/01. JIERREEJi ‘ 
Office. Ip. 33562:326-33562:326. 

8511260524 Forwards revised order withdrawing immedimm 
order imposing license condition that established ground*#?**' 
sys & replacing Section 61 of Atomic Energy Act w/Section 0 1 , 
SMITH.R.D, Uranium Recovery Field Office. 85/11/04. AN^ 3 
Corp. Ip. 33645:185-33645:189. 

—8511260529 Revised order withdrawing immediate effective#*** 
posing license condition that established groundwater det#*^ 
placing Section 61 of Atomic Energy Act w/Section 63. 
SMITH.R.D. Uranium Recovery Field Office. 85/11/04. 4pf». 

8511260579 Forwards revised order withdrawing immediate &**** 
order imposing license condition that established grourKtw» Sl * r 
sys & replacing Section 61 of Atomic Energy Act w/Section W 
SMITH.R.D. Uranium Recovery Field Office. 85/11/04. ^ 1 
Mines Corp. 5pp. 33645:169-33645:173. 

8511260315 Comments on licensee 851015 supplemenial mrum# 
Jan-June 1985 for License SUA-672.Future data shoukf U* * 
amend should be requested to reflect more appropriate tim# 
JIERREE.C.C., PETfENGILL,H.J. Uranium Recovery Field O*** 
Recovery Field Office. 2pp. 33639:348-33639:349. 


DOCKET 40-3453 ATLAS MINERALS, INC., DENVER, CO 

8511260624 Forwards 851016 FR notice describing NRC ran# * 
conform w/EPA health & environ protection stds for 
tailinas,W/o end. 

SMITH.R.D. Uranium Recovery Field Office. 85/10/31. BLUft*--' 
als, Inc. ip. 33645:265-33645:265. 

8511260524 Forwards revised order withdrawing immediate 
order imposing license condition that established grouraSwes** 
sys & replacing Section 61 of Atomic Energy Act w/Seclion IP 
SMITH.R.D. Uranium Recovery Field Office. 85/11/04. AND**.-#-' 
Corp. ip. 33645:185-33645:189. 

-8511260529 Revised order withdrawing immediate effectrv«##**w 
posing license condition that established groundwater deH*e*»* * 
placing Section 61 of Atomic Energy Act w/Section 63, 

SMITH.R.D. Uranium Recovery Field Office. 85/1 1 /04. 4pp, 'Jtdmn 


lIpp/MSaSas&R 85/1 1/20 ’ Atomio Safety and Licensing Board Panel, 
85 detoSm m o^Z, S ?: der re 85,119 ,8l0<m concerning scheduling matters & 

deSSion 0 Se re S ,a n8511 2 C r men0e prdceed,n 8 W 

M69l3^335B2.m ,ely ^ L '° 0nSin9 Board Panel - #485 271 ' 85/11/20, 2pp. 

DOCKET 40-2259 PATHFINDER MINES CORP, RIVERTON. WY 

85 SS-Ju C „° e T^'' P pr ^ta S dto a SL E S nt “08 Rapt, Monitor 
851015 Jtr. 9 0d t0 inc,ude data on Th-230 for Well TI-10.W/ 

RQld^>ffce^2pp.^33645^i79, e 33£45 a8 go° rP 8S708/3 °- JIERREE ' C - Uranium Recovery 

' ,f>lan ,or P ' acaman1 01 Addl Tallln S s I" Ponds 1 & 2 ," per U- 
OfeJp. E 33341 :22&!&341 ^g 7 ^ orp - 8S7997ZS ' JIERREE.C. Uranium Recovery Field 

11Z 47 “ Plan ,0r Plaoeme " 1 01 Tailings In Ponds 1 & V w/three oversize 
Pathfinder Mines Corp. 85/09/30, 6pp. 33341 :227-33341 :233, 

~e S rJJ? a 40 l 1 | 7 2? PeC,6d ^^cal Effects From Placement of Addl Tailings in Res- 
HOFFMAN.G.L Hydro-Engineering. 85/09/25. 4pp. 33341:234-33341^37, 

b?°«edMto S of iS l V P9radi , ent 10 Wal1 AU1 ln 

rasing w/gravel pack, Fee paid, B b 01 alluviurn & completed w/5-lnoh PVC 

PETTENGILL.H.J, Uranium Re- 

“tWNRC^Ta^ 1 ?^ ^ ^“5™ re renewal of sott-bonding 
cen$ee self bond; • of credlt may be >ued to State of WY in lieu of it 

of - ^ 10 ' 22 - PENNINGTON, T. Pathfinder Mines Corp. 

WyStetsi" monltor We2s -Separate 

Office. Ip. 33639:285-§3^§85‘ 85/10/28, p ETTENGILL,H. Uranium Recovery Field 

^Cl»5:&5:2S d T* NUGEHT.E.L. PathEnder 


8511260622 Forwards revised order withdrawing immediat# 
order imposing license condition that established groundw*s*» 
sys & replacing Section 81 of Atomic Energy Act w/Section m 
SMITH, R.D. Uranium Recovery Field Office. 86/11/04, BLUiMk.«. 
als, Inc. 5pp. 33645:259-33645:264. 


DOCKET 40-4492 AMERICAN NUCLEAR CORP., CASPAR* WW 


8511260198 Requests hearing.per 10CFR2.204,re 85071® mm t 
SUA-667, implementing groundwater detection monitoring prmsi** 
scheduled along w/other licensees Identified In end Hamel A 
FERGUSON, J.C. American Nuclear Corp. 85/08/13. SMITH h ~ 
Field Office. Ip. 33639:302-33639:307. 

8511260219 Ack receipt of First Interstate Bank Receipt * 

gage backed securities as replacement bonding Instrum##*# % 
CUSIP 912794JA3,Agreement between Wyoming Financial 
Co end. 

BRYAN, V.J. Wyoming, State of. 85/10/03. FERGUSON, J.C mm 
1 5pp. 33639:287-33639:301 , 

8511260646 Confirms 851106 meeting w/Reglon IV in Denv#r,O0 * 
w/851002 Itr & Amend 23 to License SUA-667, moving R**##%#* 
Pond 1 & reactivation of mill to deliver U-308 concentrates m * met 
FERGUSON, J.C. American Nuclear Corp. 85/10/30. SMITH.* c 
Field Office. Ip. 33633:140-33633:140. 


8511260678 Forwards 851016 FR notice describing NRC tmm.m i 
conform w/EPA health A environ protection stds for mm m, 
tailings.W/o end. 

SMITH.R.D. Uranium Recovery Field Office. 85/10/31. ANCWRyjS,* 
Corp. Ip. 33633:126-33633:126. 


8511260524 Forwards revised order withdrawing immediate etHwj 
order imposing license condition that established ground*#*** m 
sys & replacing Section 61 of Atomic Energy Act w/Section 0® 
SMITH.R.D. Uranium Recovery Reid Office. 85/11/04. ANDfSliJi 
Corp. Ip, 33645:185-33645:189. 

-8511260629 Revised^ order wlthdmwfng Immediate effedN#ri#a# « 
posing license condition that established groundwater detee#K}Kif m 
placing Section 61 of Atomic Energy Act w/Section 63. 

SMITH.R.D, Uranium Recovery Field Office. 85/11/04. 4pp. 


DOCKET 40-6622 PQTjmwm WNiS ipOfcP*, SHIRLEY BA*** 


8511260394 Summarizes results of turner investigation & 85O710 m 
'■ at Shirley Basin rf'^%i|egad l ^’''Vtoiatien9 of taifing# mm 
p^ram.ConedMeaction»ta^erulr^ ofch/il penalty tirteS 
POYSER.R.W. Pathfinder Mines Com. 85/08/13. BANGARnWjT 
Field Office. 4pp. 33635:168-33635:1/4. ■ 
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8511260268 Forwards application forms & new regulations re renewal of self-bonding 
programs.NRC agreed that Itrs of credit may be issued to State of WY in lieu of li- 
censee self bond 

BRYAN, V.J. Wyoming, State of. 85/10/22. PENNINGTON, T. Pathfinder Mines Corp. 
2pp. 33645:143-33645:144. 

8511260599 Notifies that water sample from tailings impoundment, taken during recent 
visit,sent to ORNL for analysis.Results will be forwarded. Data will be used to deter- 
mine hazardous constituents in groundwater. 

PETTENGILL.H.J, Uranium Recovery Field Office. 85/10/31. MURDOCK, S. Pathfinder 
Mines Corp. 3pp. 33645:150-33645:152. 

8511260662 Forwards 851016 FR notice describing NRC revs to 10CFR40, App A to 
conform w/EPA health & environ protection stds for mgt of U & thorium mill 
tailings.W/o end. 

SMITH, R.D. Uranium Recovery Field Office. 85/10/31. SIMCHUK.G. Pathfinder Mines 
Corp. Ip. 33633:134-33633:134. 

8511260524 Forwards revised order withdrawing immediate effectiveness of 850719 
order imposing license condition that established groundwater detection monitoring 
sys & replacing Section 61 of Atomic Energy Act w/Section 63. 

SMITH, R.D. Uranium Recovery Field Office. 85/11/04. ANDRUS, N. American Nuclear 
Corp. Ip. 33645:185-33645:189. 

**•851 1260529 Revised order withdrawing immediate effectiveness of 850719 order im- 
posing license condition that established groundwater detection monitoring sys & re- 
placing Section 61 of Atomic Energy Act w/Section 63. 

SMITH.R.D. Uranium Recovery Field Office. 85/11/04. 4pp. 33645:186-33645:189. 

8511260296 Responds to notice of violation & proposed imposition of civil penalty dtd 
851 024. Violations in Parts I & II of notice denied & imposition of civil penalty protest- 
ed. Remission of penalty requested. 

PQYSER.R.W. Pathfinder Mines Corp. 85/11/19. Director's Office, Office of Inspec- 
tion and Enforcement. 7pp. 33609:290-33609:296. 


DOCKET 40-6659 GETTY OIL/PETROTOMICS CO., SHIRLEY BASIN, WY 

8511110441 Submits addl info requested in NRC 850924 Itr re radiological 
surveys.areas of investigation & timing.Results of radiological surveys end. 

PFAFf.SJ. Petrotomics Co. (formerly Getty/Petrotomics Co.). 85/10/14. 

PETTENGILL,H.J. Uranium Recovery Field Office. 5pp. 33404:317-33404:321. 

8511120208 Discusses review of licensee 851002 rept re land use within 5 miles of 
fadlity.Net decrease in activity in area surrounding mill due to suspension of mining & 
decommissioning of mill. 

KONWINSKI.G.R., PETTENGILL.H.J. Uranium Recovery Field Office. 85/10/21. Urani- 
um Recovery Field Office. Ip. 33433:334-33433:334. 

8511260379 Forwards data on tailings pond piezometers & insp for yr.per License Con- 
dition 31. Data includes graphs of piezometers & tailings water elevation, insp repts & 
technical evaluation. 

PFAFF.S.J. Petrotomics Co. (formerly Getty/Petrotomics Co.). 85/10/24. 

PETTENGILL.H.J. Uranium Recovery Field Office. 62pp. 33635:100-33635:161. 

8511260470 Forwards 851016 FR notice re revs to 10CFR40,App A to conform w/EPA 
health & environ protection stds for mgt of U & thorium mill tailings.Changes incorpo- 
rate radon emanation, radium cleanup & long-term stability requirements. W/o end. 
SMITH.R.D. Uranium Recovery Field Office. 85/10/31. PFAFF.S.J. Petrotomics Co. 
(formerly Getty/Petrotomics Co.). Ip. 33635:228-33635:228. 

8511260674 Forwards “Required Containers & Preservation Techniques,” outlining col- 
lection techniques, containers & preservation methods utilized by NRC to verify poten- 
tial existence of hazardous constituents in tailings impoundment at mill. 
PETTENGILL,HJ. Uranium Recovery Field Office. 85/10/31. PFAFF.S.J. Petrotomics 
Go. (formerly Getty/Petrotomics Co.). 3pp. 33633:128-33633:130. 


DOCKET 40-6940 KAWECKI BERYLCO INDUSTRIES, INC., BOYERTOWN, PA 

8511070323 Partial response to FOIA request for three categories of documents re no- 
fpes & hearings for source matls licenses. Forwards App A documents & printout 
identifying current licensees.App A & B documents & printout available in PDR. 
FELTON, J.M. Division of Rules and Records. 85/11/04. BELL.N. Nuclear Information 
& Resource Service. 4pp. 33382:254-33382:289. 

■■ -■*: 

-8511070341 Negative declaration re renewal of License SMB-920.Based on EIA 
(NUREG-1 027), environ impact of proposed license renewal action would not be signif- 

, ? ,,j,.|^GE,R,G. Uranium Fuel Licensing Branch. 83/12/13. Ip. 33382:292-33382:298. 

■ ■ " ■ ■ ' 

DOCKET 40-7102 SHtELDALLOY CORP., NEWFIELD, NJ 

8511130035 Requests extension until 851201 for filing environ info outline due to recent 
consolidation of environ affairs & author appointment as environ manager. 
MORGENSTERN.M. Shieldalloy Corp. 85/10/08. HORN.M. NRC - No Detailed Affili- 
-Given. 2pp. 3 3 45 Q j 3 :54-3345 0 ^ 5 5. . 

8511050284 Advises that request for extension for filing environ rept until 851201 
r ed f - Jule for completion of environ assessment will be prepared upon receipt 

HORN.M.L. Uranium Fuel Licensing Branch. 85/10/31. MORGENSTERN.M. Shieldal- 
* T# Corp. Ip. 33339:339-33339:339. 


. £ip£KET 40-7455 WHITTAKER METALS, LOS ANGELES; CA 

8511040076 Forwards final repts of NRC contractor Nov 1984 & 841218, "Confirmatory 
^iadiological Survey of Former Whittaker Metals..." & "Followup Survey Findings.../’ 

fS^R^MANij^ Q Regb S n 1, Office of Director. 85/10/29. SPILLER.S. Whittaker Corp. 
5||pp. 33293:172-33293:173. 


DOCKET 40-7604 SOHIO CHEMICAL CO., LIMA, OH 

8511140318 Submits outline of proposed decommissioning plan, dlsmantlement,license 
termination & natural radionuclides unrelated to U-238 processing.Scope of work re 
Rev 1 to radiation detection & control plan for dismantlement end. 

SUDHEIMER.R.A. Sohio Chemical Co. (subs, of Standard Oil Co., Ohio). 85/10/15. 
COOL, D. A. Division of Fuel Cycle & Material Safety. 10pp. 33492:300-33492:310. 


DOCKET 40-8027 KERR-MCGEE NUCLEAR CORP., OKLAHOMA CITY, OK 


8511120431 Forwards Sequoyah Fuels Corp response to petitions re proposed UF6 to 
UF4 conversion facility.per S Lewis request. 

STAUTER.J.C. Kerr-McGee Corp. 85/10/23. CROW.W.T. Uranium Fuel Licensing 
Branch. 4pp. 33433:001-33433:193. 

-8511120435 Response to petitions re proposed UF6 to UF4 conversion facility.No peti- 
tion raises any issues warranting further scrutiny.Requested license amend should be 
granted.W/one oversize map. 

STILL, E.T. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). STILL.E.T. 
Covington & Burling. 85/10/16. Atomic Safety and Licensing Board Panel. 185pp. 
33433:005-33433:193. 

8511200011 Forwards Sequoyah Fuels Corp (SFC) solid waste disposal & storage plan 
& all correspondence re amend to License SUB-1010 between SFC & NRC after 
850801, per 851 1 14 request. Certificate of Svc encI.Related correspondence. 
STAUTER.J.C. Kerr-McGee Corp. #485 217. 85/11/15. FRYE.J.H. Atomic Safety and 
Licensing Board Panel. 100pp. 33527:009-33527:104. 

8511070319 FOIA request for documents re notices & hearings for source matl 
licenses. Info requested will be provided to petitioners before NRC on application for 
amend to License SUB-1010. 

BELL.N. Nuclear Information & Resource Service. 85/09/10. FELTON, J.M. Division of 
Rules and Records. 2pp. 33382:252-33382:253. 

8509300302 Advises that NRC decided not to participate as party in proceeding, per 
850808 memorandum & order.Requests that undersigned be placed on svc list for 
proceeding. 

LEWIS.S.H. Hearing Branch 2. #385 624. 85/09/25. FRYE.J.H. Atomic Safety and Li- 
censing Board Panel. 2pp. 32775:113-32775:114. 

8511140441 Forwards “Groundwater Monitoring Data, Sequoyah Facility Injection 
Well, Sequoyah Fuels Corp, Sept 1 985.” No wastes disposed of during Sept 1 985.An- 
nulus pressure monitored & maintained above min 10 psig requirement. 

STAUTER.J.C. Kerr-McGee Corp. 85/10/18. HENSCH.D.A. Oklahoma, State of. Ip. 
33468:212-33468:216. 

-8511140445 "Groundwater Monitoring Data, Sequoyah Facility Injection Well, Sequoyah 
Fuels Corp.Sept 1 985." 

* Kerr-McGee Corp. 85/09/30. 5pp. 33468:213-33468:216. 

8511040439 "Errata, Changing Report Title to Environmental Assessment for Renewal of 
Source Material License No. SUB-1010.” 

* Division of Fuel Cycle & Material Safety. NUREG-1 157 ERR. 85/10/23. Ip. 
33336:234-33336:235. 

8511070351 Documents NRC 851025 response to ASLB 851024 inquiry re applicability 
of 10CFR40.34 to conversion of depleted U & if depleted U shipped to or from facility 
subj to 10CFR71 requirements.Related correspondence. 

LEWIS.S.H. Hearing Branch 2. #485 074. 85/10/29. FRYE.J.H. Atomic Safety and Li- 
censing Board Panel. 2pp. 33368:242-33368:243. 

8511050067 Submits rev to Table 17, "Sequoyah Facility Solid Waste, Annual Genera- 
tion" correcting error re calcium fluoride sludge to be generated, per 850926 memo- 
randum & order re 851016 petition.Certificate of Svc encT. 

STAUTER.J.C. Kerr-McGee Corp. #485 052. 85/10/31. FRYE.J.H. Atomic Safety and 
Licensing Board Panel. 4pp. 33320:075-33320:078. 

8511130302 Informs of new address. 

DEER IN WATER Native Americans for a Clean Environment Client Council. #485 
128. 85/10/31. Office of the Executive Legal Director. Ip. 33427:272-33427:272. 

8511070323 Partial response to FOIA request for three categories of documents re no- 
tices & hearings for source matls licenses. Forwards App A documents & printout 
identifying current licensees.App A & B documents & printout available in PDR. 
FELTON, J.M. Division of Rules and Records. 85/11/04. BELL.N. Nuclear Information 
& Resource Service. 4pp, 33382:254-33382:289. 

-8208020045 Negative declaration re broad use of treated raffinate containing ammoni- 
um nitrate as fertilizer for crops not used directly for human food & use of forage 
grown on pasture fertilized w/treated raffinate as animal feed. 

PAGE.R.G. Uranium Fuel Licensing Branch. 82/06/11. Ip. 33382:290-33382:290. 

8511070251 Memorandum & order designating matters to be addressed at 851207 
hearing re application for amend to License SUB-1010, allowing addition of facility to 
convert UF6 to U tetraffuortde.Served on 851106. 

FRYE.J.H. Atomic Safety and Licensing Board Panel. #485 079. 85/11/05, Office of 
the Executive Legal Director. 22pp. 33359:329-33359:350. 

6511130209 Order correcting 851105 memorandum & order,HF4 should be changed to 
UF4 & HF6 to UF6.Served on 851112. 

FRYE.J.H. Atomic Safety and Ucensing Board Panel. #455 1 52. 85/11/08. Ip. 
33427:268-33427:268. 

8511190269 Forwards Radiation Safety Insp Rept 40-8027/85-02 on 850829.Nd viola- 
tions noted. 

HALL.R.E. Region 4, Office of Director. 85/11/14. STAUTER.J.C. Sequoyah Fuels 
Corp. (subs, of Kerr-McGee Nuclear Corp.). 2pp. 33516:328-33516:331. 4 

-8511190300 Insp Rept 40-8027/85-02 on 850829.No violation npted.Major areas 
inspected:convarsion facility waste burial sites & S-well sample area to obtain water 
samples for determining cause of elevated pH & conductivity levels. 

WISE.R., EVERETT, R.J. Region 4, Office of Director. 85/11/13. 2pp, 33516:330- 
33516:331. ' - iy > V. v 
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8511070411 Forwards supplemental response to State of IL first set of 
interrogatories. W/o end. Related correspondence. 

BRIDGES.A.M. Kerr-McGee Corp. #485 089. 85/11/01. Docketing & Services 
Branch. Ip. 33368:049-33368:049. 

8511070323 Partial response to FOIA request for three categories of documents re no- 
tices & hearings for source matls licenses. Forwards App A documents & printout 
identifying current licensees.App A & B documents & printout available in PDR. 
FELTON, J.M. Division of Rules and Records. 85/11/04. BELL.N. Nuclear Information 
& Resource Service. 4pp. 33382:254-33382:289. 

—8207210067 Notice of extension of comment period on DES for decommissioning of 
Kerr-McGee Rare Earths Facility to 820801. 

PAGE.R.G. Uranium Fuel Licensing Branch. 82/07/07. Ip. 33382:291-33382:291. 

8511110035 Order for State of IL to show cause why Contentions 1 & 6 should not be 
dismissed as sanction for failure to comply w/ discovery orders.Served on 851107. 
FRYE.J.H. Atomic Safety and Licensing Board Panel. #485 105. 85/11/06. Illinois, 
State of. 3pp. 33385:357-33385:359. 

8511120094 Response opposing People of State of IL 851015 motion to stay further 
proceedings until trial in People of State of IL vs Kerr-McGee completed.Motion un- 
timely & reasons inadequate.Certificate of Svc end. 

LEWIS, S.H., HODGDON.A.P. Hearing Branch 2. #485 112. 85/11/06. Atomic Safety 
and Licensing Board Panel. 10pp. 33413:303-33413:312. 

8511150041 Memorandum & order denying exemption of proceeding re disposition of 
thorium mill tailings on Kerr-McGee sites in West Chicago.IL from 51.104(a) 
provisions, by holding hearing prior to final suppl to FES.Served on 851113. 
MORRIS.P.A., FRYE.J.H. Atomic Safety and Licensing Board Panel. #485 169. 85/ 
11/12. Office of the Executive Legal Director. 4pp. 33466:123-33466:126. 

8511180458 Response opposing Kerr-McGee motion for sanctions.Proof of Svc end. 
RAPKIN.A. Illinois, State of. #485 189. 85/11/12. Atomic Safety and Licensing Board 
Panel. 8pp. 33495:341-33495:347. 

8511180439 Memorandum & order denying State of IL 851015 motion to stay & requir- 
ing compliance w/850926 ruling on discovery within 3 wks & denying Kerr-McGee 
motion for sanctions.Served on 851 114. 

MORRIS, P.A., FRYE.J.H. Atomic Safety and Licensing Board Panel. #485 192. 85/ 
11/14. Illinois, State of. 6pp. 33495:333-33495:338. 

8511190280 Response to applicant motion for establishment of revised schedule for ex- 
change of witness lists, taking of depositions & filing of testimony.Notice of appear- 
ance & Certificate of Svc end.Related correspondence. 

LEWIS, S.H. Hearing Branch 2. MCGURREN.H.J. Hearing Branch 1. #485 207. 85/11/ 
14. Atomic Safety and Licensing Board Panel. 6pp. 33516:194-33516:199. 

8511210398 Motion for leave to file end response to ASLB 851106 show cause order & 
Kerr-McGee motion to extend schedule 1 day later than 851115 deadline set by order. 
RAPKIN.A. Illinois, State of. #485 234. 85/11/20. Atomic Safety and Licensing Board 
Panel. 2pp. 33552:264-33552:276. 

-8511210406 Response to ASLB 851106 show cause order why Contentions 1 & 6 
should not be dismissed & Kerr-McGee 851031 motion to extend dates for filing ad- 
mission requests denied.Motion for 10-day extension acceptable. Svc list end. 
RAPKIN.A. Illinois, State of. 85/11/20. Atomic Safety and Licensing Board Panel. 
11pp. 33552:266-33552:276. 

8511250269 Memorandum & order re 851119 telcon concerning scheduling matters & 
determination of date to commence evidentiary proceeding on facility 
decontamination.Served on 851 1 21 . 

FRYE.J.H. Atomic Safety and Licensing Board Panel. #485 271. 85/11/20. 2pp. 
33592:359-33592:360. 


DOCKET 40-2259 PATHFINDER MINES CORP., RIVERTON, WY 

8511260590 Corrected page to “Semiannual Effluent Monitoring Rept, Monitor 
Wells, Mar-June 1985." Page revised to include data on Th-230 for Well TI-10.W/ 
851015 Itr. 

HARDGROVE.T.W. Pathfinder Mines Corp. 85/06/30. JIERREE.C. Uranium Recovery 
Field Office. 2pp. 33645:179-33645:180. 

8511040135 Forwards “Plan for Placement of Addl Tailings in Ponds 1 & 2," per Li- 
cense Condition 55. 

NUGENT, E.L. Pathfinder Mines Corp. 85/09/25. JIERREE.C. Uranium Recovery Field 
Office. 1 p. 33341 :226-33341 :237. 

-8511040147 “Plan for Placement of Addl Tailings in Ponds 1 & 2.” W/three oversize 
drawings. 

* Pathfinder Mines Corp. 85/09/30. 6pp. 33341:227-33341:233. 

-8511040157 “Expected Hydrological Effects From Placement of Addl Tailings in Res- 
ervoirs 1 & 2.” 

HOFFMAN, G.L. Hydro-Engineering. 85/09/25. 4pp. 33341:234-33341:237. 

8511010458 Discusses proposed installation of two wells upgradient to Well AL-1 in 
Fraser Draw.Wells will be drilled to base of alluvium & completed w/5-inch PVC 
casing w/gravel pack.Fee paid. 

HARDGROVE.T.W. Pathfinder Mines Corp. 85/09/30. PETTENGILL.H.J. Uranium Re- 
covery Field Office. 2pp. 33301:327-33301:328. 

8511260268 Forwards application forms & new regulations re renewal of self-bonding 
programs.NRC agreed that Itrs of credit may be issued to State of WY in lieu of li- 
censee self bond. 

BRYAN, V.J. Wyoming, State of. 85/10/22. PENNINGTON, T. Pathfinder Mines Corp. 
2pp. 33645:143-33645:144. 

8511260236 Responds to 850930 Itr re installation of three addl monitor wells.Separate 
permit for wells not required by State of WY, Water Quality Div. 

LAUDON.K.J. Wyoming, State of. 85/10/28. PETTENGILL.H. Uranium Recovery Field 
Office. Ip. 33639:285-33639:285. 

8511260644 Forwards 851016 FR notice describing NRC revs to 10CFR40, App A to 
conform w/EPA health & environ protection stds for mgt of U & thorium mill 
tai)ings.W/o end. 

SMITH.R.D. Uranium Recovery Field Office. 85/10/31. NUGENT, E.L Pathfinder 
Mines Corp. Ip. 33645:288-33645:288. 


8511200041 Application for amend to License SUA-672, allowing establishment of small 
ion exchange plant for treatment of mine water prior to discharge at fully permitted 
NPDES site to meet release limit for natural U.Fee paid. 

NUGENT, E.L. Pathfinder Mines Corp. 85/11/01. JIERREE.C. Uranium Recovery Field 
Office. Ip. 33562:326-33562:326. 

8511260524 Forwards revised order withdrawing immediate effectiveness of 850719 
order imposing license condition that established groundwater detection monitoring 
sys & replacing Section 61 of Atomic Energy Act w/Section 63. 

SMITH.R.D. Uranium Recovery Field Office. 85/11/04. ANDRUS, N. American Nuclear 
Corp. Ip. 33645:185-33645:189. 

-8511260529 Revised order withdrawing immediate effectiveness of 850719 order im- 
posing license condition that established groundwater detection monitoring sys & re- 
placing Section 61 of Atomic Energy Act w/Section 63. 

SMITH.R.D. Uranium Recovery Field Office. 85/11/04. 4pp. 33645:186-33645:189. 

8511260579 Forwards revised order withdrawing immediate effectiveness of 850719 
order imposing license condition that established groundwater detection monitoring 
sys & replacing Section 61 of Atomic Energy Act w/section 63. 

SMITH.R.D. Uranium Recovery Field Office. 85/11/04. NUGENT, E.L. Pathfinder 
Mines Corp. 5pp. 33645:169-33645:173. 

8511260315 Comments on licensee 851015 supplemental environ monitoring data for 
Jan-June 1985 for License SUA-672. Future data should be submitted on time or 
amend should be requested to reflect more appropriate time frame. 

JIERREE.C.C., PETTENGILL.H.J. Uranium Recovery Field Office. 85/11/05. Uranium 
Recovery Field Office. 2pp. 33639:348-33639:349. 


DOCKET 40-3453 ATLAS MINERALS, INC., DENVER, CO 


8511260624 Forwards 851016 FR notice describing NRC revs to 10CFR40, App A to 
conform w/EPA health & environ protection stds for mgt of U & thorium mill 
tailings.W/o end. 

SMITH.R.D. Uranium Recovery Field Office. 85/10/31. BLUBAUGH.R.E. Atlas Miner- 
als, inc. Ip. 33645:265-33645:265. 

8511260524 Forwards revised order withdrawing immediate effectiveness of 850719 
order imposing license condition that established groundwater detection monitoring 
sys & replacing Section 61 of Atomic Energy Act w/Section 63. 

SMITH.R.D. Uranium Recovery Field Office. 85/11/04. ANDRUS, N. American Nuclear 
Corp. Ip. 33645:185-33645:189. 

-8511260529 Revised order withdrawing immediate effectiveness of 850719 order im- 
posing license condition that established groundwater detection monitoring sys & re- 
placing Section 61 of Atomic Energy Act w/Section 63. 

SMITH.R.D. Uranium Recovery Field Office. 85/11/04. 4pp. 33645:186-33645:189. 

8511260622 Forwards revised order withdrawing immediate effectiveness of 850719 
order imposing license condition that established groundwater detection monitoring 
sys & replacing Section 61 of Atomic Energy Act w/Section 63. 

SMITH.R.D. Uranium Recovery Field Office. 85/11/04. BLUBAUGH.R.E. Atlas Miner- 
als, Inc. 5pp. 33645:259-33645:264. 


DOCKET 40-4492 AMERICAN NUCLEAR CORP., CASPAR, WY 


8511260198 Requests hearing, per 10CFR2.204.re 850719 order amending License 
SUA-667, implementing groundwater detection monitoring program.Hearing should be 
scheduled along w/other licensees identified in end Hamel & Park 850812 Itr. 
FERGUSON.J.C. American Nuclear Corp. 85/08/13. SMITH.R.D. Uranium Recovery 
Field Office. Ip. 33639:302-33639:307. 

8511260219 Ack receipt of First Interstate Bank Receipt 20504 for guaranteed mort- 
gage backed securities as replacement bonding instruments for US Treasury Bill 
CUSIP 91 2794JA3.Agreement between Wyoming Financial Security & Uniwest Trust 
Co end. 

BRYAN, V.J. Wyoming, State of. 85/10/03. FERGUSON, J.C. American Nuclear Corp. 
15pp. 33639:287-33639:301. 

8511260646 Confirms 851106 meeting w/Region IV in Denver, CO to discuss problems 
w/851002 Itr & Amend 23 to License SUA-667, moving Riverton tailings to Tailings 
Pond 1 & reactivation of mill to deliver U-308 concentrates in 1989. 

FERGUSON.J.C. American Nuclear Corp. 85/10/30. SMITH.R.D. Uranium Recovery 
Field Office. Ip. 33633:140-33633:140. 

8511260678 Forwards 851016 FR notice describing NRC revs to 10CFR40, App A to 
conform w/EPA health & environ protection stds for mgt of U & thorium mill 
tailings.W/o end. 

SMITH.R.D. Uranium Recovery Field Office. 85/10/31. ANDRUS, N. American Nuclear 
Corp. Ip. 33633:126-33633:126. 

8511260524 Forwards revised order withdrawing immediate effectiveness of 850719 
order imposing license condition that established groundwater detection monitoring 
sys & replacing Section 61 of Atomic Energy Act w/Section 63. 

SMITH.R.D. Uranium Recovery Field Office. 85/11/04. ANDRUS, N. American Nuclear 
Corp. Ip. 33645:185-33645:189. 

-8511260529 Revised^ order withdrawing immediate effectiveness of 850719 order im- 
posing license condition that established groundwater detection monitoring sys & re- 
placing Section 61 of Atomic Energy Act w/Section 63. 

SMITH.R.D. Uranium Recovery Field Office. 85/11/04. 4pp. 33645:186-33645:189. 


DOCKET 40-6622 PATHFINDER MINES CORP., SHIRLEY BASIN, WY 

8511260394 Summarizes results of further investigation & 850715 meeting w/Region IV 
at Shirley Basin re alleged violations of tailings solution evaporation 
program.Corrective actions takenJmposition of civil penalty unjustified. 

POYSER.R.W. Pathfinder Mines Corp. 85/08/13. BANGART,R.L. Uranium Recovery 
Field Office. 4pp. 33635:1 68-33635:1 74. * 
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8511260268 Forwards application forms & new regulations re renewal of self-bonding 
programs.NRC agreed that Itrs of credit may be issued to State of WY in lieu of li- 
censee self bond. 

BRYAN, V.J. Wyoming, State of. 85/10/22. PENNINGTON, T. Pathfinder Mines Corp. 
2pp. 33645:143-33645:144. 

8511260599 Notifies that water sample from tailings impoundment, taken during recent 
visit, sent to ORNL for analysis.Results will be forwarded. Data will be used to deter- 
mine hazardous constituents in groundwater. 

PETTENGILL.HJ. Uranium Recovery Field Office. 85/10/31. MURDOCK, S. Pathfinder 
Mines Corp. 3pp. 33645:150-33645:152. 

8511260662 Forwards 851016 FR notice describing NRC revs to 10CFR40, App A to 
conform w/EPA health & environ protection stds for mgt of U & thorium mill 
tailings.W/o end. 

SMITH, R.D. Uranium Recovery Field Office. 85/10/31. SIMCHUK.G. Pathfinder Mines 
Corp. Ip. 33633:134-33633:134. 

8511260524 Forwards revised order withdrawing immediate effectiveness of 850719 
order imposing license condition that established groundwater detection monitoring 
sys & replacing Section 61 of Atomic Energy Act w/Section 63. 

SMITH.R.D. Uranium Recovery Field Office. 85/11/04. ANDRUS, N. American Nuclear 
Corp. Ip. 33645:185-33645:189. 

-8511260529 Revised order withdrawing immediate effectiveness of 850719 order im- 
posing license condition that established groundwater detection monitoring sys & re- 
placing Section 61 of Atomic Energy Act w/Section 63. 

SMITH.R.D. Uranium Recovery Reid Office. 85/11/04. 4pp. 33645:186-33645:189. 

8511260296 Responds to notice of violation & proposed imposition of civil penalty dtd 
851 024. Violations in Parts I & II of notice denied & imposition of civil penalty protest- 
ed. Remission of penalty requested. 

PQYSER.R.W. Pathfinder Mines Corp. 85/11/19. Director's Office, Office of Inspec- 
tion and Enforcement 7pp. 33609:290-33609:296. 


DOCKET 40-6659 GETTY OIL/PETROTOMICS CO., SHIRLEY BASIN, WY 

8511110441 Submits addl info requested in NRC 850924 Itr re radiological 
surveys.areas of investigation & timing.Results of radiological surveys end. 

PFAR=,SJ. Petrotomics Co. (formerly Getty/Petrotomics Co.). 85/10/14. 

PETTENGILL,H.J. Uranium Recovery Field Office. 5pp. 33404:317-33404:321. 

8511120208 Discusses review of licensee 851002 rept re land use within 5 miles of 
facility.Net decrease in activity in area surrounding mill due to suspension of mining & 
decommissioning of mill. 

KONWINSKI.G.R., PETTENGILL,H.J, Uranium Recovery Field Office. 85/10/21. Urani- 
um Recovery Field Office. 1 p. 33433:334-33433:334. 

8511260379 Forwards data on tailings pond piezometers & insp for yr.per License Con- 
dition 31 .Data includes graphs of piezometers & tailings water elevation, insp repts & 
technical evaluation. 

PFAFF.S.J. Petrotomics Co, (formerly Getty/Petrotomics Co.), 85/10/24. 

PETTENGILL,H.J. Uranium Recovery Field Office. 62pp. 33635:100-33635:161. 

8511260470 Forwards 851016 FR notice re revs to 10CFR40,App A to conform w/EPA 
health & environ protection stds for mgt of U & thorium mill tailings.Changes incorpo- 
rate radon emanation, radium cleanup & long-term stability requirements.w/o end. 
SMITH, R.D. Uranium Recovery Field Office. 85/10/31. PFAFF.S.J. Petrotomics Co. 
(formerly Getty/Petrotomics Co.). Ip. 33635:228-33635:228, 

8511260674 Forwards "Required Containers & Preservation Techniques," outlining col- 
lection techniques, containers & preservation methods utilized by NRC to verify poten- 
tial existence of hazardous constituents in tailings impoundment at mill. 
PETTENGILL.H.J. Uranium Recovery Field Office. 85/10/31. PFAFF.S.J. Petrotomics 
Co. (formerly Getty/Petrotomics Co.). 3pp. 33633:128-33633:130. 


DOCKET 40-6940 KAWECKI BERYLCO INDUSTRIES, INC., BOYERTOWN, PA 

8511070323 Partial response to FOIA request for three categories of documents re no- 
tices & hearings for source matls licenses. Forwards App A documents & printout 
identifying current licensees.App A & B documents & printout available in PDR. 
FELTON, J.M. Division of Rules and Records. 85/11/04. BELL.N. Nuclear Information 
& Resource Service. 4pp. 33382:254-33382:289. 

—8511070341 Negative declaration re renewal of License SMB-920, Based on El A 
(NUREG-1 027), environ impact of proposed license renewal action would not be signif- 
icant. 

PAGE.R.G. Uranium Fuel Licensing Branch. 83/12/13. Ip. 33382:292-33382:298. 


POCKET 40-7102 SHIELDALLOY CORP., NEWFIELD, NJ 

8511130035 Requests extension until 851201 for filing environ info outline due to recent 
consolidation of environ affairs & author appointment as environ manager, 
MORGENSTERN,M. Shieldalloy Corp. 85/10/08. HORN,M. NRC - No Detailed Affili- 
ation Given. 2pp. 33450:354-33450:355. 

8511050284 Advises that request for extension for filing environ rept until 851201 
granfed.Schedule for completion of environ assessment Will be prepared Upon receipt 

HOR?£m.L. Uranium Fuel Licensing Branch. 85/10/31. MORGENSTERNyM, Shieldal- 
loy Corp. 1 p. 33339:339-33339:339. 

DOCKET 40-7455 WHITTAKER METALS, LOS ANGEUESj CA 

8511048076 Forwards final repts of NRC contractor Nov 1984 & 841218, "Confirmatory 
Radiological Survey of Former Whittaker Metals..." & “Followup Survey Findings.../' 

wSN^AK!jXL P RedcSi 1, Office of Director. 85/10/29. SPILLER.S. Whittaker Corp. 
2pp. 33293:172-33293:173. . . r ' 


DOCKET 40-7604 SOHIO CHEMICAL CO., LIMA, OH 

8511140318 Submits outline of proposed decommissioning plan, dismantlement, license 
termination & natural radionuclides unrelated to U-238 processing.Scope of work re 
Rev 1 to radiation detection & control plan for dismantlement end. 

SUDHEIMER.R.A. Sohio Chemical Co. (subs, of Standard Oil Co., Ohio). 85/10/15. 
COOL, D. A. Division of Fuel Cycle & Material Safety. 10pp. 33492:300-33492:310. 


DOCKET 40-8027 KERR-MCGEE NUCLEAR CORP., OKLAHOMA CITY, OK 

8511120431 Forwards Sequoyah Fuels Corp response to petitions re proposed UF6 to 
UF4 conversion facility.per S Lewis request. 

STAUTER.J.C. Kerr-McGee Corp. 85/10/23. CROW.W.T. Uranium Fuel Licensing 
Branch. 4pp. 33433:001-33433:193. 

-8511120435 Response to petitions re proposed UF6 to UF4 conversion facility.No peti- 
tion raises any issues warranting further scrutiny.Requested license amend should be 
granted.W/one oversize map. 

STILL, E.T. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). STILL, E.T. 
Covington & Burling. 85/10/16. Atomic Safety and Licensing Board Panel. 185pp. 
33433:005-33433:193. 

8511200011 Forwards Sequoyah Fuels Corp (SFC) solid waste disposal & storage plan 
& all correspondence re amend to License SUB-1010 between SFC & NRC after 
850801 .per 851114 request. Certificate of Svc encI.Reiated correspondence. 
STAUTER.J.C. Kerr-McGee Corp. #485 217. 85/11/15. FRYE.J.H, Atomic Safety and 
Licensing Board Panel. 100pp. 33527:009-33527:104. 

8511070319 FOIA request for documents re notices & hearings for source matl 
licenses.lnfo requested will be provided to petitioners before NRC on application for 
amend to License SUB-1010. 

BELL,N. Nuclear Information & Resource Service. 85/09/10. FELTON, J.M. Division of 
Rules and Records. 2pp. 33382:252-33382:253. 

8509300302 Advises that NRC decided not to participate as party in proceeding.per 
850808 memorandum & order. Requests that undersigned be placed on svc list for 

LEMsl&S Hearing Branch 2, #385 624. 85/09/25. FRYE,J.H. Atomic Safety and Li- 
censing Board Panel. 2pp. 32775:113-32775:114. 

8511140441 Forwards “Groundwater Monitoring Data, Sequoyah Facility Injection 
Well.Sequoyah Fuels Corp, Sept 1985." No wastes disposed of during Sept 1985.An- 
nulus pressure monitored & maintained above min 10 psig requirement. 

STAUTER.J.C. Kerr-McGee Corp, 85/10/18. HENSCH.D.A. Oklahoma, State of. Ip. 
33468:212-33468:216. 

-8511140445 "Groundwater Monitoring Data, Sequoyah Facility Injection Well, Sequoyah 
Fuels Corp.Sept 1985." 

* Kerr-McGee Corp. 85/09/30. 5pp. 33468:213-33468:216. 

8511040439 "Errata.Changing Report Title to Environmental Assessment for Renewal of 
Source Material License No. SUB-1010." 

* Division of Fuel Cycle & Material Safety. NUREG-1 157 ERR. 85/10/23. Ip. 
33336:234-33336:235. 

8511070351 Documents NRC 851025 response to AS LB 851024 inquiry re applicability 
of 1 0CFR40.34 to conversion of depleted U & if depleted U shipped to or from facility 
subj to 10CFR71 requirements. Related correspondence. 

LEWIS, S.H. Hearing Branch 2. #485 074. 85/10/29. FRYE.J.H. Atomic Safety and Li- 
censing Board Panel. 2pp. 33368:242-33368:243. 

8511050067 Submits rev to Table 17, "Sequoyah Facility Solid Waste, Annual Genera- 
tion" correcting error re calcium fluoride sludge to be generated, per 850926 memo- 
randum & order re 851016 petition.Certificate of Svc encT. 

STAUTER.J.C. Kerr-McGee Corp. #485 052, 85/10/31. FRYE.J.H. Atomic Safety and 
Licensing Board Panel. 4pp. 33320:075-33320:078. 

8511130302 Informs of new address. 

DEER IN WATER Native Americans for a Clean Environment Client Council. #485 
128. 85/10/31. Office of the Executive Legal Director. Ip. 33427:272-33427:272. 

8511070323 Partial response to FOIA request for three categories of documents re no- 
tices & hearings for source matls licenses. Forwards App A documents & printout 
identifying current licensees.App A & B documents & printout available in PDR. 
FELTON, J.M. Division of Rules and Records. 85/11/04. BELL.N. Nuclear Information 
& Resource Service. 4pp. 33382:254-33382:289. 

-8208020045 Negative declaration re broad use of treated raffinate containing ammoni- 
um nitrate as fertilizer for crops not used directly for human food & use of forage 
grown on pasture fertilized w/treated raffinate as animal feed. 

PAGE.R.G. Uranium Fuel Licensing Branch. 82/06/11. Ip. 33382:290-33382:290. 

8511070251 Memorandum & order designating matters to be addressed at 851207 
healing re application for amend to License SUB-1010, allowing addition of facility to 
convert UF6 to U tetrafluoride.Served on 851106, 

FRYE.J.H. Atomic Safety and Ucensing Board Panel. #485 079, 85/11/05, Office of 
the Executive Legal Director. 22pp. 33359:329-33369:350, 

8511130209 Order correcting 851105 memorandum & order.HF4 should be changed to 
UF4 8 HF6 to UF6.Served on 851112. 

FRYE.J.H. Atomic Safety and Ucensing Board Panel. #485 152, 85/11/08. ip. 
33427:268-33427:268, 

8511190289 Forwards Radiation Safety insp Rept 40-8027/85-02 bn 850829.No viola- 
tions noted. ■ * 

HALL.R.E. Region 4, Office of Director. 85/11/14. STAUTER.J.C. Sequoyah Fuels 
Corp. (subs, of Kerr-McGee Nuclear Corp.). 2pp. 33516:328-33516:331. 

—8511190300 insp Rept 40-8027/85-02 on 850829.No violation noted.Major areas 
inspected:conver$ion facility waste burial sites & S-weLI sample area to obtain water 
samples for determining cause of elevated pH & conductivity levels. 

WISE,R„ EVERETT, R.J. Region 4, Office of Director. 85/11/13. 2pp. 33516:330- 
33516:331. 
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8511210414 Memorandum & order permitting Natl Water Ctr brief opportunity to ad- 
dress water quality concerns prompted by draft safety evaluation & environ assess- 
ment for UF6 to UF4 conversion facility.per end request.Served on 851120. 

FRYE.J.H. Atomic Safety and Licensing Board Panel. #485 235. 85/11/19. National 
Water Center. 3pp. 33552:352-33552:354. 

8511250180 Forwards draft SER, environ assessment & finding of no significant impact 
for proposed license amend.Finding of no significant impact sent to FR for 
pubiication.Reiated correspondence. 

LEWIS.S.H. Hearing Branch 2. #485 261. 85/11/19. FRYE.J.H. Atomic Safety and Li- 
censing Board Panel. 79pp. 33590:070-33590:148. 

8511260509 Forwards finding of no significant impact & environ assessment re amend 
to License SUB-1010 to convert depleted U hexafluoride to U tetrafluoride.Finding of 
no significant impact sent to FR for publication. 

CROW.W.T. Uranium Fuel Licensing Branch. 85/11/19. STAUTER.J.C. Sequoyah 
Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.}. Ip. 33635:232-33635:297. 

—8511260511 Finding of no significant impact re amend to License SUB-1010 to permit 
const & operation of facility to convert UF6 to UF4. 

CROW.W.T. Uranium Fuel Licensing Branch. 85/11/19. 5pp. 33635:233-33635:237. 

-8511260513 Environ assessment for amend to License SUB-1010 to permit const & 
operation of facility to convert UF6 to UF4. 

* Office of Nudear Material Safety & Safeguards, Director. 85/11/30. 60pp. 
33635:238-33635:297. 

8511260307 Responds to 851105 memorandum & order re public hearing on 
amend.Cherokee Nation has standing for hearing on grounds that plant is within 
bounds of Nation.Hearing should be rescheduled for early 1986. 

DEER.J. Native Americans for a Clean Environment Client Council. #485 303. 85/11/ 
20. FRYE.J.H. Atomic Safety and Licensing Board Panel. 2pp. 33617:056-33617:057. 

8511260161 Forwards outlines of testimony to be presented by Sequoyah Fuels Corp at 
851217 & 18 hearing.Related correspondence. 

STAUTER.J.C. Kerr-McGee Chemical Corp. (subs, of Kerr-McGee Corp.). #485 290. 
85/11/22. Docketing & Services Branch. Ip. 33616:251-33616:277. 

-8511260166 Outline of testimony by Sequoyah Fuels Corp re NPDES 
compliance,sei$micity, personnel qualifications, avoidance of accidents & need for 
facility.W/Certificate of Svc.Related correspondence. 

* Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 85/11/25. Atomic 
Safety and Licensing Appeal Panel. 27pp. 33616:252-33616:277. 

8511270236 Notifies of review of 851105 memorandum & order.NRC does not intend to 
file testimony on issue re whether plant personnel meet min qualifications for 
positions.Related correspondence. 

LEWIS.S.H. Hearing Branch 2. #485 314. 85/11/22. FRYE.J.H. Atomic Safety and Li- 
censing Appeal Panel. Ip. 33627:078-33627:078. 


DOCKET 40-8084 RfO ALGOM CORP., MOAB, UT 


8511070576 Discusses review of semiannual ALARA audit for 841212- 850627.lmprove- 
ment in reporting of insps.exposures & trends noted.Period of adjustment for new radi- 
ation safety officer expe cted. 

SHOPENN.N.M., PETTENGILL,H.J. Uranium Recovery Field Office. 85/10/18. Urani- 
um Recovery Field Office. 5pp. 33381:151-33381:155. 


8511260478 Forwards 851016 FR notice re revs to 10CFR4Q,App A to conform w/EPA 
health & environ protection stds for mgt of U & thorium mill tailings.Changes incorpo- 
rate radon emanation & long-term stability requirements.W/o end. 

SMITH, R.D. Uranium Recovery Field Office. 85/10/31. LAWTON, M. Rio Algom Corp. 


8511260524 Forwards revised older withdrawing immediate effectiveness of 850719 
order imposing license condition that established groundwater detection monitoring 
sys & replacing Section 61 of Atomic Energy Act w/Section 63. 

SMITH, R.D. Uranium Recovery Reid Office. 85/11/04. ANDRUS.N. American Nuclear 
Corp. Ip. 33645:185-33645:189, 


-8511260529 Revised order withdrawing immediate effectiveness of 850719 order im- 
posing license condition that established groundwater detection monitoring sys & re- 

g lacing Section 61 of Atomic Energy Act w/Section 63. 

M1TH.R.D. Uranium Recovery Field Office. 85/11/04. 4pp. 33645:186-33645:189. 


8511260566 Forwards revised older withdrawing immediate effectiveness of 850719 
order imposing license condition that established groundwater detection monitoring 
sys & replacing Section 61 of Atomic Energy Act w/Section 63. 

SMITH, R.D. Uranium Recovery Reid Office. 85/11/04. LAWTON, M.D. Rio Algom 
Corp. 5pp. 33645:21 8-33645:222. S 


DOCKET 40-8102 EXXON CO., USA, HOUSTON, TX 


8511140409 Provides official notification that decommissioning of Highland U operations 
rpm <ymplete.PosUlecomfTiisstoning rapnftorihg program will be Implemented 
Immediateiy.usted Changes in activities will occur. 

HAWKINS ' E - F ' «*■*» feeow Field 

8511110410 Forwards tateulation procedure & some 1985 results for verification of air- 
Bir<?h request durinfl 850924 »nsp of facilfty-Full 

85/10/09. PANGBURN.G. Uranium Recovery Field Office. 



•W*"* of credit & amend.issued by Bank of Tokyo Trust 

Caeffective 851130, will be acceptable replacerherit bond tor hr of credit which ex- 

BRY^.VJ^^^MTOng, State of. 85/10/24. 'SHANNON^. Exxon Corp. 6pp. 


8511260100 Informs that concrete S-X tank base inside S-X bldg will be left inplace for 
Everest Minerals.per request. Decontamination of S-X facility completed.Results of 
contamination survey of concrete tank base end. 

PATTON, J.D. Exxon Corp. 85/10/28. HAWKINS, E.F. Uranium Recovery Field Office. 
2pp. 33638:062-33638:063. 

8511260226 Submits source matl inventory.No U on hand as of 851031. 

RANGE.D.M. Exxon Corp. 85/10/30. Energy, Dept. of. Ip. 33639:286-33639:286. 

8511260638 Forwards 851016 FR notice re revs to 10CFR40,App A to conform w/EPA 
health & environ protection stds for mgt of U & thorium mill tailings.Changes incorpo- 
rate radon emanation, radium cleanup & long-term stability requirements. 

SMITH, R.D. Uranium Recovery Field Office. 85/10/31. RANGE, D. Exxon Corp. 1pp. 
33645:287-33645:287. 

8511260524 Forwards revised order withdrawing immediate effectiveness of 850719 
order imposing license condition that established groundwater detection monitoring 
sys & replacing Section 61 of Atomic Energy Act w/Section 63. 

SMITH, R.D. Uranium Recovery Field Office. 85/11/04. ANDRUS.N. American Nuclear 
Corp. Ip. 33645:185-33645:189. 

-8511260529 Revised order withdrawing immediate effectiveness of 850719 order im- 
posing license condition that established groundwater detection monitoring sys & re- 

« Section 61 of Atomic Energy Act w/Section 63. 

,R.D. Uranium Recovery Field Office. 85/11/04. 4pp. 33645:186-33645:189. 

8511260570 Forwards revised order withdrawing immediate effectiveness of 850719 
order imposing license condition that established groundwater detection monitoring 
sys & replacing Section 61 of Atomic Energy Act w/Section 63. 

SMITH.R.D. Uranium Recovery Field Office. 85/11/04. RANGE, D. Exxon Nuclear Co- 
lne. (subs, of Exxon Corp.). 5pp. 33645:223-33645:227. 


DOCKET 40-8452 BEAR CREEK URANIUM CO., CASPER, WY 


8511120191 Discusses review of licensee annual land use survey submitted w/850926 
Itr.Land use withi n 8 K m radius of mill unchanged since 820630 submittal. 
JIERREE.C.C., PEI I ENGILL.H.J. Uranium Recovery Field Office. 85/10/24. Uranium 
Recovery Field Office. 2pp. 33433:325-33433:326. 

8511260347 Reviews licensee 850719 semiannual rept which included quarterly radi- 
ation safety rept for Apr-June 1985. Licensee adequately evaluated radiation safety 
program & maintains personnel exposures ALARA. 

JIERREE.C.C., PETTENGILL.H.J. Uranium Recovery Field Office. 85/10/31. Uranium 
Recovery Field Office. 2pp. 33639:322-33639:323. 


8511260630 Forwards 851016 FR notice describing revs to 10CFR40,App A to conform 
w/EPA health & environ protection stds.Changes incorporate radon emanation, radium 
cleanup & long-term stability requirements.W/o end. 

SMITH.R.D. Uranium Recovery Field Office. 85/10/31. BAUMANN, W. Bear Creek 
Uranium Co. Ip. 33645:267-33645:267. 


8511260524 Forwards revised order withdrawing immediate effectiveness of 850719 
order imposing license condition that established groundwater detection monitoring 
sys & replacing Section 61 of Atomic Energy Act w/Section 63. 

SMITH.R.D. Uranium Recovery Field Office. 85/11/04. ANDRUS.N. American Nuclear 
Corp. Ip. 33645:185-33645:189. 


-8511260529 Revised order withdrawing immediate effectiveness of 850719 order im- 
posing license condition that established groundwater detection monitoring sys & re- 
placing Section 61 of Atomic Energy Act w/Sectlon 63. 

SMITH.R.D. Uranium Recovery Field Office. 85/11/04. 4pp. 33645:186-33645:189. 

8511260549 Forwards revised order withdrawing immediate effectiveness of 850719 
order imposing license condition that established groundwater detection monitoring 
sys & replacing Section 61 of Atomic Energy Act w/Section 63. 

SMITH.R.D. Uranium Recovery Field Office. 85/11/04. BAUMANN, W. Bear Creek 
Uranium Co. 5pp. 33645: 1 90-33645:1 94. 


DOCKET 40-8502 WYOMING MINERAL CORP., LAKEWOOD, CO 

8511260155 "Irigaray Mine - Quarterly Rept,Jul-Sept 1985.” W/851023 Itr. 

FAUBER.J.R. Westinghouse Electric Corp. 85/09/30. SMITH, D. Uranium Recovery 
Field Office. 180pp. 33644:003-33644:166. 

8511110314 Forwards “Semiannual Meteorological Data Summary Rept for Irigaray 
Mine...,” 801219 - 810630 & Jul-Dec 1981.Repts support major mod to 830925 appli- 
cation for renewal of License SUA-1341. 

RUTLEDGE, C. Westinghouse Electric Corp. 85/10/11. SMITH.R.D. Uranium Recovery 
Field Office. 1 p. 33406:333-33407:001 . 

-8511110320 "Semiannual Meteorological Data Summary Rept For Irigaray Mine Jut - 
Dec 1 981." 

KOMP.M.J., NELSON.R.A. Camp Dresser & McKee, Inc. 81/12/31. IIOoo 
33406:334-33407:082. 

-8511110323 "Semiannual Meteorological Data Summary Rept for Irigaray Mine, 801 219 
- 810630.” 

MCWILLIAMS, G.B., NELSON, R.A. Camp Dresser & McKee, Inc. 81/06/30. 125dd 
3fl4n7*nfta.aaan7*9r»7 


8511220477 Forwards modified application for renewal of License SUA-1341, providing 
options for sale of Irigaray Mine site &/or expediting resumption of operations on pro- 
duction scale.Fee paid. K 

RUTLEDGE, 0 . Westinghouse Electric Corp. 85/10/31. SMITH.R.D. Uranium Recovery 
Reid Office. 2pp. 33586:001-33586:264. y 


-8511220482 Revised application for renewal of License SUA-1341, providing option® 
sca®?f?ee "jQaray Mine site &/or expediting resumption of operations on production 

RUTLEDGeTc. Westinghouse Electric Corp. 85/10/31. 6pp. 33586:003-33586:008. 


—8511220486 “Environ Rept In Support of Westinghouse Revised Application for Re- 
newal of License SUA-1341." 

* Westinghouse Electric Corp. 85/10/28. 275pp. 33586:009-33586:264. 
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8511260326 Confirms 850726 meeting w/NRC & Malapai Resources Co in Denver, Co 
re Irigaray Mine site & prospective sale to Malapai Resources Co.Requirements for 
application to renew License SUA-1341 will be discussed following meeting. 
RUTLEDGE, C. Westinghouse Electric Corp. 85/07/18. SMITH, R.D. Uranium Recovery 
Field Office. Ip. 33639:324-33639:324. 

8511110396 Comments on Land & Water Quality Div review of Irigaray Ranch Permit 
478 update matl submitted on 85071 0.Concerns listed should be addressed by appli- 
cant prior to recommendation for permit approval. 

MOONEY.G. Wyoming, State of. 85/10/04. RUTLEDGE.C. Westinghouse Electric 
Corp. 16pp. 33416:089-33416:104. 

8511070587 Discusses review of semiannual activity & monitoring rept for Jan-June 
1985.No significant changes or trends identlfied.No further action required. 
HILDENBRAND.P., HAWKINS.E.F. Uranium Recovery Field Office. 85/10/10. Uranium 
Recovery Field Office. 2pp. 33381:141-33381:142. 

851 1070592 Advises that State of WY.Dept of Environ Quality will require addl pump 
tests & restoration of previously contaminated areas prior to allowing addl mining at 
site. 

HILDENBRAND,P. Uranium Recovery Field Office. 85/10/29. Uranium Recovery Field 
Office, ip. 33381:135-33381:135. 

8511130093 Ack receipt of "E-Field Restoration Demonstration Rept - Irigaray Mine 
Site," dtd 850710 & 0911 Itr stressing concern over timeliness of NRC 
review.Recommends Westinghouse review all requirements in Amend 4. 

SMITH, R.D. Uranium Recovery Field Office. 85/10/30. RUTLEDGE, C. Westinghouse 
Electric Corp. 2pp. 33450:296-33450:297. 


8511260436 Forwards 851016 FR notice describing NRC revs to 10CFR40,App A to 
conform w/EPA health & environ protection stds for mgt of U & thorium mill tailings 
(40CFRl92).Groundwater provisions subj of separate rulemaklng.W/o end. 

SMITH, R.D. Uranium Recovery Field Office. 85/11/04. RUTLEDGE, C. Westinghouse 
Electric Corp. Ip. 33635:221-33635:221. 


DOCKET 40-8584 MINERALS EXPLORATION CO., LOS ANGELES, CA 

8511260673 Notifies that water sample from tailings impoundment, taken during recent 
visit, sent to ORNL for analysis-Results will be forwarded. Data will be used to deter- 
mine hazardous constituents in groundwater. 

PETTENGILLHJ. Uranium Recovery Field Office. 85/10/31. HILL.C. Minerals Explo- 
ration Co. (subs, of Union Oil Co. of California). 3pp. 33633:131-33633:133. 

8511260680 Forwards 851016 FR notice describing revs to 10CFR40,App A to conform 
w/EPA health & environ protection stds.Changes incorporate radon emanation, radium 

KLEIN, T.J. Minerals Explore- 

tiori^ Oil Ca of California). Ip. 33633:125-33633:125. 


DOCKET 40-8610 STEPAN CHEMICAL CO., MAYWOOD, NJ 

8511210577 Responds to FOIA request for documents re radioactive matis & waste at 
Stepan Chemical Co in Maywood, NJ. Forwards App A documents.App B lists docu- 
ments available in PDR.DOE should be contacted Tor addl records. 

FELTON, J.M. Division of Rules and Records. 85/11/08. PONCE, L. Affiliation Not As- 
signed. 3pp. 33580:327-33581:143. 

—8511210581 Forwards rept on radioactive residues in field west of Stepan Chemical 
Co plant In Maywood, NJ.Complete gamma radiation survey of plant grounds also in- 

5aOTBSoTr.L Mayer, Brown « Platt. 82/09/28. KINNEMAN.J.D. Region 1, Office 
of Director, Ip. 33580:330-33580:330. 

-8511210588 "Survey of Radiation & Radioactive Matis at Maywood Div of Stepan 
^^uciear Safety Associates. 85/09/29. 175pp. 33580:331-33580:335. 

-8511210595 Forwards radiological survey on Stepan Chemical Co property in 

SSS* 1 ' moe of Director ' 83/o2/ ° 1 - eng,j ' New jeraey ' state ° t ' 

—8511210800 Forwards radiological surveys on 8 around Stepan Chemical Co property 

83/02/01. FELDMAN, J. Env^nmarrtal 

Protection Agency, ip. 33580:341 -^33580.341 . 


I actions at 


DOCKET 40-8831 ARMY, DEPT. OF. ROCK ISLAND, IL 

8511060358 Forwards MOU bejween DOE 
tWq^bSiwTSISI rt 85 / 10 /M 3 OTDW^X Division of Fuel fee 5 Material 
Safety. 22PP . ai972s02833a7»04S. ■ ; J 

junction,co 

for Jan-June 1985Jto signifi- 
i.Ho further action required. 
Field Office. 85/10/10. Uranium 

Mecowry rtww w,.™— -r«-- 

-8611160197 


;Fleccs^e«y 

33504:206-33504:287. 




-8511180205 Advises that License SUA-1326 amended by revising License Condition 4 
to extend expiration date to 860401 .per 850930 request 

SMITH, R.D. Uranium Recovery Field Office. 85/10/10. THAMM.J. Plateau Resources, 
Ltd. ip. 33504:288-33504:288. 

8511070561 Forwards Alpha Nuclear Labs results of soil samples taken during decom- 
missioning activities of Blanding ore buying station. Vegetation sample results will foe 
submitted as soon as received from lab. 

THAMM.J. Plateau Resources, Ltd. 85/10/18. SHOPPEN.M. Uranium Recovery Field 
Office. 1 1 pp. 33381 :31 2-33381 :322. 

8511200063 Application for amend to License SUA-1 326,terminatmg all sampling & 
monitoring.Fee paid. 

THAMM.J.K. Plateau Resources, Ltd. 85/10/18. SHOPPEN.M. Uranium Recovery 
Field Office. Ip. 33562:304-33562:304. 


DOCKET 40-8681 UMETCO MINERALS CORP., GRAND JUNCTION, CO 


8511070565 Forwards annual source mat! inventory for White Mesa Mm inadvertantly 
submitted by Umetco Minerals Corp. 

PETTENGIL1_H.J. Uranium Recovery Field Office. 85/10/17. Martin Marietta Corp. Ip. 
33381:158-33381:159. 

-8511070570 Submits White Mesa Mill annual source mat! inventory per 
10CFR40.64(b). Amount of U concentrate as U-308 is 624.11 to as of 850930. 
SCHIERMAN.S.L UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 85/09/27. 
PETTENG1LL.H. Uranium Recovery Field Office. Ip. 33381:159-33381:159. 

8511140361 Responds to 851004 request for 30-day extension for submittal of semian- 
nual environ monitoring & ALARA repts. Extension acceptable in view of intention to 
alleviate future need for similar extension. 

PETTENGILL.H.J. Uranium Recovery Reid Office. 85/10/17. SCHERMAN.S.L 
UMETCO Minerals Corp. (subs, of Union Carbide Corp.). Ip. 33492:234-33492:234. 

8511120170 Discusses review of annual tailings insp reptTaifings retention sys insp pro- 
gram performed per License Condition 18 C to License SUA-1 358. Sys operating as 
designed apart from recent liner damage incident 

JIERREE.C.C., PETTENGILL.H.J. Uranium Recovery Field Office. 85/10/28. Uranium 
Recovery Field Office. 3pp. 33433:354-33433:356. 

8511260648 Forwards 851016 FR notice describing revs to 10CFR40,App A to conform 
w/EPA health & environ protection stds.Changes incorporate radon emanatton„rad»um 
cleanup & long-term stability requirements.W/o end. _ _ 

SMITH, R.D. Uranium Recovery Field Office. 85/10/31. SPARLING, D. UMETCO Miner- 
als Corp. (subs, of Union Carbide Corp.). tp- 33633:138-33633:138. 

8511260011 Forwards revised order withdrawing immediate effectiveness of 850719 
order imposing license condition that established groundwater detection monitoring 
sys & replacing Section 61 of Atomic Energy Act w/Section 63. _ 

SMITH, R.D. Uranium Recovery Field Office. 8EW 1 /M- * SgARUNgA UMETCO ,wl * ner ' 
als Corp. (subs, of Union Carbide Corp.). Ip. 33645:145-33645.149. 

8511260524 Forwards revised order withdrawing immediate effectiveness trf^QT19 
order imposing license condition that established 9 ro undwater detection monitoring 
sys & replacing Section 61 of Atomic E^gy Ad w/Section &3. M H 

SMITH R.D. Uranium Recovery Field Office. 85/11/04. ANDRUS, N. American Nuclear 
Corp. ip. 33645:185-33645:189. 

-8511260529 Revised order withdrawing immediate effectiveness of 850719 order im- 
posing license condition that established groundwater detection monitoring sys & re- 

DOCKET 40-8698 PLATEAU RESOURCES, LTD., GRAND JUNCTION, CO 

8511260633 Forwards 85101* FR rxrtice dwcri^ 
w/EPA health & environ protection stds.Changes incorporate radon ©manatxxijadium 
cleanup & long-term stability reauiremerrts.W/o end 
SMITH, R.D. Uranium Recovery 
Ltd. ip. 33645:277-33645-277. 


JoStoB^ae/^O/BI. THAMM^J. Plateau Resources, 



S1 1260616 Forwards revisedrord^ u . 

Ltd. 5pp. 33645:246-33645:250. 

: ' ’ ■ ’ 

DOCKET 40-8714 CLEVELAND-CLIFFS IRON CO-, CLEVELAND, ipf-. 




W/851028 hr. 


CtevelarfoOffe to Co, tp. 33404 - 061 - 33404 : 061 . 
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8511260613 Informs that water well located 1,000 ft southeast of Collins Draw Project 
well fields being pumped to produce water for oil & gas well drilling purposes.State of 
WY well permit & statement of completion end. 

LOUDERBACK.T.E. Cleveland-Cliffs Iron Co. 85/10/25. HILDENBRAND.P. Uranium 
Recovery Field Office. SHAFFER.R. Wyoming, State of. 11pp. 33631:152-33631:162. 

8511260647 Confirms 851114 meeting w/Region IV & Thunderbird Joint Venture in 
Denver.CO to discuss status of Collins Draw Project per Aho 851025 Itr to Smith. 
LOUDERBACK.T.E. Cleveland-Cliffs Iron Co. 85/11/01. PETTENGILL.H.J. Uranium 
Recovery Field Office. Ip. 33633:139-33633:139. 


DOCKET 40-8724 CHEMETRON CORP., CHICAGO, IL 

8501300149 Advises that industrial dump site in Newburgh Heights.OH should be reex- 
amined & decontaminated to levels specified in License SUB-1357 for unrestricted 
release.W/o Oak Ridge Assoc Univs summary of preliminary results. 

CROW.W.T. Uranium Fuel Licensing Branch. 85/01/17. WILNER.S. Chemetron Corp. 
Ip. 28680:363-28680:363. 

8511140089 Forwards "Proposed Confirmatory Radiological Survey Plan for Former 
Che metro n-McGean U Conversion & Catalyst Production Site.Newburg Heights.OH.” 
BOERNER.A. Oak Ridge Associated Univs. 85/10/03. COOL.D.A. Uranium Fuel Li- 
censing Branch. 7pp. 33492:196-33492:202. 

8511130031 Application for termination of License SUB-1 357,based on results of 
850926 decontamination & decommissioning of facilities.AII facilities should be re- 
leased for unrestricted use. 

WILNER.S.M. Allegheny International, Inc. 85/10/15. COOL.D. Uranium Fuel Licens- 
ing Branch. 2pp. 33450:356-33450:357. 

8511210597 Advises that remaining drums of radioactive matl removed from McGean 
site & transported to US Ecology Hanford site for disposal. 

WILNER.S.M. Allegheny International, Inc. 85/11/01. COOL.D.A. Uranium Fuel Li- 
censing Branch. 2pp. 33583:170-33583:171. 

8511210568 Forwards corrected "Rept on Decontamination Activities & Final Confirma- 
tory Survey of McGean-Rohco Properties.Newburg Heights.OH." Refs to Allegheny 
Inti deleted & Chemetron Corp inserted. 

WILNER.S.M. Allegheny International, Inc. 85/11/04. COOL.D. NRC - No Detailed Af- 
filiation Given. 2pp. 33600:190-33600:219. 

-8511210572 Corrected “Rept on Decontamination Activities & Final Confirmatory 
Survey of McGean-Rohco Properties.Newburg Heights.OH.” 

* Radiation Management Corp. 85/09/30. 30pp. 33600:192-33600:219. 


-8511070426 Submits conclusions & closure recommendations for Allegations 4 & 5 
Allegation Case RIV-85-A-0060.Based on discussions, recommends case be clcs 
out. 

HILDENBRAND.P., HAWKINS, E.F. Uranium Recovery Field Office. 85/09/i 
NASH.T. Region 4, Office of Director. 3pp. 33382:213-33382:215. 

-8511070428 Insp Findings & Licensee Ack on 850603 of License SUA-1387- I* 
findings:no violations observed. 

* Uranium Recovery Field Office. 85/06/03. Ip. 33382:216-33382:216. 

8511260597 Forwards Second Quarter 1985 repts for Sequoyah Fuels Corp O-Sand 
Q-Sand in site R&D projects. 

STAUTER.J.C. Kerr-McGee Corp. 85/10/25. HAWKINS, E, HILDENBRAND.P. Urs 
urn Recovery Field Office. 2pp. 33635:302-33636:014. 

-8511260604 “Quarterly Rept - Second Quarter 1985,0-Sand In Situ R&D Project." 

* Kerr-McGee Corp. 85/06/30. 30pp. 33635:304-33635:333. 

-8511260611 “Quarterly Rept - Second Quarter 1985,Q-Sand In Situ R&D Project.” 

* Kerr-McGee Corp. 85/06/30. 42pp. 33635:334-33636:014. 

8511260353 Reviews licensee 850531 semiannual ALARA audit rept for Nov 198 
May 1985.Licensee adheres to ALARA philosophy of Reg Guide 8.31. 
KONWINSKI.G.R., PETTENGILL,H.J. Uranium Recovery Field Office. 85/11/07. UK 
urn Recovery Field Office. 4pp. 33645:181-33645:184. 


DOCKET 40-8778 MOLYCORP, INC., LOS ANGELES, CA 


8511110363 Requests that all future correspondence be addressed to listed nanra 
address. 

WARHOL, W.N. Molycorp, Inc. (subs, of Union Oil of California). 85/08/ 
KINNEMAN.J.D. Region 1, Office of Director. 3pp. 33404:291-33404:293. 


DOCKET 40-8783 URANER2 USA, INC., CASPER, WY 


8511260114 Quarterly rept for Third Quarter 1985.W/851022 Itr. 

SOMERVILLE, K.G. Uranerz USA, Inc. 85/09/30. PETTINGILL,H., HILDENBRANC 
Uranium Recovery Field Office. 150pp. 33637:264-33638:061. 


DOCKET 40-8728 TETON EXPLORATION DRILLING CO., INC., CASPER, WY 

8511070515 Forwards insp rept for Permit 522.lnsp rept will be part of annual rept. 
MCCARTY, C. Wyoming, State of. 85/10/10. VELASQUEZ.J. Teton Exploration Drilling 
Co., Inc. (subs, of UNC Resources, Inc.). 5pp. 33382:199-33382:203. 


8511070580 Discusses review of second quarterly rept for Apr-June 1985.No probla 
or significant trends identified during end of stabilization phase.Review of adequacy 
stabilization being conducted under separate case. 

BRICH.R.F., HAWKINS, E.F. Uranium Recovery Field Office. 85/10/16. Uranium f 
covery Field Office. 2pp. 33381:143-33381:144. 


8511130269 Notifies that Amend 13 to Condition 38 of License SUA-1373 issued to 
modify submittal date for detailed site decommissioning plan.Amend fee-exempt since 
issued as result of NRC initiated schedule. 

WASTLER.S.L., HAWKINS, E.F. Uranium Recovery Field Office. 85/10/23 

MILLER.W.O. License Fee Management Branch. Ip. 33447:332-33447:332. 


8511270167 Forwards 851016 FR notice describing revs to 10CFR40,App A to conform 
w/EPA health & environ protection stds.Changes incorporate radon emanation, radium 
cleanup & long-term stability requirements. W/o end. 

SMITH.R.D. Uranium Recovery Field Office. 85/11/04. Teton Exploration Drilling Co 
Inc. (subs, of UNC Resources, Inc.). Ip. 33645:347-33645:347. 


DOCKET 40-8745 OGLE PETROLEUM, INC., CASPER, WY 

8511260357 Forwards “Eighth Semiannual Rept, 850225-0827." Subsequent repts will 
be submitted annually. 

CATCHPOLE.G.J. Ogle Petroleum, Inc. of California. 85/09/30. PANGBURN.G C Ura- 
nium Recovery Field Office. Ip. 33631:163-33631:320. 

-8511260360 “Eighth Semiannual Rept, 850225-0827.” 

* Ogle Petroleum, Inc. of California. 85/08/27. 146pp. 33631:164-33631:320. 

8511260257 Informs that effective 851 001 .Ogle Petroleum.lnc will initiate environ & radi- 
ological monitoring & reporting schedule outlined in 850712 Itr.New schedule includes 
additions contained in div of environ quality Itr. 

CATCHPOLE,G.J. Oale Petroleum, Inc. of California. 85/09/13. PANGBURN.G.C. 
NRC - No Detailed Affiliation Given. ENGELMANN.R. Wyoming, State of Id 
33639:359-33639:359. y 


8511120196 Discusses review of licensee annual ALARA rept for Jul 1984 » 
1985.No deficiencies noted.No further action necessary. 

BRICH.R.F., HAWKINS, E.F. Uranium Recovery Field Office. 85/10/21. Uranium I 
covery Field Office. 2pp. 33433:327-33433:328. 


DOCKET 40-8786 URANIUM RESOURCES, INC., RICHARDSON, TX 


8511110307 Forwards Core Labs analytical repts for ail I wells for entire groundws 
sweep period & rept for MW-4 well. Approval of stabilization of North Platte wefffi 
by NRC & State of WY.Dept of Environ Quality requested. 

PELIZZA.M.S. Uranium Resources, Inc. 85/10/14. WASTLER.S. Uranium Recov 
Field Office. SPEARS, R. Wyoming, State of. 48pp. 33407:337-33408:022. 

8511270364 Forwards Insp Findings & Licensee Ack on 850829 of License St 
1400, for signature. 

UBSTLER.S.L. Uranium Recovery Field Office. 85/11/20. PELIZZA.M.S. Uranium f 
sources, Inc. Ip. 33645:334-33645:342. 

-8511270365 Insp Findings & Ucensee Ack on 850829 of License' SUA-1 400. ir 
findings:radiation monitoring.sampling & detection equipment not calibr as recc 
mended by mfg or as required by License Condition 24. 

Region 4, Office of Director. 85/11/12. 8pp. 33645:335-33645:342. 


DOCKET 40-8800 MCGEAN DISPOSAL DUMP, NEWBURGH HEIGHTS, OH 


8511260401 Forwards “Agreement of Exchange & Plan of Reorganization,” omitted 
from 851007 Itr. 

BLOOMENTHAL.H. Roath & Brega, P.C. 85/10/08. ENDMAN.J. Wyoming, State of. 
46pp. 33635:175-33635:220. " 

8511260650 Confirms conclusions reached in 851101 meeting in Cheyenne WY re 
recent events surrounding Bison Basin in situ U projectState of WY will proceed w/ 
bond forfeiture as soon as possible. 

MARTIN, R.D. Region 4, Office of Director. 85/11/08. WOOD.R. Wyoming State of 
Ip. 33633:137-33633:137. 


85 t? 2 l 0597 Advises th at remaining drums of radioactive matl removed from McGe 
site & transported to US Ecology Hanford site for disposal. 

WILNER.S.M. Allegheny International, Inc. 85/11/01. COOL.D.A. Uranium Fuel 
censing Branch. 2pp. 33583:170-33583:171. 

8511210568 Forwards corrected “Rept on Decontamination Activities & Final Conffrn 
tory Survey of McGean-Rohco Properties, Newburg Heights.OH." Refs to Alleghe 
Inti deleted & Chemetron Corp inserted. 

WILNER.S.M. Allegheny International, Inc. 85/11/04. COOL.D. NRC - No Detailed 
filiation Given. 2pp. 33600:190-33600:219. 


DOCKET 40-8768 KERR-MCGEE NUCLEAR CORP., OKLAHOMA CITY, OK 

8511070422 FOIA request for listing of active & inactive Docket 40 licensees & loca- 
tions & all documents from 850314 to present on Sequoyah Fuel Corp O & Q-Sand 
Insitu Leach Project re operational concerns from former employee. 

BARNES.C. Affiliation Not Assigned. 85/09/16. Office of Administration. Id 
33382:204-33382:204. 


-8511210572 Corrected “Rept on Decontamination Activities & Final Confirm® 
Survey of McGean-Rohco Properties.Newburg Heights, OH." 

Radiation Management Corp. 85/09/30. 30pp. 33600:192-33600:219. 


DOCKET 40-8857 EVEREST MINERALS CORP., CONVERSE COUNTY, WY 


8511070424 Responds to FOIA request for listing of active & inactive Docket 40 licens- 
ees & locations & all documents from 850314 re Sequoyah Fuels Corp 0 & Q-Sand 
Insitu Leach Project Forwards documents listed on app & two printouts. 

FELTON, J.M. Division of Rules and Records. 85/10/24. BARNES.C. Affiliation Not 
Assigned. 2pp. 33382:205-33382:216. 


8511 li°A 1 Af ofwards m *P. s showing drillholes excavated in Sections 21 & 24 of fae 
on 851 008, in support of licensee in situ mining permit application.Summary of driliti 
JlfPrSiS P rot >iem indicated w/abandonment procedures.W/o maps. 

Coip - 85/10/09 - SPEARS, R. Wyoming. State 
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DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION 
FACILITIES 


DOCKET 50-2 FORD NUCLEAR REACTOR 


P. Operating license stage documents & correspondence 

8511220487 Forwards Amend 30 to License R-28 & safety evaluation. Amend changes 
Tech Spec Section 3.1(5) to conform w/changes made when license renewed on 
850728. 

THOMAS, C.O. Standardization & Special Projects Branch. 85/11/19. KERR.W.F. 
Michigan, Univ. of, Ann Arbor, Ml. 3pp. 33587:204-33587:212. 

-8511220491 Amend 30 to License R-28, changing Tech Spec Section 3.1(5) to con- 
form w/changes made when license renewed on 850728. 

THOMAS.C.O. Standardization & Special Projects Branch. 85/11/19. 3pp. 33587:207- 
33587:209. 

-8511220493 Safety evaluation supporting Amend 30 to License R-28. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/05. 3pp. 
33587:210-33587:212. 


8511210552 Forwards 850129 state pollutant discharge elimination sys (SPDES) permit 
application, 8502 19 & 0329 suppls & 850913 Itr forwarding SPDES discharge renewaf 
permit for septic sys, addressing carbon filter backwash. 

O’TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 85/11/14. VARGA, S.A. Op- 
erating Reactors Branch 1. 14pp. 33577:010-33577:029. 

-8511210554 Renewal of SPDES Permit NY-014771 (UPA 3085-0395), issued to Con 
Ed. 

MANNA, R. New York, State of. 85/09/16. 6pp. 33577:024-33577:029. 


Q. inspection reports, IE Bulletins & correspondence 


8510250539 IE Bulletin 85-001, ’’Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 


Q. Inspection reports, IE Bulletins & correspondence 

8511220144 Responds to NRC 851025 Itr re violations noted in insp on 851002-04.Cor- 
rective actions:rubber sealing gasket on final 5-micron filter replaced & fourth sen- 
tence in Section 5.10.3 of Retention Tank Dumping Procedure HP 1 15 revised. 
KERR.W. Michigan, Univ. of, Ann Arbor, Ml. 85/11/07. SHAFER, W.D. Region 3, 
Office of Director. 2pp. 33570:240-33570:241 , 


DOCKET 50-3 INDIAN POINT STATION, UNIT 1 


8510250546 IE Info Notice 85-084, "Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 


8510290039 IE Info Notice 85-085, "Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.’’ Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 


F. Security, medical, emergency & fire protection plans 

8510080620 Informs that portions of Rev 4 to security force training & qualification 
plan.dtd 85071 7,consistent w/10CFR54(p) & acceptable.Unacceptable portions listed 
in end should be modified & resubmitted within 30 days of Itr receipt. 

MARTIN.T.T. Region 1, Office of Director. 85/09/26. SELMAN.M. Consolidated 
Edison Co. of New York, Inc. 4pp. 32927:106-32927:109. 

8511040218 Forwards public version of revs to Books 1 & 2 of emergency implementing 
procedures, including IP-1001 re mobilization of onsite emergency organization & IP- 
1002 re emergency notification & communication. 

SELMAN.M. Consolidated Edison Co. of New York, Inc. 85/10/04. MURLEY.T.E. 
Region 1, Office of Director. 2pp. 33337:167-33337:168, 

-8511040224 Public version of revs to Books 1 & 2 of emergency implementing 
procedures, including IP-1001 re mobilization of onsite emergency organization & IP- 
1002 re emergency notification 8 communication.W/851030 release memo. 

* Consolidated Edison Co. of New York, Inc. 85/10/01. 146pp. 33337:169-33337:314. 

8511180305 Responds to 850926 Itr re two unacceptable areas of security force train- 
ing & qualification plan.To resolve NRC concerns, util will submit Rev 5 to plan & in- 
clude Task 10. 

SELMAN.M. Consolidated Edison Co. of New York, Inc. 85/10/22. MARTIN.T.T. 
Region 1, Office of Director. Ip. 33493:139-33493:139. 

8511070401 Page changes to "Maintaining Emergency Preparedness.” W/851029 Itr. 
SELMAN.M. Consolidated Edison Co. of New York, Inc. 85/10/29. MURLEY.T.E. 
Region 1, Office of Director. 7pp. 33368:270-33368:276. 


8511010020 IE Info Notice 85-086, "Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR.J.M. Director's Office, Office of Inspection and Enforcement 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33630:310- 
33631:017. 

8511150107 IE Info Notice 85-088, "Licensee Control of Contracted Svcs Providing 
Training," Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 


8511190147 Forwards Rev 8 to Emergency Procedure IP-1013, "Recommendation of 
Protective Actions for Offsite Population’ r & revised pages to App G to emergency 
plan. 

* Consolidated Edison Co. of New York, Inc. 85/11/13. MURLEY.T.E. Region 1, 
Office of Director. Ip. 33511:320-3351 1:340. 

-8511190152 Rev 8 to Emergency Procedure (P-1013, "Recommendation of Protective 
Actions for Offsite Population.” 

HAYES, A. Consolidated Edison Co. of New York, Inc. 85/11/06. 8pp. 33511:321- 
33511:328. 


-8511190154 Revised p* 
* Consolidated Edison 


jes to App G to emergency plan. 

bo. of New York, inc. 85/11/06. 12pp. 33511:329-33511:340. 


8511190170 Forwards 1985 info booklet, “Planning for Emergencies,” per 
10CFR50.54.Booklet will be placed in Section 8 of emergency plan.One oversize map 

BASILE.J.A, Consolidated Edison Co. of New York, Inc. 85/11/14. MURLEY.T.E. 
Region 1, Office of Director, 17pp. 33509:291-33509:310, 

P. Operating license stage documents & correspondence 

8511180618 Forwards ACRS comments & recommendations re special proceeding & 
Commission Decision CLI-85-06. Review by entire ACRS requested. 

PALLADINO.N.J. Commissioners. 85/11/06. WARD.D.A. ACRS - Advisory Committee 
on Reactor Safeguards. 5pp. 33504:153-33504:168. 

-8511180628 Draft Commission paper recommending issuance of Itr to D Ward re- 
questing review by entire ACRS of recommendation that licensee & NRC develop plan 
to reduce estimated core melt frequency & uncertainties therein. 

DIRGKS.W.J. Office of the Executive Director for Operations. 85/10/25. 3pp. 
33504:1 64-33(504:1 66. 

-8511180639 Forwards proposed Commission paper responding to chairman request 
for drafted Itr to ACRS re special hearing. 

DENTON,H.R. Office of Nuclear Reactor Regulation, Director (pre-851 125). 85/10/24. 
DIRCKS.W J; Office of the Executive Director for Operations. 2pp, 33504:167- 
33504:168. ; 


8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling," Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, "Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 


8511050007 Forwards “Annual Environ Protection Plan Rept for 1984" & “Annual Radi- 
ological Environ Operating Rept,1984." 

SELMAN.M. Consolidated Edison Co. of New York, Inc. 85/04/30. MURLEY.T.E. 
Region 1 , Office of Director, Ip. 33342:045-33342:21 .1 . 

-8511050008 “Annual Environ Protection Plan Rept for 1984.” 

* Consolidated Edison Co. of New York, Inc, 84/12/31. 9pp. 33342:046-33342:054. 

-8511050009 “Annual Radiological Environ Operating Rept, 1984.” 

* Consolidated Edison Co. of New York, Inc. 84/12/31. 157pp. 33342:055-33342:211. 

■ \r:,4- ■ ' • V * ; ■. ' ■ ■ •■•■■■■ ..... 

S. Reportable occurrences, LERs & related correspondence 

8511070552 Forwards list of current AEOD studies of operational events re reactor & 
nonreactor activities. Each study will be documented as technical review.engineering 
evaluation or case study rept when completed. 

HELTEMESiCJ, AEOD, Director’s Office. 85/11/05. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). TAYLOR J.M. Director’s Office, Office of 
Inspection and Enforcement MINOGUE.R.B. Office of Nuclear Regulatory Research, 
Director. 24pp. 33382:160-33382:183. 



8 docketed items 


DOCKET SM reWBYLVAMA STATE UHtV. RESEARCH REACTOR 
f, Sacwfly. — J cMl •amgt no f A tin protection plan* 

*51114006$ Fonwria t» of transmittal for re» to security plan which will be mailed on or 

SftMB ?*££&* State Unw., UMM. «■ 85/10/18. MARTIN.T.T. 
n*gm 1, Office Of Orecior. Ip, 33449:241-33449:241. 

f». Operating fioanse ai»ge documents & correspondence 

ast roseta Bmoome to Commission 850927 order to show cause. Licensee will exhibit 
*5EK SJSSfto^ transport aB unrradiated MTR fuel elements containing h.gh en- 
riched U to DOE ORNL wtfxn 120 days. _ , aA QK/in/ifl Ann 

l-OSLER.C.L Penrw^vania State Urw.. University Park, PA. 85/10/18. 4pp. 
33330354-33339357. 

DOCKET 58* t® DRESDEN NUCLEAR POWER STATION, UNIT 1 
F. Security, medteal, emergency 8 lire protection plans 

•511278102 Rev 3 to Emergency Plan Implementing Procedure EPIP 300-11, “Post-Ac- 

8511276008 Rev 3 to EPIP 400-1, ‘Technical Support Ctr” adding environs director po- 
?Si£!SS?&S^Ca 85/10/17. 7pp. 33625:323-33625:329. 

•51119B3T2 Rev 5 to poficy statement de&neating requirements & procedures re emer- 
Edteon Co. 85/10/29. Ip. 33511:006-33511:203. 


-8611188980 Rev 5 to “Genera 
GOUBUC. Cammommarn 


Station Emergency Plan.” 

ion Co. 85/10/28. 175pp. 3351 1:007-3351 1:203. 


•611278873 Revised emergency operating procedures, inducfeig Rev 0 to DEOP 010 re 
aenerei p receufion s,Rev Oto E3EOP 100 re reactor corrfroLRev O to DEOP 200 re pn- 
Sivy c ontainment canted & Rev 0 to DEOP 300 re secondary containment/ release 

^^nonwaeih Edison Co. 85/10/30. 150pp. 33626:114-33626:300. 

•611878200 Fowards Rev 19 to security plan re current gate identification sys.Rev 
withheld (ref 10GFR7&21). _ _ , „ ^ 

FARRARJD L Commonwealth Edson Co. 85/10/31. KEPPLER,J. Region 3, Office of 
Director. Ip. 33350:31 5-3335951 5. 

•611278885 Rev 4 to Emergency Plan Implementing Procedure EPIP 100-1, “Supervi- 
aiort of EmaraencwsJDrtis 6. Exercises.” W/revfeecT procedure index. 

* Cmmommm Edtoon Co. 85/11/05. 7pp. 33626:090-33626:096. 

•611150022 Advises that 851081 Rev 19 to security plan & security personnel training 
ft qutetecation pftan contested mi provisions of 1 0CFR50.54(p) & acceptable. 
AX£lSOM,W-L Radon 3, Office of Director. 85/11/06. FARRAR AL Commonwealth 
EdssnOoi 3pp. 38466c3E1 -33466^2, 

•511108886 Revised emergency plan implementing procaduresjnducfing Rev 12 to 
EPIP N6T4SCC»1, Xwporate Command Car Director ft Rev 5 to EPIP NST-CCC-2, 
“...totaHoence Director.” W/861114 Hr ft four oversize figures. 

GOLDeU C. CommonweaNi Bison Co. 85/11/14. DENTON.H.R. Record Services 
Branch pooment Control Desk). 175pp. 33493^15-33493:338. 

*511228255 Forwards trap Repts 50-010/85-13,50-237/85-30 ft 50-249/85-26 on 
850888-1931 ft noice of teotatioa 

OyiS^ Tra ^^R e ^3J 3^^of Bfeector. 85/11/15. REED.C. Commonwealth 

-861288808 Imp Repts 50-010/85-13,50-237/85-30 ft 50-249/85-26 on 850820- 
Wt.W fiHfinn notsdUnh 3 Tech Specs not properly updated to delete incomplete ref 

WW»GHT,6.C. Region 3, Oflfce of Director. 85/1 1/15. 9pp. 33570025-33570:033. 


61 121MB Requests evaluation of effects of ulfi cost curtailment program to assure 
tost program does not contain e l eme nts which could affect safe operation or util com- 
rnimenli to NRCXEvatoafion results requested by 851 129. 

D**3CSvWJ. Office of toe Executive Director for Operations. 85/11/14. 
OHOQNNORUtJ. Coramonwealto Edson Co. 2pp. 33601:028-33601:029. 


86T2888 W rw mrd s amsatod Amend 5 to Indemnity Agreement B-84 Amend 4 to !n- 
d a mdty A gre e m e nt B-07 ft Amend 23 to Indemnity Agreement B-10. 

OSTBRA Osmmoreresito Edson Go. 85/10/29. SALTZMANJ. Assistant Director for 
Btoteft Uo e n ee s ftatofions. 4pp. 33345356-33345359. 


Q. inspection reports, IE Bulletins ft correspondence 

8510250539 IE Bulletin 85-001, "Steam Binding of Auxiliary Feedwater Pumps.” Svc list 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks.” Svc list 

JORDAN, E.L. Division of Emergency Preparedness ft J n 9 jn f' 0r ‘ n 9 ? e f p §Stcft!nof! 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358.003 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs." Svc list 

JORDAN, E.L. Division of Emergency Preparedness & vf n g in ^T in ?o|!Sf P 25Ss7'<200- 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357.200 

33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction, svc 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (PO|t 
830103) 85/10/31. Consolidated Edison Co. of New York, Inc, 135pp. 33357.063 
33357:199. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 

JORDANLE.L * Division of Emergency Preparedness ft Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511130441 IE Bulletin 85-003, "Motor-Operated Valve Common Mode Failures During 

Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511220255 Forwards Insp Repts 50-010/85-13,50-237/85-30 ft 50-249/85-26 on 

850820-1031 ft notice of violation. „„„ . ... 

CHRISSOTIMOS.N. Region 3, Office of Director. 85/11/15. REED.C. Commonwealth 
Edison Co. 2pp. 33570:022-33570:033. 

-8511220262 Notice of violation from insp on 850820-1 031 . , 

CHRISSOTIMOS.N. Region 3, Office of Director. 85/11/15, Ip. 33570:024-33570:024. 

-8511220276 Insp Repts 50-010/85-13,50-237/85-30 ft 50-249/85-26 on 850820- 
1031. Violation noted:Unit 3 Tech Specs not properly updated to delete incomplete ref 

WRIGHT, G.C. Region 3, Office of Director. 85/11/15. 9pp. 33570:025-33570:033. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc fist end. 
JORDAN, E.L Division of Emergency Preparedness ft Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33630:310* 
33631:017. 

8511150107 IE Into Notice 85-088, "Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. „ „ . 

JORDAN.E.L Division of Emergency Preparedness ft Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, "Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness ft Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness ft Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys," Svc 
list end. 

JORDAN, E.L Division of Emergency Preparedness ft Engineering Response (Poet 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


DOCKET 50-13 BftW CRITICAL EXPERIMENT FACILITY 


Q. Inspection reports, IE Bulletins ft correspondence 

8511050323 Ack receipt of 850828 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-013/85-01 ft 70-0824/85-05. Damage to drum occurred during 
transport ft due to condition normally incident to transportation. 

GRACE, J.N. Region 2, Office of Director. 85/10/25. ENGELDER.T.C. Babcock ft 
Wiicox Co. 4pp. 33341:276-33341:279. 


* toytor to 851823 request for extension of time to submit DOE/ NRC 
2ft7«c«or^^^repo^^period ending 850930Approvai granted to 


Material Licensing ft International Activities Branch. 85/11/08. 
X CtteH W OMW te fi Edteon Go. tpi 33603255-33603:255. 

IBS ttonw dfcensee 851823 request to extend submittal date for DOE/ 
wm 74Bft 7<ac fate 851090 to 8 511 15 due to probfems w/Nudear Data 
BBteter qya- Approwai recom m e n de d . 

My t h. 85/1 1/06. BROWN.W.B. Material Licensing « 


DOCKET 50-16 ENRICO FERMI ATOMIC POWER PLANT, UNIT 1 

O. Advisory Committee on Reactor Safeguards reports ft correspondence 

8511210116 Responds to FOIA request for minutes dtd before Sept 1957 of disouesione 
by ACRS re five civilian reactor .projects, site approval criteria ft internal operating 
procedures. Forwards App A documents.Documents also available in PDR. ^ 

FELTON, J.M. Division of Rules and Records: 85/10/28. BALOGHyB. Brookings Insti- 
tute. 2pp. 33587:016-33587:078. ; 

-8511210138 "Rept of Subcommittee of ACRS on Detroit Edteon Reactor* 

Atomic Energy Commission. 55/07/21 , 8pp, 33587:036-33587:043. 



DOCKETED ITEMS 
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W. Decommissioning Stage Documents & Correspondence 

8511010102 Informs of relocation of alarms to monitor water intrusion & low primary sys 
cover gas pressure to Unit 2 control room. Facility continuously manned under re- 
quirements of License NPF-43. 

* Detroit Edison Co. 85/10/24. ZWOLINSKU.A. Operating Reactors Branch 5. Ip. 
33288:092-33288:092. 

8511070318 Forwards notice of consideration of issuance of amend to renew (posses- 
sion oniy) License DPR-9 & opportunity for prior hearing re 850517 request to extend 
expiration date to 250320. 

ZWOLINSKI.J.A. Operating Reactors Branch 5. 85/11/01. JENS.W.H. Detroit Edison 
Co. 4pp. 33379:115-33379:123. 

-8511070322 Notice of consideration of issuance of amend to renew (possession only) 
License DPR-9 & opportunity for prior hearing re 850517 request to extend expiration 
date to 250320. 

ZWOLINSKi,J.A. Operating Reactors Branch 5. 85/11/01. 5pp. 33379:119-33379:123. 


DOCKET 50-20 MASSACHUSETTS INSTITUTE OF TECHNOLOGY RESEARCH 
REACTOR 


8511010303 Forwards SER & EG&G rept accepting util 831104 response to Generic Ltr 
83-28,ltems 3.1.3 & 3.2.3 re post-maint testing. 

VARGA, S.A. Operating Reactors Branch 1. 85/10/23. O’TOOLE, J.D. Consolidated 
Edison Co. of New York, Inc. 3pp. 33300:188-33300:193. 

-8510040400 “Conformance to Generic Ltr 83-28,ltems 3.1.3 & 3.2.3 for Haddam Neck 
Plant.indian Point 2 & Yankee Rowe Nuclear Power Station." 

VANDERBEEK.R. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. 85/08/31. 
NRC - No Detailed Affiliation Given. 13pp. 33300:194-33300:205. 

8511050141 Application for amend to License DPR-3,changing Tech Specs per 
NUREG-0737,ltem li.F.1.6, "Containment Hydrogen Monitor.” Fee paid. 

HEIDER.L.H. Yankee Atomic Electric Co. 85/10/31. Office of Nuclear Reactor Regu- 
lation, Director (pre-851125). 3pp. 33328:128-33328:133. 

-8511050146 Proposed Tech Spec changes per NUREG-0737,ltem II.F.1.6, “Contain- 
ment Hydrogen Monitors." 

* Yankee Atomic Electric Co. 85/10/31. Ip. 33328:131-33328:131. 

-8511050149 Requests that fee be utilized for 851031 Proposed Change 197. 
PAPANIC.G. Yankee Atomic Electric Co. 85/10/31. DIGGS, R.M. License Fee Man- 
agement Branch. Ip. 33328:132-33328:133. 


P. Operating license stage document! & correspondence 


8511060145 Consents to 850927 order to show cause.contingent upon listed 
interpretations.Min inventory of unirradiated fuel maintained.lnventory of irradiated fuel 
larger than necessary due to delays in shipping cask licensing. 

CLARK, L. Massachusetts Institute of Technology, Cambridge, MA. 85/10/25. Office of 
the Secretary of the Commission. 3pp. 33372:295-333 72:297. 


8511250287 Responds to 851025 ltr re 850927 show cause order.Amount of fuel de- 
pleted in 90-day period may be rounded upward to next whole number of elements 
needed for normal operation.No time limits associated w/relaxation of requirements of 
order. 

MCCORKLE.G.W. Division of Safeguards. 85/11/19. CLARK, L. Massachusetts Insti- 
tute of Technology, Cambridge, MA. Ip. 33619:274-33619:276. 


DOCKET 50-27 WASHINGTON STATE UNIV. RESEARCH REACTOR (TRIGA) 


8511060274 Forwards Amend 85 to License DPR-3 & safety evaluation. Amend modi- 
fies pressurizer safety valve setpoint tolerance to conform to Section VIII of ASME 
Boiler & Pressure Vessel Code. 

ZWOLINSKI.J.A. Operating Reactors Branch 5. 85/10/31. PAPANIC.G. Yankee 
Atomic Electric Co. 2pp. 33346:330-33346:341. 

-8511060279 Amend 85 to License DPR-3,modifying pressurizer safety valve setpoint 
tolerance to conform to Section VIII of ASME Boiler & Pressure Vessel Code. 
ZWOLINSKI.J.A. Operating Reactors Branch 5. 85/10/31. 7pp. 33346:332-33346:338. 

-8511060283 Safety evaluation supporting Amend 85 to License DPfl-3. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/31. 3pp. 
33346:339-33346:341. 

8511250190 Forwards Rev 16 to YOQAP-I-A, “Operational QA Program,” for info.Rev 
addresses organization & programmatic changes to program for operating plants. 
SHEPARD AM. Yankee Atomic Electric Co. 85/10/31. MURLEY.T.E. Region 1, Office 
of Director. 3pp. 33590:149-33590:306. 


P. Operating license stage documents & correspondence 

8511050024 Responds to order to show cause re unirradiated highly enriched U 
fuel.Facility does not presently have more than one clean cold unirradiated highly en- 
riched U fuel bundle of each type used onsite. _ 14U e 

WILSON, W.E. Washington State Univ., Pullman, WA. 85/10/22. Office of the Secre- 
tary of the Commission. 2pp. 33339:359-33339:360. 

DOCKET 50-29 YANKEE-ROWE NUCLEAR POWER STATION 

F. Security, medical, emergency & fire protection plans 

8511040288 Rev 4 to Procedure OP-3300, "Classification of Emergencies." Rev 52 to 
table of contents also end. 

* Yankee Atomic Electric Co. 85/10/31. 33pp. 33295:31 1-33295:343. 

8511110005 Forwards Rev 13 to security plan & description of changes per 
10CFR50.54(p).Addltion & mods to gatehouse designed to improve personnel proc- 
essing & access controI.Rev & changes withheld (ref 10CFR2.790) 

PAPANIC.G. Yankee Atomic Electric Co. 85/10/31. MURLEY.T.E. Region 1, Office of 
Director. 2pp. 33387:21 3-33387:21 4. 

8511070377 Forwards Resident Insp Rept 50-029/85-15 on 850730-091 9. No violation 

WENZINGER.E.C. Region 1, Office of Director. 85/11/01. HEIDER.L.H. Yankee 
' Atomic Electric Co. 2pp. 33368:102-33368:121. 

-8511070384 Insp Rept 50-029/85-15 on 850730-091 9.No violation noted. Major areas 
i nspected roperatio nal safety verification reviews, radiological controls,plant 

events, maint, surveillance & emergency preparedness activities. . . _ 

EICHENHOLZ,H., ELSASSER.T.C. Region 1, Office of Director. 85/10/31. 18pp. 
3336$: 1 04-33368: 1 21 . 

8511210064 Requests encl listed drawings for regulatory effectiveness r eview sch^- 
uied for wk of 86071 4-1 7.Drawlngs needed by 851201, Review will evaluate overall ef- 

M^TI^XT^don^^lS^of Director. 85/11/05. HEIDER.L.H. Yankee Atomic 
Electric Co, 4pp, 33579:005-33579:008, 

851113005$ Forwards revised pages to 850430 request^ for exemption from 
10CFR50,App R, Section III.G requirements per 850911 & 1015 telcons.Requests re 
neutron source-range signal cable In vapor container unnecessary due to redundancy 

PAPANICG. Yankee Atomic Electric Co. 85/11/07. ZWOLINSKU.A. Operating Reac- 
tors Branch 5. 40pp. 33425:048-33425:092. 


; *• Js; 


.fciv' 

■ ««■£'> 


■■ vrt 


I, Financial Information 

85/11/04. 

SOUCY.A.R. Yankee Atomic Electric Co. Ip. 33371 :105-33371 .105. 


P. Operating llcenee stage document* A correspondence 



'MURLEY,T.E<^eglon li Cfftee df 


-8511250197 Rev 16 to YOQAP-I-A, “Operational QA Program." 

PETERSON, W.K., SHEPARD, A.M., MURPHY, W.P. Yankee Atomic Electric Co. 85/10/ 
31. 125pp. 33590:152-33590:306. 


8511110037 Forwards responses to final 43 questions re YAtu-i300P on 
RELAP5YA.Requests that E Throm be retained as reviewer of RELAP5YA computer 

PAPANIC.G. Yankee Atomic Electric Co. 85/11/01. ZWOLINSKl,JA Operating Reac- 
tors Branch 5. 98pp. 33392:085-33392:183. 

8511120086 Responds to 840511 request for addl info re YAEC-1300P, “RELAP5YA- 
Computer Program for LWR Sys Thermal-Hydraulic Analysis." Figures Vl.9-1 to VL9- 

9,inadvertentiy omitted from 851101 response, end. 

PAPANIC.G. Yankee Atomic Electric Co. 85/11/05. ZWOUNSKI.JA Operating Reac- 
tors Branch 5. 7pp. 33415:244-33415:250. 

8511150055 Forwards Amend 86 to License DPR-3 & safety evaluation.Amend revises 
Tech Spec surveillance requirements for containment ^olation sys. _ 

ZWOLINSKU.A. Operating Reactors Branch 5. 85/11/08. PAPANIC.G. Yankee 
Atomic Electric Co. 3pp. 33466:262-33466:297. 

-8511150062 Amend 86 to License DPR-3,revising Tech Spec surveillance require- 
ments for containment isolation sys. „ 1Moee 

ZWOLINSKU.A. Operating Reactors Branch 5. 85/11/08. 23pp. 33466:265- 
33466:287. 

-8511150070 Safety evaluation supporting Amend 8 to License DPR-3. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/08. IQpp- 
33466:288-33466:297. 

8511140310 Trip rept of 851029-30 site visit re organization, engineering improvements 
& tour.Timeiy completion of SEP open issues & current operational & licensing con- 

QJ^ORD^A? Operating Reactors Branch 5. 85/11/12. Operating Reactors Branch 
5. 3pp. 33450:244-33450:246. 



—8511250059 Amend 87 to Lk^TOe DPR^roodlfying Tech Spe<» resurvefllance inter- 
val requirements for LPSI& HPSI flow teste 1 
ZWOLINSKUA Operating Reactors Branch 


85112500*8 Forwards addl info re Core XVIU LOCA anafysfclnfo suppls anafrate in 
YAEC^riS break LOCA & address impact of top skewed core powar daatn- 

WANIC.G.Y^ISmSS? Office of Nuclear Reactor Ragula- 

tion, Director (pro^S1 125). 31pp. 335$2d)5M35afc086. 


Q. InepecHon reporta, IE Bulletins a co n r s ap c n de n ce 
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-8511010219 “Refueling Cavity Water Seal Evaluation.” 

* Yankee Atomic Electric Co. 85/08/06. 27pp. 33283:081-33283:107. 

-8511010222 Rev 0 to “Test Rept, Experimental Verification of Presray Reactor Cavity 
Liner Seal for Yankee Nuclear Power Station.” 

* Impel! Corp. 03-0570-1101 R00. 85/07/31. 143pp. 33283:108-33283:249. 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps." Svc list 
encf. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response {Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, "Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, fnc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, "Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511070377 Forwards Resident Insp Rept 50-029/85-15 on 850730-091 9.No violation 
noted. 

WENZINGER.E.C. Region 1, Office of Director. 85/11/01. HEIDER.L.H. Yankee 
Atomic Electric Co. 2pp. 33368:102-33368:121. 

-8511070384 Insp Rept 50-029/85-15 on 850730-091 9.No violation noted. Major areas 
inspected:operational safety verification reviews, radiological controls, plant 

events, maint, surveillance & emergency preparedness activities. 

EICHENHOLZ.H., ELSASSER.T.C. Region 1, Office of Director. 85/10/31. 18pp. 
33368:104-33368:121. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR, J.M. Director's Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511210387 Forwards Insp Rept 50-029/85-19 on 851007-08.No violation noted. 
EBNETER.S.D. Region 1, Office of Director. 85/11/15. HEIDER.L.H. Yankee Atomic 
Electric Co. 2pp. 33552:340-33552:347. 

-8511210394 Insp Rept 50-029/85-19 on 851007-08.No violations noted. Major areas 
inspectedrlicensee action to address proposed changes to Tech Spec re main coolant 
sys structural integrity surveillance requirements. 

REYNOLDS, S.D., WIGGINS, J. Region 1, Office of Director. 85/11/13. 6pp. 
33552:342-33552:347. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres." Svc list end. 
JORDAN.E.L Division of Emergency Preparedness a Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, "Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511250191 Forwards Safety Insp Rept 50-029/85-20 on 851021-25.No violation noted. 
EBNETER.S.D. Region 1, Office of Director. 85/11/18. HEIDER.L.H. Yankee Atomic 
Electric Co. 2pp. 33591:001-33591:011. 

-8511250194 Insp Rept 50-029/85-20 on 851021-25.No violation noted.Major areas 
inspected:malnt program. 

PRELLJ., JOHNSON,J. Region 1, Office of Director. 85/11/14. 9pp. 33591:003- 
33591:011. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness a Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness a Engineering Response (Post 
830103). 85/11/19, Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150129 IE info Notice 85-090, “Use of Sealing Compounds In Operating Sys.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness a Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co, of New York, Inc. 135pp. 33713:001- 
33713:122. 

R. Periodfc operating reports & related correspondence 

8511190159 Monthly operating rept for Aug 1985.W/850905 Itr. 

WHfPPLE,S.i HEIDER.LH. Yankee Atomic Electric Co. 85/08/31. 6pp. 33531:017- 
33531:022. 


V. Operator Examinations 

8511050013 Forwards revised operator licensing exam schedule, per Generic Ltr 85- 
18. Previous schedule reflected annual exam dates rather than fiscal dates for 1986- 
1 989 

PAPANIC.G. Yankee Atomic Electric Co. 85/10/31. BOGER.B. Operator Licensing 
Branch. 3pp. 33319:211-33319:213. 


DOCKET 50-54 CINTICHEM RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8511050019 Responds to 850927 order to show cause.Facility operates on 95% duty 
cycle at 5 MW power level w/fuel usage of 28 std elements per yr.Future inventory of 
seven or less unirradiated std fuel element assemblies will be maintained. 
RUZICKA.W.G. Cintlchem, Inc. 85/10/10. Office of the Secretary of the Commission. 
2pp. 33339:361-33339:362. 


DOCKET 50-59 TEXAS A&M UNIV. RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

8511190477 Forwards Amend 13 to License R-23,to reflect rev to physical security plan. 
THOMAS, C.O. Standardization & Special Projects Branch. 85/11/05. 
RICHARDSON.H.H. Texas A&M Univ., College Station, TX. 4pp. 33534:257- 
33534:262. 

-8511190481 Amend 13 to License R-23,reflecting rev to physical security plan. 
THOMAS.C.O. Standardization & Special Projects Branch. 85/11/05. 2pp. 33534:261- 
33534:262. 


P. Operating license stage documents & correspondence 

8511190477 Forwards Amend 13 to License R-23,to reflect rev to physical security plan. 
THOMAS, C.O. Standardization & Special Projects Branch. 85/11/05. 
RICHARDSON.H.H. Texas A&M Univ., College Station, TX. 4pp. 33534:257- 
33534:262. 

-8511190481 Amend 13 to License R-23, reflecting rev to physical security plan. 
THOMAS.C.O. Standardization & Special Projects Branch. 85/11/05. 2pp. 33534:261- 
33534:262. 


DOCKET 50-62 UNIV. OF VIRGINIA RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

8511010455 Forwards Insp Rept 50-062/85-02 on 85081 9-23.No violation 
noted.Findings disclosed that some emergency preparedness program areas should 
be evaluated & improvements considered. 

VERRELLI.D.M. Region 2, Office of Director. 85/10/17. MULDER.R.U. Virginia, Univ. 
of, Charlottesville, VA. 2pp. 33292:339-33292:340. 

-8511010459 Insp Rept 50-062/85-02 on 85081 9-23.No violation or deviation 
noted.Major areas inspected:emergency preparedness. 

MARSTON.R.R., CUNNINGHAM, A.L. Region 2, Office of Director. 85/10/04. 16pp. 
33292:341-33292:356. 

8511250085 Rev 2 to Emergency Plan implementing Procedures EPJP-6, EPIP-8.EPIP- 
11.EPIP-12 & EPIP-14 re initial emergency actions, initial rept form, reactor 
staff, contamination limit & evacuation of facility, respectively .W/851 020 Itr. 

* Virginia, Univ. of, Charlottesville, VA. 85/10/20. THOMAS.C.O. Standardization & 
Special Projects Branch. 16pp. 33596:313-33596:328. 

8511270199 Forwards response to items noted in Emergency Preparedness Insp Rept 
50-062/85-02 on 85081 9-23. Corrective actionsjtrs of commitment &, emergency plans 
requested from offsite support organizations & rescue squad tour scheduled. 
MULDER.R.U. Virginia, Univ. of, Charlottesville, VA. 85/11/07. VERRELLI.D.M. Region 
2, Office of Director. 7pp. 33626:332-33626:338. 


Q. Inspection reports, IE Bulletins & correspondence 

8511010451 Ack receipt of 850912 Itr informing NRC Of steps taken to correct violation 
& deviation noted in Insp Rept 50-062/85-01. ■ 

WALKER, R.D. Region 2, Office of Director, 85/1 0/1 6. MULDER, R.U. Virginia, Univ. of, 
Charlottesville, VA. Ip. 33292:358-33292:358. 

8511010455 Forwards insp Rept 50-062/85-02 on 85081, 9-23.No violation 
noted.Findings disclosed that some emergency preparedness program areas should 
be evaluated & improvements considered. 

VERRELLI.D.M. Region 2, Office of Director. 85/10/17. MULDER.R.U. Virginia, Univ. 
of, Charlottesville, VA. 2pp. 33292:339-33292:340. 

-8511010459 Insp Rept 50-062/85-02 on 85081 9-23.No violation or deviation 
noted.Major areas inspected:emergency preparedness. 

MARSTON.R.R., CUNNINGHAM.A.L Region 2, Office of Director. 85/10/04. 16pp. 
33292:341-33292:356. . .*;? : ■ ■■>.;■■ l.y, . ... 

8511270199 Forwards response to items noted irrEmergeney Preparedness Insp Rept 
50-062/85-02 on 85081 9-23£omective actionsdtrs ost commitment ^emergency plans 
requested from offsite support organizations Arescoe squad: tour scheduled 
MULDER.R.U. Virginia, Univ. of^Ghaltott^tfe, VA,<8S^4V®f. VERiRELU.D.M. Region 
2, Office of Director. 7pp. 33626:332-33626:338. f; ; 
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R. Periodic operating reports & related correspondence 

8511270185 Forwards “Addendum to 1984 Annual Rept,” listing unplanned shutdowns 
& corrective actions taken, inadvertently omitted from rept. 

MULDER, R.U. Virginia, Univ. of, Charlottesville, VA. 85/11/18. THOMAS.C.O. Office 
of Nuclear Reactor Regulation, Director (pre-851125). ip. 33646:295-33646:298. 

-851 1270233 “Addendum to 1984 Annual Rept.“ 

* Virginia, Univ. of, Charlottesville, VA. 84/12/31. 3pp. 33646:296-33646:298. 


DOCKET 50-77 CATHOLIC UNIV. OF AMERICA RESEARCH REACTOR 


^encl^ 46 ^ inf ° ^ otice 85-084, “Inadequate Inservice Testing of MSIVs.” Svc list 

flSvi of Emergency Preparedness & Engineering Response (Post 

33357 3 336 85/10/30 ' Consolldated Ed,son Co - of New York, inc. 137pp. 33357:200- 

J, n ! 0 N ° tice . 85 '085, “Sys Interaction Event Resulting in Reactor Sys 
list end 6 ie * ^ V€ Opening Following Rre Protection Deluge Sys Malfunction." Svc 

rSvi no\ N ’ oih\ of l^/Sency Preparedness & Engineering Response (Post 

??21S 3 An 5/10/31 ’ Consol,dated Edison Co. of New York, Inc. 135pp. 33357:063- 
Og357!l 99. 


Q. Inspection reports, IE Bulletins & correspondence 

8511180505 Responds to NRC 850723 Itr re violations noted in insp Rept 50-077/85- 
01 .Corrective actions:alternate reactor administrator appointed to ensure access at all 
times to records. 

FAVRET.A.G. Catholic Univ. of America, Washington, DC. 85/11/05. 
WENZINGER.E.C. Region 1, Office of Director. 2pp. 33496:164-33496:165. 


DOCKET 50-83 UNIV. OF FLORIDA TRAINING REACTOR 


P. Operating license stage documents & correspondence 


8511010020 IE Info Notice 85-086, "Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. a 



”130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plan Transients Due to Improper Switch Settings.” Svc fist end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solldated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

Info Notice 85-087, "Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 


8511050017 Requests authority to possess unirradiated highly enriched U fuel onsite in 
quantity greater than necessary to replace one failed fuel element, in response to 
850927 order to show cause.Supporting info listed. 

VERNETSON.W.G. Florida, Univ. of, Gainesville, FL. 85/10/23. Office of the Secre- 
tary of the Commission. 3pp. 33339:329-33339:331. 


8511150107 IE Info Notice 85-088, "Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

J9JPDA N ,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York. Inc. 130pp. 33631:018- 
33631:151. 


Q. Inspection reports, IE Bulletins & correspondence 

8511130074 Forwards Insp Rept 50-083/85-03 on 851 009-1 1.No violation noted. 
VERRELLI.D.M. Region 2, Office of Director. 85/11/05. WETHINGTON.J.A. Florida, 
Univ. of, Gainesville, FL. Ip. 33426:128-33426:132. 

-8511130077 Insp Rept 50-083/85-03 on 851 009-11, No violation or deviation 
noted.Major areas inspected:licensee action on previous enforcement matters & stick- 
ing Safety Control Blade 3. 

POERTNER.W.K., DEBS.B.T. Region 2, Office of Director. 85/11/04. 4pp. 33426:129- 
33426:132. 


DOCKET 50-87 WESTINGHOUSE CRITICAL EXPERIMENT 


P. Operating license stage documents & correspondence 

8511110241 Responds to order to show cause re License R-119 & consents to entry of 
order. However, licensee complies w/order & requires no license change re 10CFR73.2 
formula quantity for strategic nuclear matl. 

NARDI,A.J. Westinghouse Electric Corp. 85/10/30. HOYLE, J.C. Office of the Secre- 
tary of the Commission. 2pp. 33416:064-33416:065. 


8511150089 Suppl 1 to IE Info Notice 85-058, "Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 


8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, "Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:1 22. 


R. Periodic operating reports & related correspondence 

8511180565 Monthly operating rept for Aug 1 985.W/850906 Itr. 

KWOK.C.C., WEEKS.E.D. Pacific Gas & Electric Co. 85/08/31. 5pp. 33498:125- 
33498:129. 


DOCKET 50-133 HUMBOLDT BAY POWER PLANT, UNIT 3 


V. Operator Examinations 


G. Adjudicatory correspondence 

8511010485 Response to NRC 851011 motion to terminate proceeding. Motion should 
be granted.Certificate of Svc end. 

LOCKE, R.F. Pacific Gas 8 Electric Co. #485 991. 85/10/28. Atomic Safety and Li- 
censing Board Panel. 6pp. 33290:165-33290:170. 

H. General correspondence 

8511060027 Provides info on 850911 hearing in Eureka, C A re disposal of water contain- 
ing dissolved chromium & low level radioactive matls t in response to 850901 request 
from constituent J Rossman. 

DIRCKS,W,J. Office of the Executive Director for Operations. 85/10/30. BOSCO,D.H. 
House of Rep. 47pp. 33373:147-33373:193. 

-8511060029 Forwards constituent J Rossman 850901 ttr expressing concerns over util 
proposal to discharge water from shutdown facility into Humboldt Bay.Review & re- 


D.DJH. House of Rep. 85/10/02. Office of Congressional Affairs. 2pp. 
33373:194-33373:195, . -■ 'x. , 

8511050029 Lists new address for util Washington,DC ofc.Telephone number remains 

ShfiFFE^.J.D. Pacific Gas & Electric Co. 85/1 0/31. KNIGHTON, G.W. Licensing 
Branch 3. Ip. 33319:187*33319:187. ,, 

Q. Inspection reporta, ^Bulletins & correspondence 

8510250539 IE Bulletin 85-001, "Steam Binding of Auxiliary Feedwater Pumps." Svc list 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358 : 1 39-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks." Svc list 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 


8511050200 Responds to Generic Ltr 85-18 requesting that ail licensees & applicants 
for operator licenses provide NRC w/schedule for conducting operator exams for re- 
mainder of FY85 through FY89.No exams planned at plant. 

SHIFFER.J.D. Pacific Gas & Electric Co. 85/11/01. BOGER.B. Operator Licensing 
Branch. 3pp. 33330:184-33330:186. 

DOCKET 50-134 WORCESTER POLYTECHNIC INSTITUTE RESEARCH REACTOR 
P. Operating license stage documents & correspondence 

8511180771 Agrees w/licensee 851004 interpretation of 850927 show cause 
order.Ucensee in compliance w/order provisions. 

MCCORKLE.G.W. Reactor & Transportation Licensing Branch. 85/11/06. 
WILBUR, LC. Worcester Polytechnic Institute, Worcester, MA. Ip. 33503:134- 
33503:134. 

DOCKET 50-139 UNIV. OF WASHINGTON RESEARCH REACTOR 

P. Operating license stage documents A correspondence 

8511010100 Requests confirmation of interpretation that training reactor not required to 
have "N” stamped equipment installed in thermalhydrauHc drcuits,tfeiv plaiwang major 
reactor refurbishing. 

ROBKIN.M.A. Washington, Univ. of, Seattle, WA. 85/10/23. Office of Nuclear Reactor 
Regulation, Director (pre-851 1 25). 1 p. 33299:102-33299:1 02. 

8511200075 Responds to 851023 request for guidance on any requirement re use of 
"N” stamped equipment in reactor thermal hydraulic drcuiis.No stamping require- 
ments contained in 1 0CFR or in manuals or guides. 

THOMAS aO Standardization & Special Projects Branch. 85/11/14. ROBKIN.M.A. 
Washington, Univ. of, Seattle, WA 2pp. 33562-291-33562:292. 

8511220192 Informs that excess unirradiated highly enriched U can be removed from 

- — j 1 Qfdgf, 

Licensing Branch., 85/11/18. 

ROBKIN, 
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DOCKET 50-142 UCLA TRAftHNG REACTOR 

LS2SK preeeedng*. SS^S^S^C^Sh^uSJ^" Angel® 8 , 

SSSSS” “' to “ 

-*511010473 Forwards affidavit of DJ Kasun re Board Question 3 .Affidavit represents 

SSSSlIgwSIrSSS- 4 Transportation Licensing Branch. 85/10/30. 
!ioa»^!c!p: HaadngsOMSion. Ip. 33290^33290:203. 

“SSSrS^rt “reteS’of'uaA^^'^tfl SSKy* Sh£ 

■511138304 Order temwaffing proceeding since Comn*tee toBridge the Gap withdrew 

c “ 

Unv. at, Los Angelas, CA. Ip. 33436347-33436:347. 

’^iTS^S^TSSSS^Z^ZSTSi 

pm 154. 85/1 1/08. Office of the Executive Legal Director. 11pp. 33436.348- 


8511158819 Forwwtte correction to ASLB proposed order prepared in response to 

FRVEJ.H., BRIGHTG.0., 

LUEBKE.EA Aloric&Sy and Licensing Board Panel. Ip. 33465:341-33465:345. 

Hearing Branch 4. 4pp. 33465:342-33465:345. 

R Operating ftcana* stage ikKteraenfe A correspwKtence 

8511840468 Forwards “DecornrnBSSioning PlarcPhase I: Dismantlement & Radiological 
Assessment of UCLA Argonaut Reactor FadBy ” Rnai step of plan includes submis- 
sion of formal plan for achieving ultimate decommissioning of facility. 

WEGST.W.F. Cafifomia, Urw. of, Los Angeles, CA. 85/10/29. DENTON.H. Office of 
Modem Reactor Regulation, Director (pre-851 125). 2pp. 33306:029-33306:053. 

-6511848475 “Decommissioning Plan:Phase ^Dismantlement & Radiological Assess- 
ment of UCLA Ar gonaut Reactor FacSty." 

Angetes^85/10/31. 23pp. 33306:031-33306:053. 

8S11200135 Requests technical assistance in review of application for decommissioning 
& termination of ARGONAUT reactor facility. Milestone chart showing proposed 
schedule attached. Decommissioning plan & environ rept encLW/o plan & rapt. 
THOMAS.C.O. Standardization & Special Projects Branch. 85/11/14. CONG EL, F. Ra- 
dtologteal Assessment Branch. 3pp. 33563:038-33563:040. 

DOCKET 50-148 UNTV. OF KANSAS RESEARCH REACTOR 


documents & correspondence 

8511988784 Understands that excess unirradiated high enriched U fuel will be shipped 
to DOE Chicago operations ofc within 2-4 wks.Should difficulties arise, extension of 
«« e y b e 

l4CC0RlaE,aw. Reactor & Transportation Licensing Branch. 85/11/07. 
BEARSEJFIC. Kansas. Urw. of. Lawrence, KS. Ip. 33503:139-33503:139. 

DOCKET 50-150 OHIO STATE UWV. RESEARCH REACTOR 


& correspondence 

. . t -A!? 860827 order to show cause re removal of excess unirradiat- 

- UPtovisi ons at Section H of order should not be imposed since 

mm wrartsspossGssdd 

wzzsz, «— * *« 

DOCKET 58-155WG ROCK PQMT NUCLEAR PLANT 

f A fire protection plans 

ftRteMtirt g« effective pages for Emergency Plan Implementing Procedure 
Coamsaem Power Got 8S/10/24 3pp. 33298^)75-33298:077. 

8W ff W yWJ dMfe eeafon of revised general ofc response team/ < 



^m a s^ saaga^jiisBff—* » 


P. Operating license stage documents & correspondence 

8511210455 FOIA request for documents re util applications to leave radioactively-con* 
taminated soil in place at plant during 1985. o*/no/19 

RUSWICK.F. West Michigan Environmental Action Council, Inc. (WMEAC). 85/oa/i». 
Office of Administration. 2pp. 33563:232-33563:233. 

KEPPLER.J.G. Region 3, Office of Di- 

rector. 6pp. 33386:343-33386:348. 

8511010540 Forwards notice of environ assessment & finding o^^signiticant impact re 
750915 request for exemption from requirements of App J to 10CFR50. Notice ior- 
warded to Ofc of FR for publication. . ... _ 

ZWOLINSKi.J.A. Operating Reactors Branch 5. 85/10/29. BERRY, K.W. Consumers 
Power Co. 2pp. 33302:058-33302:062. 

-8511010541 Notice of environ assessment A finding of no significant impact re request 
for exemption from 10CFR50,App J requirements for testing reactor containment Didg 
airlock door seals within 72 h of each opening. * « / .* n /**» ! 

CRUTCHFIELD.D. Assistant Director for Safety Assessment. 85/10/29. 3pp, 
33302:060-33302:062. 

8511040054 Forwards Amend 80 to License DPR-6 & safety evaluation. Amend provides 
Tech Specs for addition of containment pressure & water level monitors, completing 
commitment for NUREG-0737 items. 

ZWOLINSKI.JA Operating Reactors Branch 5. 85/10/29. BERRY, K.W. Consumers 
Power Co. 3pp. 33336:330-33336:342. 

-8511040058 Amend 80 to License DPR-6,providing Tech Specs for addition of Con- 
tainment pressure & water level monitors to complete commitment for NUREG-0737; 

ZWOUNSKI.JA Operating Reactors Branch 5. 85/10/29. 6pp. 33336:333-33336:338.; 

-8511040061 Safety evaluation supporting Amend 80 to License DPR-6. 

* Office of Nuclear Reactor Regulation, Director (pre-851 125). 85/10/29. 4pp, 
33336:339-33336:342. 

8511120312 Forwards Amend 81 to License DPR-6 & safety evaluation. Amend revise# 
Tech Specs re Reload II fuel MAPLHGR limits A min critical power ratio to support 
fuel reloading. _ 

ZWOLINSKI.JA. Operating Reactors Branch 5. 85/11/01. BERRY, K.W. Consumers 
Power Co. 3pp. 33442:064-33442:074. 

-8511120318 Amend 81 to License DPR-6, revising Tech Specs re Reload II fuel 
MAPLHGR limits & min critical power ratio to support fuel reloading. 

ZWOLINSKI.J.A. Operating Reactors Branch 5. 85/11/01. 5pp. 33442:067-33442:071. 

-851 1120322 Safety evaluation supporting Amend 81 to License DPR-6. 

* Office of Nuclear Reactor Regulation, Director (pre-851 125). 85/11/01. 3pp. 
33442:072-33442:074. 

8511210457 Responds to FOIA request for util applications to leave radioactively-con- 
taminated soil in place at plantForwards documents listed in App B,App A A & doo 
ments also available in PDR, 

FELTON, J.M. Division of Rules and Records. 85/11/04. RUSWICK.F. West Michigan 
Environmental Action Council, Inc. (WMEAC). 3pp. 33563:234-33563:262. 

-8511210464 Requests review of unmonitored liquid release of Co-60, Mn-54„Cs-1 34 8 
Cs-137 to onsite soil at facility to determine whether licensee request, p«| 
1 0CFR20. 1 06,required. 

PAPERIELLO.C.J. Region 3, Office of Director. 85/03/14. CONGEL.F.J. Radiologic# 
Assessment Branch. 2pp. 33563:257-33563:262. 

8511110403 Forwards safety evaluation of util 831107 & 850816 responses to Generij 
Ltr 83-28, Item 1.1, “Post-Trip Review Program & Procedure.” Program A procedure 
acceptable.ltem 1.1 resolved. 

ZWOLINSKI.JA. Operating Reactors Branch 5. 85/11/05. BERRY, K.W. Consumer! 
Power Co. 3pp. 33407:208-33407:210. ! 

-8511110409 Safety evaluation supporting util 831107 A 850816 responses to Gsnsril 
Ltr 83-28, Item 1 .1 , “Post-Trip Review Program & Description,” I 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/06. 

33407:211-33407:214. j 


8511140332 Advises that NRC 
waste solidification process 
6.14.Future rev should addre 


of util 850107 process control program rj 
to be on inte rim basis for use w/Teoh Spa 


r ice W/10CFR61, 

ZWOLINSKWA. Operating Reactors Branch 5. 85/11/12. BERRY, K.W. Consume! 
Power Co. 3pp. 33450:226-33450228. 


8511180485 Forwards safety evaluation re environ qualification of safety-related 
cal^ e^pmenUmportant to safety.Util equipment qualification program in compliant 

ZWOLINSKLJA Operating Reactors Branch 5. 85/11/15. BERRY, K.W. Consume! 
Power Co. 5pp. 33496:01 5-33496:027. 

—8511180491 Safety evaluation re environ qualification of electric equipment Irmsortt 
to safety.Util program complies W/10CFR50.49 & resolution of 830426 SER & iSwh 
cal evaluation rept acceptable. 

’ Wc,or %*** to^ 851125 )- 85/11 /is. 4 



re assessment of 
ileal evaluation rapt representing NRC tr 

rfireastv:?. SS/I-I/IS, BBTOY.K.W. Conauntj 
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-8511220410 Draft “Review of Licensee & Applicant Responses to Generic Ltr 83- 
28,ltem 1.2, ’Post-Trip ReviewiData 6 Info Capabilities,’ for Big Rock Point Nuclear 
Plant,” technical evaluation rept 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-82-096. SAIC-85/1 527-2 DRFT. 85/11/18. NRC - No Detailed Affiliation Given 
15pp. 33600:314-33600:328. 


8511150059 Responds to 851010 request re closeout of IE Bulletin 78-08, “Radiation 
Levels From Fuel Element Transfer Tubes." Facility not equipped w/subi tubes due to 
classification as BWR Class 1 facility. 

ROTELLAJ.S. Operating Reactors Branch 5. 85/11/14. LAFY.R.A. Parameter, Inc. 
3pp. 33466:244-33466:246. 


8511210223 Forwards SER re response to Generic Ltr 83-28, Items 3.1.1-3, 3.2.1-3 & 

4.5.1 concerning post-maint & reactor trip sys functional testing.AII items in Sections 

3.1 & 3.2 & Item 4.5.1 resolved.Response acceptable. 

ZWOLINSKI.J.A. Operating Reactors Branch 5. 85/11/19. BERRY.K.W. Consumers 
Power Co. 2pp. 33546:101-33546:105. 

-8511210233 Safety evaluation re response to Generic Ltr 83-28, Items 3.1. 1-3, 3.2.1 -3 & 

4.5.1 concerning post-maint & reactor trip sys functional testing.Response acceptable. 
* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/19. 3pp. 
33546:103-33546:105. 

-8511010053 “Conformance to Generic Ltr 83-28,Jtems 3.1.3 & 3.2.3, Big Rock Point 
Plant” 

VANDERBEEK.R., HAROLDSEN.R. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D- 
6001. EA-6906. 85/10/31. NRC - No Detailed Affiliation Given. 7pp. 33546:106- 
33546:112. 

8511250313 Advises of 851205 enf8rcement conference w/util at Region III re apparent 
breakdown in mgt control of plant work activities,per 851 118 telcon. 

NORELIUS.C.E. Region 3, Office of Director. 85/11/20. DEWITT, R.B. Consumers 
Power Co. Ip. 33592:362-33592:362. 


8511130441 IE Bulletin 85-003, "Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR, 1M. Director’s Office, Office of Inspection and Enforcement 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031 


® 5 U1??S£8 1 J 1 E tt°. N ot,ce 85-087, “Hazards of Inerting Atmospheres." Svc list end. 

'.b . of Emergency Preparedness & Engineering Response (Post 

830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631 Cl- 
osest :0 17. 


8511150107 IE Info Notice 85-088, "Licensee Contrd of Contracted Svcs Providing 
Training.” Svc list end. 

Di y isi °n of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 


8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

»9S.««v N ’f ,L : of Emer 9 ®ncy Preparedness & Engineering Response (Post 

830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 


8511270070 Forwards “Assessment of Consequences of Seismic Event at Big Rock 
Point Plant," updating 830601 weak link analysis, per NRC request re SEP Topic 111-6 
on seismic design considerations. 

FRISCH, R.R. Consumers Power Co. 85/11/21. Office of Nuclear Reactor Regulation, 
Director (pre-851 1 25). 5pp. 33624:070-33624:074. 


8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 


-8511270071 “Assessment of Consequences of Seismic Event at Big Rock Point 
Plant." 

* Consumers Power Co. 85/11/21. 166pp. 33624:075-33624:240. 


Q. Inspection reports, IE Bulletins & correspondence 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR, J.M. Director's Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 


8511150120 IE Info Notice 85-090, "Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 

8511180770 Monthly operating rept for Aug 1985.W/850904 ltr. 

HOFFMAN, D.P. Consumers Power Co. 85/08/31. 5pp. 33499:229-33499:233. 


8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 


8511210457 Responds to FOIA request for util applications to leave radioactively-con- 
taminated soil in place at plantForwards documents listed in App B.App A & B docu- 
ments also available in PDR. 

FELTON, J.M. Division of Rules and Records. 85/11/04. RUSWICK.F. West Michigan 
Environmental Action Council, Inc. (WMEAC). 3pp. 33563:234-33563:262. 


8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 


-8511210461 Rept of individual & population doses prior to Sept 1978. 
* Consumers Power Co. 78/09/30. 19pp. 33563:237-33563:256. 

S. Reportable occurrences, LERs & related correspondence 


8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.’’ Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

851 1050047 Informs that actions taken to satisfy Generic Ltr 84-1 1 re insp of welds for 
IGSCC complete.Results of NRC verification of action documented in Insp Rept 50- 
155/85-18. 

FRISCH, R.R. Consumers Power Co. 85/10/31. Office of Nuclear Reador Regulation, 
Director (pre-851 125). Ip. 33318:229-33318:229. 


8511010148 LER 85-007-00:on 850925,fuel moves performed in spent fuel pod follow- 
ing containment isolation valve CV-4103 return to svc w/o testing.Caused by inad- 
equate procedures re local leak tests following maintW/851024 ltr. 

ALEXANDER, R.J., JOHNSON, B.D. Consumers Power Co. 85/10/25. 4pp. 33299:134- 
33299:137. 

8511050059 Advises of emergency condenser Loop 2 leak, during previous operating 
cycle.Location of leak not identified through testing.Emergency condenser operability 
maintained,per Tech Spec 4.1.2(b). 

FRISCH, R.R. Consumers Power Co. 85/10/31. Office of Nuclear Reactor Regulation, 
Director (pre-851125). 3pp. 33320:050-33320:052. 


8511060260 Forwards safety evaluation & technical evaluation rept re request for relief 
. . . ...... ... 'mpractical to 

5), 85/11701. 


from insenrice insp requirementaRelief granted for exam^nwjuirements impractical to 


perform & denied where necessary fim 
DENTON.H.R. Office of Nuclear Reactor 
BERRY, K.W. Consumers Power Co. 4pp. 


could not be 

i. Director 
190-33346:20; 


—8511060262 Safely evaluation supporting request for relief from inservice insp require- 
ments. 

* Office of Nudear Reactor Regulation, Director (pre-851125). 85/11/01. 9pp. 

33346:194-33346:202. , , , , 

-8410100501 ‘Technical Evaluation Rept,2nd Interval Inservice Insp Progmm,Big Rock 
Point Nudear Power Plant” 

* Science Applications International Corp. (formerly Sdence Applications, Inc.). NRC- 
03-82-096, SAI-84/1652. 84/08/07. NRC - No Detailed Affiliation Given. 65pp. 
33346:203-33346:267. 

8511060289 Forwards Safari^ Insp Rept 50-155/85-19 on 8 5101 5-18.No violation noted. 


REYES, LA. R< 
Co. 2pp. 


: 294 . 


f Director. 85/11/01. DEWITT, R.B. Consumers Power 


-8511060296 Insp Rept 50-155/85-19 on 851015-18.No violation or deviation 
noted.Major areas inspected:previous insp finding, refueling preparations & activities * 

MILBrStW^ gSlDeSSWw.G. Regiph 3, Office Of Director. 85/1 i /01 . 5pp. 
33346:290-33346:294. 

‘ ■ . 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list’ encL , .. . -.*«■ ■' . 

JORDAREL Division of Emergency Preparedness * awtoeeririft 

830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33305:198- 

33385:335 


V. Operator Examinations 

8511050025 Forwards estimated schedule for operator licensing exams & requaiffication 
for FY86-FY89,per Generic Ltr 85-18. 

JOHNSON, B.D. Consumers Power Co. 85/11/01. Office of Nuclear Pepctor Regula- 
tion, Director (pre-851125). 8pp. 33318:235-33318:242. 1 

DOCKET 50-156 UNIV. OF WISCONSIN RESEARCH REACTOR 

s ' k ;’’.'. ?}?'■■■■■ •• •• : v“-' ■•'■i '■ 

F. Security, medical, emergency & fire protection plans k 


8511060326 Forwards Insp Rept 50-156/85-03 on 85102^25.No violations noted. 
NORELIUS.C.E Region 3, Offfce of Director. 85/11/04. GASHWELL,RJ. Wisconsin, 
Univ. of, Madison, Wl. 1 p. 33346:268-33346:275. 

-8511060331 Insp Rept 50-1 56/85-03 on 851023-25.No violations or significant safety 
issues noted.Major areas inspected:review & audit functions/equalification framing & 
procedures, sbrvdllance & maint & emergency planning. - ' : 

RIDGWAY;K.R;i SGNWEIBINZ,E.R. Region 3, Office of Director. 85/11/04. 7pp. 
33346:269-33346:275. ? : ; 

Q. Inspection reports, IE BuUetlns A correspondence 

■ ■i.i'Aj*. ijte/ ' ' i' ■ : ■ ‘ . • • - i, 

8511080m Forivards insp Rept 50^158/854)3 on 851023-^0! ^dMons noted; 

■v ' V : JS.C.E Region 3, Office of Director. 85/11/04. CASHWELLRJ. Wisconsin 
Univ. of, Madison, Wl. Ip. 33346:268-33346:275. 
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-8511060331 Insp Rept 50-156/85-03 on 851023-25.No violations or significant safety 
issues noted.Major areas inspected:review & audit functions, requalification training & 
procedures, surveillance & maint & emergency planning. 

RIDGWAY.K.R., SCHWEIBIN2.E.R. Region 3, Office of Director. 85/11/04. 7pp. 
33346:269-33346:275. 


DOCKET 50-160 GEORGIA INSTITUTE OF TECHNOLOGY RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

8511250302 Advises that emergency preparedness plan implemented on 851014.Emer- 
gency procedures end. 

KARAM.R.A. Georgia Institute of Technology, Atlanta, GA. 85/11/20. THOMAS, C.O. 
Standardization & Special Projects Branch. Ip. 33597:037-33597:059. 

-8511250305 “Emergency Procedures, Part I, General Rules & Guidelines for Reacting 
to Emergencies,” Part II, “Heavy Water Leak in Containment Bldg” & Part III, “Irradi- 
ated Fuel Element Becomes Unshielded.” 

* Georgia Institute of Technology, Atlanta, GA. 85/11/20. 22pp. 33597:038- 
33597:059. 


Q. Inspection reports, IE Bulletins & correspondence 

8511010258 Forwards Insp Repts 50-160/85-03 & 50-276/85-02 on 850826-29 & notice 
of violation.W/o notice of violation. 

WALKER.R.D. Region 2, Office of Director. 85/10/18. KARAM.R.A. Georgia Institute 
of Technology, Atlanta, GA. 2pp. 33299:201-33299:212. 

-8511010266 Insp Repts 50-160/85-03 & 50-276/85-02 on 850826-29. Violation 
noted:faiiure to adequately sample liquid waste during release & failure to adhere to 
Tech Spec requirements for monitor setpoints. 

REVSIN.B.K., COLLINS, T.R., HOSEY.C.M. Region 2, Office of Director. 85/10/09. 
10pp. 33299:203-33299:212. 

8511190214 Confirms recent telcon granting extension of time until 851218 to respond 
to Insp Rept 50-160/85-03.Extension necessary due to experimentation & data gath- 
ering to verify quantity of Ar-41 escaping from containment bldg. 

KARAM.R.A. Georgia Institute of Technology, Atlanta, GA. 85/11/08. VERRELLI.D.M. 
Region 2, Office of Director. Ip. 33515:129-33515:129. 


DOCKET 50-163 GA TECHNOLOGIES 


S. Reportable occurrences, LERs & related correspondence 

8511220076 RO:on 851 030-1 107,Channel K-3 scram level set 9% higher than Tech 
Spec limit.Caused by erroneous entry in log book.Scram setpoint for channel correct- 
ed. 

ASMUSSEN.K.E. GA Technologies, lnc./Genera! Atomic Co. 85/11/14. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director (pre-851 1 25). 3pp. 33584:294- 
33584:296. 


DOCKET 50-186 UNIV. OF MISSOURI RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

8511070198 Forwards schedule for spent fuel shipment from facility to 
Westinghouse, Idaho Falls.lD.Schedule withheld (ref 10CFR73.21). 

HULTSCH.R.A. Missouri, Univ. of, Columbia, MO. 85/08/23. HILLMAN, C. Division of 
Safeguards. 2pp. 33380:329-33380:330. 


DOCKET 50-193 RHODE ISLAND & PROVIDENCE PLANTATIONS AEC 


F. Security, medical, emergency & fire protection plans 

8511060055 Comments on Commission 850927 order to show cause re removal of high 
enriched U from nonpower reactor facilities. Natl Organization of Test, Research & 
Training Reactors agrees w/removing excess fuel to secure facilities. 

DIMEGLIO.A.F. National Organization of Test, Research & Training Reactors. 
DIMEGLIO, A.F, Rhode Island, State of. 85/10/22. Office of the Secretary of the Com- 
mission. 3pp. 33372:348-33372:350. 


P. Operating license stage documents & correspondence 

8511060055 Comments on Commission 850927 order to show cause re removal of high 
enriched U from nonpower reactor facilities. Natl Organization of Test, Research & 
Training Reactors agrees w/removing excess fuel to secure facilities. 

DIMEGLIO.A.F. National Organization of Test, Research & Training Reactors. 
DIMEGLIO, A.F. Rhode Island, State of. 85/10/22. Office of the Secretary of the Com- 
mission. 3pp. 33372:348-33372:350. 


DOCKET 50-201 WEST VALLEY REPROCESSING PLANT 


S. Reportable occurrences, LERs & related correspondence 

8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1984.App A documents available in PDR.Apps 
B & C documents partially & completely withheld, respectively, (ref Exemption 5). 
FELTON, J.M. Division of Rules and Records. 85/10/17. GILINSKY.V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

-8511130378 Submits daily staff notes.Discusses PNO-l-83-122, PNO-V-83-057 & PNS- 
V-83-013 & Issuance of license renewal for Rensselaer Polytechnical Inst 
DIRCKS.W.J. Office of the Executive Director for Operations. 83/12/07. PALLADINO, 
GIUNSKY, ROBERTS Commissioners. Ip. 33535:068-33535:068. 


DOCKET 50-206 SAN ONOFRE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8511010184 Forwards description of textual changes to Rev 5 to physical security 
plan, per discussions w/A McQueen.Description withheld (ref 10CFR73.21). 

MORGAN, H.E. Southern California Edison Co. 85/10/23. MARTIN, J.B. Region 5, 
Office of Director. 2pp. 33286:361-33286:362. 

8511210371 Partial response to FOIA request for documents on NRC proposed rule on 
earthquakes & emergency planning.Documents identified on App A being placed in 
PDR.Documents identified on App B available in PDR.Search continuing. 

FELTON, J.M. Division of Rules and Records. 85/11/06. BELL.N. Nuclear Information 
& Resource Service. 4pp. 33583:102-33583:159. 

-8411030064 Comments on mods to notice of proposed rulemaking on emergency 
planning which would codify Commission decisions on plants re need for consider- 
ation of earthquakes.No objections indicated except for listed proposed deletion. 
DIRCKS.W.J. Office of the Executive Director for Operations. 84/10/25. ZERBE.J.E, 
Office of Policy Evaluations. 9pp. 33583:124-33583:132. 

-8507120224 Forwards discussion of staff paper, consisting of IE 850618 input re flexi- 
bility in emergency planning framework for plants.Preplanning should be limited to in- 
frequent natural phenomena such as earthquake. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/07/02. GILLESPIE.F.P. Division of Risk Analysis & Operations (post 
840429). 5pp. 33583:147-33583:151. 

8511140275 Notification of 851114 meeting w/util in Bethesda,MD to discuss util App R 
submittal re fire protection. 

DUDLEY, R.F. Operating Reactors Branch 5, 85/11/08. ZWOLINSKI,J.A. Operating 
Reactors Branch 5. 5pp. 33450:001-33450:005. 

8511260273 Forwards Rev 5B to physical security plan, describing textual changes dis- 
cussed w/A McQueen & R Beatty during Oct 1985. Rev withheld (ref 10CFR73.21). 
MORGAN, H.E. Southern California Edison Co. 85/11/15. MARTIN, J.B. Region 5, 
Office of Director. Ip. 33608:358-33608:358. 

8511260247 Final response to FOIA request for documents re Performance Appraisal 
Team insp starting wk of 850301 & fire protection deficiencies.NRC has no further 
documents subj to request. 

GRIMSLEY.D.H. Division of Rules and Records. 85/11/18. BELL.N. Nuclear Informa- 
tion & Resource Service. Ip. 33639:319-33639:321. 


I. Financial information 


8511060232 Forwards executed certificate of pollution control facilities, in response to 
850702 request. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851 125). 85/10/31. 
CHANDLER, D.E. California, State of. 14pp. 33372:272-33372:285. 


P. Operating license stage documents & correspondence 

8511070287 Forwards Rev 2 to "Offsite Dose Calculation Manual, Nuclear Generation 
Site Unit 1” & Rev 17 to "Offsite Dose Calculation Manual.Nuclear Generation Site 
Units 2 & 3.” 

MORGAN.H.E. Southern California Edison Co. 85/09/17. MARTIN, J.B. Region 5, 
Office of Director. Ip. 33368:340-33369:184. 

8511140414 Comments on issues re rulemaking contained in attachment to util 850819 
Itr.Rulemaking that would eliminate unnecessary reporting from 10CFR50.72 & 73 

JOR?)AN t E.L. P Division of Emergency Preparedness & Engineering Response (Post 
830103). HEBDON.F.J. Program Technology Branch. 85/10/21. RAY.H.B. Southern 
California Edison Co. 2pp. 33469:255-33469:256. 

8511010203 Confirms that enforcement conference rescheduled for 851030 so that sta- 
tion maint mgt can attend, per 851022 telcon w/ P Johnson. 

RAY.H.B. Southern California Edison Co. 85/10/22. KIRSCH.D.F. Region 5, Office of 
Director. Ip. 33286:350-33286:350. 

8511050165 Forwards impell Corp 01-0310-1459, "San Onofre Nuclear Generating Sta- 
tion Unit 1 Long-Term Svc Seismic Reevaluation Program, Technical Basis for Stress- 
Strain Correlation,” per SEP Topic 111-6. 

MEDFORD, M.O. Southern California Edison Co. 85/11/01. ZWOLINSKI.J.A. Operating 
Reactors Branch 5. 1 p. 33321 :31 6-33321 :344. 

-8511050170 "San Onofre Nuclear Generating Station Unit 1 Long-Term Svc Seismic 
Reevaluation Program, Technical Basis of Stress- Strain Correlation." 

* Impell Corp. 01 -031 0-1 459. 85/10/07. 30pp. 33321 :31 7-33321 :344. 

8511060059 Forwards safety evaluation of 831128 & 850724 submittals re Generic Ltr 
83-28, Items 3.1.1 & 3.1.2 on post-maint testing of reactor trip sys components .items 
acceptably resolved. 

ZWOLINSKI.J.A, Operating Reactors Branch 5. 85/11/04. BASKIN,K. Southern Cali- 
fornia Edison Co. 3pp. 33345:337-33345:341. 

-8511060061 Safety evaluation re Generic Ltr 83-28,ltems 3.1.1 & 3.1.2 on post-maint 
testing of reactor trip sys components.ltems acceptably resolved. 

* Office of Nuclear Reactor Regulation, Director (pre-851 125). 85/11/04. 2pp. 
33345:340-33345:341. 

8511060103 Forwards SER supporting util commitment to Generic Ltr 83-28, Item 4.5.1 
re online functional testing of reactor trip sys.Separate & future SER will be issued for 
Item 4.5.2. 

ZWOLINSKI.J.A. Operating Reactors Branch 5. 85/11/04. BASKIN, K. Southern Cali- 
fornia Edison Co. 3pp. 33345:351-33345:355. 

-8511060112 SER supporting util commitment to Generic Ltr 83-28, “Required Actions 
Based on Generic Implications of Salem ATWS Events,” Item 4.5.1 re online function- 
al testing of reactor trip sys.Util obligated to comply w/ltem 4.5.2. 

* Office of Nuclear Reactor Regulation, Director (pre-851 125). 85/11/04. 2pp, 
33345:354-33345:355. 
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8511060130 Forwards safety evaluation re response to 801222 generic Itr concerning 
control orf heavy loads.Based on NRC ft Franklin Research Ctr review.guidelines of 
NUREG-061 2,Sections 5.1.1 ft 5.3 satisfied. Issue resolved. 

ZWOLINSKUA. Operating Reactors Branch 5. 85/11/04. BASKIN, K. Southern Cali- 
fornia Edison Co. 3pp. 33346:019-33346:053. 

-8511060134 Safely evaluation supporting Phase 1 for control of heavy loads per util 
listed responses to 801222 generic Itr requesting degree of compliance w/NUREG- 
0612, “Control of Heavy Loads at Nuclear Power Plants.” 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/04. 2pp. 
33346:022-33346:023. 

-8502070293 “Control of Heavy Loads (C-10) San Onofre Nuclear Generating Station 
Unit 1,” technical evaluation repi 

BOMBERGER.C., AHMED.N. ARVIN/CALSPAN Advanced Technology Center. NRC- 
03-81-130. TER-C5506-392. 85/01/31. SINGH.A. NRC - No Detailed Affiliation Given. 
30pp. 33346:024-33346:053. 

8511060191 Forwards safety evaluation supporting util 831128 & 850724 submittals re- 
solving Generic Ltr 83-28, Items 3.2.1 & 3.2.2 re post-maint testing of safety-related 
components. 

ZWOLINSKUA. Operating Reactors Branch 5. 85/1 1/Q4. BASKIN, K. Southern Cali- 
fornia Edison Co. 3pp. 33346:075-33346:079. 

-8511060202 Safety evaluation supporting util 831128 & 850724 submittals resolving 
Generic Ltr 83-28,ltems 3.2.1 & 3.2.2 re post- maint testing of safety-related compo- 
nents. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/04. 2pp. 
33346:078-33346:079. 

8511120039 Informs that ME101 & SUPERPIPE computer codes reviewed by NRC & 
found acceptable for independent support motion response spectrum analysls,per 
NUREG-1061. 

ZWOLINSKUA. Operating Reactors Branch 5. 85/11/05. BASKIN, K.P. Southern Cali- 
fornia Edison Co. 3pp. 33442:195-33442:197. 

8511130259 Forwards Amend Application 131 to License DPR-13, consisting of Pro- 
posed Change 154, revising Tech Spec Table 4.1.2 re min equipment check & sam- 
pling frequency to delete requirement to obtain gross activity sample. Fee paid. 
BASKINXP. Southern California Edison Co. 85/11/07. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (pre-851125). Ip. 33427:294-33427:303. 

-8511130267 Amend Application 131 to License DPR-1 3,consisting of Proposed 
Change 154, revising Tech Spec Table 4.1.2 re min equipment check & sampling fre- 
quency to delete requirement to obtain gross activity sample. W/Certificate of Svc. 
BASKIN,K.P., BEOLETTO,JA. Southern California Edison Co. 85/11/07. 9pp. 
33427:295-33427:303. 

8511140268 Forwards safety evaluation re review of 850717 submittal concerning 
NUREG-0737,ltem II.B.3, “Post-Accident Sampling Sys," open items.Open items satis- 
factorily resolved. 

ZWOLINSKUA. Operating Reactors Branch 5. 85/11/07. BASKIN, K. Southern Cali- 
fornia Edison Co. 5pp. 33449:357-33449:361. 

8511140255 Notification of 851115 meeting w/util in Bethesda,MD to discuss auxiliary 
feedwater sys configuration & reliability & NRC activities re changes to SRP Section 
10.4.9 on auxiliary feedwater licensing criteria. 

DUDLEY.R.F. Operating Reactors Branch 5. 85/11/08. ZWOLINSKUA. Operating 
Reactors Branch 5. 5pp. 33449:193-33449:197. 

8511220443 Notification of 851126 meeting w/util, Impell Corp.LLL & EG&G in 
Bethesda,MD to discuss proposed stress-strain correlation for large bore piping seis- 
mic analysis. 

DUDLEY.R.F. Operating Reactors Branch 5. 85/11/15. ZWOLINSKUA Operating 
Reactors Branch 5. 3pp. 33587:357-33587:359. 

8511270221 Forwards proprietary & nonproprietary versions of draft "Verification of 
Diablo Canyon Energy Balance Technique Using San Onofre Nuclear Generating Sta- 
tion-1 Masonry Wall Tests.” Proprietary rept withheld (ref 10CFR2.790). 

SHIFFER.J.D. Pacific Gas ft Electnc Co. 85/11/15. KNIGHTON, G.W. Licensing 
Branch 3. Ip. 33627:082-33627:1 1 5. 

-8511270241 Nonproprietary draft “Verification of Diablo Canyon Energy Balance Tech- 
nique Using San Onofre Nuclear Generating Station-1 Masonry Wall Tests.” 

* Pacific Gas ft Electric Co. 85/11/30. 40pp. 33627:083-33627:115. 


Q. Inspection reports, IE Bulletins ft correspondence 

8511040158 Forwards Insp Repts 50-206/85-28,50-361/85-27 & 50-362/85-26 on 
850729-0926 ft notice of violation. 

KIRSCH.D.F. Region 5, Office of Director. 85/10/17. BASKIN, K.P. Southern California 
Edison Co. 2pp. 33308:070-33308:095. 

-8511048161 Notice of violation from insp on 850729-0926. 

JOHNSON, P.H. Region 5, Office of Director. 85/10/17. 3pp. 33308:072-33308:074. 

-8511040169 Insp Repts 50-206/85-28,50-361/85-27 ft 50-362/85-26 on 850729- 
0926.Violations noted:failure to perform analysis of changes as described in SAR ft 
improper routing of temporary electrical cables. 

HUEY.F.R., STEWART, J.P., D’ANGELO, A Region 5, Office of Director. 85/10/16. 
20pp. 33308:075-33308.-095. " 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. ■■ . . . 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks.” Svc list 
• encL /' 

JORDAN, E.L. Division of Emergency Preparedness ft Engineering Response (Post 
8301 03)., 85/1 0/30. Consolidated Edison Co. Of New York, Inc. 136pp. 33358:003- 
33358:138. V 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN,E.L Division of Emergency Preparedness ft Engineering Response (Rost 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. ■ , • 


8511200215 Forwards Insp Repts 50-206/85-33 & 50-361/85-32 on 850919-1011. Viola- 
tions noted. 

KIRSCH.D.F. Region 5, Office of Director. 85/10/30. BASK)N,K.P. Southern California 
Edison Co. Ip. 33556:016-33556:028. 

-8511200221 Insp Repts 50-206/85-33 & 50-361/85-32 on 850919-1011. Violations 
noted:failure to comply w/Tech Spec requirements re mods to safety-related equip- 
ment ft failure to follow mod reporting procedure. 

HUEY.F.R., STEWART, J.P., D’ANGELO, J.D. Region 5, Office of Director. 85/10/30. 
12pp. 33556:017-33556:028. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Folfowing Fire Protection Deluge Sys Malfunction." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness ft Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 


8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness ft Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511110244 Ack receipt of 850903 Itr Informing NRC of steps taken to correct violations 
noted in Insp Rept 50-206/85-20.Severity Level IV assigned to violation re dual verifi- 
cation of valve position remains valid. 

KIRSCH.D.F. Region 5, Office of Director. 85/11/05. BASKIN.K.P. Southern California 
Edison Co. Ip. 33396:008-33396:013. 

-8511110249 Responds to NRC 850806 Itr re violations noted in Insp Rept 50-206/85- 
20.Corrective actions:personnel counseled on prompt completion of 
verification.Procedure SOI -12.3-2 revised.Severtty level reevaluation requested. 
BASKIN.K.P. Southern California Edison Co. 85/09/03. MARTIN, J.B. Region 5, Office 
of Director. 5pp. 33396:009-33396:013. 

8511200325 Forwards safety evaluation re util submittal on SEP Topic ill-6 on seismic 
reevaluation of reinforced concrete masonry wails at facility, in response to IE Bulletin 
80-1 1. Sanitized version of technical evaluation rept also end. 

ZWOLINSKUA. Operating Reactors Branch 5. 85/11/07. BASKIN.K.P. Southern Cali- 
fornia Edison Co. 8pp. 33560:001-33560:008. 

-8509050141 "Masonry Wall Design.San Onofre Unit 1," technical evaluation rept. 
CON.V.N., LE.A.K., PANDEY.S. ARVIN/CALSPAN Advanced Technology Center. 
NRC-03-81-130. TER-C5506-405. 85/08/20. NRC - No Detailed Affiliation Given. 
177pp. 33560:009-33560:182. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR.J.M, Director's Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres." Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness ft Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. • 

8511260247 Final response to FOIA request for documents re Performance Appraisal 
Team insp starting wk of 850301 ft fire protection defidencies.NRC has no further 
documents subj to request. 

GRIMSLEY.D.H. Division of Rules and Records. 85/11/18. BELL,N. Nuclear Informa- 
tion ft Resource Service. Ip. 33639:319-33639:321. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness ft Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103), 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys," Svc 
list encl. 

JORDAN, E.L. Division of Emergency Preparedness ft Engineering Response (Post 
830103). 85/11/19. ConsoGdated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports ft related correspondence ‘ 

8511070105 “Annual Radiological Environ Operating Rept for 1984." W/850430 Itr. 
MEDFORD, M.O. Southern California Edison Co. * San Diego Gas ft Electric Co. 84/ 
12/31, MARTIN.J.B. Region 5, Office of Director. 266pp. 33359:044-33359:309. 

851 1180681 Monthly operating rept for Aug 1 985.W/85091 1 Itr. 

SIACOR.E.R., MORGAN, H.E. Southern California Edison Co. 85/08/31 . 6pp. 
33499:016-33499:021. 

*... .. • • 

s. ' Rsportable occurrence*, LERs ft related coj«eapondenc* . . . . 

8511050158 Special Repton 850927, final land use census results identified locations 
yielding calculated dose or dose commitment greater than values being calculated in 
Tech specs 4.6.3 ft 4.14.2.3, v 

MEDFORD»M.O. Southern California Edison Co. 85/10/25. 'MARTIN, J,B=. Region 5, 
Office of Director. 2pp. 33327:326-33327:327. * ■ 
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SS1 1120103 Fart 21 rept re potential defect in DSR or DSRV standby diesel generator 
.rtafce & exhaust valve springs mfg by Betts Spring Co.Users recommended to inspect 
srzr.es fsr broken springs & identify original mfg. 

SLNTrtLMB .C. TrSsaSeriea Delaval, Inc. 85/11/06. Director’s Office, Office of In- 
spector and Enforcement 5pp. 334 1 3:293-334 1 3:297 . 

8511200003 forwards remarks made to mgt on 851024 re San Onofre Unit 1 auxiliary 
feedwater pump problem.Discussions also held w/Arizona Nuclear Power Project re 
add technical support for evaluation of post-trip review process. 

A^EN.H.P. Southern California Edison Co. 85/11/06. MARTIN, J.B. Region 5, Office 
of Director. 7pp. 33527:112-33527:118. 


8511260521 PNO-V-S5-O78:on 851 121 .unit experienced loss of auxiliary transformer 
C, resulting in loss of control room lighting due to abnormal breaker lineup.Piant shut 

down. 

NAR3CT HUEY.R. Region 5, Office of Director. 85/11/21. Ip. 33616:126- 

33616:126. 


V. Operator Examinations 


-8510040400 “Conformance to Generic Ltr 83-28,ltems 3.1.3 & 3.2.3 for Haddam Nock 
Plant, Indian Point 2 & Yankee Rowe Nuclear Power Station.” 

VANDERBEEK.R. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. 85/08/3t, 
NRC - No Detailed Affiliation Given. 13pp. 33300:194-33300:205. 


8511050113 Forwards response to request for suppl to justification for continued op* 
ation re 20 RCS loop resistance temp detectors & 14 valve motor operators not 

environmentally qualified. _ ^ 

OPEKA.J.F., SEARS.C.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F, North- 
east Utilities. 85/10/25. 2WOLINSKI,J.A. Operating Reactors Branch 5. 10pp. 
33318:146-33318:155. 

8511110070 Application for amend to License DPR-6 fallowing testing of normally 
closed isolation valves in post-accident sampling sys during operation Modes 1*4. 
OPEKA.J.F., BISHOP.R.W. Connecticut Yankee Atomic Power Co. 85/10/3), 
ZWOLINSKI.J.A. Operating Reactors Branch 5. 3pp. 33395:310-33395:316. 


-8511110075 Proposed Tech Spec change, allowing testing of normally closed isolation 
valves in post-accident sampling sys during operation Modes 1-4. 

* Connecticut Yankee Atomic Power Co. 85/10/31. 4pp, 33395:313-33395:318. 


8511110135 Forwards response to 850927 Generic Ltr 85-18 re estimated operator li- 
censing exam schedule through FY88.NRC will be notified of changes.Ljcensing exam 
schedule sheets end. 

MEDFORDMO. Southern California Edison Co. 85/11/06. BOGER.B. Operator Li- 
censing Branch. 5pp. 33387:180-33387:184. 


8511130273 Requests retraction of portion of 850510 proposed rev to Toch Specs 
changing min required reactor cavity water level. Permanent reactor cavity pool m 
will be installed.No cavity level increase beyond Toch Spec values required. 
OPEKA.J.F., FEE.W.F. Connecticut Yankee Atomic Power Co. 85/11/05, 
ZWOLINSKI.J.A. Operating Reactors Branch 5. Ip. 33427:362-33427:362. 
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F. Security, medical, emergency & fire protection plans 

8511060080 Forwards safety & safeguards insp fees for 841223-850330. 

OPEKA.J.F., MROCZKA.EJ. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). MROCZKA.EJ. Connecticut Yankee Atomic Power Co. 85/10/23. License Fee 
Management Branch. 5pp. 33345:342-33345:346. 

8511110088 Forwards Insp Rept 50-213/85-19 on 850904-1 01 5.No violations noted. 
WENZINGER,EC. Region 1, Office of Director. 85/10/31. OPEKA.J.F. Connecticut 
Yankee Atomic Power Co. 2pp. 33397:198-33397:207. 

-8511110097 Insp Rept 50-213/85-19 on 850904-1 01 5.No violations noted. Major 
areas inspected:plant operations, radiation protection, physical security, fire 
pcctection.roaint & surveillance testing & previous insp findings. 

Re9ion 0ffice of Director - 85/io/3i. 8pp. 

8511180525 Corporate organization for nuclear incidents (CONI) procedure 
manual incbding Rev 33 to table of contents, Rev 19 to CONI 1.02 re CONI & Rev 9 
te CONI ?a 01 , f e on * cal! technical support staff logistics. W/851 1 12 ltr. 
rJZiz* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
£pp^4^-19&.3^96§81 ,C P0W6r C °‘ 0PEKAJ - F ' Northeast Utilities. 85/11/12. 

85 ?1?™? 71 - nfon ? s W chWfl®* on Pa Ses 3-4, 6-7 & 6-9 of 850125 Rev 1 1 to physical 
& inclusion of corporate personnel as regular site employees 
sc L eeni ^ P r °9 r am in Paragraph 3.3.1 .2 unacceptable. 
S N ?, K!lJ ' A n Operating Reactors Branch 5. 85/11/18. OPEKA.J.F. Connecticut 
Yankee Atomic Power Co. 3pp. 33587:21 7-33587:21 9. 

851210 "^"9 w/util ‘n East Hampton, CT to discuss li- 
SiS7c < ^f e( S ,)t,ons A PP R fire Protection requirements. 

rS?4^I^SS 3 47 85/1 1 /21 ■ 2W0UNSK, ’ JA » 

G. Adjudicatory correspondence 

“Jglff? 1 . a grcj w gracin g uffl 850930 request for extension of 851130 
i ^afification of eTectncaf equipment, until Jan 1986 refueling 


dsadfine for environ 
outage. Served on 851 120. 

256. 85/11/20. Connect!- 

1. Financial information 

S5 menteof < j oc?SXn]?? SSI 03 submlttai °t financial info for 1985 satisfies require- 

- — 3 *■ 

P ‘ 0pv * tln3 Bc * nse ateSte documents A correspondence 

needed^ ^t 85 ^^ requesting proposed Tech Specs 

^ ,tem 43 re react ° r ^ 

ZWOUNSk'Ua C^>efaling^a^^^raTO^5 e 4pp^33^54:3(^33354'34'5. 85/10/18 - 

T^of Reac£ii|}^2j^^ ,ve ^ airrt ProcecJure p M 9.5-40, "Periodic Functional 
^ neCfcUt Vankee ^Oteic'Power Co. 84/02/24. 10pp. 33333:036-33333:045. 

Procedure PMP 9-5-23, "Preventive Maint of 
^ 85/05/07. 27pp. 33354:319-33354:345. 

ut " 831 to Generic Ltr 

Effeon Co. 5Sgj£*g«g °' 1QOLEJ - D - Consolidated 


8511250328 Provides details of new design for reactor cavity pool seal. Design im- 
proves safety, reliability & will reduce radiation exposures to workers during refueling 
outages.W/4 oversize proprietary drawings.Drawings withhold. 

OPEKA.J.F., SEARS.C.F. Connecticut Yankee Atomic Powor Co. 85/11/07, 
ZWOLINSKI.J.A. Operating Reactors Branch 5. 6pp. 33597:134-33597:139. 

8511250080 Discusses probabilistic safety study (ISAP process) finding re postulated 
loss of offsite power & failure of motor control ctr.ln case of loss of dlesol general# 
room ventilation, measure available to mitigate adverse effects. 

OPEKA.J.F. Connecticut Yankee Atomic Power Co. 85/11/08. GRIMES, C.l. Systemat- 
ic Evaluation Program Branch. 3pp. 33592:352-33592:354. 

8511220236 Forwards environ assessment & finding of no significant impact extending 
deadline for submittal of updated facility description & safety analysis, in response to 
85101 1 request for exemption from 10CFR50.71. 

ZWOLINSKI.J.A. Operating Reactors Branch 5. 85/11/12. OPEKA.J.F. Connecticut 
Yankee Atomic Power Co. 2pp. 33603:156-33603:157. 

-8511220240 Environ assessment & finding of no significant Impact extending deadline 
of updated facility description & safety analysis for 6 months. 

SELtOKK ftPi 0 * Assistant Director for Safety Assessment. 85/11/12. % 
33603:1 58-33603:1 62. 

8511260211 Notifies of Commission approval of 850930 request for extension Of time 
beyond 851130 to complete environ qualification of electrical equipment. Order dam. 
ing Commission reason for action will be issued. 

CHILK.S.J. Office of the Secretary of the Commission. 85/11/14. OPEKA.J.F, Con- 
necticut Yankee Atomic Power Co. Ip. 33639:318-33639:318. 

Q. Inspection reports, IE Bulletins & correspondence 

85 /ilSS , ? 8 ,°r- f: ^ rwards & safeguards insp fees for 841223-850330. 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F 
Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Utilities. 85/10/23, IF 
cense Fee Management Branch. 5pp. 33345:342-33345:346. 

85 <3ncf 5 ° 539 * E Bu,,etin 85 ' 001, “ Ste am Binding of Auxiliary Feedwater Pumps." Svclisl 

Of* Dir % ctor ’? Office, Office of Inspection and Enforcement. 85/10/29, Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. ; 

85 enc| 5 ° 543 IE ,nf ° Notlce 85 ' 083> “Potential Failures of GE PK-2 Test Blocks.” Svc list ; 
85 encl 5 ° 546 ,E tnf ° N ° tice 85 * 084, “^adequate Inservice Testing of MSlVs ” Svc list ! 

1S^ fe I 

8S WEN2fNGER,EC.^ Re^'on R ^Director ^Is/io/a^ 1 j 

Yankee Atomic Power Co. 2pp. 33397:1 98-33397:207. 10/31, OPEKA ’ JF ‘ c ^ rw Kriic«t j 

5 °opera 8 oreradiation 09 ^o\ec«nn 0 '"'If 8 ?™) no, « 1 - ^ 

iwETLAND 1 p!d & MCCABEE C^S 8 & 1 

33397:200-33397:207 CC ,E ' C ' R 9 ' 0n 1 ’ 08,08 of “rector. 85/10/31. 8fc j 

lions.” &?c l Ust'encl! l0ti0e 85 ' 086, u 8 ht '>ing Strikes at Nuclear Power Genera ting Si- ! 
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8511150040 Summary of 851028-30 meetings w/ utils re plant mods in response to IE 
Bulletin 80-1 1 “Masonry Wall Design.” 

AKSTULEWICZ.F. Operating Reactors Branch 5. 85/11/14. Operating Reactors 
Branch 5. 3pp. 33466:237-33466:239. 

8511130441 iE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511260264 Forwards Mgt Meeting Rept 50-213/85-22 on 851031 re causal factors & 
corrective actions for auxiliary feedwater sys wiring problems discussed in Insp Rept 
50-213/85-20. Corrective actions requested. 

STAROSTECKI.R. Region 1, Office of Director. 85/11/15. OPEKA.J.F. Connecticut 
Yankee Atomic Power Co. 2pp. 33641 :079-33641 :086. 

—8511260284 Mgt Meeting Rept 50-213/85-22 on 851 031. Major areas 

discussed:auxi!iary feedwater sys wiring problems.Corrective actions proposed re 
phased testing requirements.Licensee will provide further corrective actions. 
SWETLAND.P.D., MCCABE, E.C. Region 1, Office of Director. 85/11/14. 6pp. 
33641:081-33641:086. 

8511150098 IE Info Notice 85-087, "Hazards of Inerting Atmospheres." Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090. “Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 

8511040043 “Annual Environ Operating Rept,Part B.1984." W/850327 Itr. 

COUNSIL.W.G. Connecticut Yankee Atomic Power Co. 84/12/31. MURLEY.T.E. 
Region 1, Office of Director. 100pp. 33308:195-33308:295. 

8511040308 “Radiological Environ Monitoring Program, Annual Environ Operating Rept 
for 1984." W/850327 Itr. 

COUNSIL.W.G. Northeast Utilities Service Co. (subs, of Northeast Utilities). 
COUNSIL.W.G. Connecticut Yankee Atomic Power Co. 84/12/31. MURLEY.T.E. 
Region 1, Office of Director. 98pp. 33306:099-33306:196. 

8511180567 Monthly operating rept for Aug 1985.W/850915 Itr. 

DRAGO.J.P., GRAVES, R.H. Connecticut Yankee Atomic Power Co. 85-08. 85/08/31. 
1 0pp. 33498:1 1 5-33498:1 24. 

8511260258 FOIA request for documents re listed monthly operating repts. 

RAHEJE.P.T. Doc-Search Associates. 85/10/30. FELTON.J.M. Division of Rules and 
Records. Ip. 33636:015-33636:015. 

8511260263 Partial response to FOIA request for 23 specified monthly operation 
repts.Documents 12 & 14 listed in App A available at PDR.Remaining documents end. 
GRIMSLEY.D.H. Division of Rules and Records. 85/11/19. RATHJE.P. Doc-Search 
Associates. 2pp. 33636:016-33636:203. 

-8511260269 "Semiannual Operating Rept 73-1 for Period of 730101-0701." 

* Connecticut Yankee Atomic Power Co. 73/07/01. 21pp. 33636:018-33636:038. 

-8511260274 “Semiannual Operating Rept 73-2 for Period of 730701- 740101.” 

* Connecticut Yankee Atomic Power Co. 74/01/01, 27pp. 33636:039-33636:065. 

-8511260279 “Semiannual Operating Rept 74-1 for Period of 740101-0630." 

* Connecticut Yankee Atomic Power Co. 74/06/30. 58pp. 33636:066-33636:123. 

-8511260285 Monthly operating rept for Jul 1975.W/750804 Itr. 

MORRIS, M.S;, HARTLEY,F.w. Connecticut Yankee Atomic Power Co. 75/07/31. 5pp. 
33636:124-33636:128. 

-8511260292 Monthly operating rept for June 1976.W/760707 Itr. 

GIL.C.A., GRAVES.R.H. Connecticut Yankee Atomic Power Co. 76/06/30. 5pp. 
33636:129-33636:133. 

-8511260300 Monthly operating rept for Jan 1978.W/780209 Itr. 

EPPINGER.R.L., GRAVES.R.H. Connecticut Yankee Atomic Power Co. 78/01/31. 
VOLGENAU.E.. Office of Inspection & Enforcement, Office of the Director. 10pp. 
33636:134-33636:143. 

-8511260306 Monthly operating rept for Mar 1978.W/780412 Itr. 

WONG.H.H., GRAVES.R.H. Connecticut Yankee Atomic Power Co. 78/03/31. 
VOLGENAU.E. Office of Inspection & Enforcement, Office of the Director. 11pp. 
33636:144-33636:154. 

-8511260311 Monthly operating rept for Feb 1 978.W/780307 Itr. 

WONG.H., GRAVES.R.H. Connecticut Yankee Atomic Power Co. 78/02/28. 
VOLGENAU.E. Office of Inspection & Enforcement, Office of the Director. 10pp. 
33636:155-33636:164. 


-8511260316 Monthly operating rept for Apr 1978.W/780512 Itr. 

KOKOSZKA.C.A., GRAVES.R.H. Connecticut Yankee Atomic Power Co. 78/04/30. 
VOLGENAU.E. Office of Inspection & Enforcement, Office of the Director. 9pp. 
33636:165-33636:173. 

-8511260324 Monthly operating rept for May 1978.W/780613 Itr. 

KOKOSZKA.C., GRAVES.R.H. Connecticut Yankee Atomic Power Co. 78/05/31. 
VOLGENAU.E. Office of Inspection & Enforcement, Office of the Director. 11pp. 
33636:174-33636:193. 

-8511260329 Monthly operating rept for Jan 1981.W/810212 Itr. 

GRAVES.R.H. Connecticut Yankee Atomic Power Co. 81/01/31. STELLO.V. Direc- 
tor’s Office, Office of Inspection and Enforcement. 10pp. 33636:194-33636:203. 


S. Reportable occurrences, LERs & related correspondence 

8511060183 Submits LER 85-024-00 w/corrected copy of Page 1. 

GRAVES.R.H. Connecticut Yankee Atomic Power Co. 85/10/09. Record Services 
Branch (Document Control Desk). Ip. 33355:254-33355:258. 

-8511060193 Corrected LER 85-024-00:on 85091 0, auxiliary feedwater auto-initiation so- 
lenoid operated valve, ASCO Model NP-8320a-185E failed to change state upon deen- 
ergization. Cause not determined.Valve cycled after external tapping. 

EVOLA.J.H. Connecticut Yankee Atomic Power Co. 85/10/10. 2pp. 33355:255- 
33355:258. 

8511180300 LER 85-01 7-01 :on 850802, during review of plant mods, 1980 design 
change, removing containment isolation valves from automatic actuation 
logic, discovered potential for post-LOCA release pathway to environ.W/851108 Itr. 
L’HEUREUX.P., GRAVES.R.H. Connecticut Yankee Atomic Power Co. 85/11/08. 
11pp. 33501:162-33501:172. 

8511190569 LER 85-026-00:on 851 011 .during replacement of low signal alarm unit as- 
sociated w/pressurizer variable low pressure reactor trip circuitry, channel of protection 
defeated w/o inserting trip signal to maintain logic.W/851112 Itr. 

SILBERQUIT.G.J., GRAVES.R.H. Connecticut Yankee Atomic Power Co. 85/11/12. 
5pp. 33522:213-33522:217. 


T. Hearing transcripts on non-antitrust matters 

8511040460 Transcript of 851025 meeting in Washington, DC re util requests for exemp- 
tion from environ qualification.Pp 1-76. 

* Commissioners. 85/10/25. 80pp. 33309:197-33309:279. 


DOCKET 50-219 OYSTER CREEK NUCLEAR POWER PLANT 


F. Security, medical, emergency & fire protection plans 

8511260278 Forwards revised response to Reg Guide 1.97 per commitment included w/ 
830415 response to NUREG-0737, Suppl 1 re emergency response capability. 
FIEDLER, P.B. General Public Utilities Corp. - GPU Service Corp. 84/06/13. 
EISENHUT.D.G. Division of Licensing (800428-851124). Ip. 33608:210-33608:280. 

-8511260287 Rev 1 to “Oyster Creek Response to NRC Reg Guide 1.97 (Rev 2)." 

* General Public Utilities Corp. - GPU Service Corp. TDR 528 R01. 84/06/13. 70pp. 
33608:211-33608:280. 

8511010284 Requests fee for 850403 application for amend to License DPR-16 re pro- 
posed changes to alternate safe shutdown sys & exemption from 10CFR50,App R. 
DIGGS, R.M. License Fee Management Branch. 85/10/25. FIEDLER, P.B. General 
Public Utilities Corp. - GPU Service Corp. Ip. 33303:302-33303:302. 

8511040005 Forwards Rev 15 to security plan, applicable drawings & summary of 
changes.Encls withheld. 

BARTON, J.J. General Public Utilities Corp. - GPU Service Corp. 85/10/25. 
MURLEY.T.E. Region 1, Office of Director. Ip. 33293:204-33293:204. 

8511040404 Summary of 850918 meeting w/util in Parsippany.NJ re status of facility li- 
censing actions.Attendance list.viewgraphs & NRC concerns w/licensee fire protection 
program in 850412 submittal end. 

DONOHEW.J.N. Operating Reactors Branch 5. 85/10/29. Operating Reactors Branch 
5. 14pp. 33309:322-33309:335. 

8511110068 “Oyster Creek Nuclear Station Emergency Operating Procedure Writer’s 
Guide.” W/851031 Itr. 

FIEDLER, P.B. General Public Utilities Corp, - GPU Service Corp. 85/10/31. 
ZWOUNSKI.J.A. Operating Reactors Branch 5. 37pp. 33397:152-33397:188. 

8511130204 Forwards Insp Rept 50-219/85-28 on 850923-27.No violations noted.Steps 
taken to correct deviation noted in 841106 Itr verified. 

EBNETER.S.D. Region 1, Office of Director. 85/11/07. FIEDLER, P.B. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 33427:231-33427:255. 

-8511130212 Insp Rept 50-219/85-28 on 850923-27.No violation noted. Major areas 
inspected:followup of Unit Substation Transformers 1A2 & 1B2 850809 low oil level 
event & implementation of fire protection/prevention program. 

PULLANI.S.V., ANDERSON, C.J. Region 1, Office of Director. 85/11/05, 23pp. 
33427:233-33427:255. 

8511270156 Forwards Safety Insp Rept 50-219/85-29 on 850923-1 020.No violation 
noted. 

KISTER.H.B. Region 1, Office of Director. 85/11/14. FIEDLER, P.B. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 33709:307-33709:333. 

-8511270171 Insp Rept 50-219/85-29 on 850923-1 020.No violation noted. Major areas 
inspected:plant operations, physical security, radiation control, housekeeping, equipment 
surveillances & preparations for upcoming 1 -month outage. 

BAUNACK.W.H., KISTER.H.B. Region 1, Office of Director. 85/11/12. 25pp. 
33709:309-33709:333. 
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?, Operates .'.ce-se stage documents £ correspondence 

I31l?8C4'*3 .“forms r rra^gs .c practise concerning radiation measurements for deter- 
””■•"-"5 c* "i-gn raisL'on a r e£3. New practice involves control of only areas 
* “ere ir'&viia. wr^e aody dess .’ixe’y to exceed 100 mrem/h. 

’sra. rub-Jc Utilities Corp. * GPU Service Corp. 85/10/14. 
* *• Office of Director. 2pp. 33435:289-33495:290. 

I511C132S4 Fscussts fee for 350403 application for amend to License DPR-16 re pro- 
'orsec c-a-ges to alternate safe shutdown sys & exemption from 10CFR50,App R. 
- 3 - V ..cense Fee Management Branch. 85/10/25. FIEDLER, P.B. General 

s Ocro. - GPL Service Dorp. Ip. 33303:302-33303:302. 


"zA&r.Z R * 


5 ue-£ v 


1S113404C4 S-~mar> of 3535 15 meeting w/uS in Pa;sippany,NJ re status of facility li- 

s WPC cor * cems w/licensee fire protection 

u Tr -£;= :TS 5. 85/10/29. Operating Reactors Branch 

151 1040328 Farrars ■\\d&‘sar Safety & Compliance Committee Rept 3 to GPU Board 
~ 1385," per JF Cleary request 

?-**:: , utilties Corp - GPU Service Corp. 85/10/30. 
33 i 5 €^ 5 ^ 22 S€ :: ^ Nur ' S2: r ‘ eactor "Ration, Director (pre-851125). Ip. 

^DraSS Pi?S^S/'' 0en!p * J * nc8 Coawnsttee Rept 3 to GPU Nuclear Board 
ServleCcrp « Pub,l 'c Utilities Corp. - GPU 

i&IIOSQM Discusses suppression poo I local temp limit & requests NRC concurrence 
CanceilaX'H of mods for SUPOreSSiCn nnn ! ImraS tom'’ mnmtnrinn s> 


• “ZZLZ r ’^ c onuses uorp. - GPU Service Corp. I 
ZVV,«.,.:NiSK 1 ,%.A Operating Reactors 3ranch 5. 2pp. 33319:001-33319:002. 

“is?' IS Data Rept 725, “Testing & Evaluation of Irra- 
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-8511070158 Rev 3 1 
;ance Program Specimens.” 

* Genera; Public Lt;'*'®* - 
33367:23 T -33368:345 


^Testing a Evaluation cf Irradiated Reactor Vessel Matls Surveil- 
les Corp. - GPU Service Corp. 725 R00. 85/11/01. 208pp. 


t W/ % PU Nudear °WP in Bethesda.MD re 
r ** ** fa0!h * P !anned ^ licensee. List of attendee! 

?27pp ' Sranch 5 ' 85/1 1/04 - Operating Reactors Branch 

sbussusk. ™ 

ST 1 ^ aw 9e 0 ^2sf^^S!^ r v^cMui tePc oi^2HSd D f PR H- 6,C ? nsistin9 of Tech 
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33427^58.33427:266. * oru «™ce Uorp. 85/11/07. 9pp. 

^Sps-"* ,or V01 of ,uel oil in 

33427:267, Corp ' * Gpy Sendee Corp. 85/11/07. Ip. 33427:267- 
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8511250417 Requests fee for 850701 request for supplemental review of isoffw ,r " i; 
drawings for CRD return.liquid poison, main steam, coro spray, feedwater & isoW'-' - ' " 
condenser sys piping used for SEP review & analysis. 

MILLER, W.O. License Fee Management Branch. 85/11/18. FIEDLER.P 0. Gtt*w* 
Public Utilities Corp. - GPU Service Corp. Ip. 33619:179-33619:179. 

8511250162 Forwards Amend 92 to License DPR-16 & safety evaluation. Ament* #-■ 
thorizes Tech Spec change re new requirement for limiting overtime of station porsi'** - ' 
nel. 

ZWOLINSKI.J.A. Operating Reactors Branch 5. 85/11/19. FIEDLER, P.B. dirt*'* 
Public Utilities Corp. - GPU Service Corp. 2pp. 33591:188-33591:195, 

“8511250167 Amend 92 to License DPR-16, changing Toch Specs re now ruquiroft*#^ 
for limiting overtime of station personnel. 

ZWOLINSKI.J.A. Operating Reactors Branch 5. 85/11/19. 4pp. 33591 : 190-33591 : Vi > 

“® 5 1 ^5?0 174 Saf et y evaluation supporting Amend 92 to License DPR-16. 

°L Reactor Regulation, Director (pro-851125). 85/1 1/19. Mk 
4oo9i .'194-33591 :195. 

8517250222^ Forwards Amend 91 to License DPR-16 & safety evaluation, Amend fv 

^««tlKp h Sp u C ?-j to a ow !o-, ° reactor water level protective instrumontatron to l** 
inoperable in shutdown reactor mode. 

°P e rati n g Reactors Branch 5. 85/11/19. FIEDLER, P.B, Gomfr* 
Public Utilities Corp. - GPU Service Corp. 8pp. 33597:060-33597:081. 

~ 8 watlM25fiVmTi3L 9 L]? Licen + S f. DPR-16, revising Tech Specs to allow lo-lo txmd- 
7wni SSrPTwvS ,n ® tru, 2 entat,on 1° be inoperable in shutdown reactor made. 
ZWOLINSKI.J.A. Operating Reactors Branch 5. 85/11/19. 3pp. 33597:068. 3361) 7* 

~ 8 * 51 nfft°« 26 ^ S M^ eval D ati0 ? SL, PP ortin 9 Amend 91 to License DPR- Ui, 
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ZWOLINSKI.J.A. Operating Reactors Branch 5. 85/11/21. Spp, 33624:348-33624:35;* 

" 8 * 51 SL 10 !, S ^ et y eva| uation supporting Amend 93 to License dpr.i« 
33624:353^33624:!^7. Reactor R ®9ulation, Director (pre-851125). 86/11/21. fipn 


Q. Inspection reports, IE Bulletins & correspondence 
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8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511120109 Ack receipt of 851017 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-219/85-25. 

MARTIN, T.T. Region 1, Office of Director. 85/11/05. FiEDLER.P.B. General Public 
Utilities Corp. - GPU Service Corp. Ip. 33413:298-33413:302. 

8511130204 Forwards Insp Rept 50-219/85-28 on 850923-27.No violations noted.Steps 
taken to correct deviation noted in 841106 Itr verified. 

EBNETER.S.D. Region 1, Office of Director. 85/11/07. FIEDLER.P.B. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 33427:231-33427:255. 

—8511130212 Insp Rept 50-219/85-28 on 850923-27.No violation noted. Major areas 
inspected:followup of Unit Substation Transformers 1 A2 & 1 B2 850809 low oil level 
event & implementation of fire protection/prevention program. 

PULLANI.S.V., ANDERSON, C.J. Region 1, Office of Director. 85/11/05. 23pp. 
33427:233-33427:255. 

8511210042 Notification of 851113 meeting w/util in King of Prussia.PA to discuss 
status of licensee actions re IE Bulletin 79-14. 

KISTER.H. Region 1, Office of Director. 85/11/07. Region 1, Office of Director. 2pp. 
33558:268-33558:269. 


-8511190564 Summary of shutdowns & power reductions inadvertently omitted from 
monthly operating rept for Jul 1985. 

BARAN.R. General Public Utilities Corp. GPU Service Corp. 85/07/31. Ip. 
33522:233-33522:233. 


S. Reportable occurrences, LERs & related correspondence 

8511060282 Summary of Operating Reactors Events Meeting 85-19 on 851007 w/ofc 
directors, div directors & representatives on events which occurred since last meeting 
on 851007. 

CRUTCHFIELD.D. Assistant Director for Safety Assessment. 85/10/21. 
THOMPSON, H.L. Division of Licensing (800428-851124). 24pp. 33371:015-33371:038. 


DOCKET 50-220 NINE MILE POINT NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8511050099 Informs that 850708 Amend 20 to Unit 2 FSAR re updates to emergency 
plan & procedures also applies to Unit 1 . 

MANGAN.C.V. Niagara Mohawk Power Corp. 85/10/31, Record Services Branch 
(Document Control Desk). Ip. 33320:231-33320:231. 


8511210328 Responds to NRC 851007 Itr re violations noted in Insp Rept 50-219/85- 
23.Corrective actions:review of Tech Specs, procedures & consideration of revs 
stressed & plant mgt organization will review LER re backseating valves. 

FIEDLER.P.B. General Public Utilities Corp. - GPU Service Corp. 85/11/07. 
KISTER.H.B. Region 1, Office of Director. 4pp. 33547:275-33547:278. 

8511130232 Forwards Insp Rept 50-219/85-31 on 851007-1 0.No violation noted. 
EBNETER.S.D. Region 1, Office of Director. 85/11/08. FIEDLER.P.B. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 33434:061-33434:066. 

—8511130235 Insp Rept 50-219/85-31 on 851 007-1 0.No violation noted.Major areas 
inspected:inservice insp data obtained during 1983 outage. 

KERCH, H., WIGGINS, J. Region 1, Office of Director. 85/10/31. 4pp. 33434:063- 
33434:066. 

8511270156 Forwards Safety Insp Rept 50-219/85-29 on 850923-1 020.No violation 
noted. 

KISTER.H.B. Region 1, Office of Director. 85/11/14. FIEDLER.P.B. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 33709:307-33709:333. 

-8511270171 Insp Rept 50-219/85-29 on 850923-1 020.No violation noted. Major areas 
inspected:plant operations, physical security, radiation control, housekeeping.equipment 
surveillances & preparations for upcoming 1 -month outage. 

BAUNACK.W.H., KISTER.H.B. Region 1, Office of Director. 85/11/12. 25pp. 
33709:309-33709:333. H 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR, J.M. Director's Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres." Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 


8511180119 Forwards Rev 3 to Issue 2 of security & safeguards contingency plan.Rev 
withheld (ref 10CFR73.21). 

SUNSER.J.J. Niagara Mohawk Power Corp. 85/10/31. MURLEY.T.E. Region 1, Office 
of Director. Ip. 33493:178-33493:178. 

8511190374 Provides addl info re 851103 request for Tech Spec change, per 851104 
discussion.Fire watch patrol for turbine bldg will be established when emergency con- 
denser required to be operable. 

MANGAN.C.V. Niagara Mohawk Power Corp. 85/11/05. VASSALLO.D.B. Operating 
Reactors Branch 2. 2pp. 33514:188-33514:189. 


8511250081 Notifies that motive power removed from containment spray discharge 
valve per 83091 2 Itr will be restored. Power removed to prevent spurious operation of 
valve.Condition no longer exists due to App R related mods. 

LEMPGES.T.E. Niagara Mohawk Power Corp. 85/11/15. VASSALLO.D.B. Operating 
Reactors Branch 2. Ip. 33592:104-33592:104. 


G. Adjudicatory correspondence 

8511180363 Memorandum & order granting extension of 851130 deadline to 860330 for 
environ qualification of electrical equipment. Served on 851115. 

CHILK.S.J. Office of the Secretary of the Commission. #485 186. 85/11/15. Niagara 
Mohawk Power Corp. 3pp. 33493:203-33493:205. 


P. Operating license stage documents & correspondence 

8511190027 Application for amend to License DPR-63, changing Tech Specs to allow 
operation during remainder of Cycle 8 w/one emergency cooling sys continuously in- 
operable. 

MANGAN.C.V. Niagara Mohawk Power Corp. 85/11/03. VASSALLO.D.B. Operating 
Reactors Branch 2. 11pp. 33510:150-33510:162. 


8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511250066 Forwards Insp Rept 50-219/85-32 on 851021-25.No violation noted. 
EBNETER.S.D. Region 1, Office of Director. 85/11/18. FIEDLER.P.B. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 33592:129-33592:1 39. 

-8511250072 Insp Rept 50-219/85-32 on 851021-25.No violation or deviation 
noted.Major areas inspected.*QA program changes, QA/QC administration 
program, document control program, onsite review committees & records program. 
CHAUDHARY.S.K., WINTERS.R.W,, HUNTER, J.G. Region 1, Office of Director. 85/ 
11/15. 9pp. 33592:131-33592:139. 

8511150089 Suppl 1 to IE info Notice 85-058, "Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. Of New York, Inc. 134pp. 33713:123- 
33713:252, 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN, E;L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712 : 346 ., 

8511150120 IE Info Notice 85-090, “Use of Seating Compounds in Operating Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122, 


R. Periodic operating reports A related correspondence 


-8511190028 Proposed Tech Spec changes.allowing operation during remainder of 
Cycle 8 w/one emergency cooling sys continuously inoperable. 

* Niagara Mohawk Power Corp. 85/11/03. 2pp. 33510:161-33510:162. 

851 1 1 10430 Confirms verbal temporary waiver of compliance to permit operation w/only 
one emergency cooling sys operable during remainder of Cycle 8.Tech Spec pages 
end. 

LAINAS.G.C. Assistant Director for Operating Reactors. 85/11/05. MANGAN.C.V., 
SEIBERT, C.R. Niagara Mohawk Power Corp. 4pp. 33404:281-33404:284. 

8511130371 Submits responses to 851011 questions re QA organization, QA topical rept 
&, QA program controls.Changes will be incorporated into next rev to QATR-1. 

PERRY, J.A. Niagara Mohawk Power Corp. 85/11/05. GRIMES, B.K. Division of QA, 
Vendor & Technical Training Center Programs (Post 850212). 6pp. 33435:157- 
33435:162. 

-8511130376 “Operational Phase Organization." 

* Niagara Mohawk Power Corp. 85/11/05. Ip. 33435:163-33435:164. 

8511190374 Provides addl info re 851103 request for Tech Spec change, per 851104 
discussion.Fire watch patrol for turbine bldg will be .established when emergency con- 
denser required to be operable. 

MANGAN.C.V. Niagara Mohawk Power Corp. 85/11/05. VASSALLO.D.B. Operating 
Reactors Branch 2. ^pp. 33514:188-33514:189. t 

8511200083 Forwards Amend 75 to License DPR-63 & safety evaluation. Amend re- 
vises Tech Specs to permit temporary operation w/one isolation condenser cooling 
sys placed continuosly out of svc. 

HERMANN.R.A. Operating Readors Branch 2. 85/11/08. MANGAN,C.V, Niagara 
Mohawk Power Corp. 2pp. 33563:066-33563:078. 

-8511200088 Amend 75 to License DPR-63, revising Tech Specs to permit temporary 
operation w/one isolation condenser cooling sys placed continuously out of svc. 
VASSALLOJXB. Operating Reactors Branch 2. 85/11/08. 5pp. 33563:068-33563:072 


851 1t90557 Forwards monthly operating rept for Aug 1985 & summary of shutdowns & 
power reductions Inadvertently emitted from Jul 1985 monthly operating rept Missing 
Jul date t dtecovered duririq review (of NUREG-0090,Vol 9. 

FIEDLER.P.B. General Public Utilities Corp. - GPU Service Corp. 85/09/13. Office of 
Resource Management, Director. 2pp. 33522:225-33522:233. 

"^AR/S^R^Oener^f ^Sc^&s^^^GPU Service Corp. 85/08/31 . 6pp. 
33522:227-33522:232. 


-8511200092 Safety evaluation supporting Amend 75 to License DPR-63. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/08. 6pp. 
33563:073-33563:078. 

8511,260466 Grants 851025 request for extension of time, to submit DOE/NRC Forms 
742 & 742c & related DOE/NRC Form 741. re 6-month reporting from 851030 to 
^ 1 15. 

BROWN, W.B. Material Licensing & International Activities Branch. 85/11/12. 
ROMAN ,T.W. Niagara Mohawk Power Corp. Ip. 33635:226-33635:227. 
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-8511260462 Notifies of util 851025 request for extension of time from 851030 to 
851115 to submit DOE/NRC Forms 742,742c & 741. Approval recommended. 
JACKSON, R.L. Division of Safeguards. 85/11/12. BROWN, W.B. Material Licensing & 
International Activities Branch. Ip. 33635:227-33635:227. 

8511200004 Remits fee for 851103 application for amend to License DPR-63, changing 
emergency condenser sys. 

MANGAN.C.V. Niagara Mohawk Power Corp. 85/11/13. VASSALLO.D.B. Operating 
Reactors Branch 2. Ip. 33527:141-33527:141. 

8511200059 Forwards response to NRC 850904 & 30 questions & suppls 840827 Tech 
Spec amend request re 10CFR50,App J.lnfo addresses design of core 
spray, containment spray & emergency cooling sys. 

MANGAN.C.V. Niagara Mohawk Power Corp. 85/11/13. VASSALLO.D.B. Operating 
Reactors Branch 2. 28pp. 33527:315-33527:342. 

8511250102 Forwards current status of various action items re deficiencies/unresolved 
items resulting from environ qualification audit during wk of 85081 9, per 850930 Itr. 
LEMPGES.T.E. Niagara Mohawk Power Corp. 85/11/15. POTAPOVS.U. Director’s 
Office, Office of Inspection and Enforcement. 3pp. 33592:355-33592:357. 

8511220189 Requests fee for 850808 application for review of plant-specific analysis re 
effect of valve closure time on potential releases during LOCA. 

DIGGS.R.M. License Fee Management Branch. 85/11/18. LEMPGES.T.E. Niagara 
Mohawk Power Corp. Ip. 33603:235-33603:235. 

8511250144 Forwards proposed rev to App B of QA Program Topical Rept NMPC- 
QATR-1,in response to NRC questions noted during 851101 telcon.Comments re- 
quested. 

PERRY, J.A. Niagara Mohawk Power Corp. 85/11/18. GRIMES, B.K. Division of QA, 
Vendor & Technical Training Center Programs (Post 850212). 10pp. 33596:329- 
33596:338. 

8511250202 Forwards corrected proposed revs to App B of QA Program Topical Rept 
NMPC-QATR-1,indicating where changes made.Revs transmitted by 851118 Itr did not 
have rev flags. 

PERRY.J.A. Niagara Mohawk Power Corp. 85/11/20. GRIMES, B.K. Division of QA, 
Vendor & Technical Training Center Programs (Post 850212). 9pp. 33591:012- 
33591:020. 

8511270055 Staff requirements memo re 851114 affirmation/discussion & vote in 
Washington, DC.Orders granting & denying extension of 851130 equipment qualifica- 
tion deadline for Nine Mile Point & Brunswick, respectively, approved. 

CHILK.S.J. Office of the Secretary of the Commission. 85/11/21. DIRCKS.W.J. Office 
of the Executive Director for Operations. PLAINE.H.E. Office of the General Counsel. 
6pp. 33646:033-33646:038. 


Q. Inspection reports, IE Bulletins & correspondence 

8510250539 IE Bulletin 85-001 , "Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8511040194 Discusses review of proposed piping insp program submitted on 840629 in 
response to Generic Ltr 84-1 1, "Insp of Stainless Steel Piping." Nonconforming piping 
lines should be included in augmented insp program. 

VASSALLO.D.B. Operating Reactors Branch 2. 85/10/29. MANGAN.C.V., 

SEIBERT, C,R. Niagara Mohawk Power Corp. 3pp. 33337:100-33337:102. 

8510250543 IE Info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, "Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, "Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511010020 IE Info Notice 85-086, "Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. f39pp. 33385:198- 
33385:335. 


8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres." Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (kom 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001* 
33631:017. 

8511150107 IE Info Notice 85-088, "Licensee Control of Contracted Svcs Providing 
Training." Svc list end. D 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (rosi 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018* 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. _ 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Posi 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123* 
33713:252. 

8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214* 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys.*’ Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001* 
33713:122. 

8511260425 Forwards Radiological Controls Insp Repts 50-220/85-18 & 50-41 0/85*32 
on 851014-18.No violation noted.Addl attention should be directed toward closure Of 
IE bulletins & circulars at Unit 2. 

MARTIN, T.T. Region 1, Office of Director. 85/11/20. MANGAN.C.V. Niagara Mohawk 
Power Corp. 2pp. 33615:268-33615:268. 

-8511260432 Insp Repts 50-220/85-18 & 50-410/85-32 on 851014-18.No violation or 
deviation noted.Major areas inspected:personnel training . & 
qualification, posting.barricading & access control.previous findings & bulletins & circu- 
lars. 

NIMITZ.R.L., PASCIAK.W.J. Region 1, Office of Director. 85/11/18. 20pp. 33615:269* 
33615:288. 


R. Periodic operating reports & related correspondence 

8511180291 Monthly operating rept for Oct 1985.W/851008 Itr. 

ROMAN, T.W., LEMPGES.T.E. Niagara Mohawk Power Corp. 85/10/31. 5pp. 
33501:322-33501:326. 


S. Reportable occurrences, LERs & related correspondence 

8511010078 LER 85-01 6-00:on 850927, three normally open dampers failed to isolate on 
Halon suppression signal.Caused by interruption to initiation circuit du© to wiring 
change on 85091 8.Wiring corrected. W/851 025 Itr. 

RANDALL, R., LEMPGES.T.E. Niagara Mohawk Power Corp. 85/10/2S. 4pp. 

33299:085-33299:088. 

8511110132 PNO-l-85-084:on 851 101, plant scrammed from 100% power due to loss ol 
instrument air & failure of feed regulator valves to lockup.Licensee will install correct 
cable to one dc emergency isolation valve. 

HUDSON, S., COLLINS, S, Region 1, Office of Director. 85/11/04. Ip. 33394:324- 
33394:324. 

8511180187 LER 85-018-00:on 851010, low air pressure start test of Tech Spec Section 
4.6.7.b.4 faiied.Caused by need to energize or manually bypass solenoids on governor 
sys. Mods to governor sys & sys manual start performed.W/851108 Itr. 

RANDALL, R. f LEMPGES.T.E. Niagara Mohawk Power Corp. 85/11/08. 3pp. 

33502:159-33502:161. 

8511220464 LER 85-01 9-00:on 851015,discovered emergency isolation dc motor oper- 
ated valves 39-07 & 39-08 might not close within 38 s during accident. Possibly 
caused by incorrectly sized electnc supply cables.Cables replaced.W/851114 Itr. 
RANDALL.R.G., LEMPGES.T.E. Niagara Mohawk Power Corp. 85/11/1*4. 3pp. 
33584:215-33584:217. 


DOCKET 50-223 UNIV. OF LOWELL RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8511200044 Responds to 851021 order to show cause, describing fuel on site. Presently 
29 full fuel elements on site & 26 In core. Review of description of fuel use for compli- 
ance w/Sectlon III-1 of order requested. 

WALLACE, T.J. Lowell, Univ. of, Lowell, MA. 85/11/06. Office of the Secretary of the 
Commission. 2pp. 33562:324-33562:325. 

8511260119 Forwards Amend 9 to License R-125.Amend renews OL for 30 yrs from 
date of issuance & incorporates all changes & amends made since issuance of origi- 
nal license. 

THOMPSON, H.L. Division of Licensing (800428-851124). 85/11/21. BEGHIAN.L, 
Lowell, Univ, of, Lowell, MA. 3pp. 33637:185-33637:263. 

-8511260125 Notice of finding of no significant environ impact re proposed amend to 
License R-1 25, renewing OL for 30 yrs from date of issuance. 

THOMAS, C.O. Assistant Director for Safety Assessment. 85/10/28. 3pp. 33637:186* 
33637:190. 

-851 1260130 Amend 9 to License R-1 25, renewing license in entirety. 

CRUTCHFIELD, D. Division of Licensing (800428-851124). 85/11/21. 3pp. 33637:191- 
33637:193. 

-851 1260134 Notice of renewal of License R-125 for 30 yrs from date of issuance. 
THOMAS, C.O. Standardization & Special Projects Branch. 85/11/21. 2pp. 33637:194- 
33637:195. 
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■8511260138 Environ assessment concluding that EIS for proposed amend to License 
R-125 unnecessaiy.No significant environ impact finding sufficient. Environ consider- 
ations & licensee Tech Specs end. 

* NRC - No Detailed Affiliation Given. 85/10/04. 68pp. 33637:196*33637:263 


DOCKET 50*224 UNIV. OF CALIFORNIA RESEARCH REACTOR 


S. Reportable occurrences, LERs & related correspondence 

8511040070 RO:on 85091 6, reactor scrammed when constant air monitor showed 500 
cpm.High radiation alarm activated.Fission gas activity ceased when instrumented fuel 
elements, containing defective thermocouples, replaced. 

PIGFORD,T.H. California, Univ. of, Berkeley, CA. 85/10/23. Region 5, Office of Direc- 
tor. 7pp. 33308:169-33308:175. 


DOCKET 50-225 RPI CRITICAL EXPERIMENT 


P. Operating license stage documents & correspondence 

8511060120 Fo wards answer & consent to Commission order to show cause. 
HARRIS.D.R. Rensselaer Polytechnic Institute, Troy, NY. 85/10/18. Office of the Sec- 
retary of the Commission. Ip. 33372:298-33372:298. 

-8511060124 Answer & consent to Commission order to show cause. Facility has less 
than one high enriched U fuel element onsite in addition to reactor core. 

HARRIS, D.R. Rensselaer Polytechnic Institute, Troy, NY. 85/10/21. 2pp. 33372:299- 
33372:300. 


S. Reportable occurrences, LERs & related correspondence 

8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1984.App A documents available in PDR.Apps 
B & C documents partially & completely withheld, respectively, (ref Exemption 5). 
FELTON, J.M. Division of Rules and Records. 85/10/17. GILINSKY.V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

-8511130378 Submits daily staff notes.Discusses PNO-l-83-122, PNO-V-83-057 & PNS- 
¥-83-013 & issuance of license renewal for Rensselaer Polytechnical Inst. 
DIRCKS.W.J. Office of the Executive Director for Operations. 83/12/07. PALLADINO, 
GILINSKY, ROBERTS Commissioners. Ip. 33535:068-33535:068. 


DOCKET 50-237 DRESDEN NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8511190068 Fowards Safety Insp Repts 50-237/85-33 & 50-249/85-29 on 850930- 
1021 .Violations noted under review for potential escalated enforcement action. 
PAPERIELLO.C.J. Region 3, Office of Director. 85/11/14. REED.C. Commonwealth 
Edison Co. 2pp. 33516:250-3351 6:268. 

-8511190084 Insp Repts 50-237/85-33 & 50-249/85-29 on 850930-1021. Violation 
noted:failure to adhere to program staffing requirements & failure to install automatic 
fire detection sys in reactor bldg refueling floor area. 

HOLMES, J., RAMSEY, C, GULDEMOND.W.G. Region 3, Office of Director. 85/11/13. 
1 7pp. 335 1 6:252-3351 6:268. 

8511190001 Confirms plans, per 851101 discussion, for 851109 enforcement conference 
in Glen Ellyn, I L to discuss failure to implement certain fire protection license condi- 
tions at facilities. 

NORELIUS.C.E. Region 3, Office of Director. 85/11/15. REED.C. Commonwealth 
Edison Co. 1 p. 3351 5:356-3351 5:356. 

8511190362 Submits updated schedule for implementation of A model.Delay encoun- 
tered in revising A model sys at Dresden, Quad Cities, LaSalle County & Zion facilities 
due to changeover from release rates to dose projections in software design. 
ALEXANDER, G. Commonwealth Edison Co. 85/11/15. DENTON.H.R. Office of Nucle- 
ar Reactor Regulation, Director (pre-851125). 2pp. 33511:242-33511:243. 

8511220255 Forwards Insp Repts 50-010/85-13,50-237/85-30 & 50-249/85-26 on 
850820-1031 & notice of violation, 

CHRISSOTIMOS.N. Region 3, Office of Director. 85/11/15. REED.C. Commonwealth 
Edison Co. 2pp. 33570:022-33570:033. 

-8511220276 Insp Repts 50-010/85-13,50-237/85-30 & 50-249/85-26 on 850820- 
1031 .Violation noted:Unit 3 Tech Specs not properly updated to delete incomplete ref 

section 

WRIGHT, G.C. Region 3, Office of Director. 85/11/15. 9pp. 33570:025-33570:033. 


i. Rnancial information 


8511220452 Requests evaluation of effects of util cost curtailment program to assure 
that program does not contain elements which could affect safe operation or util com- 
mitments to NRC.Evaluation results requested by 851129. 

DIRCKS.W.J. Office of the Executive Director for Operations. 85/11/14. 
O’CONNOR, J.J. Commonwealth Edison Co. 2pp. 33601:028-33601:029. 


J. Insurance & indemnity information 

8511060127 Fowards executed Amend 5 to Indemnity Agreement B-84,Amend 4 to In- 
demnity Agreement B-97 & Amend 23 to Indemnity Agreement B-10. 

OSTER.J. Commonwealth Edison Co. 85/10/29. SALTZMAN.J. Assistant Director for 
State & Licensee Relations. 4pp. 33345:356-33345:359. 


8511270102 Rev 3 to Emergency Plan Implementing Procedure EPIP 300-11, “Post-Ac- 
cident Noble Gas Release Rate Determination.” 

* Commonwealth Edison Co. 85/10/10. 9pp. 33626:305-33626:313. 

8511270009 Rev 3 to EPIP 400-1* “Technical Support Ctr" adding environs director po- 
sition & describing duties. 

* Commonwealth Edison Co. 85/10/17. 7pp. 33625:323-33625:329. 


8511270044 Rev 7 to Emergency Plan Implementing Procedure EPIP 500-7, “Operation- 
al Checks of Communications Sys.” 

* Commonwealth Edison Co. 85/10/24. 31pp. 33626:043-33626:073. 

8511190372 Rev 5 to policy statement delineating requirements & procedures re emer- 
gency plan & procedures. 

REED.C. Commonwealth Edison Co, 85/10/29. Ip. 33511:006-33511:203. 

-8511190389 Rev 5 to “Generating Station Emergency Plan." 

GOLDEN, J.C. Commonwealth Edison Co. 85/10/28. 175pp. 33511:007-33511:203. 


8511050234 Forwards “Final Summary Rept of Human Factors Review for Dresden Sta- 
tion Emergency Response Facilities,” per Suppl 1 to NUREG-0737, Items V.a.2.a & 7 
V.c.l.a commitments. 

MASSiN.H.L. Commonwealth Edison Co, 85/10/30. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125), Ip. 33325:008-33325:125. 

-8511050238 “Comm Ed Final Summaiy Rept of Human Factors Review for Dresden 
Station Emergency Response Facilities," in response to Suppl 1 to NUREG-0737, 

* Commonwealth Edison Co. * Advanced Resource Development Corp. ARD-4617C. 
85/10/25. 114pp. 33325:009-33325:125. 

8511270073 Revised emergency operating procedures,induding Rev 0 to DEOP 010 re 
general precautions, Rev 0 to DEOP 10O re reactor control, Rev 0 to DEOP 200 re pri- 
mary containment control & Rev 0 to DEOP 300 re secondary containment/release 

^Commonwealth Edison Co. 85/10/30. 150pp. 33626:114-33626:300. ’ ! 

8511070280 Forwards Rev 19 to security plan re current gate identification sys.Rev 
withheld (ref 10CFR73.21). _ 

FARRAR, D.L. Commonwealth Edison Co. 85/10/31. KEPPLER.J. Region 3, Office of 
Director. Ip. 33369:315-33359:315. 

8511130195 Forwards evaluation of need for addl R«g Guide 1,97 info at Dresden & 
Quad Cities emergency response facfiitiesjnfb Inadvertently omitted from 851030 
ltr.Addl variables not recommended for Dresden. 

WOJNAROWSKU Commonwealth Edison Co. 85/11/04. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (pre-851125). 12pp. 33434:1 42-33434:153. 



85111 

Axil 

Edison Cd; 2pp. 


r __ T 31 Rev 19 1 v 
h consistent w/ provisfonao 
* \ Office of Directories/ 11/96*! F/ 

51-33465:352 


— hl Com^hyrealth 


P. Operating license stage documents & correspondence 

8511050219 Application for amends to Licenses DPR-19 & DPR-25, changing Tech 
Specs re implementation of Generic Ltr 84-1 1 coolant leak detection requirements & 
rev to time requirement for conducting inservice insp.Fee paid. 

WOJNAROWSKU Commonwealth Edison Co. 85/10/29. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (pre-851125). 4pp. 33330:190-33330:210. 

-8511050224 Proposed Tech Specs implementing Generic Ltr 84-11 coolant leak de- 
tection requirements,revising time requirement for conducting inservice insp & correct- 

* n ?*>mmonwealth Edison Co. 85/10/29. 17pp. 33330:192-33330:210. 


8511050265 Application for amend to License DPR-29, modifying MAPLHGR limit curves 
for various fuel types.New MAPLHGR limits based on end Errata & Addenda 14 to 
NEDO-24146A, ‘lOCA Analysis Rept for Dresden Units 2 & 3 & Quad Cities....” Fee 

55oJNAROWSKI,J. Commonwealth Edison Co. 85/10/29. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (pre-851 125). 2pp. 33333:073-33333:093. 


-8511050275 Errata & Addenda Sheet 14, replacing Pages v/vi, 3-2,4-3,4-10, 4-15 & 4- 
16 to, “LOCA Analysis Rept for Dresden Units 2,3 & Quad Cities 1,2 Nuclear Power 
Stations." 

General Electric Co. NEDO-24146A ERR 14. 85/08/31. 11pp. 33333:084- 


8511140053 Forwards Rev 1 to “Safety Analysis for Pquid Hydrogen Storage Sys” & 
Rev 1 to “Liquid Hydrogen Storage Sys Hazardous Consequence Analysis. Mods to 
incorporate liquid hydrogen storage sys meet 10CFR50.59 criteria. 

WOJNAROWSKU Commonwealth Edison Co. 85/11/01. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (pre-851 125). 2pp. 33448:001-33448:188. 

-8511140060 Rev 1 to “Safety Analysis for Liquid Hydrogen Storage Sys.” 
REIOHERT.P.T., SEELEY, G.T., NILSEN.R. Steams Catalytic Corp. 85/10/31. 52pp. 
33448:003-33448059. 

-8511140064 Rev 1 to "Liquid Hydrogen Storage Sys Hazardous Consequence AnaJy- 

CAMILLI.LL, LINNEY.R.E., DOELP.LC. Air Products & Chemicals, Inc. 85/10/01. 
100pp. 33448:060-33448:188. 

8511060028 Forwards draft “Review of Licensee 'S Applicant Responses to NRC Ge- 
neric Ltr 83-28 (Required Actions Based on Implications of Salem ATWS Events).item 

FAWRD.L Co^KXV 


ZWOLINSKUA < 
wealth Edison Co. J 


Reactors I 

6:001-33346:018. 


-851106003d Draft Review bf Licensee & Applicant Responses to NRC Generic. Ltr 
1 Actions Based on Implications of Salem ATWS Events),ftem 1-2, 
tfTrig SgviewrData & Info Capabilities... technical evaliMrtfonFwL ** 

‘ International Corp. (forme* Science Aptfcaton* Jnc.). NjtC- 

DRFT. 85/11/0*. NRC - No Detailed Gmn. 15PP^ 
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8511220126 Responds to 851023 request for extension of time to submit DOE/NRC 
Forms 742 & 742c for 6-month reporting period ending 850930.Approval granted to 
extend submittal date from 85 1 030 to 851 1 1 5. 

BROWN.W.B. Material Licensing & International Activities Branch. 85/11/08. 
WEIN.E.T. Commonwealth Edison Co. Ip. 33603:255-33603:255. 

-8511220163 Informs of licensee 851023 request to extend submittal date for DOE/ 
NRC Forms 742 & 742c from 851030 to 851115 due to problems w/Nuclear Data 
Bank Computer Sys.Approva! recommended. 

JACKSON.R.L. Division of Safeguards. 85/11/08. BROWN.W.B. Material Licensing & 
International Activities Branch. Ip. 33603:256-33603:256. 

8511260124 Advises of review of proposed Tech Spec amend re leak detection 
requirements.inservice insp program & correction for typos.No adverse findings deter- 
mined. 

PARKER.M.C. Illinois, State of. 85/11/13. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). Ip. 33608:361-33608:361. 


Q. Inspection reports, IE Bulletins & correspondence 

8511140172 Responds to NRC 850508 Itr re violations noted in Insp Repts 50-237/85- 
08 & 50-249/85-07.Corrective actions:QC personnel reinstructed re problems noted 
by Item a-c & tailgate matl prepared for use during 850624 station tailgate sessions. 
FARRAR, D.L. Commonwealth Edison Co. 85/06/20. KEPPLER.J.G. Region 3, Office 
of Director. 3pp. 33449:121-33449:123. 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8511050219 Application for amends to Licenses DPR-19 & DPR-25, changing Tech 
Specs re implementation of Generic Ltr 84-1 1 coolant leak detection requirements & 
rev to time requirement for conducting inservice insp. Fee paid. 

WOJNAROWSKI.J. Commonwealth Edison Co. 85/10/29. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (pre-851125). 4pp. 33330:190-33330:210. 

-8511050224 Proposed Tech Specs implementing Generic Ltr 84-11 coolant leak de- 
tection requirements, revising time requirement for conducting inservice insp & correct- 
ing typos. 

* Commonwealth Edison Co. 85/10/29. 17pp. 33330:192-33330:210. 

8510250543 IE Info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 


-8511220262 Notice of violation from insp on 850820-1031. 

CHRISSOTIMOS.N. Region 3, Office of Director. 85/11/15. Ip. 33570:024*3* 

-8511220276 Insp Repts 50-010/85-13,50-237/85-30 & 50-249/85-26 or* 
1031 .Violation noted:Unit 3 Tech Specs not properly updated to delete inco^ 
section. 

WRIGHT, G.C. Region 3, Office of Director. 85/11/15. 9pp. 33570:025-335701 

8511150098 IE Info Notice 85-087, "Hazards of Inerting Atmospheres." SvC 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Respc** 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs J 
Training." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering RespO« 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, "Failure of GE Type AK-2-25 
Trip Breaker.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Respo*^ 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33” 
33713:252. 

8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instruments 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering RespOfH 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33* 
33712:346. 

8511150120 IE Info Notice 85-090, "Use of Sealing Compounds in Operating 3} 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Respond 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33* 
33713:122. 


R. Periodic operating reports & related correspondence 

8511210324 Monthly operating repts for Oct 1985.W/851101 Itr. 

MAXWELL, D.C., SCOTT, D.J. Commonwealth Edison Co. 85/10/31. 24pp. 335 
33578:162. 


S. Reportable occurrences, LERs & related correspondence 


8510250546 IE Info Notice 85-084, "Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 


8511050002 Discusses Occurrence 16 identified in Confirmatory Action Ltr 8 
main steam line snubber monitoring sys & 850929 scram due to low cor 
vacuum.Rept & safety evaluation enci. 

SCOTT, D.J. Commonwealth Edison Co. 85/10/25. KEPPLER.J.G. Region 3, C 
Director. 2pp. 33318:276-33318:277. 


8511050094 Forwards Safety Insp Rept 50-237/85-34 on 851017-18.No violation noted. 
HARRISON, J.J. Region 3, Office of Director. 85/10/30. REED.C. Commonwealth 
Edison Co. 2pp. 33319:084-33319:090. 

-8511050098 Insp Rept 50-237/85-34 on 851017-18.No violation or deviation 
noted.Major areas inspected:main steam transient monitoring sys. 

YIN.l.T., DANIELSON, D.H. Region 3, Office of Director. 85/10/30. 3pp. 33319:086- 
33319:090. 

8510290039 IE Info Notice 85-085, "Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list enci. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511260124 Advises of review of proposed Tech Spec amend re leak detection 
requirements.inservice insp program & correction for typos.No adverse findings deter- 
mined. 

PARKER.M.C. Illinois, State of, 85/11/13. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). Ip. 33608:361-33608:361. 

8511190068 Forwards Safety insp Repts 50-237/85-33 & 50-249/85-29 on 850930- 
1021 .Violations noted under review for potential escalated enforcement action. 
PAPERIELLO.C.J. Region 3, Office of Director. 85/11/14. REED,C. Commonwealth 
Edison Co. 2pp. 33516:250-33516:268. 

-8511190084 Insp Repts 50-237/85-33 & 50-249/85-29 on 850930-1021. Violation 
noted:faiiure to adhere to program staffing requirements & failure to install automatic 
fire detection sys in reactor bldg refueling floor area. 

HOLMES.J., RAMSEY, C., GULDEMOND.W.G. Region 3, Office of Director. 85/11/13. 
17pp. 33516:252-33516:268. 

8511130441 IE Bulletin 85*003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Jnc. 138pp. 33713:253-33714:031. 


8511060129 LER 85-035-00:on 850929,scram occurred due to low cor 
vacuum.Caused by air in-leakage through ruptured expansion joint on seal st#a 
valve discharge line.Bellows on discharge line replaced.W/851028 Itr. 

MOY.M., SCOTT, D.J. Commonwealth Edison Co. 85/10/28. 3pp. 333? 
33355:149. 

8511070502 LER 85-036-00:on 851 002, reactor bldg ventilation sys trip occur** 
fuel pool monitor downscale trip.Caused by loose Channel A connector & low C 
B setpoint.Anomalies corrected.Bldg sys reset. W/851 030 Itr. 

LIZALEK.J.F., SCOTT, D.J. Commonwealth Edison Co. 85/10/30. 3pp. 333 
33374:172. 

8511120190 LER 85-038-00:on 851005, after equipment qualification outage, vatai 
220-2 automatically closed when being placed back in svc.Cause not stat#i 
opened. W/851 031 Itr. 

WOJTULEWICZ,T., SCOTT, DJ. Commonwealth Edison Co. 85/10/31, 
33428:057-33428:060. 

8511140487 LER 85-037-00:on 851 007, reactor bldg ventilation tripped & isot* 
standby gas treatment sys autostarting as required.Caused by operator mi 
wrong fuse.Station tailgate session conducted.W/851104 Itr. 

LIZALEKJ.F., SCOTT, D.J. Commonwealth Edison Co. 85/11/04. 3pp. 3341 
33456:119. 

8511260031 LER 85-040«00:on 851 021 , during review of Mar 1978 SER re plant a 
tection program, discrepancies concerning mods described in SER discovered^ 
by inadequate documentation of commitments in SER. W/851 120 Itr. 

WHALEN, R.J., SCOTT, D.J, Commonwealth Edison Co. 85/11/20. 5pp. 3364 
33642:005. 


DOCKET 50-244 ROBERT EMMET GINNA NUCLEAR PLANT, UNIT 1 

F. Security, medical, emergency & fire protection plans 

8511040323 Forwards Safety Insp Rept 50-244/85-20 on 850925-27.No ** 
noted.Proposed actions to upgrade performance of emergency operations fadi* 
assessment team requested within 30 days. 

MARTIN, T.T. Region 1, Office of Director. 85/10/30. KOBER.R.W, Roches** , 
Electric Corp. 2pp. 33296:061-33296:067. 


8511210009 Responds to NRC 851016 Itr re violations noted in Insp Repts 50-237/85- 
32 & 50-249/85-28.Corrective actions:permanent procedure change for DTS 300-2 & 
DAP 9-3 will be completed by 860228. 

FARRAR.D.L Commonwealth Edison Co, 85/11/15. KEPPLER.J.G. Region 3, Office 
of Director. 3pp. 33547:1 87-33547:189. 

8511220255 Forwards insp Repts 50-010/85-13,50-237/85-30 & 50-249/85 -26 on 
850820-1031 & notice of violation. 

CHRISSOTIMOS.N. Region 3, Office of Director. 85/11/15. REED.C. Commonweatth 
Edison Co. 2pp. 33570:022-33570:033. 


-8511040324 Insp Rept 50-244/85-20 on 850925-27.No violation noted.Mafcjf 
^pectedremergency preparedness & annual emergency exercise perform 

LAZARUS, W.J., HARPSTER.T.L. Region 1, Office of Director, 85/10/M 
33296:063-33296:067. 

8511070345 Forwards Safety Insp Rept 50-244/85-21 on 850901-1 01 9.No viotai 
served. 

COLLINS, S.J. Region 1, Office of Director. 85/11/04. KOBER.R.W. Roches*^ 
Electric Corp. 2pp. 33368:161-33368:170. 



DOCKETED ITEMS 23 


—8511070356 Insp Rept 50-244/85-21 on 850901-1 01 9.No violation identified. Major 
areas inspectedrplant activities during routine power operations, licensee action on pre- 
vious findings.surveiilance testing & offsite review committee. 

GRAMM, R.A. Region 1, Office of Director. 85/11/01. 8pp. 33368:163-33368:170. 

8511200185 Revised emergency plan implementing procedures, including Rev 2 to SC- 
704 re safeguard status form, Rev 2 to sC-703 re plant status rept & Rev 6 to SC-701 
re initial notification status rept.W/851 1 1 5 Itr. 

KOBER.R.W. Rochester Gas & Electric Corp. 85/11/15. MURLEY.T.E. Region 1, 
Office of Director. 92pp. 33528:014-33528:095. 


8511040323 Forwards Safety Insp Rept 50-244/85-20 on 850925-27.No violation 
noted. Proposed actions to upgrade performance of emergency operations facility dose 
assessment team requested within 30 days. 

MARTIN.T.T. Region 1, Office of Director. 85/10/30. KOBER.R.W. Rochester Gas & 
Electric Corp. 2pp. 33296:061-33296:067. 

“8511040324 Insp Rept 50-244/85-20 on 850925-27.No violation noted.Major areas 
mspectediemergency preparedness & annual emergency exercise performed on 

LAZARUS, W.J., HARPSTER.T.L. Region 1, Office of Director. 85/10/22. 5pp. 
33296:063-33296:067. 


P. Operating license stage documents & correspondence 

8511010305 Forwards safety evaluation re 831104 & 850903 responses to Generic Ltr 
83-28, Item 1.1, concerning post-trip review program & procedures.Responses accepta- 
ble. 

ZWOLINSKI.J.A. Operating Reactors Branch 5. 85/10/25. KOBER.R.W. Rochester 
Gas & Electric Corp. 2pp. 33301 :072-33301 :078. 

“8511010309 Safety evaluation supporting licensee 831104 & 850903 responses to Ge- 
neric Ltr 83-28 re post-trip review program description & procedure.Program & proce- 
dures acceptable. 

* NRC - No Detailed Affiliation Given. 85/10/25. 5pp. 33301:074-33301:078. 

8511110402 Summary of 851017 meeting w/util, Franklin Research Ctr & Gilbert Com- 
monwealth in Bethesda,MD re containment vessel tendon surveillance 
program.Meeting agenda, list of attendees & viewgraphs end. 

CLIFFORD, J.W. Operating Reactors Branch 5. 85/11/05. Operating Reactors Branch 
5. 25pp. 33407:290-33407:314. 

8511150031 Forwards notice of consideration of issuance of amend to License DPR-18 
& opportunity for prior hearing re 850227, 0610,26 & 0711 amend requests concern- 
ing storage of consolidated fuel. 

ZWOLINSKI.J.A. Operating Reactors Branch 5. 85/11/08. KOBER.R.W. Rochester 
Gas & Electric Corp. 6pp. 33464:262-33464:271 . 

-8511150038 Notice of - consideration of issuance of amend to License DPR-18 & op- 
portunity for prior hearing re util requests to modify Tech Specs to increase spent fuel 
storage capacity & use crane to move fuel canisters. 

ZWOLINSKI.J.A. Operating Reactors Branch 5. 85/11/08. 4pp. 33464:268-33464:271. 

8511190095 Forwards fee re application to dispose of slightly contaminated oil by burn- 
ing in house heating boiler, per 851022 request. 

KOBER.R.W. Rochester Gas & Electric Corp. 85/11/13. DIGGS, D.M. License Fee 
Management Branch. Ip. 33511:349-33511:349. 

8511190404 Forwards draft SAIC-85/ 1524-7, “Review of Licensee & Applicant Re- 
sponses to NRC Generic Ltr 83-28, Item 1.2, ‘Post- Trip Review:Data & Info Capabili- 
ties’for Robert Emmet Ginna Nuclear Plant, Unit 1," technical evaluation rept. 
ZWOLINSKI.J.A. Operating Reactors Branch 5. 85/11/18. KOBER.R.W Rochester 
Gas & Electric Corp. 2pp. 33515:076-33515:092. 

“8511190408 Draft “Review of Licensee & Applicant Responses to NRC Generic Ltr 
83-28, Item 1.2, ‘Post-Trip Revlew:Data & Info Capabilitles’Tor Robert Emmet Ginna Nu- 
clear Plant, Unit 1,” technical evaluation rept. 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-82-096. SAIC-85/1 524-7 DRFT. 85/11/18. NRC - No Detailed Affiliation Given. 
15pp. 33515:078-33515:092. 

8511260262 Responds to SER re Generic Ltr 83-28, Item 4.3 on reactor trip breaker 
automatic shunt trip.Decreasing reactor trip sys test interval will not provide sys reli- 
ability to justify added risks of spurious plant trips. 

KOBER.R.W. Rochester Gas & Electric Corp. 85/11/19. ZWOLINSKI.J.A. Operating 
Reactors Branch 5. 3pp. 33608:323-33608:330. 

-8511260271 Rev 0 to “Design Analysis Reactor Trip Sys Reliability.'’ 

* Rochester Gas & Electric Corp. EWR 3698 R00. 85/10/18. 5pp. 33608:326- 
33608:330. 

8511260293 Summary of 851016 meeting w/utils & C-E re status on development of 
upper plenum Injection evaluation model & utils 850418 & 19 program plans.P!ans ac- 
ceptable, w/consideration of listed comments.List of attendees end. 

Dl IANNI.D.C. Operating Reactors Branch 3. 85/11/19. Operating Reactors Branch 3. 
8pp. 33645:131-33645:138. 

8511250157 Notification of 851125 meeting w/util In Ontario, NY to discuss proposed 
mgt organization. 

CLIFFORD, J.W. Operating Reactors Branch 5. 85/11/21. ZWOLINSKI.J. A. Operating 
Reactors Branch 5. 5pp. 33592:285-33592:289. 


Q. Inspection reports, IE Bulletins & correspondence 

8511040072 Responds to NRC 850927 ltr re violations noted in Insp Rept 50-244/85- 
08.Corrective actions:containment sump will be filled w/recirculated reactor coolant 
for LOCA greater than 8 inches & Procedures 85-6145 & 85-6238 corrected. 
KOBER.R.W. Rochester Gas & Electric Corp. 85/10/22. MURLEY.T.E. Region 1, 
Office of Director. 8pp. 33296:243-33296:250. 


8510250539 IE Bulletin '85-001, “Steam Binding of Auxiliary Feedwater P, unrips.'’ Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Qo. of New York, Inc. 139pp. 33358:139-33358:277. 


8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering'. Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New ^Ofk, Inc. 136pp. 33358:003- 
33358:138. 


8510250546 IE Info Notice 85-084, ’“Inadequate In’servica Testihg of MSIVs.” Svc list 
end. 

8301 03)! 85/ 1 0/3o!°!y^ 

33357:336. 


8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511070345 Forwards Safety Insp Rept 50-244/85-21 on 850901-1 01 9.No violation ob- 
served. 

COLLINS, S.J. Region 1, Office of Director. 85/11/04. KOBER.R.W. Rochester Gas & 
Electric Corp. 2pp. 33368:161-33368:170. 

—8511070356 Insp Rept 50-244/85-21 on 850901-1 01 9.No violation identified.Major 
areas inspected:plant activities during routine power operationsjicensee action on pre- 
vious findings, surveillance testing & offsite review committee. 

GRAMM, R.A. Region 1, Office of Director. 85/11/01. 8pp. 33368:163-33368:170. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511120080 Forwards Safety Insp Rept 50-244/85-22 on 851 007-11. No violation noted. 
MARTIN, T.T. Region 1, Office of Director. 85/11/05. KOBER.R.W. Rochester Gas & 
Electric Corp. Ip. 33415:235-33415:243. 

“8511120088 Insp Rept 50-244/85-22 on 851007-1 1.No violation or deviation 
noted.Major areas inspectediprogram for QC of analytical measurements & perform- 
ance of radiological analyses on split actual effluent samples. 

STRUCKMEYER.R., WEADOCK.A.A., SHANBAKY.M.M. Region 1, Office of Director. 
85/11/05. 8pp. 33415:236-33415:243. 

8511130179 Lists proposed course of action to complete required seismic analysis & 
documentation of reinforced concrete block walls in control bldg as defined in re- 
sponse to IE Bulletin 80-1 1 . 

KOBER.R.W. Rochester Gas & Electric Corp, 85/11/06. ZWOLINSKI.J.A. Operating 
Reactors Branch 5. 2pp. 33426:361-33426:362. 

8511130441 IE Bulletin 85-003, "Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511210358 Responds to violations noted in Insp Rept 50-244/85-18. Corrective 
actions:autosampler installed at Russell Station on 850923 & procedures modified to 
include calibr frequencies. 

KOBER.R.W. Rochester Gas & Electric Corp. 85/11/15. MARTIN.T.T. Region 1, 
Office of Director. 5pp. 33553:1 18-33553:122. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103), 85/11/19. Consolidated Edison Co, of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19, Consolidated Edison Co, of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Seating Compounds jn Operating Sys." Svc 
list end. 

JORDAN.E.L, Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19, Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 

851 1210314 Monthly operating rept for Aug 1 985.W/850912 ltr. 

MCNAMARAAE,, SNOW.BA Rochester Gas & Electric Corp. 85/08/31. 6pp. 
33578:239-33578:244. 

S. Reportable occurrences, LERs A related correspondence 

851 1040264 LER 85-01 8-00:on 850928, turbine & reactor tripped manually due to elec- 
trohydraulic sys failure.Caused by water entering eJectrohydraulic fluid through tube 
leak in fluid cooler. Tube leak repaired.Fluid placed .W/851 028 ltr. 

SCHULER, T.R., KOBER.R.W. Rochester Gas & Electric Corp. 85/10/28. 4pp. 
33306:208-33306:211. 
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8511110107 PNO-l-85-085:on 851 106, fire protection deluge sys in cable tunnel auto- 
matically actuatedSmoke smelled at scene.Sys isolated after 10 minutes of 
operation .Visual insp of cable tunnel revealed no apparent damage. 

HUDSON.S., COLLINS.S. Region 1, Office of Director. 85/11/06. Ip. 33386:079- 
33386:079. 

8511120025 PNO-l-85-085A:on 851 1 06, licensee secured from unusual event declared 
due to automatic actuation of cable tunnel deluge sys.Caused by faulty printed circuit 
card.Ground on nonvital bus damaged by deluge sys corrected. 

HUDSON.S., COLLINS.S. Region 1. Office of Director. 85/11/07. Ip. 33416:045- 
33416:045. 

8511180301 Followup summary:on 851 106, alarm & deluge of fire sys S-05 received in 
control room.Caused by spurious signal spike on second alarm module.lnvestigation 
on failure mode of fire sys continuing.Cable tunnel dried out 
KOBER.R.W. Rochester Gas & Electric Corp. 85/11/07. Record Services Branch 
(Document Control Desk). 3pp. 33501 :327-33501 :329. 


DOCKET 50-245 MILLSTONE NUCLEAR POWER STATION, UNIT 1 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 

8511010435 Forwards SER (NUREG-1143) re full-term OL application, including consid- 
eration of major plant mods that occurred since Provisional License DPR-21 
issued, major regulations adopted & TMI issues.Notice of availability encl.W/o SER. 
ZWOLINSKUA. Operating Reactors Branch 5. 85/10/25. OPEKA.J.F. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). 2pp. 33301:342-33301:344. 

-8511010445 Notice of availability of SER (NUREG-1143) for full-term OL. 
ZWOLINSKUA. Operating Reactors Branch 5. 85/10/25. Ip. 33301:344-33301:344. 

8511070476 SAFETY EVALUATION REPORT RELATED TO THE FULL-TERM OPER- 
ATING LICENSE FOR MILLSTONE NUCLEAR POWER STATION, UNIT NO. 1. Docket 
No. 50-245.(Northeast Nuclear Energy Company) 

* Division of Licensing (800428-851124). NUREG-1143. 85/10/31. 280pp. 33384:012- 
33384:291. 


F. Security, medical, emergency & fire protection plans 

8511060080 Forwards safety & safeguards insp fees for 841223-850330. 

OPEKA,J.F., MROCZKA.EJ. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 85/10/23. License Fee 
Management Branch. 5pp. 33345:342-33345:346. 

8511040192 Forwards review of Integrated Safety Assessment Program Topic 1.12, 
"Control Room Habitability." 

OPEKA.J.F., SEARS.C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
OPEKA, J.F. Northeast Utilities. 85/10/24. GRIMES, C.l. Systematic Evaluation Pro- 
gram Branch. 6pp. 33294:113-33294:118. 

8511050068 Forwards review of Integrated Safety Assessment Program Topic 1.10, 
"Emergency Response Facilities Instrumentation," per 850517 commitment. 

OPEKA, J.F., FEE.W.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
OPEKA.J.F. Northeast Utilities. 85/10/24. GRIMES.C.I. Systematic Evaluation Pro- 
gram Branch. 4pp. 33318:196-33318:199. 

8511070352 Forwards review of Integrated Safety Assessment Program Topic 1.09, 
"Reg Guide 1.97 Instrumentation,” per 850517 commitment. 

OPEKA.J.F., BISHOP, R.W. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
OPEKA.J.F. Northeast Utilities. 85/10/25. GRIMES.C.I. Systematic Evaluation Pro- 
gram Branch. 31pp. 33368:309-33368:339. 

8511140128 Forwards rev to suitability.training & qualification plan. Rev withheld (ref 
10CFR73,21(b)& 2.790(a)). 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Northeast Utilities. 85/10/28. MURLEY.T.E. Region 1, Office of Director. 2pp. 
33449:076-33449:077. 

8511140136 Forwards rev to safeguards contingency plan.Rev withheld (ref 
10CFR73.21 & 2.790). 

OPEKA.J.F., SEARS, C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
OPEKA.J.F. Northeast Utilities. 85/1 Q/30. MURLEY.T.E. Region 1, Office of Director. 
3pp. 33449:098-33449:100. 

8511270011 Forwards Rev 0 to emergency plan, responses to comments re Draft 3 to 
Rev 0 of emergency plan, list of offsite medical facilities & revised Table 5.1 re station 
emergency organization. 

OPEKA, J.F., BISHOP, R.W. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
OPEKA,J.F. Northeast Utilities. 85/10/31. BUTCHER, E.J. Operating Reactors Branch 
3. ZWOLINSKUA Operating Reactors Branch 5. YOUNGBLOOD.B.J. Licensing 
Branch 1. 2pp. 33625:008-33625:322. 

-8511270012 Rev 0 to Millstone Nuclear Power Station emergency plan. 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 85/11/15. 600pp. 
33625:010-33625:322. 

8511110468 Forwards exemption from 10CFR50,App R, Section III.G.2 requirements re 
separation, fire barrier & suppression requirements where both trains for redundant 
safe shutdown components located In same fire area & safety evaluation. 
ZWOLINSKUA. Operating Reactors Branch 5. 85/11/06. OPEKA,J.F. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). 3pp. 33403:334-33404:005. 

-8511110473 Exemption from 10CFR50,App R, Section III.G, requirement that one train 
of equipment necessary to achieve & maintain safe shutdown be maintained free of 

THC^!PS?)N,H.L Division of Licensing (800428-851124). 85/11/06. Northeast Nucle- 
ar Energy Co. (subs, of Northeast Utilities). 1 3pp. 33403:337-33403:349. 

-8511110474 Safety evaluation supporting util requests for exemption from 
10CFR50,App R,Section III.G requirement that one train of cables & equipment neces- 
sary to achieve & maintain safe shutdown be maintained free of fire damage. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/06. 17pp. 
33403:350-33464:005. 


8511180525 Corporate organization for nuclear incidents (CONI) procedu 
manual, including Rev 33 to table of contents, Rev 19 to CONI 1.02 re CONI & Rev 
to CONI 5.01 re on-call technical support staff logistics.W/851112 Itr. 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA,J, 
Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Utilities. 85/11/1 
84pp. 33496:198-33496:281. 

8511190168 Revised emergency plan implementing procedures, including Rev 3 to EF 
4001 , “Director of Station Emergency Operations" & Rev 3 to EPIP 4002, "Manas 
of Radiological Consequence Assessment." W/851 1 1 1 Itr. 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J 
Northeast Utilities. 85/11/14. 400pp. 33512:001-33512:332. 

8511260210 Rev 0 to emergency plan. 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 85/11/15. 250| 
33607:001-33607:305. 


G. Adjudicatory correspondence 

8511210359 Memorandum & order granting util 850930 request for extension of 8511 
deadline for environ qualification of electrical equipment.Chairman Palladino & C< 
missioner Asselstine disapproved.Served on 851120. 

CHILK.S.J. Office of the Secretary of the Commission. #485 260. 85/11/20. No 
east Nuclear Energy Co. (subs, of Northeast Utilities). 5pp. 33546:028-33546:032. 


I. Financial information 

8511040405 Advises that review of financial info for 1985 completed. Info satisfies 
quirements of 10CFR 140.21 requiring that each licensee maintain approved guarar 
of deferred premiums for operating reactor over 100 MW. 

SALTZMAN.J. Assistant Director for State & Licensee Relations. 85/10; 
O’CONNOR, L A Northeast Utilities. Ip. 33309:321-33309:321. 


J. insurance & indemnity information 

8511200106 Forwards Amend 16 to Indemnity Agreement B-39 & Certificates of Ir 
ance M-103&N-103. 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA 
Northeast Utilitias. 85/11/12. YOUNGBLOOD, B.J. Licensing Branch 1. 2 

33527:189-33527:215. 

8511210186 Forwards executed Certificate M-103 to MAELU Policy 1 & Certificat 
103 to NELIA Policy 1. 

OPEKA, J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA 
Northeast Utilities. 85/11/12. YOUNGBLOOD.B.J. Licensing Branch 1. 2 

33547:200-33547:226. 

8511270231 Forwards Endorsements 106 & 95 to NELIA Policy NF-173 & M/ 
Policy MF-52, respectively. 

GOLDEN, M.P. Marsh & McLennan, Inc. 85/11/21. SALTZMAN.J. Assistant Dir 
for State & Licensee Relations. 3pp. 33627:079-33627:081 . 


P. Operating license stage documents & correspondence 

8511180483 Forwards Amend 106 to License DPR-21 & safety evaluation. Amen 
letes App B in entirety & provides new Tech Spec sections defining limiting cond 
for operation & surveillance requirements for radioactive liquid. 

ZWOLINSK1.JA. Operating Reactors Branch 5. 85/10/01. OPEKA, J.F. Northea? 
clear Energy Co. (subs, of Northeast Utilities). 4pp. 33496:038-33496:091. 

-8511180493 Amend 106 to License DPR-21 .deleting App B in entirety & providinj 
Tech Spec sections to define limiting conditions for operation & surveillance re 
ments for radioactive liquid. 

ZWOLINSKUA Operating Reactors Branch 5. 85/10/01. 45pp. 33491 
33496:085. 

-8511 180498 Safety evaluation supporting Amend 1 06 to License DPR-21 . 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/01. 
33496:086-33496:091. 

-8507250213 "Radiological Effluent Tech Spec Implementation, Millstone Point IN 
Power Station Unit 1, technical evaluation rept. 

SUPOTZ.S. ARVIN/CALSPAN Advanced Technology Center. NRC-03-81-130; 
C5506-98. 85/07/23. NRC - No Detailed Affiliation Given; 31pp. 3349 
33496:120. 

8511120141 Notification of 851116 & 19 meetings w/util & ACRS in Waterford 
review M-1 integrated plant safety assessment rept.lSAP & full-term OL-SER <; 
sion (NUREG-1 1 43).Agenda end. 

SHEA.J.J. Operating Reactors Branch 5. 85/10/05. ZWOLINSKUA Operating 
tors Branch 5. 6pp. 33433:275-33433:280. 

851 1070085 Forwards clarification of 850816 request for amend to License DPR-i 
stituting statement of Section 5.5.B re K eff of spent fuel storage pool to im 
bundle K-infinity values for stored fuel. 

BIRELEY,E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). B1RE 
Northeast Utilities. 85/10/15. SHEA.J. NRC - No Detailed Affiliation Gives 
33366:170-33366:171. ; 

8511050145 Forwards comments on draft rept re probabilistic safety study & 
based evaluations of Integrated Safety Assessment Program topics,per NRC 
request. , ! 

OPEKA, J.F., MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northei 
ties). OPEKA, J.F. Northeast Utilities. 85/10/21. GRIMES,C.I. Systematic Ev 
Program Branch. 26pp. 33330:296-33330:321. ; 

8511040138 Forwards review of Integrated Safety Assessment Program Top 

“Radiation Protection Plans." ! 

OPEKA, J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPI 
Northeast Utilities. 85/10/22. GRIMES.C.I. Systematic Evaluation Program I 
7pp. 33294:252-33294:258. j 
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8511040248 Forwards reviews of Integrated Safety Assessment Program Topic 1.45, 
“Sys Interactions," including discussion of safety objective & evaluation of plant 
design, per 850517 commitment Topic provides status of USI A-17. 

OPEKA.J.F., MR0C2KA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). OPEKA.J.F. Northeast Utilities. 85/10/22. GRIMES, C.l. Systematic Evaluation 
Program Branch. 5pp. 33297:123-33297:127. 


8510290039 IE Info Notice 85-085, "Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 


8511040319 Forwards reviews of Integrated Safety Assessment Program Topics 1.43 re 
water hammer,1.44 re asymmetric blowdown loads on reactor sys & 1.48 re safety 
factor for Penetration X-10A. ^ , kl 

OPEKA.J.F., MR0C2KA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). OPEKA.J.F. Northeast Utilities. 85/10/23. GRIMES, C.l. Systematic Evaluation 
Program Branch. 13pp. 33296:068-33296:080. 


8511050111 Forwards response to NRC 851022 request for suppl to justification for 
continued operation of 1 1 valve motor operators not yet fully environmentally qualified. 
OPEKA.J.F., MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). OPEKA.J.F. Northeast Utilities. 85/10/29. ZWOLINSKI.J.A. Operating Reactors 
Branch 5. 10pp. 33319:011-33319:020. 


8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511180437 Responds to violations noted in Insp Rept 50-245/85-15. Corrective 
action$:written procedures specifying calibr requirements developed, reviewed & ap- 
proved for safety-related feedwater coolant injection sys. 

OPEKA.J.F., SEARS, C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
OPEKA.J.F. Northeast Utilities. 85/11/07. EBNETER.S.D. Region 1, Office of Director. 
3pp. 33495:206-33495:208. 


8511070093 Application for amend to Ucense DPR-21 .modifying wording of Tech Specs 
3.10 & 4.1.D,Table 3.1.1 & Basis 3.1 to allow flexibility in disarming control rods by 
allowing variety of disarming methods. . 1l1 % 

OPEKA.J.F., SEARS, C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
OPEKA.J.F. Northeast Utilities. 85/10/30. ZWOLINSKI.J.A. Operating Reactors 
Branch 5. 3pp. 33366:156-33366:158. ° 

-8511070097 Proposed Tech Specs, modifying wording of Sections 3.10 & 4.1.D,Table 
3.1.1 & Basis 3.1 to allow flexibility in disarming control rods by allowing variety of 
disarming methods. 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 85/10/30. 6pp. 
33366:159-33366:164. 


8511130144 Transcript of Commission 851105 meeting in Washington, DC re discussion 
of exemption requests - environ qualification. Pp 1-92.Supporting documentation end. 
* Commissioners. 85/11/05. 111pp. 33455:048-33455:158. 


8511180697 Advises that response to Generic Ltr 83-28 incomplete. Addl info 
requested.Forwards draft "Review of Licensee & Applicant Responses to NRC Gener- 
ic Ltr 83-28...," technical evaluation rept. . _ 1L1 

ZWOLINSKI.J.A. Operating Reactors Branch 5. 85/11/06. OPEKA.J.F. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). 2pp. 33503:339-33503:358. 

-8511180707 Draft "Review of Licensee & Applicant Responses to NRC Generic Ltr 
83-28, (Required Actions Based on Generic Implications of Salem ATWS Events), Item 
1 . 2 ...," technical evaluation rept 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-82-096. 85/11/06. NRC - No Detailed Affiliation Given. 18pp. 33503:341- 
33503:358. 


8511210411 Forwards revs to ISAP Topic 1.17, "Replacement of Motor- Operated 

Valves” & ISAP Topic 1.21, "Fault Transfers." 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Northeast Utilities. 85/11/08. GRIMES, C.l. Systematic Evaluation Program Branch. 
4pp. 33552:260-33552:263. 

8511220504 Forwards environ assessment & finding of no significant impact re 851011 
request for exemption from requirements of 10CFR50.7 1(e)(3) to extend deadline for 
submittal of updated FSAR. 

ZWOLINSKI.J.A. Operating Reactors Branch 5. 85/11/12. OPEKA.J.F. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). 2pp. 33585:343-33585:349. 


8511150049 Summary of 851028-30 meetings w/utils re plant mods in response to IE 
Bulletin 80-1 1 "Masonry Wall Design." 

AKSTULEWICZ.F. Operating Reactors Branch 5. 85/11/14. Operating Reactors 
Branch 5. 3pp. 33466:237-33466:239. 

8511130441 IE Bulletin 85-003, "Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, "Hazards of Inerting Atmospheres." Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating report* & related correspondence 


—8511220506 Environ assessment & finding of no significant impact supporting exemp- 
tion from 10CFR50.71 (e)(3) re submittal of updated FSAR within 24 months of ltr noti- 
fying licensee that SEP completed. 

CRUTCHFIELD, D. Assistant Director for Safety Assessment 85/11/12. 5pp. 
33585:345-33585:349. 


8511040046 “Annual Environ Operating Rept, Part B,1984." W/850327 ltr. 
COUNSIL.W.G. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
COUNSIL.W.G. Northeast Utilities Service Co. (subs, of Northeast Utilities). 84/12/31. 
MURLEY.T.E. Region 1, Office of Director. 100pp. 33307:129-33307:236. 


8511180455 Provides status of final tie-ins re degraded grid protection for Class IE 
power sys.Redesign & procurement completed in time to support final implementation 
during 1987 refueling outage.Mid-cycle implementation not feasible. 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Northeast Utilities. 85/11/14. ZWOLINSKI.J.A. Operating Reactors Branch 5. 4pp. 
33495:201-33495:204. 

8511220347 Staff requirements memo re 851105 discussion in Washington, DC con- 
cerning Northeast Nuclear Energy Co environ qualification exemption 
requests.Commissioners requested to provide votes on SECY-83-345 by 851107. 
CHILK.S.J. Office of the Secretary of the Commission. 85/11/15. DIRCKS.W.J, Office 
of the Executive Director for Operations. 2pp. 33602:092-33602:093. 


Q. Inspection reports, IE Bulletins & correspondence 


8511060080 Forwards safety & safeguards insp fees for 841223-850330. 

OPEKA.J.F. Northeast Nuclear Energy Co. jsubs. of Northeast Utilities). OPEKA.J.F. 
Connecticut Yankee Atomic Power Co. OPtKA,J.F. Northeast Utilities. 85/10/23. Li- 
cense Fee Management Branch. 5pp. 33345:342-33345:346. 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR.J.M. Director's Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 


8510250543 JE info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks.” Svc list 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 


8510250546 IE Info Notice 85-084, "Inadequate Inservice Testing of MSIVs ” Svc list 
end. ~ . 

JORDAN.E.L. Division of Emergency Preparedness & Engineenng Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 


8511040093 "Millstone Point Site, Radiological Environ Monitoring Program Annual Envi- 
ron Operating Rept, Part B.1984." W/850327 ltr. 

COUNSIL.W.G. Northeast Utilities Service Co. (subs, of Northeast Utilities). 84/12/31. 
MURLEY.T.E. Region 1, Office of Director. 100pp. 33306:216-33306:321. 

8511200262 Monthly operating rept for Aug 1985.W/850912 ltr. 

NEWBURGH, G., ROMBERG, W.D. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). ROMBERG, W.D. Northeast Utilities. 85/08/31. 5pp. 33555:221-33555:225. 


S. Reportable occurrences, LERs & related correspondence 


8511040024 LER 85-01 9-00:on 850928, unidentified drywell leak noted while starting 
from 0% power.Caused by packing leak in LPCI sys discharge shutoff valve 1-LP- 
1 2A.Valve repacked & startup resumed.W/851024 ltr. 

YAPCHANYK.D.J., ROMBERG, W.D. Northeast Nuclear Energy Co. (subs, of North- 
east Utilities). ROMBERG, W.D. Northeast Utilities. 85/10/22. 3pp. 33308:184- 
33308:186. 


8511060160 LER 85-008-00:on 850114,after return to full power, 5% increase in recircu- 
lation flow required to attain same core thermal power.Caused by injection of oxides 
from condensate booster pump into RCS.W/851029 ltr. 

BIGIARELLI.MJ., ROMBERG, W.D. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). ROMBERG, W.D. Northeast Utilities. 85/10/29. 4pp. 33355:355-33355:358. 


8511130272 LER 85-020-00:on 851Q07,reactor scrammed on scram air header low 
pressure. Caused by hard & brittle gasket which interfered w/movement of core 
spring.Preventive maint program for scram pilot valves accelerated. W/851 104 ltr. 
YAPCHANYK.D., ROMBERG, W.D. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). ROMBERG, W.D. Northeast Utilities. 85/11/04. 3pp. 33442:353-33442:355. 


8511180272 LER 85-021 -00:on 851008,automatic actuation of ESF occurred. Caused by 
loss of voltage to trip circuits of process radiation monitors from Reactor Protection 
Sys B bus.Tnp breaker resetW/851105 ltr. 

YAPCHANYK.D.Y., ROMBERG,W.D. Northeast Nuclear Energy Co. (subs, of North- 
east Utilities). ROMBERG, W.D. Northeast Utilities. 85/11/05. 3pp. 33501:143- 
33501:145. 
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8511210517 LER 85-009-01 :on 85081 3, reactor scram occurred.Caused by corrosion 
product release in feedwater sys.Chemistry dept procedures revised. W/851 1 12 Itr. 
QUINN, J.M., ROMBERG, W.D. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). ROMBERG, W.D. Northeast Utilities. 85/11/12. 4pp. 33566:350-33566:353. 

8511180426 PNS-l-85-015:on 851 11 3, handgun found in driver attache case of tractor- 
trailer exiting plant protected area.Handgun not discovered during entry search.Driver 
released under personal recognizance. 

MADDEN, B., KEIMIG.R. Region 1, Office of Director. 85/11/14. Ip. 33495:213- 
33495:213. 

8511260057 LER 85-022-00:on 851 031, during inservice insp.IGSCC identified within 
heat affected zone of 12-inch isolation condenser weld.Cause not stated. Weld 
repaired.W/851118 Itr. 

YAPCHANYK.D., ROMBERG, W.D. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). ROMBERG, W.D. Northeast Utilities. 85/11/18. 3pp. 33641:333-33641:335. 

8511260049 PNO-l-85-088:on 851 121 .normal 345 kV offsite power lost as result of per- 
sonnel error during surveillance of offsite power source breakers. Emergency gas tur- 
bine generator failed to startShutdown capability lost for 5 minutes. 

SUMMERS, R.. MCCABE.E. Region 1, Office of Director. 85/11/22. Ip. 33606:281- 
33606:281. 


T. Hearing transcripts on non-antitrust matters 

8511220249 Transcript of ACRS Subcommittee on Millstone Units 1,2 & 3 851118 
meeting in Waterford, CT.Pp 1-103.Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 85/11/18. 158pp. 33568:065- 
33568:223. 

8511260550 Transcript of ACRS Subcommittee on Millstone Units 1,2 & 3 851119 
meeting in Waterford.CT.Pp 1 04-31 3.Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 85/11/19. 250pp. 33614:173- 
33615:155. 


Y. Dry Cask independent Spent Fuel Storage installations 

8511120093 Summary of 851029-30 meeting w/DOE & BNWL in Seattle, WA re com- 
merical spent fuel mgt program. 

ROBERTS, J.P. Advanced Fuel & Spent Fuel Licensing Branch. 85/11/06. 
ROUSE, LC. Advanced Fuel & Spent Fuel licensing Branch. 2pp. 33433:311- 
33433:312. 


8511190147 Forwards Rev 8 to Emergency Procedure IP-1013, “Recommendation of 
Protective Actions for Offsite Population” & revised pages to App G to emergency 
plan. 

* Consolidated Edison Co. of New York, Inc. 85/11/13. MURLEY.T.E. Region 1, 
Office of Director. 1 p. 3351 1 :320-3351 1 :340. 

-8511190152 Rev 8 to Emergency Procedure IP-1013, “Recommendation of Protective 
Actions for Offsite Population." 

HAYES, A. Consolidated Edison Co. of New York, Inc. 85/11/06. 8pp. 33511:321- 
33511:328. 

-8511190154 Revised pages to App G to emergency plan. 

* Consolidated Edison Co. of New York, Inc. 85/11/06. 12pp. 33511:329-33511:340. 

8511250495 Forwards safety evaluation & notice granting 830713 request for exemption 
from 1 0CFR50,App R requirements re emergency lighting.Exemption re HVAC exhaust 
fans & 850523 Generic Ltr 83-33 response still under review. 

THOMPSON,H.L. Division of Licensing (800428-851124). 85/11/13. OTOOLE.J.D. 
Consolidated Edison Co. of New York, Inc. 4pp. 33619:010-33619:019. 

-8511250496 Exemption granting 830713 request for exemption from 10CFR50,App 
R, Section III J requirements re 8 h battery- powered emergency lighting units in areas 
needed for operation of safe shutdown equipment. 

THOMPSON.H.L. Division of Licensing (800428-851124). 85/11/13. Consolidated 
Edison Co. of New York, Inc. 3pp. 33619:014-33619:016. 

-8511250498 Safety evaluation granting 850713 request for exemption from 
1 0CFR50,App R, Section III.J requirements re 8 h battery- powered emergency lighting 
units in areas needed for operation of safe shutdown equipment 

* Office of Nuclear Reactor Regulation, Director (pre-851125), 85/11/13. 3pp. 
33619:017-33619:019. 

8511190170 Forwards 1985 info booklet, “Planning for Emergencies,” per 
10CFR50.54.Booklet will be placed in Section 8 of emergency plan.One oversize map 
end. 

BASILE.JA Consolidated Edison Co. of New York, Inc. 85/11/14. MURLEY.T.E. 
Region 1, Office of Director. 17pp. 33509:291-33509:310. 

8511220256 Notification of 851204 meeting w/util in Bethesda.MD to discuss status of 
util DCRDR. 

SLOSSON.M.M. Operating Reactors Branch 1. 85/11/15. VARGA, SA Operating Re- 
actors Branch 1 . 2pp. 33603:138-33603:139. 


O. Advisory Committee on Reactor Safeguards reports & correspondence 


DOCKET 50-247 INDIAN POINT STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8511190521 Requests review of end 851012 ltr re comments & recommendations con- 
cerning Indian Point special proceeding & Commission Decision CLI 85-06. 
PALLADINO.N.J. Commissioners. 85/11/06. WARD.D.A. ACRS - Advisory Committee 
on Reactor Safeguards. Ip. 33563:228-33563:231. 


8510080620 Informs that portions of Rev 4 to security force training & qualification 
plan.dtd 85071 7, consistent w/10CFR54(p) & acceptable. Unacceptable portions listed 
in end should be modified & resubmitted within 30 days of Itr receipt. 

MARTIN, T.T. Region 1, Office of Director. 85/09/26. SELMAN.M. Consolidated 
Edison Co. of New York, Inc. 4pp. 32927: 1 06-32927:1 09. 

8511040218 Forwards public version of revs to Books 1 & 2 of emergency implementing 
procedures, incfuding IP-1001 re mobilization of onsite emergency organization & IP- 
1002 re emergency notification & communication. 

SELMAN.M. Consolidated Edison Co. of New York, Inc. 85/10/04. MURLEY.T.E. 
Region 1, Office of Director. 2pp. 33337:167-33337:168. 


P. Operating license stage documents & correspondence 

8511010358 Forwards Amend 99 to License DPR-26 & safety evaluation. Amend re- 
vises Tech Specs to permit one time extension of surveillance interval limits for vari- 
ous sys & components. 

NEIGHBORS, J.D. Operating Reactors Branch 1. 85/09/30. O’TOOLE, J.D. Consolidat- 
ed Edison Co. of New York, Inc. 2pp. 33301:079-33301:088. 

-8511010362 Amend 99 to License DPR-26, modifying Tech Specs to permit one time 
extension of surveillance interval limits for various sys & components. 

VARGA, S.A. Operating Reactors Branch 1. 85/09/30. 4pp. 33301:081-33301:084. 


-8511040224 Public version of revs to Books 1 & 2 of emergency implementing 
procedures, including IP-1001 re mobilization of onsite emergency organization & IP- 
1002 re emergency notification & communication. W/851 030 release memo. 

* Consolidated Edison Co. of New York, Inc. 85/10/01. 146pp. 33337:169-33337:314. 

8511180305 Responds to 850926 Itr re two unacceptable areas of security force train- 
ing & qualification plan.To resolve NRC concerns, util will submit Rev 5 to plan & in- 
clude Task 10. 

SELMAN.M. Consolidated Edison Co. of New York, Inc. 85/10/22. MARTIN, T.T. 
Region 1, Office of Director. Ip. 33493:139-33493:139. 

8511010066 Forwards Safety Insp Rept 50-247/85-24 on 85091 6-20.No violation noted. 
EBNETER.S.D. Region 1, Office of Director. 85/10/28. SELMAN.M. Consolidated 
Edison Co. of New York, Inc. 2pp. 33287:323-33287:338. 

-8511010069 Insp Rept 50-247/85-24 on 85091 6-20.No violation or deviation 
noted-Maior areas inspected:requirements of 10CFR50,App R re fire protection fea- 
tures to ensure ability to achieve & maintain safe shutdown in event of fire. 
KRASOPOULOSA. ANDERSON.C. Region 1, Office of Director. 85/10/16. 14pp. 
33287:325-33287:338. 


8511070401 Page changes to “Maintaining Emergency Preparedness." W/851029 Itr. 
SELMAN.M. consolidated Edison Co. of New York, Inc. 85/10/29. MURLEY.T.E. 
Region 1, Office of Director. 7pp. 33368:270-33368:276. 


8511060026 Forwards comments re NRC regulatory effectiveness review conducted on 
85051 3-17.Comments withheld (ref 10CFR73.21). 

O’TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 85/10/30. VARGA, S.A. Op- 
erating Reactors Branch 1. 2pp. 33320:024-33320:025. 


8511180750 Forwards FR notice of environ assessment & finding of no significant 
impact re 830909,840430 & 850131,0523 & 0726 requests for exemption from 
10CFR50APP R requirements. 

VARGA.SA Operating Reactors Branch 1, 85/10/30. O’TOOLE, J.D. Consolidated 
Edison Co. of New Yom, Inc. 5pp. 33503:145-33503:1 52. 

-8511180755 Notice of environ assessment & finding of no significant impact re util re- 
cjuests for exemption from 10CFR50,App R to relax Tech Specs for emergency light- 

LAINAS.G.C. Assistant Director for Operating Reactors. 85/10/30. 3pp, 33503:150- 
33503:152. 


-8511010366 Safety evaluation supporting Amend 99 to License DPR-26. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/09/30. 4pp. 
33301:085-33301:088. 


8511180351 Forwards Amend 98 to License DPR-26 & safety evaluation. Amend re- 
vises Tech Specs to permit discharge of entire reactor core after continuous interval 
of 131 h following shutdown. 

NEIGHBORS, J.D. Operating Reactors Branch 1. 85/09/30. O’TOOLE, J.D. Consolidat- 
ed Edison Co. of New York, Inc. 2pp. 33503:246-33503:257. 

-8511180361 Amend 98 to License DPR-26, revising Tech Specs to permit discharge of 
entire reactor core after continuous interval of 131 h following shutdown. 

VARGA.S.A. Operating Reactors Branch 1. 85/09/30. 7pp. 33503:248-33503:254. 

-8511180393 Safety evaluation supporting Amend 98 to License DPR-26. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/09/30. 3po. 
33503:255-33503:257. 


8511010303 Forwards SER & EG&G rept accepting util 831104 response to Generic Ltr 
83-28, items 3.1.3 & 3.2.3 re post-maint testing. 

VARGA, S. A. Operating Reactors Branch 1. 85/10/23. O’TOOLE, J.D. Consolidated 
Edison Co. of New York, Inc. 3pp. 33300:188-33300:193. 


-8511010306 SER accepting licensee 831104 response to Generic Ltr 83-28. Items 
3.1 .3 & 3.2.3 re post-maint testing of reactor trip sys. 

* NRC - No Detailed Affiliation Given. 85/10/23. 3pp. 33300:191-33300:193. 

-8510040400 “Conformance to Generic Ltr 83-28, Items 3.1.3 & 3.2.3 for Haddam Ner-tr 
Plant, Indian Point 2 & Yankee Rowe Nuclear Power Station.” K 

VANDERBEEK.R. ,EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. 85/08/31 
NRC - No Detailed Affiliation Given. 1 3pp. 33300:1 94-33300:205. 

8511070292 Forwards Amend 101 to License DPR-26 & safety evaluation. Amend re. 

when ° HR durin « W*" 

SLOSSON.M.M. Operating Reactors Branch 1. 85/10/23. O’TOOLE, J.D. Consolidated 
Edison Co. of New York, Inc. 3pp. 33379:155-33379:249. 


-$511070297 Amend 101 to License DPR-26, revising Tech Specs to incorporate re. 
quirements for redundant DHR capability during all modes of operation & number of 
reactor coolant pumps required to be operating when RCS shut down. 

VARGA, S.A. Operating Reactors Branch 1. 85/10/23. 86pp. 33379:158-33379:243 
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-8511070301 Safety evaluation supporting Amend 101 to License DPR-26. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/23. 6pp. 
33379:244-33379:249. 

8511180873 Forwards Amend 100 to License DPR-26 & safety evaluation. Amend de- 
letes Tech Specs 5.3. A.2 & 5.3. A.4 describing reactor core design for initial core. 
SLOSSON.M.M. Operating Reactors Branch 1. 85/10/23. O’TOOLE, J.D. Consolidated 
Edison Co. of New York, Inc. 3pp. 33503:225-33503:234. 

-8511180678 Amend 100 to License DPR-26, deleting Tech Specs 5.3.A.2 & 5.3.A.4 de- 
scribing reactor core design for initial core. 

VARGA, S. A. Operating Reactors Branch 1. 85/10/17. 5pp. 33503:228-33503:232. 

-8511180685 Safety evaluation supporting Amend 100 to License DPR-26. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/23. 2pp. 
33503:233-33503:234. 

8511180618 Forwards ACRS comments & recommendations re special proceeding & 
Commission Decision CLI-85-06.Review by entire ACRS requested. 

PALLADINO.N.J. Commissioners. 85/11/06. WARD.D.A. ACRS - Advisory Committee 
on Reactor Safeguards. 5pp. 33504:153-33504:168. 

-8511180628 Draft Commission paper recommending issuance of Itr to D Ward re- 
questing review by entire ACRS of recommendation that licensee & NRC develop plan 
to reduce estimated core melt frequency & uncertainties therein. 

DIRCKS.W.J. Office of the Executive Director for Operations. 85/10/25. 3pp. 
33504:164-33504:166. 

-8511180639 Forwards proposed Commission paper responding to chairman request 
for drafted Itr to ACRS re special hearing. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851 125). 85/10/24. 
DIRCKS.W.J. Office of the Executive Director for Operations. 2pp. 33504:167- 
33504:168. 

8511210619 Forwards request for addl info on 850410 application for amend to License 
DPR-26 re FQ limit, accumulator inventory & allowable steam generator tube 
plugging.Response requested within 30 days of receipt of Itr. 

VARGA.S.A. Operating Reactors Branch 1. 85/11/08. O’TOOLE, J.D. Consolidated 
Edison Co. of New York, Inc. 4pp. 33583:305-33583:308. 

8511210552 Forwards 850129 state pollutant discharge elimination sys (SPDES) permit 
application,850219 & 0329 suppls & 850913 itr forwarding SPDES discharge renewal 
permit for septic sys, addressing carbon filter backwash. 

OTOOLE.J.D. Consolidated Edison Co. of New York, Inc. 85/11/14. VARGA, S.A. Op- 
erating Reactors Branch 1. 14pp. 33577:010-33577:029. 

-8511210554 Renewal of SPDES Permit NY-014771 (UPA 3085-0395), issued to Con 

MANNA.R. New York, State of. 85/09/16. 6pp. 33577:024-33577:029. 


Q. Inspection reports, IE Bulletins & correspondence 

8511010066 Forwards Safety Insp Rept 50-247/85-24 on 85091 6-20.No violation noted. 
EBNETER.S.D. Region 1, Office of Director. 85/10/28. SELMAN.M. Consolidated 
Edison Co. of New York, Inc. 2pp. 33287:323-33287:338. 

-8511010069 Insp Rept 50-247/85-24 on 85091 6-20.No violation or deviation 
noted.Major areas inspected:requirements of 10CFR50,App R re fire protection fea- 
tures to ensure ability to achieve & maintain safe shutdown in event of fire. 
KRASOPOULOS.A., ANDERSON, C. Region 1, Office of Director. 85/10/16. 14pp. 
33287:325-33287:338. 

8510250539 IE Bulletin 85-001, "Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks.’' Svc list 
end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138, 

8510250546 IE Info Notice 85-084, "Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. t37pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, "Sys Interaction Event Resulting In Reader Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. ' * 

JORDANJE.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR, J.M. Director's Office, Office of Inspection and Enforcement 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice, 85887, “Hazards of Inerting Atmospheres.” Svc list end. 
JORDANJE.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Into Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. ' ' " / . n *' 


8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:25 2. 

8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 

8511260089 Forwards fee for insps conducted during 840623-850330, per NRC 851108 
request 

O’TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 85/11/20. MILLER, W.O. Li- 
cense Fee Management Branch. Ip. 33606:337-33606:337. 

8511250237 Forwards Insp Rept 50-247/85-25 on 851 001 -31 .No violation noted. 
COLLINS, SJ. Region 1, Office of Director. 85/11/21. SELMAN.M. Consolidated 
Edison Co. of New York, Inc. 2pp. 33595:152-33595:166. 

—8511250243 Insp Rept 50-247/85-25 on 851001-31.No violation noted.Major areas 
inspected:action on previously identified insp findings,operational safety 
verification.maint, surveillance, review of monthly rept & ESF sys walkdown. 
HILLMAN.B.M., LIMROTH.D.F. Region 1, Office of Director. 85/11/18. 9pp. 
33595:154-33595:162. 


R. Periodic operating reports & related correspondence 

8511050007 Forwards "Annual Environ Protection Plan Rept for 1984” & "Annual Radi- 
ological Environ Operating Rept, 1984." 

SELMAN.M. Consolidated Edison Co. of New York, Inc. 85/04/30. MURLEY.T.E 
Region 1, Office of Director. Ip. 33342:045-33342:211. 

-8511050008 "Annual Environ Protection Plan Rept for 1984.” 

* Consolidated Edison Co. of New York, Inc. 84/12/31. 9pp. 33342:046-33342:054. 

-8511050009 "Annual Radiological Environ Operating Rept, 1984.” 

* Consolidated Edison Co. of New York, Inc. 84/12/31. 157pp. 33342:055-33342:211. 

8511260016 Forwards monthly operating rept for Oct 1985 & second revised monthly 
rept for Aug 1985. 

OtOOLE.J.D. Consolidated Edison Co. of New York, inc. 85/11/15. TAYLOR.J.M. Di- 
rector’s Office, Office of Inspection and Enforcement. Ip. 33642:017-33642:024. 

-8511260018 Monthly operating rept for Oct 1985. 

KRIEGER,K. Consolidated Edison Co. of New York, Inc. 85/10/31. 5pp. 33642:018- 
33642:02 2. 

-8511260020 Second revised monthly operating rept for Aug 1985. 

KRIEGER.K. Consolidated Edison Co. of New York, Inc. 85/08/31. 2pp. 33642:023- 
33642:024. 


S. Reportable occurrences, LERs & related correspondence 


8511040443 LER 85-011 -01 :on 850927,hot shutdown completed per Tech Specs due to 
proximity of Hurricane Gloria.W/851025 Itr. 

ELLWANGER.J.R., O’TOOLE, J. Consolidated Edison Co. of New York, Inc. 85/10/25. 
4pp. 33306:066-33306:069. 

8511060151 LER 85-01 2-00:on 850928, reactor trip occurred due to power range high 
flux-low level trip signal.Caused by operator failure to block trip signal although per- 
missive for blocking trip existed.Condition stabilized.W/851028 Itr. 

ELLWANGER.J.R., O’TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 85/10/ 
28. 4pp. 33355:293-33355:296. 

8511070552 Forwards list of current AEOD studies of operational events re reactor & 
nonreactor activities.Each study will be documented as technical review.engineering 
evaluation or case study rept when completed. 

HELTEMES.C.J. AEOD, Director's Office. 85/11/05. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 24pp. 33382:160-33382:183. 


DOCKET 50-249 DRESDEN NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, emergency & fire protection plane 

8511270102 Rev 3 to Emergehcy Plan Implementing Procedure EPIP 300-11, “Post-Ac- 
cident Noble Gas Release Rate Determination.” 

■:% Commonwealth Edison Co. 85/10/10. 9pp. 33626:305-33626:31 3. 

8511270009 Rev 3 to EPIP 400-1, "Technical Support Ctr” adding environs director po- 
sition & describing duties. 

* Commonwealth Edison Co. 85/10/17. 7pp. 33625:323-33625:329. 

8511270044 Rev 7 to Emergency Plan Implementing Procedure EPIP 500-7, “Operation- 
al Checks of Communications Sys.” 

* Commonwealth Edison Co. 85/10/24. 31 pp. 33626:043-33626:073. 

8511190372 Rev 5 to policy statement delineating requirements & procedures re emer- 
gency plan & procedures. 

REEDvC. Commonwealth Edison Co. 85/10/29. Ip. 33511:006-33511:203. 

-851 1 190389 Rev 5 to. “Generating Station Emergency Plan.” 

GOLDEN, J.C. Commonwealth Edfeon Co. 85/10/28. 175pp. 33511:007-33511:203. 
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8511210517 LER 85-009-01 :on 85081 3, reactor scram occurred.Caused by corrosion 
product release in feedwater sys.Chemistry dept procedures revised.W/851 112 Itr. 
QUINN.J.M., ROMBERG.W.D. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). ROMBERG, W.D. Northeast Utilities. 85/11/12. 4pp. 33566:350-33566:353. 

8511180426 PNS-!-85-015:on 851 11 3, handgun found in driver attache case of tractor- 
trailer exiting plant protected area.Handgun not discovered during entry search.Driver 
released under personal recognizance. 

MADDEN, B., KEIMIG.R. Region 1, Office of Director. 85/11/14. Ip. 33495:213- 
33495:213. 

8511260057 LER 85-022-00:on 851031,during inservice insp.IGSCC identified within 
heat affected zone of 12-inch isolation condenser weld.Cause not stated.Weld 
repaired.W/851118 Itr. 

YAPCHANYK.D., ROMBERG.W.D. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). ROMBERG.W.D. Northeast Utilities. 85/11/18. 3pp. 33641:333-33641:335. 

8511260049 PNO-l-85-088:on 851 121, normal 345 kV offsite power lost as result of per- 
sonnel error during surveillance of offsite power source breakers. Emergency gas tur- 
bine generator failed to starLShutdown capability lost for 5 minutes. 

SUMMERS.R., MCCABE, E. Region 1, Office of Director. 85/11/22. Ip. 33606:281- 
33606:281. 


T. Hearing transcripts on non-antitrust matters 

8511220249 Transcript of ACRS Subcommittee on Millstone Units 1,2 & 3 851118 
meeting in Waterford,CT.Pp 1-103.Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 85/11/18. 158pp. 33568:065- 
33568:223. 

8511260550 Transcript of ACRS Subcommittee on Millstone Units 1,2 & 3 851119 
meeting in Waterford, CT.Pp 104-31 3.Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 85/11/19. 250pp. 33614:173- 
33615:155. 


Y. Dry Cask Independent Spent Fuel Storage Installations 

8511120093 Summary of 851029-30 meeting w/DOE & BNWL in Seattle, WA re com- 
mence spent fuel mgt program. 

ROBERTS.J.P. Advanced Fuel & Spent Fuel Licensing Branch. 85/11/06. 
ROUSE.LC. Advanced Fuel & Spent Fuel Licensing Branch. 2pp. 33433:311- 
33433:312. 


8511190147 Forwards Rev 8 to Emergency Procedure IP-1013, “Recommendation of 
Protective Actions for Offsite Population” & revised pages to App G to emergency 
plan. 

* Consolidated Edison Co. of New York, Inc. 85/11/13. MURLEY.T.E. Region 1, 
Office of Director. Ip. 33511:320-33511:340. 

-8511190152 Rev 8 to Emergency Procedure IP-1013, “Recommendation of Protective 
Actions for Offsite Population.” 

HA YES, A. Consolidated Edison Co. of New York, Inc. 85/11/06. 8pp. 33511:321* 
33511:328. 

-8511190154 Revised pages to App G to emergency plan. 

* Consolidated Edison Co. of New York, Inc. 85/11/06. 12pp. 33511:329-33511:340. 

8511250495 Forwards safety evaluation & notice granting 830713 request for exemption 
from 1 0CFR50,App R requirements re emergency lighting.Exemption re HVAC exhaust 
fans & 850523 Generic Ltr 83-33 response still under review. 

THOMPSON.H.L. Division of Licensing (800428-851124). 85/11/13. OTOOLE.J.D. 
Consolidated Edison Co. of New York, Inc. 4pp. 33619:010-33619:019. 

“8511250496 Exemption granting 830713 request for exemption from 10CFR50,App 
R, Section III.J requirements re 8 h battery- powered emergency lighting units in areas 
needed for operation of safe shutdown equipment. 

THOMPSON.H.L Division of Licensing (800428-851124). 85/11/13. Consolidated 
Edison Co. of New York, Inc. 3pp. 33619:014-33619:016. 

“8511250498 Safety evaluation granting 850713 request for exemption from 
1 0CFR50,App R, Section III.J requirements re 8 h battery- powered emergency lighting 
units in areas needed for operation of safe shutdown equipment. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/13. 3pp. 
33619:017-33619:019. 

8511190170 Forwards 1985 info booklet, “Planning for Emergencies," per 
1 0CFR50.54.Booklet will be placed in Section 8 of emergency plan.One oversize map 
end. 

BASILE.J.A. Consolidated Edison Co. of New York, Inc. 85/11/14. MURLEY.T.E. 
Region 1, Office of Director. 17pp. 33509:291-33509:310. 

8511220256 Notification of 851204 meeting w/util in Bethesda,MD to discuss status of 
util DCRDR. 

SLOSSON.M.M. Operating Reactors Branch 1. 85/11/15. VARGA, S.A. Operating Re- 
actors Branch 1. 2pp. 33603:138-33603:139. 


O. Advisory Committee on Reactor Safeguards reports & correspondence 


DOCKET 50-247 INDIAN POINT STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8511190521 Requests review of end 851012 Itr re comments & recommendations con- 
cerning Indian Point special proceeding & Commission Decision CLI 85-06. 
PALLADINO.N.J. Commissioners. 85/11/06. WARD.D.A. ACRS - Advisory Committee 
on Reactor Safeguards. Ip. 33563:228-33563:231. 


8510080620 Informs that portions of Rev 4 to security force training & qualification 
plan,dtd 85071 7,consistent w/lOCFR54(p) & acceptable. Unacceptable portions listed 
in end should be modified & resubmitted within 30 days of Itr receipt. 

MARTIN, T.T. Region 1. Office of Director. 85/09/26. SELMAN.M. Consolidated 
Edison Co. of New York, Inc. 4pp. 32927:106-32927:109. 

8511040218 Forwards public version of revs to Books 1 & 2 of emergency implementing 
procedures,including IP-1001 re mobilization of onsite emergency organization & IP- 
1002 re emergency notification & communication. 

SELMAN.M. Consolidated Edison Co. of New York, Inc. 85/10/04. MURLEY.T.E. 
Region 1, Office of Director. 2pp. 33337:167-33337:168. 


P. Operating license stage documents & correspondence 

8511010358 Forwards Amend 99 to License DPR-26 & safety evaluation. Amend re- 
vises Tech Specs to permit one time extension of surveillance interval limits for vari- 
ous sys & components. 

NEIGHBORS, J.D. Operating Reactors Branch 1. 85/09/30. OTOOLE.J.D. Consolidat- 
ed Edison Co. of New York, Inc. 2pp. 33301:079-33301:088, 

“8511010362 Amend 99 to License DPR-26,modifying Tech Specs to permit one time 
extension of surveillance interval limits for various sys & components. 

VARGA, S. A. Operating Reactors Branch 1. 85/09/30. 4pp. 33301:081-33301:084. 


-8511040224 Public version of revs to Books 1 & 2 of emergency implementing 
procedures.including IP-1001 re mobilization of onsite emergency organization & IP- 
1002 re emergency notification & communication.W/851030 release memo. 

* Consolidated Edison Co. of New York, Inc. 85/10/01. 146pp. 33337:169-33337:314. 

8511180305 Responds to 850926 Itr re two unacceptable areas of security force train- 
ing & qualification plan.To resolve NRC concerns, util will submit Rev 5 to plan & in- 
clude Task 10. 

SELMAN.M. Consolidated Edison Co. of New York, Jnc. 85/10/22. MARTIN, T.T. 
Region 1, Office of Director. Ip. 33493:139-33493:139. 


8511010066 Forwards Safety Insp Rept 50-247/85-24 on 85091 6-20.No violation noted. 
EBNETER.S.D. Region 1, Office of Director. 85/10/28. SELMAN.M. Consolidated 
Edison Co. of New York, Inc. 2pp. 33287:323-33287:338. 


-8511010069 Insp Rept 50-247/85-24 on 85091 6-20.No violation or deviation 
noted.Major areas inspected:requirements of 10CFR50,App R re fire protection fea- 
tures to ensure ability to achieve & maintain safe shutdown in event of fire. 
KRASOPOULOS.A., ANDERSON, C. Region 1, Office of Director. 85/10/16. 14pp. 
33287:325-33287:338. 


8511070401 Page changes to “Maintaining Emergency Preparedness." W/851029 Itr. 
SELMAN,M. Consolidated Edison Co. of New York, Inc. 85/10/29. MURLEY.T.E. 
Region 1, Office of Director. 7pp. 33368:270-33368:276. 


8511050026 Forwards comments re NRC regulatory effectiveness review conducted on 
850513-17.Comments withheld (ref 10CFR73.21). 

OTOOLE.J.D. Consolidated Edison Co. of New York, Inc. 85/10/30. VARGA, S.A. Op- 
erating Reactors Branch t. 2pp. 33320:024-33320:025. 

8511180750 Forwards FR notice of environ assessment & finding of no significant 
impact re 830909,840430 & 850131,0523 & 0726 requests for exemption from 
10CFR50,App R requirements. 

VARGAjSA Operating Reactors Branch 1. 85/10/30. OTOOLE.J.D. Consolidated 
Edison CO. of New York, Inc. 5pp. 33503:145-33503:152. 

-8511180755 Notice of environ assessment & finding of no significant impact re util re- 
guests for exemption from 10CFR50,App R to relax Tech Specs for emergency light- 


LAII 


Assistant Director for Operating Reactors. 85/10/30. 3pp. 33503:150- 

33503:152. 


“8511010366 Safety evaluation supporting Amend 99 to License DPR-26. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/09/30. 4pp. 
33301:085-33301:088. 


8511180351 Forwards Amend 98 to License DPR-26 & safety evaluation. Amend re- 
vises Tech Specs to permit discharge of entire reactor core after continuous interval 
of 131 h following shutdown. 

NEIGHBORS, J.D. Operating Reactors Branch 1. 85/09/30. O’TOOLE, J.D. Consolidat- 
ed Edison Co. of New York, Inc. 2pp. 33503:246-33503:257. 

“8511180361 Amend 98 to License DPR-26, revising Tech Specs to permit discharge of 
entire reactor core after continuous interval of 131 h following shutdown. 

VARGA, S. A. Operating Reactors Branch 1. 85/09/30. 7pp. 33503:248-33503:254. 

-8511180393 Safety evaluation supporting Amend 98 to License DPR-26. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/09/30. 3pp. 
33503:255-33503:257. 


8511010303 Forwards SER & EG&G rept accepting util 831104 response to Generic Ltr 
83-28, Items 3.1.3 & 3.2.3 re post-malnt testing. 

VARGA, S. A. Operating Reactors Branch 1. 85/10/23. O’TOOLE, J.D. Consolidated 
Edison Co. of New York, Inc. 3pp. 33300:188-33300:193. 


“8511010306 SER accepting licensee 831104 response to Generic Ltr 83-28, Item* 
3.1.3 & 3.2.3 re post-maint testing of reactor trip sys. 

* NRC - No Detailed Affiliation Given. 85/10/23. 3pp. 33300:191-33300:193. 


-8510040400 “Conformance to Generic Ltr 83-28, Items 3.1.3 & 3.2.3 for Haddam Neck 
Plant, Indian Point 2 & Yankee Rowe Nuclear Power Station.” 

VANDERBEEK.R..EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. 85/08/31. 
NRC - No Detailed Affiliation Given. 13pp. 33300:1 94-33300:205. 


8511070292 Forwards Amend 101 to License DPR-26 & safety evaluation. Amend re- 
vises Tech Specs to incorporate requirements for DHR capability during operation 
when RCS is shut down & above 350 F. 

SLOSSON.M.M. Operating Reactors Branch 1. 85/10/23. O’TOOLE, J.D, Consolidated 
Edison Co. of New York, Inc. 3pp. 33379:155-33379:249. 


-8511070297 Amend 101 to License DPR-26, revising Tech Specs to Incorporate re- 
quirements for redundant DHR capability during all modes of operation & number of 
reactor coolant pumps required to be operating when RCS shut down. 

VARGA, S.A. Operating Reactors Branch 1. 85/10/23. 86pp. 33379:158-33379:243. 
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-8511070301 Safety evaluation supporting Amend 101 to License DPR-26. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/23. 6pp. 
33379:244-33379:249. 


1511180673 Forwards Amend 100 to License DPR-26 & safety evaluation. Amend de- 
letes Tech Specs 5.3.A.2 & 5.3.A.4 describing reactor core design for initial core. 
SLOSSON.M.M. Operating Reactors Branch 1. 85/10/23. O’TOOLE, J.D. Consolidated 
Edison Co. of New York, Inc. 3pp. 33503:225-33503:234. 


-8511180678 Amend 100 to License DPR-26,deleting Tech Specs 5.3. A.2 & 5.3. A.4 de- 
scribing reactor core design for initial core. „„„ 

VARGA.S.A. Operating Reactors Branch 1. 85/10/17. 5pp. 33503:228-33503:232. 


-8511180685 Safety evaluation su 
* Office of Nuclear Reactor 
33503:233-33503:234. 


pporting Amend 100 to License DPR-26. 

Regulation, Director (pre-851125). 85/10/23. 2pp. 


1511180618 Forwards ACRS comments & recommendations re special proceeding & 
Commission Decision CLI-85-06.Review by entire ACRS requested. 

PALLADINO.N.J. Commissioners. 85/11/06. WARD.D.A. ACRS - Advisory Committee 
on Reactor Safeguards. 5pp. 33504:153-33504:168. 


-8511180628 Draft Commission paper recommending issuance of Hr to D Ward re- 
questing review by entire ACRS of recommendation that licensee & NRC develop plan 
to reduce estimated core melt frequency & uncertainties therein. ^ 

DIRCKS.W.J. Office of the Executive Director for Operations. 85/10/25. 3pp. 
33504:164-33504:166. 


-8511180639 Forwards proposed Commission paper responding to chairman request 
for drafted Itr to ACRS re special hearing. , _ 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851 125). 85/10/24. 
DIRCKS.W.J. Office of the Executive Director for Operations. 2pp. 33504:167- 
33504:168. 


1511210619 Forwards request for addl info on 850410 application for amend to License 
DPR-26 re FQ limitaccumulator inventory & allowable steam generator tube 
plugging.Response requested within 30 days of receipt of Itr. _ . ^ , 

VARGA.S.A. Operating Reactors Branch 1. 85/11/08. O’TOOLE, J.D. Consolidated 
Edison Co. of New York, Inc. 4pp. 33583:305-33583:308. 

1511210552 Forwards 850129 state pollutant discharge elimination sys (SPDES) permit 
application, 85021 9 & 0329 suppls & 850913 Itr forwarding SPDES discharge renewal 
permit for septic sys, addressing carbon filter backwash. 

OTOOLE.J.D. Consolidated Edison Co. of New York, Inc. 85/11/14. VARGA.S.A. Op- 
erating Reactors Branch 1. 14pp. 33577:010-33577:029. 


-8511210554 Renewal of SPDES Permit NY-014771 (UPA 3085-0395),issued to Con 
Ed. 

MANNA, R. New York, State of. 85/09/16. 6pp. 33577:024-33577:029. 


3. Inspection reports, IE Bulletins & correspondence 

1511010066 Forwards Safety Insp Rept 50-247/85-24 on 85091 6-20.No violation noted. 
EBNETER.S.D. Region 1, Office of Director. 85/10/28. SELMAN.M. Consolidated 
Edison Co. of New York, Inc. 2pp. 33287:323-33287:338. 

-8511010069 Insp Rept 50-247/85-24 on 850916-20.No violation or deviation 
noted.Major areas inspected:requirements of 10CFR50,App R re fire protection fea- 
tures to ensure ability to achieve & maintain safe shutdown in event of fire. 
KRASOPOULOS.A., ANDERSON, C. Region 1, Office of Director. 85/10/16. 14pp. 
33287:325-33287:338. 

1510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement 85/10/29. Con- 
solidated Edison Co. of New York. Inc. 139pp. 33358:139-33358:277. 

1510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svc list 
6nc | 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

1510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 


1510290039 IE Info Notice 85-085, "Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.’ Svc 
list end 

JORDAN, E.L Division of Emergency Preparedness & Enginwring Response (Post 
830103). 85/10/31. Consolidated Edison Co, of New York, Inc. 135pp. 33357:063- 
33357:199. 

1511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. _ 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

1511130441 IE Bulletin 85-003, "Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR, J.M. Director's Office, Office of inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

S51 1150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN JELL Division of Emergency Preparedness £ Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

9511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training.” SVc list end. a m . 

JORDAN, EL Division of Emergency Preparedness & Engineenng Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 


8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York. Inc. 135pp. 33713:001- 
33713:122. 

8511260089 Forwards fee for insps conducted during 840623-850330,per NRC 851108 

OTOOLE.J.D. Consolidated Edison Co. of New York, Inc. 85/11/20. MILLER, W.O. Li- 
cense Fee Management Branch. 1 p. 33606:337-33606:337. 

8511250237 Forwards Insp Rept 50-247/85-25 on 851 001 -31. No violation noted. 
COLLINS, S.J. Region 1, Office of Director. 85/11/21. SELMAN.M. Consolidated 
Edison Co. of New York, Inc. 2pp. 33595:152-33595:166. 

—8511250243 Insp Rept 50-247/85-25 on 851001 -31. No violation noted.Major areas 
inspected:action on previously identified insp findings, operational safety 

verification, maint, surveillance, review of monthly rept & ESF sys walkdown. 

HILLMAN, B.M., LIMROTH.D.F. Region 1, Office of Director. 85/11/18. 9pp. 
33595:154-33595:162. 


R. Periodic operating reports & related correspondence 


8511050007 Forwards “Annual Environ Protection Plan Rept for 1984” & “Annual Radi- 
ological Environ Operating Rept,1984.” 

SELMAN.M. Consolidated Edison Co. of New York, Inc. 85/04/30. MURLEY.T.E. 
Region 1, Office of Director. Ip. 33342:045-33342:211. 

-8511050008 “Annual Environ Protection Plan Rept for 1984.” 

* Consolidated Edison Co. of New York, Inc. 84/12/31. 9pp. 33342:046-33342:054. 


-8511050009 “Annual Radiological Environ Operating Rept,1984." 

* Consolidated Edison Co. of New York, Inc. 84/12/31. 157pp. 33342:055-33342:211. 

8511260016 Forwards monthly operating rept for Oct 1985 & second revised monthly 
rept for Aug 1985. 

OTOOLE.J.D. Consolidated Edison Co. of New York, Inc. 85/11/15. TAYLOR.J.M. Di- 
rector’s Office, Office of Inspection and Enforcement. Ip. 33642:017-33642:024. 


-8511260018 Monthly operating 
KRIEGER.K. Consolidated Edi 


rept for Oct 1985. 

son Co. of New York, Inc. 85/10/31. 5pp. 33642:018- 


33642:022. 


-8511260020 Second revised monthly operating rept for Aug 1985. 

KRIEGER.K. Consolidated Edison Co. of New York, Inc. 85/08/31. 2pp. 33642:023- 
33642:024. 


S. Reportable occurrences, LERs & related correspondence 

8511040443 LER 85-011-01:on 850927, hot shutdown completed per Tech Specs due to 
proximity of Hurricane Gloria.W/851025 Itr. 

ELLWANGER.J.R., O’TOOLE, J. Consolidated Edison Co. of New York, Inc. 85/10/25. 
4pp. 33306:066-33306:069. 

8511060151 LER 85-012-00:on 850928, reactor trip occurred due to power range high 
flux-low level trip signal.Caused by operator failure to block trip signal although per- 
missive for blocking trip existed.Condition stabilized.W/851028 Itr. 

ELLWANGER.J.R., O’TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 85/10/ 
28. 4pp. 33355:293-33355:296. 

8511070552 Forwards list of current AEOD studies of operational events re reactor & 
nonreactor activities.Each study will be documented as technical review.englneering 

evaluation or case study rept when completed. , 

HELTEMES.C.J. AEOD, Director’s Office. 85/11/05. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 24pp. 33382:160-33382:183. 
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F. Security, medical, emergency & fire protection plans 

8511270102 Rev 3 to Emergency Plan Implementing Procedure EPIP 300-11, “Post-Ac- 
cident Noble Gas Release Rate Determination.” 

* Commonwealth Edison Co. 85/10/10. 9pp, 33626:305-33626:313. 

8511270009 Rev 3 to EPIP 400-1, “Technical Support Ctr” adding environs director po- 

*^mmon wealth S Edison Co. 85/10/17. 7pp. 33625:323-33625:329. 

8511270044 Rev 7 to Emergency Plan Implementing Procedure EPIP 500-7, "Operation- 
al Checks of Communications Sys.” >■ 

* Commonwealth Edison Co. 85/10/24. 31pp. 33626:043-33626:073. 

8511190372 Rev 5 to policy statement delineating requirements & procedures re emer- 
^^.S^mmonweahh' Edison Co. 85/10/29. Ip. 33511:006-33511:203. 

-851119 


0389 Rev 5 to "Generating Station Emergency Plan.” 

% J,C. Commonwealth Edison Co. 85/10/28. 175pp. 33511:007-33511*203. 
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8511050234 Forwards “Final Summary Rept of Human Factors Review for Dresden Sta- 
tion Emergency Response Facilities," per Suppl 1 to NUREG-0737, Items V.a.2.a & 7 
V.c.I.a commitments. 

MASSIN.H.L Commonwealth Edison Co. 85/10/30. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). Ip. 33325:008-33325:125. 


-8511050275 Errata & Addenda Sheet 14, replacing Pages v/vi, 3-2, 4-3,4-10, 4-15 & 4- 
16 to, "LOCA Analysis Rept for Dresden Units 2,3 & Quad Cities 1,2 Nuclear Power 
Stations." „„„„„ 

* General Electric Co. NEDO-24146A ERR 14. 85/08/31. 11pp. 33333:084- 
33333:093. 


-8511050238 "Comm Ed Final Summary Rept of Human Factors Review for Dresden 
Station Emergency Response Facilities,” in response to Suppl 1 to NUREG-0737. 

* Commonwealth Edison Co. * Advanced Resource Development Corp. ARD-4617C. 
85/1 0/25. 1 1 4pp. 33325:009-33325:1 25. 

8511270073 Revised emergency operating procedures, including Rev 0 to DEOP 010 re 
general precautions, Rev 0 to DEOP 100 re reactor control, Rev 0 to DEOP 200 re pri- 
mary containment control & Rev 0 to DEOP 300 re secondary containment/reiease 
control. 

* Commonwealth Edison Co. 85/10/30. 150pp. 33626:114-33626:300. 

8511070260 Forwards Rev 19 to security plan re current gate identification sys.Rev 
withheld (ref 10CFR73.21). 

FARRAR.D.L Commonwealth Edison Co. 85/10/31. KEPPLER.J. Region 3, Office of 
Director. 1 p. 33359:31 5-33359:31 5. 

8511130195 Forwards evaluation of need for addl Reg Guide 1.97 info at Dresden & 
Quad Cities emergency response facilities. Info inadvertently omitted from 851030 
ItrAddl variables not recommended for Dresden. 

WOJNAROWSKI.J. Commonwealth Edison Co. 85/11/04. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (pre-851125). 12pp. 33434:142-33434:153. 

8511270035 Rev 4 to Emergency Plan Implementing Procedure EPIP 100-1, “Supervi- 
sion of Emergencies.Drills & Exercises." W/revised procedure index. 

* Commonwealth Edison Co. 85/11/05. 7pp. 33626:090-33626:096. 


8511060028 Forwards draft “Review of Licensee & Applicant Responses to NRC Ge- 
neric Ltr 83-28 (Required Actions Based on Implications of Salem ATWS Events), Item 
1.2...," technical evaluation rept.Addl info required. _ 

ZWOLINSKI.J.A. Operating Reactors Branch 5. 85/11/04. FARRAR.D.L Common- 
wealth Edison Co. 3pp. 33346:001-33346:018. 

-8511060030 Draft “Review of Licensee & Applicant Responses to NRC Generic Ltr 
83-28 (Required Actions Based on Implications of Salem ATWS Events), Item 1.2, 
’Post-Trip Review:Data & Info Capabilities...,”’ technical evaluation rept. 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRu- 
03-82-096. SAIC/1 524-5 DRFT. 85/11/04. NRC - No Detailed Affiliation Given. 15pp. 
33346:004-33346:018. 

8511220126 Responds to 851023 request for extension of time to submit DOE/NRC 
Forms 742 & 742c for 6-month reporting period ending 850930.Approval granted to 
extend submittal date from 851030 to 851 1 15. , _ 

BROWN, W.B. Material Licensing & International Activities Branch. 85/11/08. 
WEIN.E.T. Commonwealth Edison Co. Ip. 33603:255-33603:255. 

-8511220163 Informs of licensee 851023 request to extend submittal date for DOE/ 
NRC Forms 742 & 742c from 851030 to 851115 due to problems w/Nuclear Data 
Bank Computer Sys.Approval recommended. 

JACKSON, R.L Division of Safeguards. 85/11/08. BROWN, W.B. Material Licensing & 
International Activities Branch. Ip. 33603:256-33603:256. 


8511150022 Advises that 851031 Rev 19 to security plan & security personnel training 
& qualification plan consistent w/ provisions of 1 0CFR50.54(p) & acceptable. 
AXELSON.W.L Region 3, Office of Director. 85/11/06. FARRAR.D.L Commonwealth 
Edison Co. 2pp. 33465:351-33465:352. 

8511190068 Forwards Safety Insp Repts 50-237/85-33 & 50-249/85-29 on 850930- 
1021 .Violations noted under review for potential escalated enforcement action. 
PAPERIELLO.C.J. Region 3, Office of Director. 85/11/14. REED.C. Commonwealth 
Edison Co. 2pp. 33516:250-33516:268. 

-8511190084 Insp Repts 50-237/85-33 & 50-249/85-29 on 850930-1021. Violation 
notedrfailure to adhere to program staffing requirements & failure to install automatic 
fire detection sys in reactor bldg refueling floor area. 

HOLMES, J. Region 3, Office of Director. 85/11/13. 17pp. 33516:252-33516:268. 

8511190001 Confirms plans, per 851101 discussion, for 851109 enforcement conference 
in Glen EIIyn.IL to discuss failure to implement certain fire protection license condi- 
tions at facilities. 

NORELIUS.C.E. Region 3, Office of Director. 85/11/15. REED.C. Commonwealth 
Edison Co. Ip. 33515:356-33515:356. 

8511190362 Submits updated schedule for implementation of A modei.Delay encoun- 
tered in revising A model sys at Dresden.Quad Cities, LaSalle County & Zion facilities 
due to changeover from release rates to dose projections in software design. 
ALEXANDERS. Commonwealth Edison Co. 85/11/15. DENTON.H.R. Office of Nucle- 
ar Reactor Regulation, Director (pre-851125). 2pp. 33511:242-33511:243. 

8511220255 Forwards Insp Repts 50-010/85-13,50-237/85-30 & 50-249/85-26 on 
850820-1031 & notice of violation. 

CHRISSOTIMOS.N. Region 3, Office of Director. 85/11/15. REED.C. Commonwealth 
Edison Co. 2pp. 33570:022-33570:033. 

-8511220276 Insp Repts 50-010/85-13,50-237/85-30 & 50-249/85-26 on 850820- 
1031. Violation noted:Unit 3 Tech Specs not properly updated to delete incomplete ref 
section 

WRIGHT, G.C. Region 3, Office of Director. 85/11/15. 9pp. 33570:025-33570:033. 


1. Financial information 

8511220452 Requests evaluation of effects of util cost curtailment program to assure 
that program does not contain elements which could affect safe operation or util com- 
mitments to NRC.Evaluation results requested by 851129. 

DIRCKS.W.J. Office of the Executive Director for Operations. 85/11/14. 
O’CONNOR, J.J. Commonwealth Edison Co. 2pp. 33601:028-33601:029. 


J. Insurance & indemnity information 

8511060127 Forwards executed Amend 5 to Indemnity Agreement B-84,Amend 4 to In- 
demnity Agreement B-97 & Amend 23 to Indemnity Agreement B-10. 

OSTER.J. Commonwealth Edison Co. 85/10/29. SALTZMAN.J. Assistant Director for 
State & Licensee Relations. 4pp. 33345:356-33345:359. 


P. Operating license stage documents & correspondence 


8511260124 Advises of review of proposed Tech Spec amend re leak detection 
requirements, inservice insp program & correction for typos.No adverse findings deter- 
mined. 

PARKER, M.C. Illinois, State of. 85/11/13. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). Ip. 33608:361-33608:361. 


Q. Inspection reports, IE Bulletins & correspondence 

8511140172 Responds to NRC 850508 ltr re violations noted in Insp Repts 50-237 /85- 
OS & 50-249/85-07.Corrective actions:QC personnel reinstructed re problems noted 
by Item a-c & tailgate matl prepared for use during 850624 station tailgate sessions. 
FARRAR.D.L. Commonwealth Edison Co. 85/06/20. KEPPLER.J.G. Region 3, Office 
of Director. 3pp. 33449:121-33449:123. 

8510250539 IE Bulletin 85-001, "Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8511050219 Application for amends to Licenses DPR-19 & DPR-25,changing Tech 
Specs re implementation of Generic Ltr 84-11 coolant leak detection requirements & 
rev to time requirement for conducting inservice insp.Fee paid. 

WOJNAROWSKI.J. Commonwealth Edison Co. 85/10/29. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (pre-851125). 4pp. 33330:190-33330:210. 

-8511050224 Proposed Tech Specs implementing Generic Ltr 84-11 coolant leak de- 
tection requirements.revising time requirement for conducting inservice insp & correct- 

* n ?)ommonwealth Edison Co. 85/1 0/29. 1 7pp. 33330:1 92-33330:21 0. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN ,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357 : 063 - 
33357:199. 

8511010020 IE Info Notice 85-086, "Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385*196 
33385:335. 


8511050219 Application for amends to Licenses DPR-19 & DPR-25, changing Tech 
Specs re implementation of Generic Ltr 84-1 1 coolant leak detection requirements & 
rev to time requirement for conducting inservice insp.Fee paid. 

WOJNAROWSKI.J. Commonwealth Edison Co. 85/1 0/29. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (pre-851125). 4pp. 33330:190-33330:210. 


8511140111 Forwards Safety Insp Rept 50-249/85-25 on 850819-21 & 1015-18.No vio- 
lations noted. 

HARRISON, J.J. Region 3, Office of Director. 85/11/06. REED.C. CommonweahK 
Edison Co. 2pp. 33449:064-33449:075. 


-8511050224 Proposed Tech Specs implementing Generic Ltr 84-11 coolant leak de- 
tection requirements,revising time requirement for conducting inservice insp & correct- 

* n ?^mmonwealth Edison Co. 85/10/29. 17pp. 33330:192-33330:210. 

8511050265 Application for amend to License DPR-29, modifying MAPLHGR limit curves 
for various fuel types.New MAPLHGR limits based on encl Errata & Addenda 14 to 
NEDO-24146A, “LOCA Analysis Rept for Dresden Units 2 & 3 & Quad Cities...." Fee 

G/OJNAROWSK1.J. Commonwealth Edison Co. 85/10/29. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (pre-851125). 2pp. 33333:073-33333:093. 


-8511140119 insp Rept 50-249/85-25 on 850819-21 & 1015-18.No violations* 
noted. Major areas inspected:inservice insp of piping sys & replacement of tGSCC sti*T 
ceptible piping. 

KEY.W.J., DANIELSON, D.H. Region 3, Office of Director. 85/11/05. 10pp. 33449 : 066 - 


8511260124 Advises of review of proposed Tech Spec amend re leak detection 
requirements, inservice insp program & correction for typos.No adverse findings deter 
mined. 


PARKER.M.C. Illinois, State of. 85/11/13. DENTON.H.R. Office of Nuclear Reacts 
Regulation, Director (pre-851 1 25). 1 p. 33608:361 -33608:361 . or 
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8511190068 Forwards Safety Insp Repts 50-237/85-33 & 50-249/85-29 on 850930- 
1021. Violations noted under review for potential escalated enforcement action. 
PAPERIELLO.C.J. Region 3, Office of Director. 85/11/14. REED.C. Commonwealth 
Edison Co. 2pp. 33516:250-33516:268. 

-8511190084 Insp Repts 50-237/85-33 & 50-249/85-29 on 850930-1021. Violation 
noted:failure to adhere to program staffing requirements & failure to install automatic 
fire detection sys in reactor bldg refueling floor area. 

HOLMES, J., RAMSEY, C., GULDEMOND.W.G. Region 3, Office of Director. 85/11/13. 
17pp. 33516:252-33516:268. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511210009 Responds to NRC 851016 Itr re violations noted in Insp Repts 50-237/85- 
32 & 50-249/85-28.Corrective actions:permanent procedure change for DTS 300-2 & 
DAP 9-3 will be completed by 860228. 

FARRAR, D.L. Commonwealth Edison Co. 85/11/15. KEPPLER.J.G. Region 3, Office 
of Director. 3pp. 33547:1 87-33547:1 89. 

8511220255 Forwards Insp Repts 50-010/85-13,50-237/85-30 & 50-249/85-26 on 
850820-1031 &. notice of violation. 

CHRISSOTIMOS.N. Region 3, Office of Director. 85/11/15. REED.C. Commonwealth 
Edison Co. 2pp. 33570:022-33570:033. 

-8511220262 Notice of violation from insp on 850820-1031. 

CHRISSOTIMOS.N. Region 3, Office of Director. 85/11/15. Ip. 33570:024-33570:024. 

-8511220276 Insp Repts 50-010/85-13,50-237/85-30 & 50-249/85-26 on 850820- 
1031 .Violation noted:unit 3 Tech Specs not properly updated to delete incomplete ref 
section. 

WRIGHT, G.C. Region 3, Office of Director. 85/11/15. 9pp. 33570:025-33570:033. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, "Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 

8511210324 Monthly operating repts for Oct 1985.W/851101 Itr. 

MAXWELL, D.C., SCOTT, D.I Commonwealth Edison Co. 85/10/31. 24pp. 33578:139- 
33578:162. 


S. Reportable occurrences, LERs & related correspondence 

8511060282 Summary of Operating Reactors Events Meeting 85-19 on 851007 w/ofc 
directors.div directors & representatives on events which occurred since last meeting 
on 851007. 

CRUTCHFIELD, D. Assistant Director for Safety Assessment. 85/10/21. 
THOMPSON.H.L. Division of Licensing (800428-851124). 24pp. 33371:015-33371:038. 

8511210571 LER 85-023-00:on 851 01 7, reactor tripped on reactor vessel low water level 
scram.Caused by reactor operator error. Procedure describing operation & balance of 
feedwater controllers written. W/851 114 Itr. 

MCCABE.B., SCOTT, DJ. Commonwealth Edison Co. 85/11/14. 3pp. 33576:359- 
33576:361. 
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F. Security, medical, emergency & fire protection plans 

8511120130 Forwards amended Section 2.1 .Page 2-1 of Rev 2 to safeguards contin- 
gency plan.Section withheld (ref 10CFR73.21). 

WILLIAMS, J.W. Florida Power & Light Co. 85/10/28. GRACE, J.N. Region 2, Office of 
Director. Ip. 33413:287-33413:287. 

8511010538 Responds to 850108 Itr transmitting Rev 9 to physical security plan.Region 
II 850131 position supported. 

VARGA, S.A. Operating Reactors Branch 1. 85/10/30. WILLIAMS, J.W. Florida Power 
& Light Co. 3pp. 33302:063-33302:065. 

8511040459 Requests submittal of application fee for 850828 request for schedular ex- 
tension for implementation of alternate safe shutdown capability. 

DIGGS, R.M. License Fee Management Branch. 85/10/30. WILLIAMS, J.W. Florida 
Power & Light Co. Ip. 33309:347-33309:347. 


3511140295 Advises that portions of 850830 Rev 10 to physical security plan consistent 
w/provisions of 10CFR50.54(p) & acceptable. Plan should be modified to accommo- 
date end comments & corrected pages resubmitted.W/o comments. 

WALKER, R.D. Region 2, Office of Director. 85/10/31. WILLIAMS.J.W. Florida Power 
& Light Co. 3pp. 33457:147-33457:149. 

8511120115 Forwards application fee for NRC review of 850828 Itr re implementation of 
alternate safe shutdown capability. 

WILLIAMS.J.W. Florida Power & Light Co. 85/11/06. DIGGS.R.M. License Fee Man- 
agement Branch. Ip. 33415:304-33415:304. 

3511190003 Advises that 851028 rev to physical security plan consistent w/provisions 
of 1 0CFR50.54(p) & acceptable. 

WALKER, R.D. Region 2, Office of Director. 85/11/12. WILLIAMS.J.W. Florida Power 
& Light Co. 3pp. 3351 5:357-3351 5:359. 

8511260245 Forwards Insp Repts 50-250/85-35 & 50-251/85-35 on 851021-25.No vio- 
lations or deviations noted. 

BROWNLEE, V.L. Region 2, Office of Director. 85/11/15. WILLIAMS.J.W. Florida 
Power & Light Co. 2pp. 33641:049-33641:051. 

-8511260254 Safeguards Insp Repts 50-250/85-35 & 50-251/85-35 on 851021-25.No 
violations or deviations noted. Major areas inspected:plan/ 

procedures.organization, records, maint & barriers.Details withheld (ref 10CFR2.790 & 
73.21). 

TOBIN, W., MCGUIRE.D.R. Region 2, Office of Director. 85/11/15. Ip. 33641:051- 
33641:051. 


G. Adjudicatory correspondence 


8511140022 Response opposing licensee 850920 motion & NRC 851015 supporting 
motion for summary disposition of Contention (d). DNBR limit of 1.17 does not com- 
pensate for uncertainties re fuel rod bowing, mixed core & WRB-1 application. 
HODDER.M.H. Center for Nuclear Responsibility. HODDER.M.H. Lorion, J. 
HODDER.M.H. Hodder, M.H. #485 123. 85/11/07. Atomic Safety and Licensing 
Board Panel. 7pp. 33449:203-33449:227. 

-8511140024 Affidavit of G Edwards re intervenor Contention (d).DNBR of 1.17 for opti- 
mized fuel assembly fuel in transitional mixed core unwarranted unless detailed stud- 
ies done.Adoption of lower DNBR value would allow operation at hotter temp. 
EDWARDS, G. Center for Nuclear Responsibility. 85/11/06. 6pp. 33449:210- 
33449:215. 


-8511140026 Affidavit of J Lorion re Contention (d).Change in DNBR limit from 1.3 to 
1.17 reduces margin of safety.Board should conduct hearing previously ordered to in- 
vestigate margin of safety. 

LORION, J. Center for Nuclear Responsibility. LORION, J. Lorion, J. 85/11/06. 6pp. 
33449:216-33449:221. 


-8511140028 Statement of matl facts as to which there is genuine issue re Contention 
(d).DNBR of 1.17 does not compensate for fuel rod bow.rnixed fuel core & fuel array 
uncertainties as outlined in NRC SER.W/Certificate of Svc. 

HODDER.M.H. Center for Nuclear Responsibility. HODDER.M.H. Lorion, J. 
HODDER.M.H. Hodder, M.H. 85/11/07. Atomic Safety and Licensing Board Panel. 
6pp. 33449:222-33449:227. 

8511130277 Order denying licensee second motion for summary disposition of Conten- 
tion (d). Served on 851112. 

LAZO, R.M. Atomic Safety and Licensing Board Panel. #485 131. 85/11/08. Florida 
Power & Light Co. Ip. 33426:048-33426:048. 

8511210348 Memorandum setting forth reasons for ruling denying util 850920 motion for 
summary disposition of Joint Intervenors Contention (d) & identifying concerns to be 
addressed during evidentiary hearing.Served on 851119. 

LAZO, R.M. Atomic Safety and Licensing Board Panel. #485 245. 85/11/18. 6pp. 
33553:325-33553:330. 


8511210395 Informs that util 850201 request for NRC approval of spent fuel storage 
rack analysis withdrawn per 851113 Itr. Intervenors referenced request as basis for 
Contention 5 in spent fuel expansion proceeding.Related correspondence. 

FRANTZ, S.P. Newman & Hoitzinger. FRANTZ.S.P. Florida Power & Light Co. #485 
229. 85/11/18. LAZO.R.M., LUEBKE.E.A., COLE,R.F. Atomic Safety and Licensing 
Board Panel. 8pp. 33552:250-33552:257. 

8511270100 Motion for extension of time until 851127 to file response to licensee 
interrogatories.Certificate of Svc encI.Related correspondence. 

LORION, J. Center for Nuclear Responsibility. LORION, J. Lorion, J. #485 307. 85/11/ 
18. Atomic Safety and Licensing Board Panel. 4pp. 33624:358-33624:361. 

8511250175 Response to intervenor 851118 motion for extension of time to file re- 
sponse to licensee interrogatories re increased fuel enrichmenLExtension not 
objectionable.Certificate of Svc encI.Related correspondence. 

FRANTZ.S.P. Florida Power & Light Co. FRANTZ.S.P. Newman & Hoitzinger. #485 
277. 85/11/22. Atomic Safety ana Licensing Board Panel. 4pp. 33591:158-33591:161. 

8511250236 Response supporting intervenor 851118 motion for extension of time to file 
response to licensee interrogatories. Adoption of 851015 proposed schedule 
urged. W/Certificate of Svc. Related correspondence. 

FRANTZ, S.P. Florida Power & Light Co. FRANTZ, S.P. Newman & Hoitzinger. #485 
276. 85/11/22. Atomic Safety ana Licensing Board Panel. 4pp. 33595:148-33595:151. 

8511270109 Order granting extension of time until 851127 for intervenors to file re- 
sponse to licensee 851028 interrogatories.Served on 851125. 

LAZO.R.M. Atomic Safety and Licensing Board Panel. #485 318. 85/11/25. Center 
for Nuclear Responsibility. LORIAN.J. Lorion, J. Ip. 33626:315-33626:315. 

8511270112 Order extending time until 851127 for Intervenors to respond to licensee 
interrogatories, dtd 851028.Served on 851125. 

LAZO.R.M. Atomic Safety and Licensing Board Panel. #485 317. 85/11/25. Center 
for Nuclear Responsibility. LORIAN.J. Lorion, J. Ip. 33626:314-33626:314, 
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H. General correspondence 

8511270114 Requests future correspondence re fee invoicing for insp & enforcement & 
routine & reactive review costs be sent to J Williams at listed address. 

WILLIAMS, J.W. Florida Power & Light Co. 85/11/20. EISENHUT.D.G. Division of Li- 
censing (800428-851124). Ip. 33624:338-33624:338. 


I. Financial information 

8511110247 Forwards financial info.including util 1984 Form 10-K, Sept 1985 quarterly 
financial rept & internal cash flow excluding retained earnings for yr ending 
850930, per 10CFR240.21. 

WILLIAMS, J.W. Florida Power & Light Co. 85/11/04. SALT2MAN.J. Office of State 
Programs, Director. 80pp. 33393:080-33393:158. 


8511060239 Confirms telcon re 851023 meeting at Region II ofc to discuss Insp Repts 
50-250/85-32 & 50-251 /85-32 & related issues. 

GRACE, J.N. Region 2, Office of Director. 85/10/23. WILLIAMS, J.W. Florida Power & 
Light Co. Ip. 33355:301-33355:301. 

8511070597 Forwards Insp Repts 50-250/85-31 & 50-251/85-31 on 850923-27.No vio- 
lation or deviation identified. 

BROWNLEE, V.L. Region 2, Office of Director. 85/10/24. WILLIAMS, J.W. Florida 
Power & Light Co. 2pp. 33374:114-33374:115. 

-8511070603 Insp Repts 50-250/85-31 & 50-251/85-31 on 850923-27.No violation or 
deviation noted. Major areas inspected:audits & surveillances, radioactive effluent 
releases, reactor coolant quality & filter testing. 

FRANKLIN, L.A., CLINE, W.E. Region 2, Office of Director. 85/10/21. 11pp. 33374:116- 
33374:126. 


P. Operating license stage documents & correspondence 

8511260081 FOIA request for records generated by NRC & util on any meeting held 
during past yr re development of “integrated living schedules" for facility. 

RYAN.M.L. Affiliation Not Assigned. 85/09/27. FELTON, J.M. Division of Rules and 
Records. Ip. 33636:293-33636:293. 

8511040034 Informs that Amend 8 to 850610 Topical QA Rept FPLTQAR 1- 
76A, updated by 850920 response to 850808 telcon request, satisfies 10CFR50,App B 
requirements. Rept acceptable. 

WALKER.R.D. Region 2, Office of Director. 85/10/18. WILLIAMS, J.W. Florida Power 
& Light Co. 2pp. 33308:182-33308:183. 

8511040241 Forwards revised pages to inservice test program for pumps & valves.in 
response to NRC 850520 request for rev. Revs reflect test requirements for MOV-750 
& MOV-751 . 

WILLIAMS, J.W. Florida Power & Light Co. 85/10/28. VARGAS, S. A. Operating Reac- 
tors Branch 1. 5pp. 33297:134-33297:138. 

8511050030 Reaffirms commitment to submit appropriate Tech Specs re availability & 
performance monitoring of standby steam generator feedwater pumps & provides gen- 
eral info concerning status of sys.Two pumps installed. 

WILLIAMS, J.W. Florida Power & Light Co. 85/11/01. THOMPSON, H.L. Division of Li- 
censing (800428-851124). 2pp. 33320:026-33320:027. 

8511260090 Partial response to FOIA request for records generated by NRC & util on 
any meeting held during past yr re development of "integrated living schedules" for 
facility. Forwards App A documents.Search continuing. 

GRIMSLEY.D.H. Division of Rules and Records. 85/11/12. Affiliation Not Assigned. 
3pp. 33636:294-33637:089. 

8511180161 Withdraws 850201 request for NRC review of reanalysis of spent fuel rack 
modules w/only overhanging rows loaded w/ fuel, based on DG McDonald 850226 Itr. 
WILLIAMS, J.W. Florida Power & Light Co. 85/11/13. VARGA, S.A. Operating Reactors 
Branch 1. Ip. 33493:155-33493:155. 

8511220340 Forwards safety evaluation & EG&G Rept EA-7030, "Conformance to Ge- 
neric Ltr 83-28, Items 3.1.3 & 3.2.3...," accepting 831108 response. 

VARGA, S.A. Operating Reactors Branch 1. 85/11/14. WILLIAMS, J.W. Florida Power 
& Light Co. 2pp. 33602:104-33602:105. 

-8511220346 Safety evaluation accepting util 831108 response to Generic Ltr 83- 
28, Items 3.1 .3 & 3.2.3 re post-maint testing. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/14. 2pp. 
33602:106-33602:107. 

-8510290588 “Conformance to Generic Ltr 83-28,ltems 3.1.3 & 3.2.3, Farley Units 1 & 
2,Turkey Point Units 3 & 4, Robinson Unit 2 & Summer Unit 1.” 

HAROLDSEN.R. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. 85/09/30. Divi- 
sion of Systems Integration (811005-851124). 13pp. 33602:108-33602:120. 

8511250261 Application for amends to Licenses DPR-31 & DPR-41 .revising Tech Specs 
re testing requirements for safety-related snubbers to define snubber type & deleting 
test acceptance criteria re 50% drag force increase.Fee paid. 

WILLIAMS.J.W. Florida Power & Light Co. 85/11/21. THOMPSON, H.L. Division of Li- 
censing (800428-851124). 7pp. 33596:260-33596:275. 

-8511250266 Proposed Tech Specs,revising testing requirements for safety-related 
snubbers to define snubber type & deleting test acceptance criteria re 50% drag force 
increase & table of safety-related snubbers. 

* Florida Power & Light. Co. 85/11/21. 9pp. 33596:267-33596:275. 


8510250539 IE Bulletin 85-001, "Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511110089 Ack receipt of 851009 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-250/85-26 & 50-251 /85-26.Response to Violations 1 & 3 
meets requirements of 10CFR2.201 .Response to Violation 2 being evaluated. 
WALKER.R.D. Region 2, Office of Director. 85/10/31. WILLIAMS.J.W. Florida Power 
& Light Co. Ip. 33387:030-33387:030. 

8511010020 IE Info Notice 85-086, "Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511190273 Forwards Insp Repts 50-250/85-30 & 50-251/85-30 on 850820-1015 & 
notice of violation. 

WALKER.R.D. Region 2, Office of Director. 85/11/12. WILLIAMS.J.W. Florida Power 
& Light Co. 2pp. 33516:165-33516:193. 

-8511190277 Notice of violation from insp on 850820-1015. 

* Region 2, Office of Director. 85/11/12. 3pp. 33516:167-33516:169. 

-8511190291 Insp Repts 50-250/85-30 & 50-251/85-30 on 850820-1015. Violation 
noted:failure to meet requirements of 10CFR50, App B, Criterion XVI & failure to meet 
requirements of Tech Spec 6.5.1. 6.d. 

PEEBLES, T.A., BREWER, D.R., ELROD, S.A. Region 2, Office of Director. 85/11/08. 
24pp. 33516:170-33516:193. 

8511260090 Partial response to FOIA request for records generated by NRC & util on 
any meeting held during past yr re development of “integrated living schedules” for 
facility.Forwards App A documents.Search continuing. 

GRIMSLEY.D.H. Division of Rules and Records. 85/11/12. Affiliation Not Assigned 
3pp. 33636:294-33637:089. 

-8511260097 "Performance Enhancement Program,” presented to Region II in Feb 
1984. 

* Florida Power & Light Co. 84/02/29. 57pp. 33636:297-33636:352. 


Q. Inspection reports, IE Bulletins & correspondence 

8511010360 Ack receipt of 850811 & 23 Itrs informing NRC of steps taken to correct 
violations noted in Insp Repts 50-250/85-13 & 50-251/85-13. 

WALKER.R.D. Region 2, Office of Director. 85/09/09. WILLIAMS.J.W. Florida Power 
& Light Co. Ip. 33298:345-33298:345. 

8511010019 Ack receipt of 850613 & 0821 Itrs informing NRC of steps taken to correct 
violations noted in Insp Repts 50-250/85-09 & 50-251 /85-09.Understands that results 
of fastener insp & followup action plans will be forwarded by 851 1 22. 

WALKER.R.D. Region 2, Office of Director. 85/09/10. WILLIAMS.J.W. Florida Power 
& Light Co. Ip. 33299:036-33299:036. 


-8511260103 Forwards quarterly rept re performance enhancement program, per 
840713 Itr transmitting Confirmatory Order EA-84-55. Discussion of schedular & pro- 
grammatic concerns w/Project 5, “Training” & viewgraphs end. 

WILLIAMS.J.W. Florida Power & Light Co. 85/03/12. GRACE, J.N. Region 2, Office of 
Director. 101pp. 33636:353-33637:089. 

8511250463 Forwards Insp Repts 50-250/85-34 & 50-251/85-34 on 850930-1004 & 
notice of violation. 

WALKER.R.D. Region 2, Office of Director. 85/11/13. WILLIAMS.J.W. Florida Powa r 
& Light Co. 2pp. 33617:109-33617:119. ower 

-8511250470 Notice of violation from insp on 850930-1004. 

* Region 2, Office of Director. 85/11/13. Ip. 33617:111-33617:111. 


8511040128 Ack receipt of 850829 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-250/85-24 & 50-251/85-24. 

WALKER.R.D. Region 2, Office of Director. 85/09/10. WILLIAMS.J.W. Florida Power 
& Light Co. Ip. 33308:145-33308:145. 


-8511250480 Insp Repts 50-250/85-34 & 50-251/85-34 on 850930-1004 Violation 
noted:failure to audit vendors triennially. ' ' 

KLEINSORGE.W.P., JACKSON, L.H., BLAKE, J.J. Region 2, Office of Director. 85/10/ 
24, 8pp. 33617:112-33617:119. 


8511010457 Forwards Insp Repts 50-250/85-28 & 50-251/85-28 on 85081 2-1 6.N0 vio- 
lations or deviations noted. 

BROWNLEE, V.L Region 2, Office of Director. 85/09/12. WILLIAMS, J.W. Florida 
Power & Light Co. 2pp. 33292:251-33292:256. 

-8511010461 Insp Repts 50-250/85-28 & 50-251/85-28 on 850812-1 6.No violation or 
deviation noted.Major areas inspected:maint progress, inspector followup items & IE 
Bulletin 79-02, "Pipe Support Baseolate Designs & Concrete Expansion....” 

VIAS.S.J., BLAKE, J.J. Region 2/ Office of Director. 85/09/05. 4pp. 33292:253- 
33292:256. 


8511250274 Forwards Insp Repts 50-250/85-33 & 50-251/85-33 on 850909-1010 No 
violations or deviations identified. u u *™° 

BROWNLEE, V.L. Region 2, Office of Director. 85/11/14. WILLIAMS.J.W Florida 
Power & Light Co. 2pp. 33617:316-33617:317. ’ t-ionda 


-8511250278 Insp Repts 50-250/85-33 & 50-251/85-33 on 850909-1010 No violations 
identified. Major areas inspected:independent insp. ons 

PEEBLES, T.A., BREWER, D.R., ELROD, S.A. Region 2, Office of Director. 85/11/13 
12pp. 33617:318-33617:329. n/id. 
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8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures Durina 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15 Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031 


DOCKET 50-251 TURKEY POINT PLANT, UNIT 4 


F. Security, medical, emergency & fire protection plans 


8511260245 Forwards Insp Repts 50-250/85-35 & 50-251/85-35 on 851021-25 No vio- 
lations or deviations noted. 

BROWNLEE, V.L. Region 2, Office of Director. 85/11/15. WILLIAMS.J.W Florida 
Power & Light Co. 2pp. 33641:049-33641:051. 


8511120130 Forwards amended Section 2.1, Page 2-1 of Rev 2 to safeguards contin- 
gency plan.Section withheld (ref 10CFR73.21). y 

WILLIAMS, J.W. Florida Power & Light Co. 85/10/28. GRACE, J.N. Region 2, Office of 
Director. Ip. 33413:287-33413:287. ~ ’ 


-8511260254 Safeguards Insp Repts 50-250/85-35 & 50-251/85-35 on 851021-25.No 
violations or deviations noted.Major areas inspected:plan/ 
procedures, organization, records, maint & barriers. Details withheld (ref 10CFR2.790 & 
73.21). 

TOBIN, W., MCGUIRE, D.R. Region 2, Office of Director. 85/11/15. Ip. 33641*051- 
33641:051. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list end 
JORDAN, E.L. Division of Emergency Preparedness a Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, "Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness a Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness a Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys " Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


o'? Responds to 850108 Itr transmitting Rev 9 to physical security plan. Region 
II 850131 position supported. 

VARGA.S. A Operating Reactors Branch 1. 85/10/30. WILLIAMS.J.W. Florida Power 
a Light Co. 3pp. 33302:063-33302:065. 


8511040459 Requests submittal of application fee for 850828 request for schedular ex- 
tension for implementation of alternate safe shutdown capability. 

DIGGS, R.M. License Fee Management Branch. 85/10/30. WILLIAMS.J.W. Florida 
Power a Light Co. Ip, 33309:347-33309:347. 


8511 140295 Advises that portions of 850830 Rev 10 to physical security plan consistent 
w/provisions of 10CFR50.54(p) & acceptable. Plan should be modified to accommo- 
date end comments & corrected pages resubmitted.W/o comments. 

WALKER, R.D. Region 2, Office of Director. 85/10/31. WILLIAMS.J.W. Florida Power 
a Light Co. 3pp. 33457:147-33457:149. 


8511070227 Forwards IAEA, “Design Info Questionnaire," in response to NRC 850905 
Itr re safeguards program.Questionnaire withheld. 

WILLIAMS.J.W. Florida Power & Light Co. 85/11/04. THOMPSON, H.L. Division of Li- 
censing (800428-851124). Ip. 33366:219-33366:219. 


851 1 1201 15 Forwards application fee for NRC review of 850828 Itr re implementation of 
alternate safe shutdown capability. 

WILLIAMS.J.W. Florida Power & Light Co. 85/11/06. DIGGS, R.M. License Fee Man- 
agement Branch. Ip. 33415:304-33415:304. 


8511 190003 Advises that 851028 rev to physical security plan consistent w/provisions 
of 1 0CFR50.54(p) & acceptable. 

WALKER, R.D. Region 2, Office of Director. 85/11/12. WILLIAMS, J.W. Florida Power 
a Light Co. 3pp. 33515:357-33515:359. 


8511260245 Forwards Insp Repts 50-250/85-35 & 50-251/85-35 on 851021-25.No vio- 
lations or deviations noted. 

BROWNLEE, V.L. Region 2, Office of Director. 85/11/15. WILLIAMS.J.W. Florida 
Power a Light Co. 2pp. 33641:049-33641:051. 


R. Periodic operating reports & related correspondence 

8511190004 Monthly operating repts for Aug 1985.W/850913 Itr. 

GRANT.N.W., WILLIAMS, J.W. Florida Power a Light Co. 85/08/31. 18pp. 33531:135- 
33531:152. 


-8511260254 Safeguards Insp Repts 50-250/85-35 a 50-251/85-35 on 851021-25.No 
violations or deviations noted.Major areas inspected:plan/ 
procedures, organization, records, maint & barriers.Details withheld (ref 10CFR2.790 & 
73.21). 

TOBIN, W. Region 2, Office of Director. 85/11/15. Ip. 33641:051-33641:051. 


S. Reportable occurrences, LERs & related correspondence 

8511040252 PNO-ll-85-097:on 851 021 .notification received that reactor will be shut 
down for approx 8-10 days to repair boot seal between condenser a low pressure 
turbine.Region II will conduct routine followup. 

GUENTHER, S., ELROD, S. Region 2, Office of Director. 85/10/21. Ip. 33297:108- 
33297:108. 


G. Adjudicatory correspondence 

8511140022 Response opposing licensee 850920 motion & NRC 851015 supporting 
motion for summary disposition of Contention (d). DNBR limit of 1.17 does not com- 
pensate for uncertainties re fuel rod bowing, mixed core & WRB-1 application. 
HODDER.M.H. Center for Nuclear Responsibility. HODDER.M.H. Lorion, J. 
HODDER.M.H. Hodder, M.H. #485 123. 85/11/07. Atomic Safety and Licensing 
Board Panel. 7pp. 33449:203-33449:227. 


8511060282 Summary of Operating Reactors Events Meeting 85-19 on 851007 w/ofc 
directors, div directors a representatives on events which occurred since last meeting 
on 851007. 

CRUTCHFIELD, D. Assistant Director for Safety Assessment. 85/10/21. 
THOMPSON, H.L Division of Licensing (800428-851124). 24pp. 33371:015-33371:038. 

8511050314 LER 85-028-00:on 850930,480-volt load ctr instantaneous undervoltage 
relay setting found in excess of Tech Spec limit from 841 01 3-85051 3.Caused by fail- 
ure to implement Tech Specs.Relay reset a procedure changed.W/851 030 Itr. 
TUTEBERG.R.L, WILLIAMS, J.W. Florida Power a Light Co. 85/10/30. 3pp. 
33341:333-33341:335. 


-8511 140024 Affidavit of G Edwards re intervenor Contention (d).DNBR of 1.17 for opti- 
mized fuel assembly fuel in transitional mixed core unwarranted unless detailed stud- 
ies done.Adoption of lower DNBR value would allow operation at hotter temp. 
EDWARDS.G. Center for Nuclear Responsibility. 85/11/06. 6pp. 33449:210- 
33449:215. 

-8511140026 Affidavit of J Lorion re Contention (d).Change in DNBR limit from 1.3 to 
1.17 reduces margin of safety. Board should conduct hearing previously ordered to in- 
vestigate margin of safety. 

LOR ION, J. Center for Nuclear Responsibility. LORION, J. Lorion, J. 85/11/06. 6pp. 
33 449:216-33449:221. 


8511050336 LER 85-Q29-00:on 850930, containment a control room isolation 
occurredCaused by pulling of power fuses on process radiation monitoring instru- 
ments during repair. Instruments repaired a procedure revised. W/851 030 Itr, 
HART.R.D., WILLIAMS.J.W. Florida Power a Ught Co. 85/10/30. 3pp. 33341:248- 


33341:250, 

8511070552 Forwards list of current AEOD studies of operational events re reactor a 
nonreactor actlyitjes,Eaoh study will be documented as technical review, engineering 
evaluation or case study rept when completed. • , 

HELTEMES.CJ. AEOD, Director’s Office. 85/11/05. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 24pp. 33382:160-33382:183. 

8511180613 LER 85-031 -00:on 851 007,w/unlt at 1 00% power, turbine runback to approx 
540 MWe occurredCaused by failure of RPI inverter due to positive dc spike coming 


from 3AR2 relay coil.Fuses & relay coil replaced. W/851 106 Itr. 

HART.R.D., WILLIAMS.J.W. Florida Power a Ught Co. 85/11/06. 3pp. 33498:353- 
33408:355. ^ ^ ^ , .. 

8511220213 LER 85-033-00:on 851 01 6, discrepancy discovered between assumpttora 


33585:051-33585:053. 

8511270230 PNO-H-85-110:on 851 11 9, Hurricane Kate centered slightly inland over 
north central Cuba,about 1,50 miles south of Key West.FL.Diesel generators at all 
three sites operable.Turkey Point declared unusual event on 851 118. _ Q 

SARTOR, wTCOLLINS,D. Region 2, Office of Director. 85/11/19. 2pp. 33626:329- 


-851 1 140028 Statement of matl facts as to which there is genuine issue re Contention 
(d).DNBR of 1.17 does not compensate for fuel rod bow,mixed fuel core a fuel array 
uncertainties as outlined in NRC SER.W/Certificate of Svc. 

HODDER.M.H. Center for Nuclear Responsibility. HODDER.M.H. Lonon, J. 
HODDER.M.H. Hodder, M.H. 85/11/07. Atomic Safety and Licensing Board Panel. 
6pp. 33449:2^2-33449:227, 


851 1130277 Order denying licensee second motion for summary disposition of Conten- 

L^Sft^S^Atomic 8 !!}^ arid Licensing Beard Panel. #485 131. 85/11/08, Florida 
Rower a Ught Co.. Ip. 33426:048,33426:048. 


51 1210348 Memorandum setting forth reasons for ruling denying util 850920 motion for 
summary disposition of Joint Intervenors Contention (d) a identifying concerns to be 
addressed during evidentiary hearing.Served on 851119. 

LAZO.R.M. Atomic Safety and Ucensing Board Panel. #485 245. 85/11/18. 6pp. 


851 1210395 Informs that util 850201 request for NRC approval of spent fuel storage 
rack analysis withdrawn per 851113 Itr. Intervenors referenced request as basis for 
Contention 5 in spisnt fuel expansion pr^e^g Related ^esporfoence 
FRANTZ.S.P. Newman a Holtzinger. FRANTZ, S.P. Ronda Power a Light Ca #485 
229. 85/11/16 LAZO.R.M., LUEBKE.EA, COLE.R.F. Atomic Safety and Licensing 
Board Panel. 8pp. 33552:250-33552:257. 

651 1270100 Motion for extension of time until 851127 to file response to licensee 
ihterr6gat6ries,Certificate of Svc encLRelated correspondence. ^ _ , 

LORICiN, J. Center for Nuclear Responsibility. LORION, J. Lonon, J. #485 307. 85/11/ 
18. Atomic Safety and Licensing Board Panel. 4pp. 33624:358-33624:361. 
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8511250175 Response to intervenor 851118 motion for extension of time to file re- 
sponse to licensee interrogatories re increased fuel enrichment.Extension not 
objectionable.Certificate of Svc encI.Related correspondence. 

FRANTZ, S.P. Florida Power & Light Co. FRANTZ, S.P. Newman & Holtzinger. #485 
277. 85/11/22. Atomic Safety and Licensing Board Panel. 4pp. 33591:158-33591:161. 

8511250236 Response supporting intervenor 851118 motion for extension of time to file 
response to licensee interrogatories. Adoption of 851015 proposed schedule 
urged.W/Certificate of Svc.Related correspondence. 

FRANTZ.S.P. Florida Power & Light Co. FRANTZ.S.P. Newman & Holtzinger. #485 
276. 85/11/22. Atomic Safety and Licensing Board Panel. 4pp. 33595:148-33595:151. 

8511270109 Order granting extension of time until 851127 for intervenors to file re- 
sponse to licensee 851028 interrogatories.Served on 851125. 

LAZO.R.M. Atomic Safety and Licensing Board Panel. #485 318. 85/11/25. Center 
for Nuclear Responsibility. LORIAN.J. Lorion, J. Ip. 33626:315-33626:315. 

8511270112 Order extending time until 851127 for intervenors to respond to licensee 
interrogatories, dtd 851028.Served on 851125. 

LAZO.R.M. Atomic Safety and Licensing Board Panel. #485 317. 85/11/25. Center 
for Nuclear Responsibility. LORIAN.J. Lorion, J. Ip. 33626:314-33626:314. 


H. General correspondence 


8511270114 Requests future correspondence re fee invoicing for insp & enforcement & 
routine & reactive review costs be sent to J Williams at listed address. 

WILLIAMS, J.W. Florida Power & Light Co. 85/11/20. EISENHUT.D.G. Division of Li- 
censing (800428-851124). Ip. 33624:338-33624:338. 


I. Financial information 


Q. Inspection reports, IE Bulletins & correspondence 


8511010360 Ack receipt of 850811 & 23 Itrs informing NRC of steps taken to correct 
violations noted in Insp Repts 50-250/85-13 & 50-251/85-13. 

WALKER, R.D. Region 2, Office of Director. 85/09/09. WILLIAMS, J.W. Florida Power 
& Ught Co. Ip. 33298:345-33298:345. 


8511010019 Ack receipt of 850613 & 0821 Itrs informing NRC of steps taken to correct 
violations noted in Insp Repts 50-250/85-09 & 50-251 /85-09.Understands that results 
of fastener insp & followup action plans will be forwarded by 851122. 

WALKER.R.D. Region 2, Office of Director. 85/09/10. WILLIAMS.J.W. Florida Power 
& Light Co. Ip. 33299:036-33299:036. 

8511040128 Ack receipt of 850829 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-250/85-24 & 50-251 /85-24. 

WALKER.R.D. Region 2, Office of Director. 85/09/10. WILLIAMS.J.W. Florida Power 
& Light Co. Ip. 33308:145-33308:145. 

8511010457 Forwards Insp Repts 50-250/85-28 & 50-251/85-28 on 85081 2-1 6.No vio- 
lations or deviations noted. _ . , 

BROWNLEE, V.L. Region 2, Office of Director. 85/09/12. WILLIAMS.J.W. Florida 
Power & Light Co. 2pp. 33292:251-33292:256. 


-8511010461 Insp Repts 50-250/85-28 & 50-251/85-28 on 85081 2-1 6.No violation or 
deviation noted.Major areas inspected:maint progress.inspector followup items & IE 
Bulletin 79-02, “Pipe Support Baseplate Designs & Concrete Expansion....” 

VIAS.S.J., BLAKE, J.J. Region 2, Office of Director. 85/09/05. 4pp. 33292:253- 
33292:256. 


8511060239 Confirms telcon re 851023 meeting at Region II ofc to discuss Insp Repts 
50-250/85-32 & 50-251 /85-32 & related issues. 

GRACE, J.N. Region 2, Office of Director. 85/10/23. WILLIAMS.J.W. Florida Power & 
Light Co. Ip. 33355:301-33355:301. 


8511110247 Forwards financial info, including util 1984 Form 10-K, Sept 1985 quarterly 
financial rept & internal cash flow excluding retained earnings for yr ending 
850930, per 10CFR240.21. 

WILLIAMS.J.W. Florida Power & Light Co. 85/11/04. SALTZMAN J. Office of State 
Programs, Director. 80pp. 33393:080-33393:158. 


P. Operating license stage documents & correspondence 

8511260081 FOIA request for records generated by NRC & util on any meeting held 
during past yr re development of “integrated living schedules” for facility. 

RYAN.M.L. Affiliation Not Assigned. 85/09/27. FELTON.J.M. Division of Rules and 
Records. Ip. 33636:293-33636:293. 

8511040034 Informs that Amend 8 to 850610 Topical QA Rept FPLTQAR 1- 
76A, updated by 850920 response to 850808 telcon request, satisfies 1 0CFR50,App B 
requirements.Rept acceptable. 

WALKER.R.D. Region 2, Office of Director. 85/10/18. WILLIAMS.J.W. Florida Power 
& Light Co. 2pp. 33308:182-33308:183. 

8511040241 Forwards revised pages to inservice test program for pumps & valves, in 
response to NRC 850520 request for rev.Revs reflect test requirements for MOV-750 
& MOV-751. 

WILLIAMS, J.W. Florida Power & Light Co. 85/10/28. VARGAS, S. A. Operating Reac- 
tors Branch 1. 5pp. 33297:134-33297:138. 


8511070597 Forwards Insp Repts 50-250/85-31 & 50-251/85-31 on 850923-27.No via 
lation or deviation identified. 

BROWNLEE.V.L. Region 2, Office of Director. 85/10/24. WILLIAMS.J.W. Ftoriefc 
Power & Light Co. 2pp. 33374:114-33374:115. 

-8511070603 Insp Repts 50-250/85-31 & 50-251/85-31 on 850923-27.No violation c 
deviation noted.Major areas inspected:audits & surveillances, radioactive effluor 
releases, reactor coolant quality & filter testing. 

FRANKLIN, L.A., CLINE.W.E. Region 2, Office of Director. 85/10/21. 11pp. 33374:1 1 € 
33374:126. 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps." Svc li 
end. _ 

TAYLOR, J.M. Director's Office, Office of Inspection and Enforcement. 85/10/29. Co 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svc 1 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Pc 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:OC 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs.” Svc i 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (F< 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:2C 
33357:336. 


8511050030 Reaffirms commitment to submit appropriate Tech Specs re availability & 
performance monitoring of standby steam generator feedwater pumps & provides gen- 
eral info concerning status of sys.Two pumps installed. 

WILLIAMS, J.W. Florida Power & Light Co. 85/11/01. THOMPSON, H.L. Division of Li- 
censing (800428-851 1 24). 2pp. 33320:026-33320:027. 

851 1260090 Partial response to FOIA request for records generated by NRC & util on 
any meeting held during past yr re development of "integrated living schedules” for 
facility.Forwards App A documents.Search continuing. 

GRIMSLEY.D.H. Division of Rules and Records. 85/11/12. Affiliation Not Assigned. 
3pp. 33636:294-33637:089. 

8511180161 Withdraws 850201 request for NRC review of reanalysis of spent fuel rack 
modules w/only overhanging rows loaded w/ fuel, based on DG McDonald 850226 Itr. 
WILLIAMS, J,W. Florida Power & Ught Co. 85/11/13. VARGA, S.A. Operating Reactors 
Branch 1. ip. 33493:155-33493:155. 

8511220340 Forwards safety evaluation & EG&G Rept EA-7030, “Conformance to Ge- 
neric Ltr 83-28, Items 3.1 .3 & 3.2.3...," accepting 831 1 08 response. 

VARGA, S. A. Operating Reactors Branch 1. 85/11/14. WILLIAMS.J.W. Florida Power 
& Ught Co. 2pp. 33602:104-33602:105. 

-8511220346 Safety evaluation accepting util 831108 response to Generic Ltr 83- 
28 Items 3.1.3 & 3.2.3 re post-maint testing. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/14. 2pp. 
33602:106-33602:107. 


8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor S 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” 3 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (P* 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:Q€ 
33357:199. 

8511110089 Ack receipt of 851009 Itr informing NRC of steps taken to correct violatio 
noted in Insp Repts 50-250/85-26 & 50-251/85-26. Response to Violations 1 & 
meets requirements of 10CFR2.201 .Response to Violation 2 being evaluated. 
WALKER.R.D. Region 2, Office of Director. 85/10/31. WILLIAMS.J.W. Florida Pow 
& Ught Co. Ip. 33387:030-33387:030. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating S 
lions. 1 ’ Svc fist end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response fPr 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385-1 £ 
33385:335. 

8511190273 Forwards Insp Repts 50-250/85-30 & 50-251/85-30 on 850820-1015 
notice of violation. 

WALKER.R.D. Region 2, Office of Director. 85/11/12. WILLIAMS.J.W. Florida Pm* 
& Ught Co. 2pp. 33516:165-33516:193. ^ 

-8511190277 Notice of violation from insp on 850820-1015. 

* Region 2, Office of Director. 85/11/12. 3pp. 33516:167-33516:169. 


-8510290588 “Conformance to Generic Ltr 83-28, Items 3.1.3 & 3.2.3, Farley Units 1 & 
2 Turkey Point Units 3 & 4, Robinson Unit 2 & Summer Unit 1 ." 

HAROLDSENJR. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001 . 85/09/30. Divi- 
sion of Systems Integration (811005-851124). 13pp. 33602:108-33602:120. 

8511250261 Application for amends to Ucenses DPR-31 & DPR-41 .revising Tech Specs 
re testing requirements for safety-related snubbers to define snubber type & deleting 
test acceptance criteria re 50% drag force increase.Fee paid. 

WILLIAMS, J.W. Florida Power & Ught Co. 85/11/21. THOMPSON.H.L Division of Li- 
censing (800428-851124). 7pp. 33596:260-33596:275. 


-8511250266 Proposed Tech Specs, revising testing requirements for safety-related 
snubbers to define snubber type & deleting test acceptance criteria re 50% drag force 
increase & table of safety-related snubbers. 

* Florida Power & Ught Co. 85/11/21. 9pp. 33596:267-33596:275. 


-8511190291 Insp Repts 50-250/85-30 & 50-251/85-30 on 850820-1015 Viol&ii 
noted:failure to meet requirements of 10CFR50, App B.Criterion XVI & failure to rnl 
requirements of Tech Spec 6.5.1 .6.d. 

PEEBLES, T.A., BREWER, D.R., ELROD, S.A. Region 2, Office of Director 85711 tv 
24pp. 33516:170-33516:193. 


8511260090 Partial response to FOIA request for records generated by NRC & utB 
any meeting held during past yr re development of “integrated living schedules** • 
facility.Forwards App A documents.Search continuing. 

GRIMSLEY.D.H. Division of Rules and Records. 85/11/12. Affiliation Not 

3pp. 33636:294-33637:089. S,QrM 


-8511260097 “Performance Enhancement Program,” presented to Region II in F 
* Florida Power & Ught Co. 84/02/29. 57pp. 33636:207-33636:352. 
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-8511260103 Forwards quarterly rept re performance enhancement program, per 
840713 Itr transmitting Confirmatory Order EA-84-55. Discussion of schedular & pro- 
grammatic concerns w/Project 5, "Training” & viewgraphs end. 

WILLIAMS, J.W. Florida Power & Light Co. 85/03/12. GRACE, J.N. Region 2, Office of 
Director. 101pp. 33636:353-33637:089. 

8511250463 Forwards Insp Repts 50-250/85-34 & 50-251/85-34 on 850930-1004 & 
notice of violation. 

WALKER, R.D. Region 2, Office of Director. 85/11/13. WILLIAMS, J.W. Florida Power 
& Light Co. 2pp. 33617:109-33617:119. 

-8511250470 Notice of violation from insp on 850930-1004. 

* Region 2, Office of Director. 85/11/13. Ip. 33617:111-33617:111. 

-8511250480 Insp Repts 50-250/85-34 & 50-251/85-34 on 850930-1004. Violation 
noted:failure to audit vendors triennially. 

KLEINSORGE.W.P., JACKSON, L.H., BLAKE, J.J. Region 2, Office of Director. 85/10/ 
24. 8pp. 33617:112-33617:119. 

8511250274 Forwards Insp Repts 50-250/85-33 & 50-251/85-33 on 850909-1 01 0.No 
violations or deviations identified. 

BROWNLEE, V.L. Region 2, Office of Director. 85/11/14. WILLIAMS, J.W. Florida 
Power & Light Co. 2pp. 33617:316-33617:317. 

-8511250278 Insp Repts 50-250/85r33 & 50-251/85-33 on 850909-1 01 0.No violations 
identrfied.Major areas inspected:independent insp. 

PEEBLES.TA, BREWER, D.R., ELROD, S.A. Region 2. Office of Director. 85/11/13. 
12pp. 33617:318-33617:329. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511260245 Forwards Insp Repts 50-250/85-35 & 50-251/85-35 on 851021-25.No vio- 
lations or deviations noted. 

BROWNLEE, V.L. Region 2, Office of Director. 85/11/15. WILLIAMS, J.W. Florida 
Power & Light Co. 2pp. 33641:049-33641:051. 

-8511260254 Safeguards Insp Repts 50-250/85-35 & 50-251/85-35 on 851021-25.No 
violations or deviations noted.Major areas inspected:plan/ 
procedures, organization, records, maint & barriers.Details withheld (ref 10CFR2.790 & 
73.21). 

TOBIN, W., MCGUIRE, D.R. Region 2, Office of Director. 85/11/15. Ip. 33641:051- 
33641:051. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres." Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 

8511190004 Monthly operating repts for Aug 1985.W/850913 Itr. 

GRANT.N.W., WILLIAMS.J.W. Florida Power & Light Co. 85/08/31. 18pp. 33531:135- 
33531:152. 


S. Reportable occurrences, LERs & related correspondence 

8511070552 Forwards list of current AEOD studies of operational events re reactor & 
nonreactor activities.Each study will be documented as technical review, engineering 
evaluation or case study rept when completed. 

HELTEMES.CJ. AEOD, Director’s Office. 85/11/05. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851 125). 24pp. 33382:160-33382:183. 

8511220226 LER 85-022-00:on 851 01 6, 4A 4160-volt breaker 4AA8 tripped, deenergiz- 
ing load ctr.Cause of trip unknown.Breaker replaced.W/851114 itr. 

HART.R.D., WILLIAMS, J.W. Florida Power & Light Co. 85/11/14. 3pp. 33585:048- 
33585:050. 

8511270230 PNO-ll-85-110:on 851 1 1 9, Hurricane Kate centered slightly inland over 
north central Cuba, about 150 miles south of Key West,FL.Diesel generators at all 
three sites operable.Turkey Point declared unusual event on 851 1 18. 

SARTOR, W., COLLINS, D. Region 2, Office of Director. 85/11/19. 2pp. 33626:329- 
33626:331. 

8511270338 LER 85-023-00:on 850824, discovered that containment isolation valve CV- 
4-956A not tested on quarterly cycle, per Tech Spec 3.3.3.Caused by failure to note 
previous testing problems on valve clearance.Valve tested.W/851120 itr. 

HART.R.D., WILLIAMS, J.W. Florida Power & Light Co. 85/11/20. 3pp. 3371 2:01 4- 
33712:016. 
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F. Security, medical, emergency & fire protection plans 

8511050264 Revised emergency plan implementing procedures, including Rev 4 to QEP 
190-0, “Operational Support Ctr Director” & Rev 4 to QEP 190-1, "Operational Sup- 
port Ctr Director Implementing Procedure." 

* Commonwealth Edison Co. 85/05/07. 18pp. 33327:330-33327:347. 

8511110176 Responds to NRC 850919 Itr re emergency preparedness weaknesses 
noted in Insp Repts 50-254/85-15 & 50-265/85-17. Corrective actions:new anti-con- 
tamination clothing audio-visual program established. 

DELGEORGE.L.O. Commonwealth Edison Co. 85/10/18. KEPPLER.J.G. Region 3, 
Office of Director. 4pp. 33395:353-33395:356. 

8511190372 Rev 5 to policy statement delineating requirements & procedures re emer- 
gency plan & procedures. 

REED.C. Commonwealth Edison Co. 85/10/29. Ip. 33511:006-33511:203. 

-8511190389 Rev 5 to “Generating Station Emergency Plan.” 

GOLDEN.J.C. Commonwealth Edison Co. 85/10/28. 175pp. 33511:007-33511:203. 

8511050251 Forwards ARD-4551c “Final Summary Rept of Human Factors Review for 
Quad Cities Station Emergency Response Facilities" in response to Suppl 1 to 
NUREG-0737. 

MASSIN.H.L. Commonwealth Edison Co. 85/10/30. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851 125). Ip. 33321:345-33321:345. 

-8511050253 “Final Summary Rept of Human Factors Reviews for Quad Cities Station 
Emergency Response Facilities" in response to Suppl 1 to NUREG-0737. 

* Commonwealth Edison Co. * Advanced Resource Development Corp. ARD-4551C. 
85/10/25. 111pp. 33321:346-33322:094. 

8511130195 Forwards evaluation of need for addl Reg Guide 1.97 info at Dresden & 
Quad Cities emergency response facilities.lnfo inadvertently omitted from 851030 
Itr.Addl variables not recommended for Dresden. 

WOJNAROWSKI.J. Commonwealth Edison Co. 85/11/04. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (pre-851 125). 12pp. 33434:142-33434:153. 

8511140031 Forwards evaluation of need for addl Reg Guide 1.97 info at Dresden & 
Quad Cities emergency response facilities. Info inadvertently omitted from 851030 
transmittal. Addl variables not recommended for Quad Cities. 

WOJNAROWSKI.J. Commonwealth Edison Co. 85/11/04. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (pre-851 125). 12pp. 33450:029-33450:040. 

8511190001 Confirms plans, per 851101 discussion, for 851109 enforcement conference 
in Glen Ellyn, IL to discuss failure to implement certain fire protection license condi- 
tions fit facilities 

NORELIUS.C.E. Region 3, Office of Director. 85/11/15. REED.C. Commonwealth 
Edison Co. Ip. 33515:356-33515:356. 

8511190362 Submits updated schedule for implementation of A model.Delay encoun- 
tered in revising A model sys at Dresden, Quad Cities, LaSalle County & Zion facilities 
due to changeover from release rates to dose projections in software design. 
ALEXANDER, G. Commonwealth Edison Co. 85/11/15. DENTON.H.R. Office of Nucle- 
ar Reactor Regulation, Director (pre-851 125). 2pp. 33511:242-33511:243. 


I. Financial Information 


8511220452 Requests evaluation of effects of util cost curtailment program to assure 
that program does not contain elements which could affect safe operation or util com- 
mitments to NRC. Evaluation results requested by 851129. 

DIRCKS.W.J. Office of the Executive Director for Operations. 85/11/14. 
O’CONNOR, J.J. Commonwealth Edison Co. 2pp. 33601:028-33601:029. 


J. Insurance & indemnity information 

8511260180 Forwards complaints re Carborundum Co & Comm Ed cases.Util case con- 
cerns J O’Connor nonspecific injuries allegedly resulting from radiation exposures at 
plant. 

HARWARD.J.E. American Nuclear Insurers. 85/11/15. SALTZMAN.J. Assistant Direc- 
tor for State & Licensee Relations. 19pp. 33606:282-33606:300. 


P. Operating license stage documents & correspondence 

8510250278 Discusses closeout of stuck calibr source problem at facilities.$ince JL 
Shepherd & Assoc notified all customers, IE plans no further action.Vendor svc advi- 
sory list end. 

BAER.R.L. Engineering & Generic Communications Branch. 85/10/21. BELLAMY, R.R. 
Region 1, Office of Director. COLLINS, D.M. Region 2, Office of Director. 
SHAFER, W.D. Region 3, Office of Director. 4pp. 33563:079-33563:085. 

-8510250301 Forwards user list for svc advisory for Series 28 calibr w/Preset Time 1 
time option. 

SHEPHERD, J.L. J.L. Sheppard Corp. 85/10/02. WIGGINTON,J. Director’s Office, 
Office of Inspection and Enforcement. 2pp. 33563:083-33563:085. 

8511050265 Application for amend to License DPR-29, modifying MAPLHGR limit curves 
for various fuel types.New MAPLHGR limits based on end Errata & Addenda 14 to 
N E DO-241 46A, 'lOCA Analysis Rept for Dresden Units 2 & 3 & Quad Cities,...” Fee 
paid. 

WOJNAROWSKI.J. Commonwealth Edison Co. 85/10/29. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (pre-851 125). 2pp. 33333:073-33333:093. 

-8511050272 Proposed Tech Spec changes, deleting MAPLHGR limit curves for Fuel 
Types 8D250 & 8D262, adding MAPLHGR limit curves for GE Fuel Types BP8DRB282 
& BP8DRB299 & extending MAPLHGR limits for fuel type “Barrier LTA." All 
MAPLHGR curves replotted. 

* Commonwealth Edison Co. 85/1 0/29. 8pp. 33333:075-33333:083. 
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-8511050275 Errata & Addenda Sheet 14,replacing Pages v/vi, 3-2,4-3,4-10, 4-15 & 4 - 
16 to, “LOCA Analysis Rept for Dresden Units 2,3 & Quad Cities 1,2 Nuclear Power 
Stations.” 

* General Electric Co. NEDO-24146A ERR 14. 85/08/31. 11 pp. 33333:084- 

o'ao'a'a-noo ~ 


8511220126 Responds to 851023 request for extension of time to submit DOE/NRC 
Forms 742 & 742c fo<- 6 -month reporting period ending 850930.Approval granted to 
extend submittal date *'rcm 85 i 030 to 851115. 

BROWN, W.B. Material Licensing & International Activities Branch. 85/11/08. 
WE1N.E.T. Commonwealth Edison Co. Ip. 33603:255-33603:255. 

-8511220163 Informs of licensee 851023 request to extend submittal date for DOE/ 
NRC Forms 742 & 742c from 851030 to 841115 due to problems w/Nuclear Data 
Bank Computer Sys.Approval recommended. 

JACKSON, R.L. Division of Safeguards. 85/11/08. BROWN.W.B. Material Licensing & 
International Activities Branch. Ip. 33603:256-33603:256. 


8511220234 Forwards response to 850926 request for addl info re compliance w/ 
1 0CFR50.44(c)(3)(ii) & Generic Ltr 84-09 re requirements for containment atmosphere 
control. 

WOJNAROWSKI.J. Commonwealth Edison Co. 85/11/14. VASSALLO.D.B. Operatinq 
Reactors Branch 2. 6 pp. 33568:261-33568:266. 


Q. inspection reports, IE Bulletins & correspondence 


8511110176 Responds to NRC 850919 ltr re emergency preparedness weaknesses 
noted in Insp Repts 50-254/85-15 & 50-265/85-17. Corrective actions: new anti-con- 
tamination clothing audio-visual program established. 

DELGEORGE.L.O. Commonwealth Edison Co. 85/10/18. KEPPLER.J.G. Region 3 
Office of Director. 4pp. 33395:353-33395:356. 


8510250539 IE Bulletin 85-001, "Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 

OOOC0« 1 OQ 


S. Reportable occurrences, LERs & related correspondence 

8511210284 LER 85-017-00:on 851015, RCIC pump discharge valve MO 1 - 1301-48 
would not open from control room after closure. Caused by dirty main contactor in 
breaker.Main contactor will be cleaned but not lubricated in future.W/851107 ltr. 
BLAMEY.A., KALIVIANAKIS.N. Commonwealth Edison Co. 85/11/07. 3pp. 33578:211- 
33578:213. 
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F. Security, medical, emergency & fire protection plans 

8511040149 Requests approval to install switches to isolate certain remote control cir- 
cuits to ensure post-fire alternate shutdown capability for compliance W/10CFR50.48 
& App R.Fee paid. 

KUEMIN.J.L. Consumers Power Co. 85/10/28. Office of Nuclear Reactor Regulation. 
Director (pre-851125). 14pp. 33294:259-33294:273. 

8511190543 Public version of revised general ofc response team/ emergency oper- 
ations facility emergency implementing procedures, including Rev 1 to GEN-1, “Over- 
view” & Rev 1 to EOF- 1 , “Emergency Officer." W/851114 release memo. 

* Consumers Power Co. 85/10/28. 150pp. 33532:084-33532:197. 

8511050021 Resubmits 851028 request to install isolation switches for compliance w/ 
10CFR50.48 & App R, including Figures 1,2 & 3 & Sketch 1 inadvertently omitted from 
previous submittal. 

KUEMIN.J.L. Consumers Power Co. 85/10/29. Office of Nuclear Reactor Regulation, 
Director (pre-851125). 2pp. 33330:274-33330:294. 

—8511050129 Requests approval to install isolation switches to ensure post-fire alter- 
nate shutdown capability for compliance w/ 10CFR50.48 & App R.EncI Figures 1,2 & 
3 & Sketch 1 inadvertently omitted from original submittal.Fee paid. 

KUEMIN.J.L. Consumers Power Co. 85/10/28. Office of Nuclear Reactor Regulation, 
Director (pre-851125). 18pp. 33330:276-33330:294. 

8511150074 Forwards Safeguards Insp Rept 50-255/85-28 on 851021-24.No noncom- 
pliance noted. 

AXELSON.W.L. Region 3, Office of Director. 85/11/07. DEWITT, R.B. Consumers 
Power Co. 2 pp. 33466:256-33466:258. 


8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 


-8511150084 Physical Security Rept 50-255/85-28 on 851021-24.No noncompliance 
noted.Major areas inspected:mgt effectiveness, security organization, security program 
audit & vital area physical barriers.Details withheld (ref 10CFR73.21). 

BELANGER, J.L., KNICELEY.J.R., CREED, J.R. Region 3, Office of Director. 85/11/06. 
Ip. 33466:258-33466:258. 


8510290039 IE Info Notice 85-085, "Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 



8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generatinq Sta- 
tions." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 


8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres." Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 


8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 


8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list encl. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, "Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 

8511220173 Monthly operating repts for Oct 1985.W/851101 ltr. 

KRONICH.C.L, TOMLYN.T.K. Commonwealth Edison Co. 85/10/31. 25pp. 

33584:252-33584:275. 

8511180329 Forwards listing of changes, tests & experiments completed in Oct 1985 & 
summary of safety evaluations, per 10CFR50.59. 

TAMLYN.T.K. Commonwealth Edison Co. 85/11/01. CASE.E.G. Office of Nuclear Re- 
actor Regulation, Director (pre-851125). 3pp. 33493:198-33493:200. 


8511260136 Forwards application for amend to License DPR-20, changing Tech Specs 
to provide new specs for alternate shutdown sys & new surveillance requirements for 
emergency lighting sys. Fee paid. 

BERRY, K.W. Consumers Power Co. 85/11/21. Office of Nuclear Reactor Regulation, 
Director (pre-851 1 25). 1 p. 33608:1 97-33608:209. 


-8511260140 Application to amend License DPR-20,providing new specs for alter no to 
shutdown sys & new surveillance requirements for emergency lighting sys. 

DEWITT, R.B. Consumers Power Co. 85/11/21. 3pp. 33608:198-33608:200. 

-8511260141 Proposed Tech Spec changes,providing new specs for alternate shut- 
down sys & new surveillance requirements for emergency lighting sys. 

* Consumers Power Co. 85/11/21. 9pp. 33608:201-33608:209. 


8511260414 Forwards Rev 1 to 841119 & 850205 applications for amend to Licence 
DPR-20,revising proposals re fire protection, control room habitability & insp & test* no 
of fire protection devices. v 

BERRY, K.W. Consumers Power Co. 85/11/21. Office of Nuclear Reactor Reaulation 
Director (pre-851125). Ip. 33613:042-33613:060. * 


-8511260419 Rev 1 to 841119 & 850205 applications for amend to License DPR -20 re- 
vising proposals re fire protection, control room habitability & insp & testinq of fire nm 
tection devices. K 

DEWITT, R.B. Consumers Power Co. 85/11/21. 7pp. 33613:043-33613:049. 


-8511260423 Proposed Tech Specs re fire protection control room habitability & insD A 
testing of fire protection devices & assemblies. 

* Consumers Power Co. 85/11/21. 11 pp. 33613:050-33613:060. 


P. Operating license stage documents & correspondence 

8511110139 Requests NRC approval to change Section 3.2.9 & Exception/ Intamreto 
tion 15a as Rev 5 to CPC- 2 A,per 10CFR50,54.Changes will allow small organizarion«i 
units flexibility in accomplishing assigned tasks. organizational 

BERRY, K.W. Consumers Power Co. 85/10/21. KEPPLER.J.G. Region 3 Office nf rv 
rector. 6 pp. 33386:343-33386:348. a * UTT,Ce of D| ~ 

8511010054 Forwards application for amend to License DPR -20 roncniiHa«~ 
840917,850531 & 0621 amend requests re auxiliary feedwater wpomKuaS£?° 
Item II.E. 1.1 & Generic Ltr 83-37.Fee paid. ys,per ™' Action 

BERRY.K.W. Consumers Power Co. 85/10/28. Office of Nuclear Reactor 
Director (pre-851125). 2 pp. 33287:305-33287:322. reactor Regulation, 

-8511010059 Application for amend to License DPR-20, consolidating previous suhmi* 
tals re auxiliary feedwater sys, per TMI Action Item II.E. 1.1 & Generic Ltr ■aTS? subm, t~ 
BERRY, K.W. Consumers Power Co. 85/10/28. 6 pp. 33287:307-33287:3 12." 37 ' 

- 8 watl ? 1 ^ 64 Proposed Tech Specs, consolidating previous submittals re auxiliaiy feed- 
* Consumers Power Co. 85/10/28. 10pp. 33287:313-33287:322. 

8511010338 Forwards Amend 92 to License DPR-20 & safety evaluation Amend 
vises surveillance frequency for diesei generators specified in Tech Spec 4 7 T(c) 

1 8 months to once per refueling cycle. H c ^’ / * 1 ' c ' Tr0rr » 

2WOLINSKI.J.A. Operating Reactors Branch 5. 85/10/28 BERRY KW Cnncmrs* 
Power Co. 3pp. 33301 :1 06-33301 :1 1 5. Y ,R * W ‘ Consumerj S 
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-8511010344 Amend 92 to License DPR-20, revising surveillance frequency for diesel 
generators specified in Tech Spec 4.7.1(c) from 18 months to once per refueling 
cycle. 

ZWOLINSKI.J.A. Operating Reactors Branch 5. 85/10/28. 4pp. 33301:109-33301:112. 

-8511010348 Safety evaluation supporting Amend 92 to License DPR-20. 

* Office of Nuclear Reactor Regulation, Director (pre-851 125). 85/10/28. 3pp. 
33301:113-33301:115. 

8511040041 Forwards updated list of equipment included in logic models for main 
steam line break evaluation,^ response to NRC questions. 

KUEMIN.J.L. Consumers Power Co. 85/10/30. Office of Nuclear Reactor Regulation, 
Director (pre-851 125). 6pp. 33294:038-33294:043. 

3511040228 Confirmatory Action Ltr 85-15 re 851015 conversation & 851024 meeting 
concerning status of maint program & ongoing efforts to reduce existing 
backlogs.Actions to be completed prior to startup following Nov 1985 outage listed. 
KEPPLER.J.G. Region 3, Office of Director. 85/10/30. DEWITT.R.B. Consumers 
Power Co. 3pp. 33297:100-33297:102. 

8511050037 Provides supplemental response to Generic Ltr 83-28,ltems 2.1 & 2.2 re 
NPRDS program implementation schedule. Input of equipment info into engineering 
data base & reporting of equipment failures will be up to date by 860501, not 851101. 
KUEMIN.J.L. Consumers Power Co. 85/10/31. Office of Nuclear Reactor Regulation, 
Director (pre-851 125). Ip. 33318:230-33318:230. 

8511050130 Informs of decision to revise schedule for upgrade of subcooled margin 
monitor to second refueling outage to coincide w/installation of reactor vessel level 
monitoring sys per Generic Ltr 82-28. 

KUEMIN.J.L. Consumers Power Co. 85/10/31. Office of Nuclear Reactor Regulation, 
Director (pre-851 125). 2pp. 33327:072-33327:073. 

8511050178 Requests relief from main steam & feedwater sys pressure test & IWA 
5214 which requires hydrostatic test following repair or replacement. Refueling outage 
preparation & completion make test impractical to complete.Fee paid. 

KUEMIN.J.L. Consumers Power Co. 85/11/01. Office of Nuclear Reactor Regulation, 
Director (pre-851 125). 6pp. 33330:322-33330:327. 

8511260136 Forwards application for amend to License DPR-20, changing Tech Specs 
to provide new specs for alternate shutdown sys & new surveillance requirements for 
emergency lighting sys. Fee paid. 

BERRY.K.W. Consumers Power Co. 85/11/21. Office of Nuclear Reactor Regulation, 
Director (pre-851 125). Ip. 33608:197-33608:209. 

-8511260140 Application to amend License DPR-20, providing new specs for alternate 
shutdown sys & new surveillance requirements for emergency lighting sys. 
DEWITT.R.B. Consumers Power Co. 85/11/21. 3pp. 33608:198-33608:200. 

-3511260141 Proposed Tech Spec changes, providing new specs for alternate shut- 
down sys & new surveillance requirements for emergency lighting sys. 

* Consumers Power Co. 85/11/21. 9pp. 33608:201-33608:209. 

8511260414 Forwards Rev 1 to 841119 & 850205 applications for amend to License 
DPR-20 .revising proposals re fire protection, control room habitability & insp & testing 
of fire protection devices. 

BERRY.K.W. Consumers Power Co. 85/11/21. Office of Nuclear Reactor Regulation, 
Director (pre-851 125). Ip. 33613:042-33613:060. 

-8511260419 Rev 1 to 841119 & 850205 applications for amend to License DPR-20, re- 
vising proposals re fire protection, control room habitability & insp & testing of fire pro- 
tection devices. 

DEWITT.R.B. Consumers Power Co. 85/11/21. 7pp. 33613:043-33613:049. 

-8511260423 Proposed Tech Specs re fire protection control room habitability & insp & 
testing of fire protection devices & assemblies. 

* Consumers Power Co. 85/11/21. 11pp. 33613:050-33613:060. 

8511270057 Application for amend to License DPR-20,changing Tech Specs to upgrade 
range of subcooling margin monitor & qualification & readout capability of core exit 
thermocouples to satisfy Generic Ltr 82-28. Fee paid. 

BERRY.K.W., DEWITT.R.B. Consumers Power Co. 85/11/21. Office of Nuclear Reac- 
tor Regulation. Director (pre-851 125). 4pp. 33625:339-33625:346. 

-8511270064 Proposed Tech Specs, upgrading range of subcooling margin monitor & 
qualification & readout capability of core exit thermocouples to satisfy Generic Ltr 82- 
28, “Inadequate Core Cooling Instrumentation Sys." 

* Consumers Power Co. 85/11/21. 4pp. 33625:343-33625:346. 


Q. Inspection reports, IE Bulletins & correspondence 


3510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 


8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 


8511050120 Confirms 851025 notification that 851030 enforcement conference in 
Region III ofc cancelled.Matter will be resolved through normal insp rept process. 
NORELIUS.C.E. Region 3, Office of Director. 85/11/01. DEWITT.R.B. Consumers 
Power Co. Ip. 33320:246-33320:246. 


8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511110246 Ack receipt of 851007 ltr informing NRC of steps taken to correct violations 
noted in 850905 Itr.Review of addl info re Violation 225/85017-05 indicates violation 
appropriately classified under Criterion II of App B. 

RE-YES, L.A. Region 3, Office of Director. 85/11/06. DEWITT.R.B. Consumers Power 
Co. 2pp. 33387:224-33387:225. 

8511130154 Forwards Safety Insp Rept 50-255/85-25 on 851015-18 & 21.No noncom- 
pliance noted. 

SHAFER, W.D. Region 3, Office of Director. 85/11/07. DEWITT.R.B. Consumers 
Power Co. 2pp. 33426:257-33426:264. 

-8511130157 Insp Rept 50-255/85-25 on 851015-18 & 21. No noncompliance or devi- 
ation noted. Major areas inspected:confirmatory measurements program, QC of analyti- 
cal measurements & actions on previously identified findings. 

JANUSKA.A.G., SCHUMACHER, M.C. Region 3, Office of Director. 85/11/06. 6pp. 
33426:259-33426:264. 


8511150074 Forwards Safeguards Insp Rept 50-255/85-28 on 851021-24.No noncom- 
pliance noted. 

AXELSON.W.L. Region 3, Office of Director. 85/11/07. DEWITT.R.B. Consumers 
Power Co. 2pp. 33466:256-33466:258. 

-8511150084 Physical Security Rept 50-255/85-28 on 851021-24.No noncompliance 
noted. Major areas inspected:mgt effectiveness, security organization.security program 
audit & vital area physical barriers. Details withheld (ref 10CFR73.21). 

BELANGER, J.L., KNICELEY.J.R., CREED, J.R. Region 3, Office of Director. 85/11/06. 
Ip. 33466:258-33466:258. 

8511130441 IE Bulletin 85-003, "Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, "Hazards of Inerting Atmospheres." Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 


8511150080 Responds to NRC 850905 ltr re violations noted in Insp Rept 50-255/85- 
17.Corrective actions:appropriate documents located, improvements implemented in 
records turnover process from const dept to plant & post-performance review provid- 
ed 

BERRY, K.W. Consumers Power Co. 85/10/07. KEPPLER.J.G. Region 3, Office of Di- 
rector. 5pp. 33463:100-33463:106. 

8510250539 IE Bulletin 85-001, "Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 


8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, "Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engmeenng Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


8511130181 Forwards Insp Rept 50-255/85-23 on 850911-1015 & notice of 
violation.Enforcement conference held on 851002.No reply required since actions initi- 
ated to correct & prevent recurrence of violations.W/o notice of violation. 
CHRISSOTIMOS.N. Region 3, Office of Director. 85/10/29. DEWITT.R.B. Consumers 
Power Co. 2pp. 33434:129-33434:139. 


—8511130188 Insp Rept 50-255/85-23 on 85091 1-1 01 5. Violation noted re missed re- 
quired surveillance tests & licensee corrective actions.Util sys for granting approval for 
overtime needs requires strengthening. 

HEHL,C.W. Region 3, Office of Director. 85/10/29. 9pp, 33434:131-33434:139. 


8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svc list 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 


8511260414 Forwards Rev 1 to 841119 & 850205 applications for amend to License 
DPR-20, revising proposals re fire protection.control room habitability & insp & testing 
of fire protection devices. 

BERRY.K.W. Consumers Power Co. 85/11/21. Office of Nuclear Reactor Regulation, 
Director (pre-851 125). Ip. 33613:042-33613:060. 

—8511260419 Rev 1 to 841119 & 850205 applications for amend to License DPR-20, re- 
vising proposals re fire protection, control room habitability & insp & testing of fire pro- 
tection devices. 

DEWITT.R.B. Consumers Power Co. 85/11/21. 7pp. 33613:043-33613:049. 

-8511260423 Proposed Tech Specs re fire protection control room habitability & insp & 
testing of fire protection devices & assemblies. 

* Consumers Power Co. 85/11/21. 11pp. 33613:050-33613:060. 
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R. Periodic operating reports & related correspondence 


8511220502 Monthly operating rept for Oct 1935.W/851108 itr. 

SMITH, PA, VAN3EN3ERS.D. Consumers Power Co. 85/10/31. 5pp. 
33554:2 2S. 


33584:224- 


8511260230 Forwards revised response to Reg Guide 1.97.Range for RCS pressure in- 
dication changed from 0-1,500 psig to 0-1,200 psig to increase accuracy of instru- 
ments. _ 

HUFHAM.J.W. Tennessee Valley Authority. 85/11/20. VASSALLO.D.B. Operating Re- 
actors Branch 2. 9pp. 33608:314-33608:322. 


S. Reportable occurrences, LERs & related correspondence 


P. Operating license stage documents & correspondence 


8511060302 LER 85-01 5-Gl:cr. 850S26.PORV actuated after primary coolant sys pres- 
sure transient Caused by increase in heat input due to operation of third primary cooF 
ant pump. Procedure will be revised & PCRV pressure transmitters recalibr.W/85 lu4o 

FENECri.RA, JOHNSON.B.O. Consumers Power Co. 85/10/28. 4pp. 33356:130- 
33356:133. 


8511060438 LER 85-01 9-€0:cn 850930, review c? Tech Spec surveillance test proce- 
dures identified deficiency re failure to verify containment isolation initiation due to 
containment h.gn rac:a ::cn s:gna.'. Caused bv inadequate review. W/S51 030 Itr 
FENECri.RA. JCHNSCN.5.C. Consumers Power Cc. 85/10/30. 3pp. 33354:350- 
33354:352. 


8511180444 LER 85-020-QQ:cn 851 QOS, discovered that scheduled date for main steam 
& feedwater sys hydrostatic test exceeded ASME required time interval.Caused by 
misintercretaticn of recuirements. Review performed.W/851107 Itr. 

FENECri.RA. JOHNSON, 5. C. Consumers Power Co. 85/11/07. 4pp. 33497:315- 
33497:318. 

8511180084 LER 85-021 -0C:on 851009, no iicensed senior operators present in control 
room for approx 5 minuies.Caused by mistaken belief that both senior operators re- 
ceived ack before leaving control rocm.W/851 1 0S itr. 

FENECH.RA, JOHNSON.B.O. Consumers Power Co. 85/11/08. 2pp. 33502:280- 
33502:281. 


8511210546 LER 85-022-QG:cn 851015 & 16, primary coolant sys leak calculation identi- 
fied excessive leakage resulting in plant shutdown.Caused by faulty packing on isola- 
tion valve MOV SCiS.Add'. cackir.c installed. W/851 1*4 

FENECH.RA, JCHNSCN.3.0. Consumers Fewer Cc. 85/11/14. 3pp. 33577:033- 
33577:035. 


8511260072 Forwards LER 85-023 “Possible Low Temp Overpressure Protection Sys 
Setpoint Error.” W/c end. 

JOHNSON.B.O. Consumers Power Co. 85/11/18. Record Services Branch (Document 
Control Desk). Ip. 33641:309-33641:309. 


8511270095 LER 85-01 6-01 :on 850830, reactor trip initiated by generator output protec- 
tive trip.Caused by personnel disabling generator distance relay transformer 
i.ncui Review c: relay beards wii: be per'crmed.W/851121 Itr. 

FENECH.RA, JOHNSON, E.C. Consumers =ewe' Co. 85/11/21. 3pp. 33711:157- 
33711:153. 


V. Operator Examinations 

8511050025 Forwards estimated schedule for operator licensing exams & requalification 
for FY86-FY89,per Generic Ltr 85-18. 

JOHNSON.B.O. Consumers Fewer Co. 85/11/01. Office of Nuclear Reactor Regula- 
tion, Director (pre-851 125). 8pp. 33318:235-33318:242. 


DOCKET 50-259 BROWNS FERRY NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & lire protection plans 


8511010363 Ack receipt of scope & objectives for 1985 emergency preparedness 
exerdse.Submittai appears to fulfill min requirements for full-scale exercise.Complete 
scenario will be reviewed when received. 

VERRELU.D.M. Region 2, Office of Director. 85/09/11. PARRIS, H.G. Tennessee 
Valley Authority. Ip. 33298:344-33298:344. 

8511050049 Ack receipt of scenario for emergency exercise on 851113. Submittal 
meets min requirement for full-scale exerdse. 

VERRELU.D.M. Region 2, Office of Director. 85/10/17. PARRIS.H.G. Tennessee 
Valley Authority. Ip. 33342:026-33342:026. 

8511010191 Forwards “Multi-Jurisdictional Radiological Emergency Response 
Plan.Browns Ferry Nuclear Power Riant" 

DOMER.JA Tennessee Valley Authority. 85/10/24. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851 125). Ip. 33283:250-33284:070. 


-8511010205 "Multi-Jurisdictional Radiological Emergency Response Plan, Browns 
Ferry Nuclear Power Rant" 

* Tennessee, State of. 85/10/03. 180pp. 33283:251-33284:070. 


8511130105 Revised emergency plan implementing procedures, including temporary 
changes to IP-1, “Browns Ferry Implementing Procedures Document” & BFN IP-21 
“Op^ations Support Ctr (OSC) Operations.” W/851 1 07 Itr. 

MARKS.B.K., HUFHAM.J.W. Tennessee Valley Authority. 85/11/07. GRACE JN 
Region 2, Office of Director. 14pp. 33426:169-33426:182. 


8511130182 Rev 0 to Central Emergency Ctr Implementing Procedure IP-21, “Div of 
Medical Svcs, Support to CECC.” Rev 1 to table of contents also enci.W/851107 Itr 
HUFHAM.J.W. Tennessee Valley Authority. 85/11/07. GRACE, J.N. Region 2, Office of 
Director. 10pp. 33437:292-33437:301. a 


851 1130215 Revised radiological emergency plan implementing procedures, including 
IP-14, "Health Physics Procedure,” IP-15, “Emergency Exposure" & IP-17, "Emeraen- 
cy Equipment & Suppfies." W/851 107 Itr. .gen 

HUFHAM.J.W. Tennessee Valley Authority. 85/11/07. GRACE, J.N. Region 2. Office of 
Director. 92pp. 33427:001-33427:092. 


8511200333 Notification of 851203 meeting w/util in Bethesda.MD to discuss revised 


. V.O. Operating Reactors Branch 2. 85/11/14. VASSALLO.D.B. Operatinq Re- 
actors Branch 2. 2pp. 33561:234-33561:236. ^ 9 


8511010006 Confirms 851004 telcon re 851023 mgt meeting at facility to review status 
of cable tray & support design. Proposed agenda end. , „ 

GRACE, J.N. Region 2, Office of Director. 85/10/17. PARRIS.H.G. Tennessee Valley 
Authority. 3pp. 33299:026-33299:028. 


8511060410 Informs that NRC not anticipating any shortening of schedule presented in 
850917 Itr re restart of operating units & licensing of Watts Bar, based on need for 
special insps & for meeting w/Commission. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851 125). 85/10/28. 
PARRIS.H.G. Tennessee Valley Authority. 3pp. 33370:215-33370:217. 


8511180412 Application for amends to Licenses DPR-33.DPR-52 & DPR-68, changing 
Tech Specs to add limitations on overtime work by plant staff per NRC policy state- 
ment 

DOMER.J.A. Tennessee Valley Authority. 85/11/05. VASSALLO.D.B. Operating Reac- 
tors Branch 2. 2pp. 33495:219-33495:229. 


-8511180418 Proposed Tech Specs re limitations on overtime work by plant staff per- 
forming safety-related functions per Generic Ltr 82-12. 

* Tennessee Valley Authority. 85/11/05. 9pp. 33495:221-33495:229. 

8511130301 Informs that listed items will be submitted to NRC by 851125 in lieu of 
summaries of closed nuclear safety review staff repts transmitted to NRC on 
850927,per recent discussions w/ EG Adensam concerning summary deficiencies. 
PARRIS.H.G. Tennessee Valley Authority. 85/11/06. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851 125). 2pp. 33437:302-33437:303. 


8511260320 Forwards requests for temporary exemption from App J testing of reactor 
bldg closed cooling water valves.Exemptions requested to accommodate schedule 
requirements.Approval by 860219 requested. 

HUFHAM.J.W. Tennessee Valley Authority. 85/11/20. VASSALLO.D.B. Operating Re- 
actors Branch 2. 8pp. 33609:263-33609:270. 


8511260404 Forwards addl info re analog trip sys instrumentation to update info submit- 
ted in 850508 Itr. Info designates which transmitters obtained from different vendors & 
provides environ interface temp & humidity data for new instruments. 

HUFHAM.J.W. Tennessee Valley Authority. 85/11/20. VASSALLO.D.B. Operating Re- 
actors Branch 2. 6pp. 33613:014-33613:019. 


Q. Inspection reports, IE Bulletins & correspondence 


8511010024 Forwards Insp Repts 50-259/85-44,50-260/85-44 & 50-296/85-44 on 
85091 0-14.No violation or deviation noted. 

VERRELU.D.M. Region 2, Office of Director. 85/10/15. PARRIS.H.G. Tennessee 
Valley Authority. 2pp. 33299:038-33299:044. 

-8511010028 Insp Repts 50-259/85-44,50-260/85-44 & 50-296/85-44 on 850909- 
13.No violation or deviation noted.Major areas inspected:refueiing activity, spent fuel 
poo! activity & local leak rate testing. 

MATHIS, J.L., JAPE.F. Region 2, Office of Director. 85/10/10. 5pp. 33299:040- 
33299:044. 


8511040008 Ack receipt of 851003 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-259/85-39, 50-260/85-39 & 50-296/85-39. 

WALKER.R.D. Region 2, Office of Director. 85/10/15. PARRIS.H.G. Tennessee Valiev 
Authority. Ip. 33308:194-33308:194. 

8511040227 Ack receipt of 850927 Itr informing NRC of steps taken to correct violations 
& deviations noted in Insp Repts 50-259/85-36,50-260/85-36 & 50-296/85-36. 
WALKER.R.D. Region 2, Office of Director. 85/10/16. PARRIS.H.G. Tennessee Valiev 
Authority. Ip. 33306:322-33306:322. 


8511040326 Forwards Insp Repts 50-259/85-45,50-260/85-45 & 50-296/85-45 on 
850821-0930 & notice of violation.Violation re diesel maint under consideration for es- 
calated enforcement action. 

WALKER.R.D. Region 2, Office of Director. 85/10/28. PARRIS.H.G. Tennessee Valiev 
Authority. 2pp. 33296:187-33296:209. y 


-8511040327 Notice of violation from insp on 850831-0930. 

* Region 2, Office of Director. 85/10/28. 3pp. 33296:189-33296:191. 

-8511040331 Insp Repts 50-259/85-45,50-260/85-45 & 50-296/85-45 on 850820- 
0930. Noncompliance noted.-failure to take corrective action for diesel generator false 
start & to maintain record of diesel generator surveillance instruction. 

PAULK, G.L., PATTERSON, C.A., BROOKS, C.R. Region 2, Office of Director 85/107 
23. 18pp. 33296:192-33296:209. * ,U/ 


8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement 85/1 0/2Q rvm 
solidated Edison Co. of New York, Inc. 1 39pp. 33358:1 39-33358:277. 


8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svc list 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response fPrmt 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp P 33358!ool! 
33358:138. r ° 


8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs." Svc list 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp 33357?2oS 
33357:336. ‘ v 
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8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511110001 Forwards Vol 1 to “Nuclear Performance Plan.Corporate" & Vol 2 to “Nu- 
clear Performance Plan, Sequoyah," in response to 850917 request to correct deficien- 
cies in SALP. 

DEAN.C.H. Tennessee Valley Authority. 85/11/01. DIRCKS.W.J. Office of the Execu- 
tive Director for Operations. 3pp. 33398:063-33400:041. 

-8511110002 Vol 1 of “Nuclear Performance Plan.Corporate.” 

* Tennessee Valley Authority. 85/11/01. 204pp. 33398:066-33398:269. 

-8511110004 Vol 2 of "Nuclear Performance Plan, Sequoyah." 

* Tennessee Valley Authority. 85/11/01. 492pp. 33398:270-33400:041. 

8511140078 Informs of withdrawal of violation, Item 4 from Insp Repts 50-259/85-06,50- 
260/85-06 & 50-296/85-06.Amended response providing clarification of Note 1.A re 
suspension of operations involving core alterations requested. 

GRACE, J.N. Region 2, Office of Director. 85/11/01. PARRIS, H.G. Tennessee Valley 
Authority. 2pp. 33467:245-33467:246. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511130151 Forwards Insp Repts 50-259/85-47,50-260/85-47,50-296/85-47, 50-327/ 
85-33 & 50-328/85-33 on 851007-11. No violations or deviations identified. 
VERRELLI.D.M. Region 2, Office of Director. 85/11/06. PARRIS, H.G. Tennessee 
Valley Authority. 2pp. 33425:118-33425:128. 

-8511130159 Insp Repts 50-259/85-47,50-260/85-47,50-296/85-47, 50-327/85-33 & 
50-328/85-33 on 851007-11. No violations or deviations noted.Major areas 
inspected:offsite support staff & onsite review committee. 

SMITH.C., MOORE, R., BELISLE.G.A. Region 2, Office of Director. 85/10/31. 9pp. 
33425:120-33425:128. 

8511130191 Forwards Insp Repts 50-259/85-49,50-260/85-49 & 50-296/85-49 on 
85 100 1-25. No violations or deviations noted. 

VERRELLI.D.M. Region 2, Office of Director. 85/11/07. PARRIS, H.G. Tennessee 
Valley Authority. 2pp. 33427:118-33427:136. 

-8511130198 Insp Repts 50-259/85-49,50-260/85-49 & 50-296/85-49 on 851001- 
25.No violations or deviations noted.Major areas inspected:operational safety.maint 
observation, ROs, mods, surveillance & regulatory performance. 

PAULK, G.L., PATTERSON.C.A., BROOKS, C.R. Region 2, Office of Director. 85/11/ 
06. 1 7pp. 33427: 1 20-33427: 136. 

8511260684 Forwards Insp Repts 50-259/85-50,50-260/85-50 & 50-296/85-50 on 
851015-18.No violations or deviations noted. 

VERRELLI.D.M. Region 2, Office of Director. 85/11/13. PARRIS, H.G. Tennessee 
Valley Authority. 2pp. 33620:281-33620:289. 

-8511260690 Insp Repts 50-259/85-50,50-260/85-50 & 50-296/85-50 on 851015- 
18.No violation or deviation noted.Major areas inspected:local leak rate testing. 
WHITENER.H.L., JAPE.F. Region 2, Office of Director. 85/11/07. 7pp. 33620:283- 
33620:289. 

8511130441 IE Bulletin 85-003, "Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR.J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, "Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, "Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 

8511180753 Monthly operating repts for Aug 1985.W/850917 Itr. 

THOM.T., LEWIS.R.L Tennessee Valley Authority. 85/08/31. 31pp. 33499:187- 
33499:219. 


S. Reportable occurrences, LERs & related correspondence 

8511040461 LER 85-049-00:on 850623, determined that weld repair procedure used to 
repair diesel generator battery rack stud not suitable for welding of ASTM A-307 
matls.Studs installed. W/851 025 Itr. 

JONES, S.B., LEWIS,R.L. Tennessee Valley Authority. 85/10/25. 4pp. 33306:056- 
33306:059. 

8511070350 LER 85-048-01 :on 850908, inadvertant scram occurred during performance 
of surveillance instruction APRMs.Computer logs indicated half scram on reactor pro- 
tection sys from previously tested APRM channel. W/851 029 Itr. 

STEELE, R.C., LEWIS.R.L. Tennessee Valley Authority. 85/10/29. 4pp. 33374:173- 
33374:176. 

8511130001 Forwards input for App B of AO rept to Congress for Third Quarter 
CY85.lnfo re license suspensions, orders & new generic safety issues also end. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/31. 
HELTEMES.C.J. AEOD, Director’s Office. 5pp. 33455:006-33455:024. 

-8510160384 Requests assistance to complete preparation of AO rept to Congress for 
Third Quarter CY85. Proposes listed events for reporting.Response requested by 
85 1018, 

HELTEMES.C.J. AEOD, Director’s Office. 85/10/07. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 14pp. 33455:011-33455:024. 

8511070457 LER 85-050-00:on 851003, during review of surveillance 

requirements, determined several instrument surveillances not performed per Tech 
Specs.Caused by failure to implement plant procedures. W/851 101 Itr. 

JONES, S.B., LEWIS.R.L. Tennessee Valley Authority. 85/11/01. 6pp. 33374:142- 
33374:147. 

8511180599 LER 85-014-01 :on 850405,19,22,0501 & 24, while in refueling/ maint 
outage, diesel generator & shutdown board battery racks found unqualified.Caused by 
installation errors. Racks modified & design drawings revised.W/851101 Itr. 

JONES, S.B., LEWIS.R.L. Tennessee Valley Authority. 85/11/01. 4pp. 33498:349- 
33498:352. 

8511220045 PNO-ll-85-109:on 851 11 3, six employees received contamination on skin or 
shoe during scheduled emergency drili.Caused by pouring less than 1 mCi Tc-99m to 
simulate contamination. Decontamination begun. 

COLLINS, T.R., HOSEY.C.M. Region 2, Office of Director. 85/11/14. 2pp. 33569:050- 
33569:051. 

8511270058 LER 85-026-01 :on 850701 .discovered that cable tray sections & supports 
not seismically qualified per plant design criteria.Mods to ensure structural integrity of 
cable tray supports will be peformed during Unit 2 outage. W/851 115 Itr. 

COOTS, L.H., LEWIS.R.L Tennessee Valley Authority. 85/11/15. 5pp. 33711:189- 
33711:193. 

8511270216 PNO-1 1-85-1 09A:five employees contaminated w/Tc-99 during emergency 
drill last wk.TVA successfully decontaminated four employees.Fifth individual received 
approx 4 rem to hands. 

HOSEY.C., BARR.K. Region 2, Office of Director. 85/11/19. 2pp. 33627:185- 
33627:186. 


V. Operator Examinations 

8511220181 Forwards listing of candidates to be administered requalification exam on 
8511 18.Random selection process used in determining identity of examinees. 
VERRELLI.D.M. Region 2, Office of Director. 85/11/07. PARRIS.H.G. Tennessee 
Valley Authority. 2pp. 33584:333-33584:334. 

8511270202 Notifies of operator license exams scheduled for wk of 860127.Ref matl 
listed in Enel 1 requested by 851206. Applications requested at least 60 days prior to 
exam. 

VERRELLI.D.M. Region 2, Office of Director. 85/11/18. PARRIS.H.G. Tennessee 
Valley Authority. 5pp. 33626:355-33626:359. 


Y. Dry Cask Independent Spent Fuel Storage Installations 

8511120093 Summary of 851029-30 meeting w/DOE & BNWL in Seattle, WA re com- 
merical spent fuel mgt program. 

ROBERTS, J.P. Advanced Fuel & Spent Fuel Licensing Branch. 85/11/06. 
ROUSE, L.C. Advanced Fuel & Spent Fuel Licensing Branch. 2pp. 33433:311- 
33433:312. 
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F. Security, medical, emergency & fire protection plans 

8511010363 Ack receipt of scope & objectives for 1985 emergency preparedness 
exercise.Submittal appears to fulfill min requirements for full-scale exercise.Complete 
scenario will be reviewed when received. 

VERRELLI.D.M. Region 2, Office of Director. 85/09/11. PARRIS.H.G. Tennessee 
Valley Authority. Ip. 33298:344-33298:344. 

8511050049 Ack receipt of scenario for emergency exercise on 851113. Submittal 
meets min requirement for full-scale exercise. 

VERRELLI.D.M. Region 2, Office of Director. 85/10/17. PARRIS.H.G. Tennessee 
Valley Authority. Ip. 33342:026-33342:026. 

8511010191 Forwards "Multi-Jurisdictional Radiological Emergency Response 
Plan, Browns Ferry Nuclear Power Plant.” 

DOMER.J.A. Tennessee Valley Authority. 85/10/24. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). Ip. 33283:250-33284:070. 

—8511010205 "Multi-Jurisdictional Radiological Emergency Response Plan, Browns 
Ferry Nuclear Power Plant." 

* Tennessee, State of. 85/10/03. 180pp. 33283:251-33284:070. 
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fL Periodic operating reports & related correspondence 


■‘2213502 y-rtriv operating rent for Oct 1985.W/851108 Itr. 

I vAS^iNBERG.D Consumers Power Co. 85/10/31. 5pp. 33584:224- 


32584:225, 


8511260230 Forwards revised response to Reg Guide 1.97.Range for RCS pressure in* 
n.i KDf) ncin tn n.l OOO nsin tn increase accuracy Of instru- 


HUFHAM.J.W. Tennessee Valley Authority. 85/11/20. VASSALLO.D.B. Operating Re- 
actors Branch 2. 9pp. 33608:314-33608:322. 


S. Reportable occurrences, LERs & related correspondence 

8511060302 LER 85-01 5-01 :on 650826 ; PORV actuated after primary coolant sys pres- 
s ,- e ♦-a-TSient. Caused by increase in heat input due to operation of third primary cool- 
an: pump.Prccedure wS! be revised & PGRV pressure transmitters recaiibr.W/851028 

FiNECH.RA, JOHNSGN.B.D. Consumers Power Co. 85/10/28. 4pp. 33356:130- 
33356 : 133 . 

851 *060438 LER 85-C19-00:on 850930, review of Tech Spec surveillance test proce- 
dures identified deficiency re failure to verify containment isolation initiation due to 
“Zd a ; r *re«^V?ch 'adlaticn sianai.Caused by inadequate review. W/851 030 Itr. 

FENECr =. A, "JOHNSON, B.'C. Consumers Power Co. 85/10/30. 3pp. 33354:350- 
33354:352,' ' 

8511180444 LER S5-C2C-00:on 85 1 008, discovered that scheduled date for main steam 
& feedwater sys hydrostatic test exceeded ASME required time interval.Caused by 
r-:sin*.ercretat:c r ' cf requirements.Review performed. W/851 107 itr. 

= E~\ECH : F.A. wCHNSCN.S.C. Consumers Power Co. 85/11/07. 4pp. 33497:315- 
33497:318. 

8511180084 LER S5-G21-00:on 851009.no licensed senior operators present in control 
room for approx 5 minutes.Caused by mistaken belief that both senior operators re- 
ceived ack before leaving control rocm.W/851 1 08 Itr. 

? C NECHR.A., JOHNSON, B.D. Consumers Power Co. 85/11/08. 2pp. 33502:280- 
33502:281. 

8511210546 LER 85-022-00:on 851015 & 16,primary coolant sys leak calculation identi- 
fied excessive leakage resulting in plant shuidown.Caused by faulty packing on isola- 
tion valve MOV 301 5-Addl packing instailed.W/851 114 Itr. 

FENECH.RA, JOHNSON, 8.D. Consumers Power Co. 85/11/14. 3pp. 33577:033- 

33577:035. 

8511260072 Forwards LER 85-023 “Possible Low Temp Overpressure Protection Sys 

Setpoint Error." W/c end. 

JOHNSQN,B.D. Consumers Power Co. 85/11/18. Record Services Branch (Document 
Control Desk). Ip. 33641:309-33641:309. 

8511270095 LER 85-01 6-01 :on 850830, reactor trip initiated by generator output protec- 
tive trip.Caused by personnel disabling generator distance relay transformer 
input. Review of relay boards will be performed.W/851121 Itr. 

FENECH.RA, JOHNSON, B.D. Consumers Power Co. 85/11/21. 3pp. 33711:157- 
33711:159. 


V. Operator Examinations 

8511050025 Forwards estimated schedule for operator licensing exams & requalification 
for FY 86- FY89, per Generic Itr 85-18. 

JOHNSON, 8.D. Consumers Power Co. 85/11/01. Office of Nuclear Reactor Regula- 
tion, Director (pre-851 125). 8pp. 33318:235-33318:242. 
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F. Security, medical, emergency & fire protection plans 


8511010363 Ack receipt of scope & objectives for 1985 emergency preparedness 
exercise. Submittai appears to fulfill min requirements for full-scale exercise.Complete 
scenario will be reviewed when received. 

VERRELU.D.M. Region 2, Office of Director. 85/09/11. PARRIS, H.G. Tennessee 
Valley Authority. Ip. 33298:344-33298:344. 


8511050049 Ack receipt of scenario for emergency exercise on 851113. Submittal 
meets min requirement for full-scale exercise. 

VERRELU.D.M. Region 2, Office of Director. 85/10/17. PARRIS.H.G. Tennessee 
Valley Authority, ip. 33342:026-33342:026. 


8511010191 Forwards “Mufti-Jurisdictional Radiological Emergency Response 
Flan, Brawns Ferry Nuclear Power Plant” 

OOMER.JA Tennessee Valley Authority. 85/10/24. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851 125). Ip. 33283:250-33284:070. 

-8511010205 ‘‘Multi-Jurisdctionai Radiological Emergency Response Plan, Browns 
Ferry Nuclear Power Plant" 

" Tennessee, State of. 85/10/03. 180pp. 33283:251-33284:070. 


r s, including temporal 

lures Document" & BFN IP-2 

wygrai, wm wi^raciuuia. 1 ’ W/851 1 07 Itr. 

MARKS.B.K, HUFHAMJ.W. Tennessee Valley Authority. 85/11/07. GRACE, JJ 

Regwan 2, Office of Director. 14pp. 33426:169-33426:182. 


0 to Central Emergency Ctr Implementing Procedure IP-21, “Div of 
to CEGC. 1 Rev 1 to table of contents also end. W/851 107 Itr. 

££« 85/11/07 - GRACEJN - Re s ton ft «»» of 


2^®® ci . rac ¥pk3gi c al emergency plan implementing procedures, includir 

1 If " Emer9ency Exposure '' S IP - 17 ‘ “ Emer9e ' 
s2S^ :VSSSSStSSiJSt^ 85/11/07 - GRACE ' J - N - Re9km 2 ' Mce ‘ 

riveting w/util in Bethesda.MD to discuss revise 
VASSAUO.D.B. Operaflng R, 


P. Operating license stage documents & correspondence 


8511010006 Confirms 851004 telcon re 851023 mgt meeting at facility to review status 
of cable tray & support design.Proposed agenda end. 

GRACE.J.N. Region 2, Office of Director. 85/10/17. PARRIS, H.G. Tennessee Valley 
Authority. 3pp. 33299:026-33299:028. 


8511060410 Informs that NRC not anticipating any shortening of schedule presented in 
850917 Itr re restart of operating units & licensing of Watts Bar, based on need for 
special insps & for meeting w/Commission. ._ Q 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851 125). 85/10/28. 
PARRIS.H.G. Tennessee Valley Authority. 3pp. 33370:215-33370:217. 


8511180412 Application for amends to Licenses DPR-33.DPR-52 & DPR:68, changing 
Tech Specs to add limitations on overtime work by plant staff per NRC policy state- 
ment. _ . _ 

DOMER.J.A. Tennessee Valley Authority. 85/11/05. VASSALLO.D.B. Operating Reac- 
tors Branch 2. 2pp. 33495:219-33495:229. 


-8511180418 Proposed Tech Specs re limitations on overtime work by plant staff per- 
forming safety-related functions per Generic Ltr 82-12. 

• Tennessee Valley Authority. 85/11/05. 9pp. 33495:221-33495:229. 

8511130301 Informs that listed items will be submitted to NRC by 851125 in lieu of 
summaries of closed nuclear safety review staff repts transmitted to NRC on 
850927, per recent discussions w/ EG Adensam concerning summary deficiencies. 
PARRIS.H.G. Tennessee Valley Authority. 85/11/06. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851 125). 2pp. 33437:302-33437:303. 


8511260320 Forwards requests for temporary exemption from App J testing of reactor 
bldg dosed cooling water valves.Exemptions requested to accommodate schedule 
requirements. Approval by 860219 requested. 

HUFHAM.J.W. Tennessee Valley Authority. 85/11/20. VASSALLO.D.B. Operating Re- 
actors Branch 2. 8pp. 33609:263-33609:270. 


8511260404 Forwards add! info re analog trip sys instrumentation to update info submit- 
ted in 850508 Itr.lnfo designates which transmitters obtained from different vendors & 
provides environ interface temp & humidity data for new instruments. 

HUFHAM.J.W. Tennessee Valley Authority. 85/11/20. VASSALLO.D.B. Operating Re- 
actors Branch 2. 6pp. 33613:014-33613:019. 


Q. Inspection reports, IE Bulletins & correspondence 


8511010024 Forwards Insp Repts 50-259/85-44,50-260/85-44 & 50-296/85-44 on 
85091 0-14.No violation or deviation noted. 

VERRELU.D.M. Region 2, Office of Director. 85/10/15. PARRIS.H.G. T ennessoo 
Valley Authority. 2pp. 33299:038-33299:044. 

-8511010028 Insp Repts 50-259/85-44,50-260/85-44 & 50-296/85-4 4 on 85QDOI*. 
13.No violation or deviation noted.Major areas inspected:refueling activity, spent fuel 
pool activity & local leak rate testing. 

MATHIS.J.L, JAPE.F. Region 2, Office of Director. 85/10/10. 5pp. 33299:040- 
33299:044. 


8511040008 Ack receipt of 851003 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-259/85-39, 50-260/85-39 & 50-296/85-39. 

WALKER.R.D. Region 2, Office of Director. 85/10/15. PARRIS.H.G. Tennessee Vaifnv 
Authority. Ip. 33308:194-33308:194. y 

8511040227 Ack receipt of 850927 Itr informing NRC of steps taken to correct violations 
& deviations noted in insp Repts 50-259/85-36,50-260/85-36 & 50-296/85-36 
WALKER, R.D. Region 2. Office of Director. 85/10/16. PARRIS.H.G. Tennessee VaiNgv 
Authority. Ip. 33306:322-33306:322. y 


8511040326 Forwards Insp Repts 50-259/85-45,50-260/85-45 & 50-296/85-45 on 
850821-0930 & notice of violation. Violation re diesel maint under consideration for as. 
caJated enforcement action. 

WALKER, R.D. Region 2, Office of Director. 85/10/28. PARRIS.H.G. Tennessee Vailav 
Authority. 2pp. 33296:187-33296:209. 


-8511040327 Notice of violation from insp on 850831-0930. 

* Region 2, Office of Director. 85/10/28. 3pp. 33296:189-33296:191. 


-8511040331 Insp Repts 50-259/85-45,50-260/85-45 & 50-296/85-45 on 850B2D 
0930.Noncompliance noted:failure to take corrective action for diesel Generator fnt** 
start & to maintain record of diesel generator surveillance instruction. w *«**»« 

PAULK, G.L., PATTERSON, C. A., BROOKS, C.R. Region 2, Office of Director 85/ in/ 
23. 18pp. 33296:192-33296:209. uirecior. 85/10/ 




end. 

T AYLOR.J.M. Director’s Office, Office of Inspection and Enforcement 85 / 10/29 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277.* 1U/29 * Con* 

85 ei?c| 50543 IE lnf0 Noti ° e 85 ' 083 ' " Potential Failures of GE PK -2 Test Blocks " Svc Ust 


85 enc| 5 ° 546 IE lnf ° NotiCe 85 " 084, "Inadequate Inservice Testing of MSIVs." Svc ftst 




DOCKETED ITEMS 37 


8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511110001 Forwards Vol 1 to “Nuclear Performance Plan, Corporate" & Vol 2 to "Nu- 
clear Performance Plan, Sequoyah,” in response to 850917 request to correct deficien- 
cies in SALP. 

DEAN,C.H. Tennessee Valley Authority. 85/11/01. DIRCKS.W.J. Office of the Execu- 
tive Director for Operations. 3pp. 33398:063-33400:041. 

-8511110002 Vol 1 of “Nuclear Performance Plan, Corporate.” 

* Tennessee Valley Authority. 85/11/01. 204pp. 33398:066-33398:269. 

-8511110004 Vol 2 of “Nuclear Performance Plan, Sequoyah.” 

* Tennessee Valley Authority. 85/11/01. 492pp. 33398:270-33400:041. 

8511140078 Informs of withdrawal of violation, Item 4 from Insp Repts 50-259/85-06,50- 
260/85-06 & 50-296/85-06.Amended response providing clarification of Note 1.A re 
suspension of operations involving core alterations requested. 

GRACE, J.N. Region 2, Office of Director. 85/11/01. PARRIS, H.G. Tennessee Valley 
Authority. 2pp. 33467:245-33467:246. 

8511010020 IE Info Notice 85-086, "Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511130151 Forwards Insp Repts 50-259/85-47,50-260/85-47,50-296/85-47, 50-327/ 
85-33 & 50-328/85-33 on 851007-11. No violations or deviations identified. 
VERRELLI.D.M. Region 2, Office of Director. 85/11/06. PARRIS, H.G. Tennessee 
Valley Authority. 2pp. 33425:118-33425:128. 

-8511130159 Insp Repts 50-259/85-47,50-260/85-47,50-296/85-47, 50-327/85-33 & 
50-328/85-33 on 851007-11. No violations or deviations noted.Major areas 
inspected:offsite support staff & onsite review committee. 

SMITH, C., MOOr£r., BELISLE.G.A. Region 2, Office of Director. 85/10/31. 9pp. 
33425:120-33425:128. 

8511130191 Forwards Insp Repts 50-259/85-49,50-260/85-49 & 50-296/85-49 on 
851 001 -25.No violations or deviations noted. 

VERRELLI.D.M. Region 2, Office of Director. 85/11/07. PARRIS, H.G. Tennessee 
Valley Authority. 2pp. 33427:118-33427:136. 

-8511130198 Insp Repts 50-259/85-49,50-260/85-49 & 50-296/85-49 on 851001- 
25.No violations or deviations noted.Major areas inspected:operational safety, maint 
observation, ROs, mods, surveillance & regulatory performance. 

PAULK, G.L., PATTERSON.CA, BROOKS, C.R. Region 2, Office of Director. 85/11/ 
06. 17pp. 33427:120-33427:136. 

8511260684 Forwards Insp Repts 50-259/85-50,50-260/85-50 & 50-296/85-50 on 
851015-18.No violations or deviations noted. 

VERRELLI.D.M. Region 2, Office of Director. 85/11/13. PARRIS, H.G. Tennessee 
Valley Authority. 2pp. 33620:281-33620:289. 

-8511260690 Insp Repts 50-259/85-50,50-260/85-50 & 50-296/85-50 on 851015- 
18. No violation or deviation noted.Major areas inspected:local leak rate testing. 
WHITENER.H.L., JAPE.F. Region 2, Office of Director. 85/11/07. 7pp. 33620:283- 
33620:289. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR, J.M. Director's Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres." Svc list end. 
JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp, 33631:001- 
33631:017, 

8511150107 IE Info Notice 85-088, "Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc, 130pp. 33631:018- 
33631:151. 


S. Reportable occurrences, LERs & related correspondence 

8511040461 LER 85-049-00:on 850623, determined that weld repair procedure used to 
repair diesel generator battery rack stud not suitable for welding of ASTM A-307 
matls.Studs installed.W/851025 Itr. 

JONES, S.B., LEWIS, R.L. Tennessee Valley Authority. 85/10/25. 4pp. 33306:056- 
33306:059. 

8511070350 LER 85-048-01 :on 850908, inadvertant scram occurred during performance 
of surveillance instruction APRMs.Computer logs indicated half scram on reactor pro- 
tection sys from previously tested APRM channel. W/851 029 Itr. 

STEELE, R.C., LEWIS, R.L Tennessee Valley Authority. 85/10/29. 4pp. 33374:173- 
33374:176. 

8511130001 Forwards input for App B of AO rept to Congress for Third Quarter 
CY85.lnfo re license suspensions, orders & new generic safety issues also end. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/31. 
HELTEMES.C.J. AEOD, Director’s Office. 5pp. 33455:006-33455:024. 

-8510160384 Requests assistance to complete preparation of AO rept to Congress for 
Third Quarter CY85.Proposes listed events for reporting.Response requested by 
851018. 

HELTEMES.C.J. AEOD, Director’s Office. 85/10/07. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 14pp. 33455:011-33455:024. 

8511070457 LER 85-050-00:on 851 003, during review of surveillance 

requirements, determined several instrument surveillances not performed per Tech 
Specs.Caused by failure to implement plant procedures.W/851101 Itr. 

JONES, S.B., LEWIS, R.L. Tennessee Valley Authority. 85/11/01. 6pp. 33374:142- 
33374:147. 

8511180599 LER 85-01 4-01 :on 850405,19,22,0501 & 24. while in refueling/ maint 
outage, diesel generator & shutdown board battery racks found unquaiified.Caused by 
installation errors.Racks modified & design drawings revised.W/851 1 01 Itr. 

JONES, S.B., LEWIS, R.L. Tennessee Valley Authority. 85/11/01. 4pp. 33498:349- 
33498:352. 

8511220045 PNO-1 1-85-1 09:on 851 11 3, six employees received contamination on skin or 
shoe during scheduled emergency drill.Caused by pouring less than 1 mCi Tc-99m to 
simulate contamination. Decontamination begun. 

COLLINS, T.R., HOSEY.C.M. Region 2. Office of Director. 85/11/14. 2pp. 33569:050- 
33569:051. 

8511270058 LER 85-026-01 :on 850701 .discovered that cable tray sections & supports 
not seismically qualified per plant design criteria.Mods to ensure structural integrity of 
cable tray supports will be peformed during Unit 2 outage.W/851115 Itr. 

COOTS, L.H., LEWIS, R.L. Tennessee Valley Authority. 85/11/15. 5pp. 33711:189- 
33711:193. 

8511270216 PNO-1 1-85-1 09A:five employees contaminated w/Tc-99 during emergency 
drill last wk.TVA successfully decontaminated four employees.Fifth individual received 
approx 4 rem to hands. 

HOSEY.C., BARR.K. Region 2, Office of Director. 85/11/19. 2pp. 33627:185- 
33627:186. 


V. Operator Examinations 

8511220181 Forwards listing of candidates to be administered requalification exam on 
851118.Random selection process used in determining identity of examinees. 
VERRELLI.D.M. Region 2, Office of Director. 85/11/07. PARRIS, H.G. Tennessee 
Valley Authority. 2pp. 33584:333-33584:334. 

8511270202 Notifies of operator license exams scheduled for wk of 860127.Ref matl 
listed in Enel 1 requested by 851206. Applications requested at least 60 days prior to 
exam. 

VERRELLI.D.M. Region 2, Office of Director. 85/11/18. PARRIS, H.G. Tennessee 
Valley Authority. 5pp. 33626:355-33626:359. 


Y. Dry Cask Independent Spent Fuel Storage Installations 

8511120093 Summary of 851029-30 meeting w/DOE & BNWL in Seattle, WA re com- 
merical spent fuel mgt program. 

ROBERTS, J.P. Advanced Fuel & Spent Fuel Licensing Branch. 85/11/06. 
ROUSE, LC. Advanced Fuel & Spent Fuel Licensing Branch. 2pp. 33433:311- 
33433:312. 


8511150089 Suppl 1 to IE Info Notice 85-058, "Failure dTGE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness 8 Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New Yom, Inc. T34pp. 33713:123- 
33713:252. - ' ■ 

85111501 T4 HE l n ^^ oti ^®5-089^‘Potenff al Loss of Solid-State Instrumentation Fol- 

ttSrf! Sc. n ?33^. P 33^2:2?4^ 

8511150120 IE Info Notice 85-090, "Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN, EL. Division of Emergency Preparedness & 

830103). 85/11/19. Consolidated Edison Co. of New 
33713:122, ; 

R. Periodic ^operating Reports &■ related . correspondence 


DOCKET 50-260 BROWNS FERRY NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8511010383 Ack receipt of scope & objectives for 1985 emergency preparedness 
exercise.Submittal appears to fulfill min requirements for full-scale exercisaComplete 
scenario will be reviewed when received. 

VERRELLI.D.M. Region 2, Office of Director. 85/09/11. PARRIS, H.G. Tennessee 
Valley Authority. Ip. 33298:344-33298:344. 

8511050049 Ack receipt of scenario for emergency exercise on 851113. Submittal 
meets min requirement for full-scale exercise. 

VERRELLI.D.M, Region 2, Office of Director. 85/10/17. PARRIS.H.G. Tennessee 
Valley Authority. Ip. 33342:026-33342:026. 

8511010191 Forwards "Multi-Jurisdictional Radiological Emergency Response 
Plan, Browns Ferry Nuclear Power Plant.” 

DOMER.J.A. Tennessee Valley Authority. 85/10/24. DENTON, H.R. Office of Nuclear 
Rpactor Regulation, Director (pre-851125). Ip. 33283:250-33284:070. 



851 1 180753 K 
THOM.T,, l 
33499:219. 


ttpp* 


-8511010205 "Multi-Jurisdictional Radiological Emergency Response Plan, Browns 
Ferry Nuclear Power Plant.” 

* Tennessee, State of. 85/10/03. 180pp. 33283:251-33284:070. 
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8511130105 Revised emergency plan implementing procedures, including temporary 
changes to IP-1, “Browns Ferry Implementing Procedures Document” & BFN IP-21, 
“Operations Support Ctr (OSC) Operations.” W/851107 Itr. , . . 

MARKS.B.K., HUFHAM.J.W. Tennessee Valley Authority. 85/11/07. GRACE, J.N. 
Region 2, Office of Director. 14pp. 33426:169-33426:182. 

8511130182 Rev 0 to Central Emergency Ctr Implementing Procedure IP-21, ‘‘DjY 
Medical Svcs, Support to CECC.” Rev 1 to table of contents also encl.W/851107 Itr 
HUFHAM.J.W. Tennessee Valley Authority. 85/11/07. GRACE, J.N. Region 2, Office of 
Director. 10pp. 33437:292-33437:301. 


8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps." Svc list 

TAYLOR.J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 


8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358.00J 


8511130215 Revised radiological emergency plan implementing procedures, including 
IP-14, “Health Physics Procedure,” IP-15, “Emergency Exposure” & IP-17, “Emergen- 
cy Equipment & Supplies." W/851 107 Itr. 

HUFHAM.J.W. Tennessee Valley Authority. 85/11/07. GRACE, J.N. Region 2, Office of 
Director. 92pp. 33427:001-33427:092. 

8511200333 Notification of 851203 meeting w/util in Bethesda.MD to discuss revised 
App R plan. 

LONG.W.O. Operating Reactors Branch 2. 85/11/14. VASSALLO.D.B. Operating Re- 
actors Branch 2. 2pp. 33561:234-33561:236. 

8511260230 Forwards revised response to Reg Guide 1.97.Range for RCS pressure in- 
dication changed from 0-1,500 psig to 0-1,200 psig to increase accuracy of instru- 
ments. _ 

HUFHAM.J.W. Tennessee Valley Authority. 85/11/20. VASSALLO.D.B. Operating Re- 
actors Branch 2. 9pp. 33608:314-33608:322. 


P. Operating license stage documents & correspondence 


8510250546 IE Info Notice 85-084, "Inadequate Inservice Testing of MSIVs." Svc list 

JORDAn.E.l. Division of Emergency Preparedness & E n g in e e r in g Response (Post 
830103 . 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357.20U 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction, bvc 
list end. „ ( 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Pos 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357.064 
33357:199. 

8511110001 Forwards Vol 1 to "Nuclear Performance Plan, Corporate" & Vol 2 to "Nu* 
clear Performance Plan, Sequoyah,” in response to 850917 request to correct deficien 
cies in SALP _ 

DEAN.C.H. Tennessee Valley Authority. 85/11/01. DIRCKS.W.J. Office of the Execu- 
tive Director for Operations. 3pp. 33398:063-33400:041 . 


8511010006 Confirms 851004 telcon re 851023 mgt meeting at facility to review status 
of cable tray & support design. Proposed agenda end. w 

GRACE, J.N. Region 2, Office of Director. 85/10/17. PARRIS, H.G. Tennessee Valley 
Authority. 3pp. 33299:026-33299:028. 


8511060410 Informs that NRC not anticipating any shortening of schedule presented in 
850917 Itr re restart of operating units & licensing of Watts Bar, based on need tor 
special insps & for meeting w/Commission. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851 125). 85/10/28. 
PARRIS, H.G. Tennessee Valley Authority. 3pp. 33370:215-33370:217. 


8511180412 Application for amends to Licenses DPR-33.DPR-52 & DPR-68, changing 
Tech Specs to add limitations on overtime work by plant staff per NRC policy state- 
ment _ 

DOMER.J.A. Tennessee Valley Authority. 85/11/05. VASSALLO.D.B. Operating Reac- 
tors Branch 2. 2pp. 33495:219-33495:229. 


-8511180418 Proposed Tech Specs re limitations on overtime work by plant staff per- 
forming safety-related functions per Generic Ltr 82-1 2. 

* Tennessee Valley Authority. 85/11/05. 9pp. 33495:221-33495:229. 


8511130301 Informs that listed items will be submitted to NRC by 851125 in lieu of 
summaries of closed nuclear safety review staff repts transmitted to NRC on 


850927,per recent discussions w/ EG Adensam concerning summary deficiencies. 

LH.G. Tennessee Valley Authority. 85/11/06. DENTON, H.R. Office of Nuclear 


PARRIS f _ 

Reactor Regulation, Director (pre-851 i 25). 2pp. 33437:302-33437:303. 


8511260320 Forwards requests for temporary exemption from App J testing of reactor 
bldg closed cooling water valves. Exemptions requested to accommodate schedule 
requirements. Approval by 860219 requested. _ 

HUFHAM.J.W. Tennessee Valley Authority. 85/11/20. VASSALLO.D.B. Operating Re- 
actors Branch 2. 8pp. 33609:263-33609:270. 


8511260404 Forwards addl info re analog trip sys instrumentation to update info submit- 
ted in 850508 Itr.lnfo designates which transmitters obtained from different vendors & 
provides environ interface temp & humidity data for new instruments. 

HUFHAM.J.W. Tennessee Valley Authority. 85/11/20. VASSALLO.D.B. Operating Re- 
actors Branch 2. 6pp. 33613:014-33613:019. 


Q. Inspection reports, IE Bulletins & correspondence 


8511010024 Forwards Insp Repts 50-259/85-44,50-260/85-44 & 50-296/85-44 on 
850910-14.No violation or deviation noted. ^ 

VERRELLI.D.M. Region 2, Office of Director. 85/10/15. PARRIS, H.G. Tennessee 
Valley Authority. 2pp. 33299:038-33299:044. 


-8511010028 Insp Repts 50-259/85-44.50-260/85-44 & 50-296/85-44 on 850909- 
13.No violation or deviation notedMajor areas inspected:refueling activity, spem ruei 
pool activity & local leak rate testing. . n4n 

MATHIS, J.L, JAPE.F. Region 2, Office of Director. 85/10/10. 5pp. 33299.040- 
33299:044. 

8511040008 Ack receipt of 851003 Itr informing NRC of steps taken to correct violations 
noted in insp Repts 50-259/85-39, 50-260/85-39 & 50-296/85-39. ,, 

WALKER, RJD. Region 2, Office of Director. 85/10/15. PARRIS, H.G. Tennessee Valley 
Authority. Ip. 33308:194-33308:194. 


8511040227 Ack receipt of 850927 Itr informing NRC of steps taken to correct violations 
& deviations noted in Insp Repts 50-259/85-36,50-260/85-36 & 50-296/85-36. 
WALKER, R.D. Region 2, Office of Director. 85/10/16. PARRIS, H.G. Tennessee Valley 
Authority.’ Ip. 33306:322-33306:322. 


8S1 1040326 Forwards Insp Repts 50-259/85-45,50-260/85-15 & 50-296/85-45 on 
850821-0930 & notice of violation.Violation re diesel maint under consideration for es- 

WAL^^RD^egion 2, Office of Director. 85/10/28. PARRIS, H.G. Tennessee Valley 
Authority-’ 2pp. 33296:187-33296:209. 


-8511040327 Notice of violation from insp on 850831-QflOT. 

* Region 2, Office of Director. 85/10/28. 3pp. 33296:189-33296:191. 



85/10/ 


23. 18pp. 33296:192-33296:209. 


-8511110002 Vol 1 of “Nuclear Performance Plan.Corporate." 

* Tennessee Valley Authority. 85/11/01. 204pp. 33398:066-33398:269. 


8511140078 Informs of withdrawal of violation, Item 4 from Insp Repts 50-259/85-06,50* 
260/85-06 & 50-296/ 85-06. Amended response providing clarification of Note 1 .A rc* 


suspension of operations involving core alterations requested. . „ 

GRACE, J.N. Region 2, Office of Director. 85/11/01. PARRIS.H.G. Tennessee Valley 
Authority. 2pp. 33467:245-33467:246. 


8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Respons^ 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:138- 
33385:335 


8511130151 Forwards Insp Repts 50-259/85-47,50-260/85-47.50-296/85-47, 50-3^7/ 
85-33 & 50-328/85-33 on 851007-11. No violations or deviations identified. 
VERRELLI.D.M. Region 2, Office of Director. 85/11/06. PARRIS.H.G. Tennessee 
Valley Authority. 2pp. 33425:118-33425:128. 


-8511130159 Insp Repts 50-259/85-47,50-260/85-47.50-296/85-47. 50-327/85-33 & 
50-328/85-33 on 851007-11. No violations or deviations noted.Major aroat 
inspected:offsite support staff & onsite review committee. _ 

SMITH, C., MOORE.R., BELISLE.G.A. Region 2, Office of Director. 85/10/31. 9pp 
33425:120-33425:128. 


8511130191 Forwards Insp Repts 50-259/85-49,50-260/85-49 & 50-296/85-49 o< 
851 001 -25.No violations or deviations noted. 

VERRELLIDM Region 2, Office of Director. 85/11/07. PARRIS.H.G. Tennessee 
Valley Authority. 2pp. 33427:118-33427:136. 


“8511130198 Insp Repts 50-259/85-49,50-260/85-49 & 50-296/85-49 on 851001 
25.No violations or deviations noted.Major areas inspected:operational safety. main 
observation, ROs,mods, surveillance & regulatory performance. 

PAULK, G.L., PATTERSON, C.A., BROOKS.C.R. Region 2, Office of Director. 85/11* 
06. 17pp. 33427:120-33427:136. 


8511260684 Forwards Insp Repts 50-259/85-50,50-260/85-50 & 50-296/85-50 or 
85l0l5-18.No violations or deviations noted. 

VERRELLI,D.M. Region 2, Office of Director. 85/11/13. PARRIS.H.G. Tennessee 
Valley Authority. 2pp. 33620:281-33620:289. 


-8511260690 insp Repts 50-259/85-50,50-260/85-50 & 50-296/85-50 on 851 Q1 5* 
l8.No violation or deviation noted.Major areas inspected:local leak rate testing. 
WHITENER.H.L., JAPE.F. Region 2, Office of Director. 85/11/07. 7pp. 33620:283- 
33620:289. 


8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15, Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 


8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list @nci 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103), 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631 :OGi- 
33631:017. 


8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. * 


JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631 :01S. 
33631:151 


8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 


JORDAN.E.L. Division of Emergency Preparedness & Engineering Response {Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713*1 p** 
33713:252. 


8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Pol 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (pa** 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712*2?? 
33712:346. 


DOCKETED ITEMS 39 


8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 

8511180753 Monthly operating repts for Aug 1985.W/850917 Itr. 

THOM.T., LEWIS, R.L. Tennessee Valley Authority. 85/08/31. 31pp. 33499:187- 
33499:219. 


S. Reportable occurrences, LERs & related correspondence 

8511130001 Forwards input for App B of AO rept to Congress for Third Quarter 
CY85.lnfo re license suspensions, orders & new generic safety issues also end. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125), 85/10/31. 
HELTEMES.C.J. AEOD, Director’s Office. 5pp. 33455:006-33455:024. 

—8510160384 Requests assistance to complete preparation of AO rept to Congress for 
Third Quarter CY85.Proposes listed events for reporting.Response requested by 
851018. 

HELTEMES.C.J. AEOD, Director’s Office. 85/10/07. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 14pp. 33455:011-33455:024. 

8511070463 LER 85-01 3-00:on 851 002, during performance of plant surveillance 
instruction, inadvertent secondary containment isolation occurred when alternate 
feeder breaker to shutdown board tripped.Caused by binding trip button.W/851101 Itr. 
STEELE, R.C., LEWIS, R.L. Tennessee Valley Authority. 85/11/01. 3pp. 33374:148- 
33374:150. 

8511220045 PNO-1 1-85-1 09:on 851 11 3, six employees received contamination on skin or 
shoe during scheduled emergency drill.Causea by pouring less than 1 mCi Tc-99m to 
simulate contamination. Decontamination begun. 

COLLINS, T.R., HOSEY.C.M. Region 2, Office of Director. 85/11/14. 2pp. 33569:050- 
33569:051. 

8511270216 PNO-1 1-85-1 09A:five employees contaminated w/Tc-99 during emergency 
drill last wk.TVA successfully decontaminated four employees.Fifth individual received 
approx 4 rem to hands. 

HOSEY,C., BARR.K. Region 2, Office of Director. 85/11/19. 2pp. 33627:185- 
33627:186. 

8511270237 LER S5-Q15-00:on 851022,discovered that EGM control box not receiving 
voltage required per HPCI turbine controller min voltage specs.Caused by design defi- 
ciency in GE HPCI control circuitry.Deficiency reportable per Part 21.W/851119 Itr. 
JONES, S.B., LEWIS, R.L Tennessee Valley Authority. 85/11/19. 3pp. 33646:267- 
33646:269. 

8511270004 LER 85-014-00:on 851024,overcurrent trip of reactor protection sys motor 
generator set & inadvertent partial containment isolation occurred.Caused by proce- 
dural deficiency.Plant maint instruction revised.W/851 122 Itr. 

STEELE, R.C., LEWIS.R.L. Tennessee Valley Authority. 85/11/22. 3pp. 33711:239- 
33711:241. 


V. Operator Examinations 

8511220181 Forwards listing of candidates to be administered requalification exam on 
851118.Random selection process used in determining identity of examinees. 
VERRELLI,D.M. Region 2, Office of Director. 85/11/07. PARRIS, H.G. Tennessee 
Valley Authority. 2pp. 33584:333-33584:334. 

8511270202 Notifies of operator license exams scheduled for wk of 860127.Ref matl 
listed in Enel 1 requested by 851206. Applications requested at least 60 days prior to 
exam. 

VERRELLI.D.M. Region 2, Office of Director. 85/11/18. PARRIS, H.G. Tennessee 
Valley Authority. 5pp. 33626:355-33626:359. 


Y. Dry Cask Independent Spent Fuel Storage Installations 

8511120093 Summary of 851029-30 meeting w/DOE & BNWL in Seattle, WA re com- 
merical spent fuel mgt program. 

ROBERTS, J.P. Advanced Fuel & Spent Fuel Licensing Branch. 85/11/06. 
ROUSE, LC. Advanced Fuel & Spent Fuel Licensing Branch. 2pp. 33433:311- 
33433:312. 


DOCKET 50-261 H.B. ROBINSON PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans * 

8511010387 Discusses 850828 meeting at Region II ofc re proposed 10CFR50.54(p) 
change to physical security plan.Meeting beneficial & provided better understanding of 
forthcoming plan changes.Meeting summary & attendance list enci. 

WALKER, R.D. Region 2, Office of Director. 85/09/12. UTLEY, E.E. Carolina Power & 
Light Co. 3pp. 33298:219-33298:221. 

8510080455 Provides addl info re valves in ESF sys which failed to satisfy NRG review 
guidance for Generic Item B-24,per 831205 Itr, No mods necessary.Related 
drawings, including one oversize drawing, end. 

ZIMMERMAN, S.R. Carolina Power & Light Co. 85/10/02. VARGA.S.A. Operating Re- 
actors Branch 1. 9pp, 33042:358-33042:359. 

8511060434 Ack receipt of scenario for 851022 emergency preparedness plume expo- 
sure exercise.Submittal appears to fulfill min requirements for small scale 
exercise.Detaiied review of scenario will be conducted as received. 

VERRELLI.D.M. Region 2. Office of Director. 85/10/16. UTLGY,E.E. Carolina Bower & 
Light Co. Ip. 33354:346-33354:346. 


8511040152 Amends 850213 request for exemption from 10CFR50,App R, Section 
III.G.3 detection & fixed suppression requirements for three fire areas using alternate 
shutdown capability. 

ZIMMERMAN, S.R. Carolina Power & Light Co. 85/10/28. VARGA, S.A. Operating Re- 
actors Branch 1. 7pp. 33294:223-33294:229. 

8511050018 Revised emergency plan procedures, including Rev 0 to PEP-102 re unusu- 
al event, Rev 0 to PEP-103 re alert & Rev 0 to PEP-104 re site emergency.W/one 
oversize graph & 851029 Itr. 

MORGAN, R.E. Carolina Power & Light Co. 85/10/29. GRACE.J.N. Region 2, Office of 
Director. 200pp. 33320:267-33321 :1 1 5. 

8511110211 Revised emergency plan & procedures.including Rev 0 to PEP-102 re 
emergency control - unusual event, PEP-1 03 re alert.PEP-104 re site emergency & 
PEP-105 re general emergency.W/851105 Itr. 

MORGAN, R.E. Carolina Power & Light Co. 85/11/05. GRACE.J.N. Region 2, Office of 
Director. 24pp. 33397:282-33397:305. 

8511260525 Responds to 850828 request for addl info re SPDS.SPDS scheduled to be 
fully operational 12 months after Refueling Outage lO.Power supply isolation no 
longer applicable to design since power supply provided. 

ZIMMERMAN, S.R. Carolina Power & Light Co. 85/11/15. VARGA, S.A. Operating Re- 
actors Branch 1. 9pp. 33615:195-33615:203. 

—8511260526 Rev A to Vol 13, Chapter 5 of “SPDS Calculations, Emergency Response 
Facility Info Sys Documentation.” 

* Science Applications International Corp. (formerly Science Applications, Inc.). 85/ 
11/15. 22pp. 3361 5:204-3361 5:225. 

-8511260527 Procedure SAIC-85/1773 & 264D, "Emergency Response Facility Info 
Sys Verification & Validation Plan." 

CANTOR.B.I., THOMAS, N.C. Science Applications International Corp. (formerly Sci- 
ence Applications, Inc.). 85/07/15. 35pp. 33615:226-33615:260. 

8511270215 Forwards Insp Rept 50-261/85-32 on 851020-23.No violation or deviation 
noted. 

VERRELLI.D.M. Region 2, Office of Director. 85/11/20. UTLEY, E.E. Carolina Power & 
Light Co. 2pp. 33627:024-33627:036. 

—8511270217 Insp Rept 50-261/85-32 on 851020-23.No violation or deviation 
noted.Major areas inspected:emergency preparedness exercise. 

CUNNINGHAM, A.L., KREH.J.L., S1MONDS.G.E. Region 2, Office of Director. 85/11/ 
14.11 pp. 33627:026-33627:036. 


P. Operating license stage documents & correspondence 

8510080455 Provides addl info re valves in ESF sys which failed to satisfy NRC review 
guidance for Generic Item B-24,per 831205 Itr.No mods necessary.Related 
drawings, including one oversize drawing, end. 

ZIMMERMAN, S.R. Carolina Power & Light Co. 85/10/02. VARGA.S.A. Operating Re- 
actors Branch 1. 9pp. 33042:358-33042:359. 

8511140336 Application for amend to License DPR-23, changing radiological effluent 
Tech Specs re operating requirements for waste gas decay tanks & potential accident 
condition response of ventilation sys serving tanks.Fee paid. 

CUTTER, A.B. Carolina Power & Light Co. 85/11/06. VARGA.S.A. Operating Reactors 
Branch 1 . 7pp. 33450:203-33450:225. 

-8511140339 Proposed changes to radiological effluent Tech Specs re operating re- 
quirements for waste gas decay tanks & potential accident condition response of ven- 
tilation sys serving tanks. 

* Carolina Power & Light Co. 85/11/06. 16pp. 33450:210-33450:225. 

8511130355 Forwards two safety evaluation analyses which examine LOCA conse- 
quences & reported results of Westinghouse large break & small break LOCA ECCS 
evaluation model analyses. 

ZIMMERMAN, S.R. Carolina Power 8 Light Co. 85/11/08. VARGA, S.A. Operating Re- 
actors Branch 1. 2pp. 33437:248-33437:289. 

-8511130361 “Demonstration of Conformance to 10CFR50.46 Acceptance Criteria for 
Large Break LOCA for HB Robinson Unit 2 Nuclear Power Plant W/Exxon Nuclear Co 
Fuel.” 

* Westinghouse Electric Corp. 85/11/30. 23pp. 33437:250-33437:272, 

-8511130367 “Demonstration of Conformance to 10CFR50.46 Acceptance Criteria for 
Small Break LOCA Accident for HB Robinson Unit 2 Nuclear Power Plant W/Exxon 
Nuclear Co Fuel." 

* Westinghouse Electric Corp. 85/11/30, 16pp, 33437:273-33437:289. 

8511140077 Application for amend to License DPR-23, revising Tech Spec Figure 2.1-1 
to include RCS min flow statement. Request supersedes 850828 application for 
amend-Appljcation fee included in previous submittal. 

CUTTER, A.B. Carolina Power & Light Co. 85/11/11. VARGA, S.A. Operating Reactors 
Branch 1, 2pp. 33449:060-33449:062. 

—8511140083 Proposed Tech Spec Figure 2.1-1 revised to include RCS min flow state- 
ment for core protection boundaries for 3-loop operation. 

* Carolina Power & Light Co. 85/1 1 /1 1. Ip. 33449:062-33449:062. 

8511190347 Application to amend License DPR-23,revising Tech Specs to delete re- 
quirement re maint of high borated water inventory in boron injection tank, per Generic 
Ltr 85-16.Proprietary XN-NF-85-17(P) encl.Rept withheld (ref 10CFR2.790).Fee paid. 
CUTTER, A.B. Carolina Power & Light Co. 85/11/13. VARGA.S.A. Operating, Reactors 
Branch 1. 5pp. 3351 5:281 -33515:31 2. 

-8511190359 Proposed Tech Specs deleting requirements re maint of highly borated 
water inventory in boron injection tank & associated heat tracing required to maintain 
high boron concentration in solution, per Generic Ltr 85-16. 

* Carolina Power & Ught Co. 85/11/13. 26pp. 33515:286-33515:312. 

8511220340 Forwards safety evaluation & EG&G Rept EA-7030, “Conformance to Ge- 
neric Ltr 83-28,ftems 3.1,3 & 3,2.3...," accepting 831108 response, 

VARGA.SA Operating Reactors Branch 1. 85/11/14. WILLIAMS, J.W. Florida Power 
& Ught CO- 2pp. 33602:104-33602:105. 
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-8510290588 "Conformance to Generic Ltr 83-28, Items 3.1.3 & 3.2.3, Farley Units 1 & 
2,Turkey Point Units 3 & 4,Robinson Unit 2 & Summer Unit 1 
HAROLDSEN.R. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. 85/09/30. Divi- 
sion of Systems Integration (811005-851124). 13pp. 33602:108-33602:120. 


Q. inspection reports, IE Bulletins & correspondence 

8511060226 Forwards Exam Rept 50-261 /OL-85-02 of exam administered on 850828. 
VERRELLI.D.M. Region 2, Office of Director. 85/09/05. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 33355:1 1 7-33355:1 20. 

-8511060233 Exam Rept 50-261 /OL-85-02 on 850828.Exam results:sole candidate 
passed oral exam. 

LAWYER, S., WILSON, BA Region 2, Office of Director. 85/09/03. 2pp. 33355:119- 
33355:120. 


S. Reportable occurrences, LERs & related correspondence 

8511060282 Summary of Operating Reactors Events Meeting 85-19 on 851007 w/ofc 
directors, div directors & representatives on events which occurred since last meeting 
on 851007. 

CRUTCHFIELD, D. Assistant Director for Safety Assessment. 85/10/21. 
THOMPSON.H.L. Division of Licensing (800428-851124). 24pp. 33371:015-33371:038. 

8511110300 Part 21 rept re inoperable seismic supports.Supports declared inoperable 
based on requirements of IE Bulletin 79-02.Part 21 determination delayed due to par- 
allel evaluation conducted by AE involved. 

MORGAN, R.E. Carolina Power & Light Co. 85/10/28. GRACE, J.N. Region 2, Office of 
Director. Ip. 33385:345-33385:345. 


V. Operator Examinations 


8511010444 Ack receipt of 850926 ltr informing NRC of steps taken to correct violations 
noted in Insp Rept 50 -261/85-24. 

WALKER, R.D. Region 2, Office of Director. 85/10/17. UTLEY.E.E. Carolina Power & 
Light Co. Ip. 33298:164-33298:164. 


8511060226 Forwards Exam Rept 50-261 /OL-85-02 of exam administered on 850828. 
VERRELLI.D.M. Region 2, Office of Director. 85/09/05. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 33355:117-33355:120. 


8510250539 IE Bulletin 85-001, "Steam Binding of Auxiliaiy Feedwater Pumps." Svc list 
end. 

TAYLOR, J.M. Director's Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 


-8511060233 Exam Rept 50-261 /OL-85-02 on 850828.Exam results:sole candidate 
passed oral exam. 

LAWYER, S., WILSON, B.A. Region 2, Office of Director. 85/09/03. 2pp. 33355:119- 

ooocc.4 on 


8510250543 IE Info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks." Svc list 
end. 


JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 


8511130203 Forwards ref matl & administration requirements for operator & senior oper- 
ator licensing exams scheduled for wk of 860127.Selected ref matl from list must be 
furnished by 851127. 

VERRELLI.D.M. Region 2, Office of Director. 85/11/06. UTLEY.E.E. Carolina Power & 
Light Co. 5pp. 33425:161-33425:165. 


8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.’ * Svc 
list end. 

Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511010020 IE Info Notice 85-086, "Lightning Strikes at Nuclear Power Generating Sta- 
tions. ’ Svc list end. 

'JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New Yon<, Inc. 139pp. 33385:198- 


8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement 85/11/1 5. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 


Y. Dry Cask Independent Spent Fuel Storage Installations 


8511130338 Forwards response to Question 1 re Section 1.2.1 concerning application 
for ISFSI.per 850712 comments.List of design drawings also end. 

ZIMMERMAN, S.R. Carolina Power & Light Co. 85/10/14. ROUSE.L. Advanced Fuel & 
Spent Fuel Licensing Branch. 4pp. 33447:313-33447:316. 

8511140099 Submits addl info re Drawing RNT162-M-2622 sent on 851014, per 851 Ol* 
telcon.NW Edwards 851018 affidavit,supporting withholding of drawings pe 
1 0CFR2.790(b),encl. 

ZIMMERMAN.S.R. Carolina Power & Ught Co. 85/10/22. ROUSE.L Advanced Fuel i 
Spent Fuel Licensing Branch. 4pp. 33492:187-33492:191. 


8511190511 Forwards further response to 850712 comments on ISFSI licena 
application.Drawings transmitted on 851014 in response to end Question 1 suppl r< 
sponses. 

ZIMMERMAN.S.R. Carolina Power & Ught Co. 85/10/30. ROUSE.L Advanced Fuel 
Spent Fuel Licensing Branch. 152pp. 33543:036-33543:189. 


8511250055 Forwards addl info re ISFSI environ review.Detailed site plan & aerial ph 
tographs submitted separately. 

ZIMMERMAN.S.R. Carolina Power & Ught Co. 85/11/04. ROUSE.L Advanced Fuol 
Spent Fuel Ucensing Branch. 4pp. 33619:338-33619:340. 


8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list end. 
JORDANJELL Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Eefison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 


85111501Q7 IE Info Notice 85-088, “Ucensee Control of Contracted Svcs Providing 
Training," Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
8301 03). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 


8511150089 Suppl 1 to IE info Notice 85-058, "Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc fist end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 


8511120093 Summary of 851029-30 meeting w/DOE & BNWL in Seattle, WA re coi 
merical spent fuel mgt program. 

ROBERTS, J.P. Advanced Fuel & Spent Fuel Ucensing Branch. 85/1 1 /q 
ROUSE, L.C. Advanced Fuel & Spent Fuel Licensing Branch. 2pp. 33433*31 


8511220380 Summary of 851118 meeting w/utii in Silver Spring, MD to discuss GPS 
responses to NRC comments re QA program for component classification List of * 
tendees end. ® 

ROBERTS.J.P. Advanced Fuel & Spent Fuel Licensing Branch. 85/1 1 /pj 
ROUSE, L.C. Advanced Fuel & Spent Fuel Licensing Branch. 3pp. 33600:341 
33600:351. 


DOCKET 50-263 MONTICELLO NUCLEAR GENERATING PLANT 


8511150114 IE Info Notice 85-089* "Potential Loes of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN, E-L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712346. 


851 JI 1J0120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys." Svc 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, inc. 135pp. 33713:001- 
33713:122. 


8511270215 Forwards Insp Rept 50-261/85-32 on 851020-23.No violation or deviation 
noted. 

VERRELUD.M. Region 2, Office of Director. 85/11/20. UTLEY.E.E. Carolina Power & 
Ught Coi, 2pp. 33627:024-33627:036. 

-8511279217 Insp Rept 50-261/85-32 on 851020-23.No violation or deviation 
notedMajor areas inspectedremergency preparedness exercise. 

CUNNiNGHAMAU KREHULL, SIMONDS,G.E. Region 2, Office of Director. 85/11/ 
14. 11pp. 33627326-33627:036. 


R. Periodic operating reports 8 related correspondence 


F. Security, medical, emergency & fire protection plans 


. . w.r.«, w vaivijr may r™/i gwtgg/oa-ua un 03IUUO-11 .no Viotafi#*.! 

noted.Response to exercise weakness listed In end required within 45 davs 
SHAFER, W.D. Region 3, Office of Diredor. 85/10/29. LARSON, C.E. Northern 
Power Co. 3pp. 33293:209-33293:233. * "onnern States 

-85! 1040179 Insp Rept 50-263/85-09 on 851 008-11. No violation, deficiency or deviate. 

^?1Sl2^32 R 9S G A - SMITHMJ • R69i0n 3 ' ° fflCe °* “**»■■ 85/10/28 

8511220033 Forwards safety evaluation of util 831230 & 850422 responses 
Ltr 82-33 re conformance to Rev 2 to Reg Guide 1. ^.Reasonable !ustH^tionwJ!SE c 
ed for deviation from guidance re post-accident monitoring variable Caft0n provl< * 
VASSALLO.D.B. Operating Reactors Branch 2. 85/11/18 MUSOLF n m 
S tates Power Co. 2pp. 33603:273-33603:274. muow.u.M. Northerr 

-8511220034 Safety evaluation re util conformance to Rea Guide i Q 7 
review of EG&G Idaho technical evaluation rept & util 831230 & 850422 resSSSL^ 
Generic Ltr 82-33, design acceptable. 0W4ZZ res P° ns ©s to 

* Office of Nuclear Reactor Regulation, Director (pre-8511251 ns/n/ia 
33603:275-33603:276. 85/11/18. 2p p , 


8511200012 Monthly Operating rept for Oct 1985.W/851108 ltr. 

' SGOTTAE, MORGAN.R.& Carolina Power & Light Co. 85/10/31. TAYLOR, J.M. Di- 
rector's Office, Office of inspection and Enforcement 13pp. 33556:054-33556:066. 


—00 I l£«UUO0 


wwiiiuimanue 10 neg lauioe 1 .» /.Montce lo Nuclear ftnrmrnti 

VANDERBEEK.R. EG&G Idaho, Inc. (subs. of EG&G lnc) RN A-ISa? 
NRC - No Detailed Affiliation Given. 17pp. 336037277-33603:29^ W83 ’ ' 


g Plant/* 

5/09/30^ 
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P. Operating license stage documents & correspondence 

8511190222 Ack receipt of 850805 request for exemption from requirements of 
1 0CFR73,App B, Section iV.C.Action on request deferred for approx 2 months so that 
needed background info can be obtained. 

BUTCHER, E.J. Operating Reactors Branch 3. 85/11/08. MUSOLF.D.M. Northern 
States Power Co. 3pp. 33543:190-33543:192. 

8511260186 Forwards revised application for amend to License DPR-22, changing Tech 
Specs re jet pump operability & surveillance requirements. 

MUSOLF.D. Northern States Power Co. 85/11/15. Office of Nuclear Reactor Regula- 
tion, Director (pre-851125). Ip. 33609:321-33609:325. 

-8511260191 Revised application for amend to License DPR-22, changing Tech Specs 
to reflect latest GE guidance on wording of jet pump operability & surveillance require- 
ments. 

MUSOLF.D. Northern States Power Co. 85/11/15. 2pp. 33609:322-33609:323. 

-8511260193 Proposed Tech Spec changes, reflecting latest GE guidance on wording of 
jet pump operability & surveillance requirements. 

* Northern States Power Co. 85/11/15. 2pp. 33609:324-33609:325. 

8511210475 Forwards revised safety evaluation supporting Amend 34 to License DPR- 
22, correcting typo.ln Section 2.0, infinite multiplication factor K for new fuel assemblies 
changed from 1.30 to 1.31. 

VASSALLO.D.B. Operating Reactors Branch 2. 85/11/18. MUSOLF.D.M. Northern 
States Power Co. 2pp. 33583:318-33583:321. 

-8511210478 Revised safety evaluation supporting Amend 34 to License DPR- 
22, changing infinite multiplication factor K for new fuel assemblies from 1.30 to 1.31. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/08. 2pp. 
33583:320-33583:321. 


Q. inspection reports, IE Bulletins & correspondence 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8511040137 Forwards Safety Insp Rept 50-263/85-09 on 851008-11. No violation 
noted. Response to exercise weakness listed in end required within 45 days. 

SHAFER, W.D. Region 3, Office of Director. 85/10/29. LARSON.C.E. Northern States 
Power Co. 3pp. 33293:209-33293:233. 

-8511040179 Insp Rept 50-263/85-09 on 851008-11. No violation, deficiency or deviation 
noted.Major areas inspectedremergency preparedness exercise, including observations 
of key functions & locations during exercise. 

PATTERSON,J.P., BROWN, G.A., SMITH, M.J. Region 3, Office of Director. 85/10/28. 
22pp. 33293:212-33293:233. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, "Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511010020 IE Info Notice 85-086, "Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511250460 Responds to 850924 inquiry re shipment of spent fuel from plant to GE 
Mom's operations facility in late June 1985. Investigations did not reveal 
violations.Appropriate actions will be taken should insps disclose violations. 

TAYLOR, J.M. Director's Office, Office of Inspection and Enforcement. 85/11/15. 
STROHL.J. Wisconsin, State of. 6pp. 33619:081-33619:086. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres,” Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, "Failure of GE Type AK-2-25 Reactor 
Trip Breaker,” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 


8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 

8511200017 Monthly operating rept for Aug 1985.W/850905 Itr. 

MYRABO.A.L, MUSOLF.D. Northern States Power Co. 85/08/31. 5pp. 33555:342- 
33555:346. 


S. Reportable occurrences, LERs & related correspondence 

8511140220 LER 85-01 7-00:on 851 007, spurious trip of chlorine monitor 

occurred.Caused by cassette running out of tape due to insufficient length supplied by 
mfg.On 851 031 .tape broke due to defect.Mfg notifted.W/851106 Itr. 

KAMPPINEN.L.M., MUSOLF.D. Northern States Power Co. 85/11/06. 3pp. 
33466:342-33466:344. 

8511180146 LER 85-01 9-00:on 851 011 .determined that Aug diesel fuel oil sample not 
analyzed for quality.Caused by procedural deficiency.Procedure revised to provide 
control of quality analysis process. W/851 108 Itr. 

WARD A, MUSOLF.D. Northern States Power Co. 85/11/08. 3pp. 33502:108- 
33502:110. 

8511210157 LER 85-018-00:on 851 01 5, reactor bldg ventilation isolation & standby gas 
treatment sys initiation occurred.Caused by upscale trip from monitor when trip check 
push button released.Training on hold form conducted. W/85 11 14 Itr. 

HALBERT, S., MUSOLF.D. Northern States Power Co. 85/11/14. 3pp. 33578:049- 
33578:051. 


U. Congressional/Executive Correspondence 

8511040427 Responds to Palladino 850924 Itr expressing concern over certain high ra- 
diation readings taken by State of Wl on IF-300 spent fuel cask & questions re pro- 
gram for insp of spent fuel shipments.Response forthcoming. 

TAYLOR.J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/30. 
STROHL.J. Wisconsin, State of. 2pp. 33309:280-33309:281. 

8511250460 Responds to 850924 inquiry re shipment of spent fuel from plant to GE 
Moms operations facility in late June 1985. Investigations did not reveal 
violations.Appropriate actions wilt be taken should insps disclose violations. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. 
STROHL.J. Wisconsin, State of. 6pp. 33619:081-33619:086. 

—8810070096 Submits background info on planned removal of spent fuel from West 
Valley to facilities in State of WLSchedules for return to fuel not firmly established. 
DIRCKS.WJ. Office of the Executive Director for Operations. 83/09/27. EARL.A.S. 
Wisconsin, State of. 4pp. 3361 9:087-3361 9:168. 


V. Operator Examinations 

8511050154 Forwards estimated schedule for operator licensing & requalification exams 
for FY86-89,in response to Generic Ltr 85-18, “Operator Licensing Exams.” 
MUSOLF.D. Northern States Power Co. 85/10/31. BOGER.B. NRC - No Detailed Af- 
filiation Given. 5pp. 33327:321-33327:325. 


DOCKET 50-264 DOW CHEMICAL CO. 


S. Reportable occurrences, LERs & related correspondence 

8511250086 RO:on 851 11 2, wide-range log channel malfunctioned during operation of 
rsactor.Caused by faulty caiibr switch in log channel.Switch adjusted & reactor operat- 
ed at several power levels up to 95 kW, 

KOCHER.C.W. Dow Chemical Co. 85/11/13. KEPPLER.J.G. Region 3, Office of Direc- 
tor. 2pp. 33591:351-33591:352. 


POCKET 50-265 QUAD-CITIES STATION, UNIT 2 


F. Security, medical, emergency & fire protection plane r>l A 
•514050264 Revtee^e^ergenc^pter, implement ig pro oedures idjjg Rev4to QEP 

port Ctr Director Implementing Procedure." 

* Commonwealth Edison Co. 85/05/07. 18pp. 33327:330-33327:347. 

•511110176 Responds to NRG 850919 Hr re emergency preparedness weaknesses 
noted in Insp Repts 50-254/85-15 & 50-265/85-17. Corrective actions:new anti-con- 
tamination clothing .audio-visual program established. 

DELGEQBGE.LO. Commonwealth Edison Co. 85/10/18. KEPPLER.J.G. Region 3, 
Office Of Director. 4pp. 3^395:353-33395^56. 

8511190372 Rev 5 to policy statement delineating requirements & procedures re emer- 

R^^lOTl^r^eaS’Edison Go. 85^10/29. 1 p. 33511:00683511:20^ * 

3351 1 :007-3351 1 :2©3. 
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8511050251 Forwards ARD-4551C “Final Summary Rept of Human Factors Review for 
Quad Cities Station Emergency Response Facilities” in response to Suppl 1 to 
NUREG-0737. 

MASS1N.H.L. Commonwealth Edison Co. 85/10/30. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). Ip. 33321:345-33321:345. 

-8511050253 "Final Summary Rept of Human Factors Reviews for Quad Cities Station 
Emergency Response Facilities” in response to Suppl 1 to NUREG-0737. 

* Commonwealth Edison Co. * Advanced Resource Development Corp. ARD-4551C. 
85/1 0/25. 111pp. 33321 :346-33322:094. 

6511130195 Forwards evaluation of need for addl Reg Guide 1.97 info at Dresden & 
Quad Cities emergency response facilities. Info inadvertently omitted from 851030 
Itr.Addl variables not recommended for Dresden. 

WOJNAROWSKI.J. Commonwealth Edison Co. 85/11/04. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (pre-851 1 25). 12pp. 33434:142-33434:153. 

8511140031 Forwards evaluation of need for addl Reg Guide 1.97 info at Dresden & 
Quad Cities emergency response facilities. Info inadvertently omitted from 851030 
transmittal.Addl variables not recommended for Quad Cities. 

WOJNAROWSKI.J. Commonwealth Edison Co. 85/11/04. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (pre-851 125). 12pp. 33450:029-33450:040. 

8511190001 Confirms plans, per 851101 discussion.for 851109 enforcement conference 
in Glen Ellyn, IL to discuss failure to implement certain fire protection license condi- 
tions at facilities. 

NORELIUS.C.E. Region 3, Office of Director. 85/11/15. REED.C. Commonwealth 
Edison Co. Ip. 33515:356-33515:356. 

8511190362 Submits updated schedule for implementation of A model.Delay encoun- 
tered in revising A model sys at Dresden.Quad Cities, LaSalle County & Zion facilities 
due to changeover from release rates to dose projections in software design. 
ALEXANDER, G. Commonwealth Edison Co. 85/11/15. DENTON, H.R. Office of Nucle- 
ar Reactor Regulation, Director (pre-851 125). 2pp. 33511:242-33511:243. 


8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres." Svc list enct. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 


I. Financial Information 

8511220452 Requests evaluation of effects of util cost curtailment program to assure 
that program does not contain elements which could affect safe operation or util com- 
mitments to NRC.Evaluation results requested by 851129. 

DIRCKS.W.J. Office of the Executive Director for Operations. 85/11/14. 
O’CONNOR, J.J. Commonwealth Edison Co. 2pp. 33601:028-33601:029. 


J. Insurance & indemnity information 

8511260180 Forwards complaints re Carborundum Co & Comm Ed cases.Util case con- 
cerns J O'Connor nonspecific injuries allegedly resulting from radiation exposures at 
plant. 

HARWARD.J.E. American Nuclear Insurers. 85/11/15. SALTZMAN.J. Assistant Direc- 
tor for State & Licensee Relations. 19pp. 33606:282-33606:300. 


8511150107 IE Info Notice 85-088, "Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:21 4- 
33712:346. 


P. Operating license stage documents & correspondence 


8510250278 Discusses closeout of stuck calibr source problem at facilities.Since JL 
Shepherd & Assoc notified all customers, IE plans no further action.Vendor svc advi- 
sorv list sncl 

BAER.R.L. Engineering & Generic Communications Branch. 85/10/21. BELLAMY.R.R. 
Region 1, Office of Director. COLLINS, D.M. Region 2, Office of Director. 
SHAFER, W.D. Region 3, Office of Director. 4pp. 33563:079-33563:085. 


8511050265 Application for amend to License DPR-29, modifying MAPLHGR limit curves 
for various fuel types.New MAPLHGR limits based on end Errata & Addenda 14 to 
NEDO-24146A, “LOCA Analysis Rept for Dresden Units 2 & 3 & Quad Cities....” Fee 

WO j N AROWSKI , J . Commonwealth Edison Co. 85/10/29. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (pre-851 125). 2pp. 33333:073-33333:093. 


-8511050275 Errata & Addenda Sheet 14, replacing Pages v/vi, 3-2, 4-3, 4-10, 4-15 & 4- 
16 to, “LOCA Analysis Rept for Dresden Units 2,3 & Quad Cities 1,2 Nuclear Power 
Stations." 

* General Electric Co. NEDO-24146A ERR 14. 85/08/31. 11pp. 33333:084- 
33333:093. 


8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 


8511220173 Monthly operating repts for Oct 1985.W/851101 Itr. 

KRONICH.C.L., TOMLYN.T.K. Commonwealth Edison Co. 85/10/31. 25od 
33584:252-33584:275. 

8511180329 Forwards listing of changes, tests & experiments completed in Oct 1985 & 
summary of safety evaluations.per 10CFR50.59. 

TAMLYN.T.K. Commonwealth Edison Co. 85/11/01. CASE.E.G. Office of Nuclear Re- 
actor Regulation, Director (pre-851 125). 3pp. 33493:198-33493:200. 


S. Reportable occurrences, LERs & related correspondence 


8511220126 Responds to 851023 request for extension of time to submit DOE/NRC 
Forms 742 & 742c for 6-month reporting period ending 850930.Approval granted to 
extend submittal date from 851030 to 851 115. 

BROWN.W.B. Material Licensing & International Activities Branch. 85/11/08. 
WEIN.E.T. Commonwealth Edison Co. Ip. 33603:255-33603:255. 


-8511220163 Informs of licensee 851023 request to extend submittal date for DOE/ 
NRC Forms 742 & 742c from 851030 to 841115 due to problems w/Nuclear Data 
Bank Computer Sys.Approval recommended. 

JACKSON, R.L. Division of Safeguards. 85/11/08. BROWN.W.B. Material Licensing & 
International Activities Branch. Ip. 33603:256-33603:256. 


8511220234 Forwards response to 850926 request for addl info re compliance w/ 
10CFR50.44(c)(3)(ii) & Generic Ltr 84-09 re requirements for containment atmosphere 
control. 

WOJNAROWSKI.J. Commonwealth Edison Co. 85/11/14. VASSALLO.D.B. Operating 
Reactors Branch 2. 6pp. 33568:261-33568:266. 


8511200111 LER 85-021 -00:on 851 01 5, reactor scrammed due to instrument mechanic 
cracking open low side valve while tightening due to leak.Caused by personnel 
error. Work request written to repair or replace leaking isolation valve.W/851101 Itr 
HILL.K., KALIVIANAKIS.N. Commonwealth Edison Co. 85/11/01. 4pp. 33556*17s 
33556:181. 


8511210072 LER 84-012-01:on 84 1201 .reactor bldg fuel pool Channel B area radiation 
monitor tripped, isolating reactor bldg ventilation & starting standby aas treatment 
sys.Caused by incorrect instrument setpoint calibr. W/851 101 Itr. 

WEINFURTER.E., KALIVIANAKIS.N. Commonwealth Edison Co. 85/11/01 
33578:303-33578:306. * 4p P* 


8511210239 LER 85-022-00:on 851 024, three-quarter scram received.Caused bv blonfc 
falling out on relay. Resetting of one-half scram on Channel A continued & rel»C 
blocked closed which cleared one-half scram on Channel B. W/851 104 Itr y 

ASCHERMANN.J., -KALIVIANAKIS.N. Commonwealth Edison Co 85/11/04 
33578:199-33578:201. dp P‘ 


Q. inspection reports, IE Bulletins & correspondence 

8511110176 Responds to NRC 850919 Itr re emergency preparedness weaknesses 
noted in Insp Repts 50-254/85-15 & 50-265/85-17. Corrective actions:new anti-con- 
tamination clothing audio-visual program established. 

DELGEORGE.LO. Commonwealth Edison Co. 85/10/18. KEPPLER.J.G. Region 3, 
Office of Director. 4pp. 33395:353-33395:356. 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps." Svc list 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 


DOCKET 50-266 POINT BEACH NUCLEAR PLANT, UNIT 1 
G. Adjudicatory correspondence 


8511210413 Memorandum & order granting licensee 850826 request for extension of 
deadline for environ qualification of electrical equipment to 860525 for Unit i a 
851231 for Unit 2.Served on 851120. 1 T ® 

CHILK.S.J. Office of the Secretary of the Commission. #485 256. 85/11/20 Wiscon 
sin Electric Power Co. 3pp. 33552:291-33552:293. wiscon- 
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P. Operating license stage documents & correspondence 


8511010379 Forwards “Review of Licensee Responses to NRC Generic Ltr 83-28...for 
Point Beach Nuciear Plant Units 1 & 2...." Util response incomplete.Supporting info for 
preparation of addl info required also end. 

BUTCHER, E.J. Operating Reactors Branch 5. 85/10/22. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 33301:127-33301:143. 

-8511010383 "Review of Licensee & Applicant Responses to NRC Generic Ltr 83-28 
(Required Actions Based on Generic Implications of Salem ATWS Events), Item 
1 ,2...for Point Beach Nuclear Plant, Units 1 & 2,” technical evaluation rept. 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-82-096. SAIC-85/1519-4. 85/10/22. NRC - No Detailed Affiliation Given. 15pp. 
33301:129-33301:143. 

8511070174 Forwards Amends 98 & 102 to Licenses DPR-24 & DPR-27, respectively & 
safety evaluation.Amends revise reactor vessel surveillance capsule removal sched- 
ules in Tables 15.3.1-1 & 15.3.1-2 & related bases. 

COLBURN, T.G. Operating Reactors Branch 3. 85/10/22. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 33381:017-33381:031. 

-8511070178 Amends 98 & 102 to Licenses DPR-24 & DPR-27, respectively, revising 
reactor vessel surveillance capsule removal schedules in Tables 15.3.1-1 & 15.3.1- 
2,respectively & related bases. 

BUTCHER.E.J. Operating Reactors Branch 3. 85/10/22. 11pp. 33381:019-33381:029. 

-8511070183 Safety evaluation supporting Amends 98 & 102 to Licenses DPR-24 & 
DPR-27, respectively. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/22. 2pp. 
33381:030-33381:031. 

8511070420 Forwards safety evaluation re util 831107 & 850910 responses to Generic 
Ltr 83-28, Item 1.1, “Post-Trip Review Program Description & Procedures.” Program & 
procedures acceptable. 

BUTCHER, E.J. Operating Reactors Branch 3. 85/10/22. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 33385:167-33385:173. 

-8511070423 Safety evaluation re util 831107 & 850910 responses to Generic Ltr 83- 
28, Item 1.1, “Post-Trip Review Program Description & Procedures." Program & proce- 
dures acceptable. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/22. 5pp. 
33385:169-33385:173. 

8511070089 Forwards safety evaluation re util response to Generic Ltr 83-28, Items 
3.1. 1,3.1. 2 & 4.5.1 concerning required actions based on generic implications of 
Salem ATWS events. 

BUTCHER, E.J. Operating Reactors Branch 3. 85/10/24. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 33381:095-33381:098. 

-8511070100 Safety evaluation supporting util response to Generic Ltr 83-28, Items 
3.1. 1,3.1. 2,4.1 & 4.5.1 re post-maint testing (reactor trip sys components) & reactor 
trip sys reliability.Programs outlined in 831107 ltr acceptable. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/24. 2pp. 
33381:097-33381:098. 


8511110271 Responds to 850906 request for addl info re Tech Spec Change 103 con- 
cerning reactor coolant pump operation.Upon loss of both reactor coolant pumps 
(RCP) reactor will be shut down if one RCP not restarted within 1 h. 

FAY.C.W. Wisconsin Electric Power Co. 85/11/01. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). BUTCHER, E. Operating Reactors Branch 
3. 6pp. 33387:281-33387:286. 

8511250342 Forwards Amend 99 to License DPR-24 & safety evaluation. Amend de- 
letes conditions imposed by Commission 791130 confirmatory order for mod of li- 
cense & 800103 order modifying confirmatory order. 

COLBURN, T.G. Operating Reactors Branch 3. 85/11/04. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 33619:247-33619:253. 

-8511250345 Amend 99 to License DPR-24, rescinding requirements of Commission 
791130 confirmatory order for mod of license & 800103 order modifying confirmatory 
order re primary coolant activity primary-to-secondary leakage. 

BUTCHER, E.J. Operating Reactors Branch 3. 85/11/04. 2pp. 33619:249-33619:250. 

-8511250348 Safety evaluation supporting Amend 99 to License DPR-24. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/04, 3pp. 
33619:251-33619:253. 


8511180464 Forwards Rev 4 to "Inservice Testing Program," revising valve tables & 
Relief Request 16 to correct designation for Valve 3200 A CHK to 3200 AA. 

FAY.C.W. Wisconsin Electric Power Co. 85/11/12. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). BUTCHER, E. Operating Reactors Branch 
3. ip. 33495:196-33495:200. 

-8511180482 Rev 4 to “Inservice Testing Program." 

* Wisconsin Electric Power Co. 85/10/04, 4pp. 33495:197-33495:200. 

8511250005 Notification of 851122 meeting w/utils in Bethesda.MD to monitor progress 
or development of new upper plenum injection evaluation model.Requested partici- 
pants listed. Agenda end. 

Dl IANNI, D.C. operating Reactors Branch 3. 85/11/12. BUTCHER, E.J. Operating Re- 
actors Branch 3. 5pp. 33620:220-33620:224. 


8511250123 Notifies of Commission approval of 850826 & 1008 requests for extension 
beyond 851130 to complete environ qualification of electrical equipmentOrder detail- 
ing Commission reasons for action will be issued, U t* v > > >, ** 

CHILK.S.J. Office of the Secretary of the Commission. 85/1t/14. FAY.C.W. Wisconsin 
Electric Power Co. Ip. 33619:323-33619:323. : ..4v 1 5 : vr / V 


8511260635 Transcript of Commission 851119 affirmation/discussion & vote in 
Washington,DC re SECY-330(a) on Point Beach & SECY-225(a) on Sequoyah 'Pp 1-5. 
* Commissioners. 85/11/19. 8pp. 33645:278-33645:286. 


Q. Inspection reports, IE Bulletins & correspondence 

8510250539 IE Bulletin85-001 , “Steam Binding of Auxiliary Feedwater Pumps." Svc list 

TAYLOR, J.M. Director's Office, Office of Inspecfion and Enforcement 85/10/29, Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 


8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, "Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511060024 Forwards safety evaluation granting util 840706 relief requests for second 
10-yr inservice insp interval.Relief from performance of volumetric* exam of regenera- 
tive HX nozzle contingent upon visual exam for leakage. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/31. 
FAY.C.W. Wisconsin Electric Power Co. 2pp. 33373:196-33373:197. 

—8511060026 Safety evaluation granting util 840706 relief requests for second 10-yr in- 
service insp interval.Review of requests for relief from ASME Code Section XI require- 
ments summarized in end tables. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/31. 3pp. 
33373:198-33373:200. 

8511110047 Forwards Special Team Insp Repts 50-266/85-13 & 50-301/85-13 on 
850722-26.Discussion of potential enforcement/unresolved items end. 

ZECH.G.G. Vendor Program Branch. 85/11/01. FAY.C.W. Wisconsin Electric Power 
Co. 4pp. 33387:063-33387:081. 

-8511110051 Insp Repts 50-266/85-13 & 50-301/85-13 on 850722-26.Major areas 
inspected:implementation of program per 10CFR50.49 for establishing & maintaining 
qualification of electric equipment. 

WILSON.R.C. Director’s Office, Office of Inspection and Enforcement. ZECH.G.G. 
Vendor Program Branch. 85/10/29. 15pp. 33387:067-33387:081. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions,” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511150060 Informs that due to unavailability.some participants of 851202-06 regulatory 
effectiveness review changed.EncI list updates 851001 ltr. 

AXELSON.W.L. Region 3, Office of Director. 85/11/07. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 33466:247-33466:248. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres." Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103), 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151, 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, inc. 134pp, 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness A Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE info Notice 85-090, “Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence t 

851 1200091 Monthly operating repts for Oct 1 985.W/851 1 1 1 ltr. 

KRAUSE.C.W., FAY.C.W. Wisconsin Electric Power Co. 8£/ 10/31. 9ppt $3556:169- 
33556:177, \ . 


S. Reportable occurrences, LERs & related correspondence 

851 1060282 Summary of Operating Reactors Events Meeting 85-19 on 851007 w/ofc 
directors, div directors & representatives on events which occurred since last meeting 
on 851007. 

CRUTCHFIELD^. Assistant Director for Safety Assessment 85/10/21. 
THOMPSON, H.L Division of Licensing (800428-851124). 24pp. 33371:015-33371:038. 
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3511070050 LER 85-CC8-CQ:cn S51002,!oss of containment integrity occurred when 
inner hatch door opened while cuter door of upper personnel hatch open.Caused by 
bent shafts supporting interlock cams.Doors chained & locked.W/851030 Itr. 

FAY.C.W. Wisconsin Electric Power Co. 85/10/30. KEPPLER.J.G. Region 3, Office of 
Director, 5pp. 33381:109-33381:113. 

8511070481 LER 85-009-00:on 851 00S, turbine runback occurred due to rod drop signal 
cn power range nuclear instrumentation sys. Caused by technician introducing signal 
during calibr of negative rate runback setpoinLW/851030 itr. 

FAY.C.W. Wisconsin Electric Power Co. 85/10/30. KEPPLER.J.G. Region 3, Office of 
Director. 3pp. 33374:167-33374:169. 

8511130268 Followup Part 21 & deficiency rept re signal failure potential in safety injec- 
tion recirculation path. initially reported on 850724,Control logic for valves will be 

FAyTw. Wisconsin Electric Power Co. 85/10/30. KEPPLER.J.G. Region 3, Office of 
Director. 2pp. 33427:289-33427:290. 


-8511060304 Issue B to DD-LAB-1 , “Design Directive for Control Room Panel & Com- 
ponent Labeling.” 

* Public Service Co. of Colorado. 84/09/20. 31pp. 33344:046-33344:076. 

-8511060307 Issue A to DD-SLS-1, “Design Directive for Screen Layout & Structuring.” 

* Public Service Co. of Colorado. 84/03/08. 11pp. 33344:077-33344:087. 

-8511060310 Issue A to DD-SWI-1, “Design Directive for Switch Selection.” Summaries 
of control room improvement end. 

* Public Service Co. of Colorado. 84/03/12. 598pp. 33344:088-33345:325. 


8511250332 Forwards questions re manual operations & instrumentation based on 
review of 841116-1217 & 850117 & 0401 submittals of App R safe shutdown 
models.Addl info requested within 30 days of Itr receipt. „ ... 

BUTCHER.E.J. Division of Licensing (800428-851124). 85/11/01. LEE.O.R. Public 
Service Co. of Colorado. 5pp. 33619:254-33619:258. 


8511130001 Forwards input for App B of AO rept to Congress for Third Quarter 
CY85.lnfc re license suspensions, orders & new generic safety issues also end. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/31. 
KELTEMES.C.J. AECD, Director’s Office. 5pp. 33455:006-33455:024. 


8511220110 Forwards Physical Security Insp Rept 50-267/85-24 on 850826- 30 & 
notice of violation.Rept details & notice of violation withheld (ref 10CFR73.21). 
MARTIN, L.E. Region 4, Office of Director. 85/11/15. LEE.O.R. Public Service Co. of 
Colorado. 2pp. 33568:307-33568:309. 


-8510160384 Requests assistance to complete preparation of AO rept to Congress for 
Third Quarter CY85.Proposes listed events for reporting.Response requested by 
851018. 

HELTEMES.C.J. AEOD. Director’s Office. 85/10/07. DENTON.H.R. Office of Nuclear 
Reader Regulation, Director (pre-851125). 14pp. 33455:011-33455:024. 


-8511220114 insp Rept 50-267/85-24 on 850826-30.Violation noted: inadequate com- 
pensatory measures.Details withheld (ref 10CFR73.21). _ „ 

CALDWELL, R.A., YANDELL.LA. Region 4, Office of Director. 85/11/07. ip. 
33568:309-33568:309. 


T. Hearing transcripts on non-antitrust matters 


P. Operating license stage documents & correspondence 


8511040460 Transcript of 851025 meeting in Washington.DC re util requests for exemp- 
tion from environ qualification. Pp 1-76. 

* Commissioners. 85/10/25. 80pp. 33309:197-33309:279. 


DOCKET 50-267 FORT ST. VRAIN NUCLEAR GENERATING STATION 


F. Security, medical, emergency & fire protection plans 

8511010131 Forwards revised End 5 to util 821019 Itr re emergency access by NRC 
personnel.Enci relates only to NRC inspectors officially participating in drill. 
COLLINS.J.T. Region 4, Office of Director. 83/01/04. WAREMBOURG.D. Public Serv- 
ice Cc. of Colorado. 3pp. 33304:104-33304:106. 

8511040006 Updates info re admittance of NRC personnel to facility, including list of 
Region IV inspectors requiring extended access to vital plant areas, emergency site 
team list & NRC badges iost or stofen.Site orientation requested. 

COLLINS.J.T. Region 4, Office of Director. 83/01/07. LEE.O.R. Public Service Co. of 
Colorado. 9pp. 33337:318-33337:326. 

8511010372 Ack receipt of 821102 Itr re unescorted access to facility for German reac- 
tor operators.Pradical considerations behind exception to annual audit of work history 
for HTGR project personnel discussed. Receipt form end. 

COLLINS.J.T. Region 4, Office of Director. 83/01/19. WAREMBOURG.D.W. Public 
Service Co. of Colorado. 3pp. 33301:148-33301:155. 

-8204280567 Forwards info requested in 810812 Itr re exchange program of HTGR info 
& operating experience w/West Germany govt & utils. 

EfSENHUT.D.G. Division of Licensing (800428-851124). 82/03/2 2. BREY.H.L Public 
Service Co. of Colorado. 2pp. 33301:154-33301:155. 

8511040084 Requests clarification re why S Gotiib of S&W given unescorted access to 
facility when adherence to ASN1 18.17 could not be verified. 

COLLINS, J.T. Region 4, Office of Director. 83/01/26. WAREMBOURG.D.W. Public 
Service Co. of Colorado. Ip. 33336:360-33336:360. 

8511010137 Updates Info re admittance of NRC personnel.lnspectors listed in Enel 1 
should be provided permanent photo badges. Inspectors listed in Enel 2 should be 
badged for unescorted access. info re mobile lab & emergency site team also end. 
COLLINS, J.T. Region 4, Office of Director. 83/01/27. LEE.O.R. Public Service Co. of 
Colorado. 9pp. 33304:095-33304:103. 

8511010377 Forwards speda! info re admittance of BNWL employee W Hansen for 
emergency preparedness insp during wk of 850923-27.Site orientation requested if 
training not previously provided. 

KAY.BJ. Region 4, Office of Director. 85/09/16. LEE.O.R. Public Service Co. of Colo- 
rado. 2pp. 33301:146-33301:147. 

8S1 1010375 Forwards special info re admittance of BA Ernest for emergency prepared- 
ness insp during wk of 850930-1 004.Site orientation requested if training not previous- 
ly provided. 

KAY.B.J. Region 4, Office of Director. 85/09/20. LEE.O.R. Public Service Co. of Colo- 
rado. 2pp. 33301:144-33301:145. 

851106Q278 Forwards response to 850827 request for add! info re CRDR summary 
r^t, including design directives & responses to questions raised in 850716 meeting in 

WAREMBOURG.D.W. Public Service Co. of Colorado. 85/10/29. BUTCHER.E.J. Op- 
erating Reactors Branch 3. 952pp. 33343:094-33345:325. 

—8511060287 issue A to DD-AAS-1, “Design Directive for Abbreviation, Symbol & Acro- 
nym Selection.” 

* Public Service Co. of Colorado. 84/08/03. 71pp. 33343:305-33344:013. 


8511040154 Notification of significant licensee meeting on 850810 w/NRR in 
Arlington.TX to discuss specific observations on implementation of licensing responsi- 
bilities by Region IV. 

* Region 4. Office of Director. 83/07/20. Region 4. Office of Director. Ip. 33337:106- 
33337:106. 

8511040376 Amends correction portion of Item 2 (286G1A & 286G1B) in util 850913 It/ 
re results of Proto-Power Corp analysis concerning emergency electrical power sys 
independence. 

WAREMBOURG.D.W. Public Service Co. of Colorado. 85/10/23. BUTCHER.E.J. Op- 
erating Reactors Branch 3. Ip. 33297:345-33297:345. 

8511180706 Forwards FR notice of amend to 10CFR50.4 & implementation of re- 
transfer of plant licensing activities to NRR. 

LAINAS.G.C. Assistant Director for Operating Reactors. 85/10/31. LEE.O.R. Public 
Service Co. of Colorado. 2pp. 33504:289-33504:295. 

-8511180710 Notice of amend to 10CFR50 stating that authority & responsibility for im- 
plementing NRC nuclear reactor licensing program concerning plant will be transferred 
from Region IV to NRR. 

D1RCKS.W.J. Office of the Executive Director for Operations. 85/09/30. 5pp 
33504:291-33504:295. 


8511180816 Summary of 851029 meeting w/util & ORNL re schedule extension!: 
equipment qualification rule.List of attendees, agenda & matls presented by util end 
HEITNER.K.L. Operating Reactors Branch 3. 85/10/31. BUTCHER.E.J. Operating Re- 
actors Branch 3. 49pp. 33503:002-33503:050. 


8511110346 Forwards request for addl info re equipment qualification program & re- 
quest for extension of deadline for compliance w/equipment qualification rufe.pe 
851029 meeting. 

BUTCHER, E.J. Operating Reactors Branch 3. 85/11/05. LEE.O.R. Public Service Co 
of Colorado. 5pp. 33404:286-33404:290. 

8511130328 Forwards addl info to clarify NRC concerns re NUREG-0612, Phase I con- 
trol of heavy loads, per 851 022 request 

WAREMBOURG.D.W. Public Service Co. of Colorado. 85/11/05. BUTCHER.E.J. Op- 
erating Reactors Branch 3. 3pp. 33437:323-33437:325. r 

8511190180 Confirms 851230 commitment to complete testing of CRD at high temp 5 
perform preliminary evaluation of test results. Final review & evaluation of results wJ 
be completed by 860331. 

WAREMBOURG.D.W. Public Service Co. of Colorado. 85/11/05. BUTCHER E.J Od- 
erating Reactors Branch 3. 2pp. 33512:361-33512:362. ' F 


8511220172 Modifies scheduled commitment for submittal of final draft proposal of uc 
graded Tech Specs for NRC comment, per 851008 request.Revised submittal date 5 
851130 approved.Revised tabulation of commitments end. 

MARTI N.R.D. Region 4, Office of Director. 85/11/19. LEE.O.R. Public Service Cn nf 
Colorado. 5pp. 33569:063-33569:067. 01 


8511250301 Staff requirements memo re Commission 851119 meetina 
Washington.DC on licensee environ qualification exemption requesiRecommenri**™ 
on extension request should be provided by 851 1 22. oration 

CHILK.S.J. Office of the Secretary of the Commission. 85/11/21. DIRCKS W J Off™ 
of the Executive Director for Operations. Ip. 33619:263-33619:263. ’ ' ‘ 



-8511060288 Issue A to DD-CRL-1, “Design Directive for CRT Location." 

* Public Service Co. of Colorado. 84/03/08. 6pp. 33344:014-33344:019. 

-8511060291 Issue A to D0-CRT-1, “Design Directive for CRT Selection." 

* Public Service Co. of Colorado. 83/12/06. 5pp. 33344:020-33344:024. 

-8511060298 Issue A to DD-ILS-1, "Design Directive for Indicating Lamp Selection & 
Location.” 

* Public Service Co. of Colorado. 84/09/20. 16pp. 33344:025-33344:040. 

-8511060301 Issue A to DD-KEY-1, “Design Directive for Keyboards." 

* Public Service Co. of Colorado. 83/08/29. 5pp. 33344:041-33344:045. 


8511250258 Notifies of withdrawal of 850924 schedule extension request for envimn 
qualification program.Approval of revised schedule extension for implementation 
program beyond 851130 under provision of 1 0CFR50.49 requested n “ 

LEE.O.R. Public Service Co. of Colorado. 85/11/22. CHILK.S.J. Office of the So™, 
tary of the Commission. 1 5pp. 33595:169-33595:183. * ecre * 

8511270265 Forwards draft rev to Tech Spec Limiting Condition for Operation 4iq„ 
min helium flow/core region temp rise for review.Formal request for amend to LfceriS 
DPR-34 will be submitted upon resolution of NRC comments nse 

BREY.H.L Public Service Co. of Colorado. 85/11/22. BUTCHER, E.J. Operatlna 
tors Branch 3. 13pp. 33627:121-33627:133. operating Heac- 
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Q. Inspection reports, IE Bulletins & correspondence 


8511010131 Forwards revised Enel 5 to util 821019 Itr re emergency access by NRC 
personnel. Enel relates only to NRC inspectors officially participating in drill 
COLLINS, J.T. Region 4, Office of Director. 83/01/04. WAREMBOURG D Public Serv- 
ice Co. of Colorado. 3pp. 33304:104-33304:106. 

8511040006 Updates info re admittance of NRC personnel to facility, including list of 
Region IV inspectors requiring extended access to vital plant areas, emergency site 
team list & NRC badges lost or stolen.Site orientation requested. 

COLLINS, J.T. Region 4, Office of Director. 83/01/07. LEE.O.R. Public Service Co of 
Colorado. 9pp. 33337:318-33337:326. 


8511010137 Updates info re admittance of NRC personnel.lnspectors listed in Enel 1 
should be provided permanent photo badges. Inspectors listed in Enel 2 should be 
badged for unescorted access.lnfo re mobile lab & emergency site team also end. 
COLLINS, J.T. Region 4, Office of Director. 83/01/27. LEE.O.R. Public Service Co of 
Colorado. 9pp. 33304:095-33304:103. 


8511040148 Notification of significant licensee meeting on 831129 in Arlington, TX re 
SALP. 

* Region 4, Office of Director. 83/11/23. Reaion 4, Office of Director. Ip. 33337:107- 
33337:107. 


8511010377 Forwards special info re admittance of BNWL employee W Hansen for 
emergency preparedness insp during wk of 850923-27.Site orientation requested if 
training not previously provided. 

KAY.B.J. Region 4, Office of Director. 85/09/16. LEE.O.R. Public Service Co. of Colo- 
rado. 2pp. 33301:146-33301:147. 

8511010375 Forwards special info re admittance of BA Ernest for emergency prepared- 
ness insp during wk of 850930-1 004.Site orientation requested if training not previous- 
ly provided. 

KAY.B.J. Region 4, Office of Director. 85/09/20. LEE.O.R. Public Service Co. of Colo- 
rado. 2pp. 33301:144-33301:145. 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 


B5 10250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 


8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 


8511220110 Forwards Physical Security Insp Rept 50-267/85-24 on 850826- 30 & 
n pt'ce of violation.Rept details & notice of violation withheld (ref 10CFR73.21 ) 

MARTIN, L.E. Region 4, Office of Director. 85/11/15. LEE.O.R. Public Service Cn of 
Colorado. 2pp. 33568:307-33568:309. uo * ° ? 

-8511220114 Insp Rept 50-267/85-24 on 850826-30. Violation noted: inadequate com 
pensatory measures. Details withheld (ref 10CFR73.21). 

M5 L 6M09 L 33568:3M ANDELL ' L ' A ' Re9i ° n 4 ' ^ ° f “"***• 85/11/07 ' Ip. 

85 11220178 Forwards Insp Rept 50-267/85-25 on 850903-1004 & notice of violation 
MARTIN, L.E. Region 4, Office of Director. 85/11/15. LEE.O.R. Public Service Co of 
Colorado. 2pp. 33568:282-33568:291. ° 

-8511220179 Notice of violation from insp on 850903-1004. 

* Region 4, Office of Director. 85/11/15. Ip. 33568:284-33568:284. 

-8511220193 Insp Rept 50-267/85-25 on 850903-1 004.Violation noted: licensee did not 
rept 850916 reactor protection sys actuation until 850917. 

FARRELL, R.E., JAUDON.J.P. Region 4, Office of Director. 85/11/15. 7pp. 33568:285- 
33568:291. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list end 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631 r01 7. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providina 
Training." Svc list end. ® 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
3371 3:252. 


8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712*214- 


8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 

8511220334 Monthly operating rept for Oct 1985.W/851114 Itr. 

NOVACHEK.F.J., GAHM.J.W. Public Service Co. of Colorado. 85/10/31. 9pp. 
33584:236-33584:244. 


8511050061 Ack receipt of 851016 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-267/85-1 7.NRR requested to provide interpretation of facility 
Tech Spec Paragraph 2.9 re reporting of circulator trips. 

MARTIN, L.E. Region 4, Office of Director. 85/10/31. LEE.O.R. Public Service Co. of 
Colorado. 2pp. 33318:200-33318:211. 

-8511050063 Responds to NRC 850916 Itr re violations noted in Insp Rept 50-267/85- 
17.Corrective actions:pending NRC interpretation of 10CFR50.72 & 50.73, all single cir- 
culator trip & rod withdrawal prohibit actuations will be reported. 

GAHM.J.W. Public Service Co. of Colorado. 85/10/16. JOHNSON, E.H. Region 4, 
Office of Director. 10pp. 33318:202-33318:211. 

3511250283 Forwards Insp Rept 50-267/85-26 on 85081 9-28.No violation noted.NRC 
will conduct followup insps to address items identified as potential enforcement ac- 
tions. 

MARTIN,L.E. Region 4, Office of Director. 85/11/04. LEE.O.R. Public Service Co. of 
Colorado. 2pp. 33617:332-33617:346. 

3511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co, of New York, Inc. 139pp. 33385:198- 
33385:335. 


3511250262 Forwards Insp Rept 50-267/85-27 on 85091 6-20.No violations or devi- 
ations noted. 

MARTIN, L.E. Region 4, Office of Director. 85/11/14. LEE.O.R. Public Service Co. of 
Colorado. 2pp. 33617:301-33617:314. 


-8511250268 Insp Rept 50-267/85-27 on 85091 6-20.No violations or deviations 
noted.Major areas inspected:radiation protection program, including external & internal 
exposure controls & contamination & radioactive matl control. 

CHANEY, H.D., MURRAY, B. Region 4, Office of Director. 85/11/04. 12pp. 33617:303- 
33617:314. 


3511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 


S. Reportable occurrences, LERs & related correspondence 

8511040065 Notification of 840404 meeting w/licensee & Georgia Inst of Technology in 
Bethesda.MD to discuss cracked Segment 2 fuel element evaluation & Segment 3 
fuel element exams. 

WAGNER.P.C. Region 4, Office of Director. 84/03/23. JOHNSON, E.H. Region 4, 
Office of Director. MILLER, J.R. Operating Reactors Branch 3. Ip. 33336:361- 
33336:361. 

8511060282 Summary of Operating Reactors Events Meeting 85-19 on 851007 w/ofc 
directors.div directors & representatives on events which occurred since last meeting 
on 851007. 

CRUTCHFIELD, D, Assistant Director for Safety Assessment. 85/10/21. 
THOMPSON, H.L. Division of Licensing (800428-851124). 24pp. 33371:015-33371:038. 

851 1060174 LER 85-019-00:on 850930-1 005, protective sys rod withdrawal prohibit func- 
tion spuriously actuated.Caused by electronic noise spikes & erroneous rod withdrawal 
circuit trips. Channels reqalibr.Cables will be inspected.W/851030 Itr. 

EGGEBROTEN.J., GAHM.J.W., HILL, J. Public Service Co. of Colorado. 85/10/29. 
7pp. 33355:270-33355:276. 

8511060382 LER 85-020-00:on 851001,at less than 1% power, reactor manually 
scrammed due to primary coolant flow reduction & condenser vacuum Ioss.Caused by 
loss of auxiliary boilers used to supply Steam-Boilers returned to svc.W/851031 Itr. 
EGGEBROTEN.J., STITHEMA, GAHM.J.W. Public Service Co. of Colorado. 85/10/ 
31. 6pp. 33355:092-33355:097. 

8511060045 LER 84-008-Q3:on 840623, plant protection sys initiated on automatic scram 
upon exceeding floating high pressure trip point in PCRV.Caused by blocked depres- 
surization flowpath during orderly shutdown.CRD refurbished.W/851101 Itr. 
EGGEBROTEN.J., GAHM.J.W., BRISSON.M.G. Public Service Co. of Colorado. 85/ 
11/01. 19pp. 33355:125-33355:143. 

8511070442 LER 84-01 2-02:on 841 105, only half of reserve shutdown matl discharged 
from reserve shutdown hopper assembly of control drive during testing.Caused by re- 
action of water vapor entering assembly.Absorber matl replaced.W/851101 Itr. 
EGGEBROTEN.J., CASTOR.J., GAHM.J.W. Public Service Co. of Colorado. 85/11/01. 
15pp. 33374:127-33374:141. 


3511190023 Reviews input from Insp Rept 50-267/85-26 re Region IV implementation 
of IE insp program.Agreement found between results of insp & latest SALP rept per- 
formance ratings. _ 

PARTLOW.J.G. Division of Inspection Programs (Post 850212). 85/11/15. 
DENISE, R.P. Region 4, Office of Director. 4pp. 33510:165-33510:184. 


8511220043 LER 85-021 -00:on 851 010, during walkdown to verify safe shutdown 
equipment, four listed categories of nonconformances identified.Component deficiency 
corrected prior to 850930 startup.W/851 108 Itr. 

EGGEBROTEN.J., GAHM.J.W. Public Service Co. of Colorado. 85/11/08. 8pp. 
33585:013-33585:020. 
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8511220093 LER 85-022-0Q:on 851015,circulator B tripped on low buffer- mid-buffer dif- 
ferential pressure.Caused by small amount of buffer helium allowed to vent through 
buffer-mid-buffer knockout pot.Drain procedure revised.W/851114 Itr. 
EGGEBROTEN.J., GAHM.J.W. Public Service Co. of Colorado. 85/11/15. 5pp. 
33584:306-33584:310. 


U. Congressional/Executive Correspondence 


8511250390 Forwards response to J Curtiss request for info re 851120 markup of low 
level waste act amends by Senate Subcommittee on Nuclear Regulation forwarded to 
EDO by J Gorn on 851113. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/18. 
REHM.T. Office of the Executive Director for Operations. 8pp. 33619:180-33619:191. 

-8511250402 Submits J Curtiss (Senate Subcommittee on Nuclear Regulation) request 
for info re low level waste amends markup. Legal definition of commercial nuclear 
power plants, including PWR,BWR & Fort St Vrain requested. 

GORN.J. NRC - No Detailed Affiliation Given. 85/11/13. REHM.T. NRC - No Detailed 
Affiliation Given. 4pp. 33619:188-33619:191. 


V. Operator Examinations 


8511190310 Forwards best estimate for operator licensing exams for FY86-89 & best 
estimate for requalification exam dates for FY86-89,in response to Generic Ltr 85-18. 
GAHM,J.W. Public Service Co. of Colorado. 85/11/01. BOGER.B. Operator Licensing 
Branch. Ip. 33515:353-33515:353. 
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F. Security, medical, emergency & fire protection plans 

8511060172 Forwards Insp Repts 50-269/85-32,50-270/85-32 & 50-287/85-32 on 
85091 0-1 007.No violation or deviation identified. 

WALKER.R.D. Region 2, Office of Director. 85/10/24. TUCKER, H.B. Duke Power Co. 
Ip. 33355:277-33355:285. 

-8511060187 Insp Repts 50-269/85-32,50-270/85-32 & 50-287/85-32 on 850910- 
1007.No noncompliance or deviation noted. Major areas 

inspected:operations,surveillance,maint, offsite review committee & startup from refuel- 
ing. 

BRYANT, J.C., DANCE, H.C. Region 2, Office of Director. 85/10/23. 8pp. 33355:278- 
33355:285. 

8511060147 Forwards Insp Repts 50-269/85-34,50-270/85-34 & 50-287/85-34 on 
850930-1 004.No violation or deviation identified. 

BROWNLEE, V.L. Region 2, Office of Director. 85/10/25. TUCKER, H.B. Duke Power 
Co. Ip. 33355:259-33355:268. 

-8511060177 Insp Repts 50-269/85-34.50-270/85-34 & 50-287/85-34 on 850930- 
10O4.No violation or deviation noted.Major areas inspected:fire protection/prevention 
& followup on previously identified items. 

MILLER, W.H. Region 2, Office of Director. 85/10/24. 9pp. 33355:260-33355:268. 

8511120249 Forwards Amends 146,146 & 143 to Licenses DPR-38.DPR-47 & DPR- 
55, respectively & safety evaluation.Amends revise Tech Specs to reflect administra- 
tive program per NUREG-0737.Addl info re listed TMI items requested to complete 
review. 

NICO LARAS, H. Operating Reactors Branch 4. 85/10/31. TUCKER, H.B. Duke Power 
Co. 3pp. 33438:103-33438:118. 


P. Operating license stage documents & correspondence 


8511070273 Forwards SER of util response to Items 3.1.3 & 3.2.3 of Generic Ltr 83- 
28.No post-maint testing requirements exist which degrade safety.Techmcal evaluation 

re nt @f}Q| 

STOLZ.J.F. Operating Reactors Branch 4. 85/10/09. RODRIGUEZ, R.J. Sacramento 
Municipal Utility District. 2pp. 33379:286-33379:289. 


-8509260444 "Conformance to Generic Ltr 83-28, Items 3.1.3 & 3.2.3, Arkansas 1, Crys- 
tal River 3, Oconee 1 ,2 & 3, Rancho Seco & TMI-1 .” , 

HAROLDSEN.R. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. 85/08/31. Divi- 
sion of Systems Integration (811005-851124). 11pp. 33379:290-33379:300. 


8511010371 Forwards environ assessment & finding of no significant impact supporting 
util 840529 submittal re disposal of containment sand within com 
NICOLARAS.H. Operating Reactors Branch 4. 85/10/10. TUCK 
Co. 3pp. 33301:156-33301:168. 


>any comronea aiw«* 
ER.H.B. Duke Power 


-8511010373 Environ assessment & finding of no significant impact supporting util 
840529 submittal re disposal of contaminated sand within company controlled area. 
LAINAS.G.C. Assistant Director for Operating Reactors. 85/10/10. 10pp. 33301 :1o»* 
33301:168. 


8511010299 Requests assistance in arranging meeting & site visit to discuss wrong 
unit/ wrong train events.Tour will highlight labeling & identification schemes & include 
discussions w/personnel involved in events.Agenda end. _ - 

STOLZ.J.F. Operating Reactors Branch 4. 85/10/16. TUCKER, H.B. Duke Power Co. 
18pp. 33300:207-33300:224. 


8511010225 Summary of 851004 meeting w/B&W Owners Group Transient Assessment 
& Availability Committees in Bethesda.MD re operating experience of operating reac- 
tors & plans to improve experience. Viewgraphs end. . . 

VISSING.G.S. Operating Reactors Branch 4. 85/10/17. Operating Reactors Branch 4. 
94pp. 33304:239-33304:331. 

-8511010240 “Justification for Raising Setpoint for Reactor Trip on High Pressure," 
Transient Assessment Program. 

PEGRAM.J.W., TALLY, C.W., WEIMER.J.A. Babcock & Wilcox Co. BAW-1890. 85/09/ 
30. 47pp. 33304:332-33305:019. 


8511040230 Forwards Responses 1,6,7 & 8 inadvertently omitted from 851008 re- 
sponse to NRC 850722 request for addl info re several inservice insp relief requests 
during second 1 0-yr interval. 

TUCKER, H.B. Duke Power Co. 85/10/23. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851 1 25). 2pp. 33295:056-33295:1 35. 


-8511040237 Forwards request for relief from current inservice & testing/insp proce- 
dures required following valve replacement. Prompt response requested. 

PARKER, W.O. Duke Power Co. 78/04/11. CASE.E.G. Office of Nuclear Reactor Reg- 
ulation, Director. 2pp. 33295:058-33295:059. 

8511040120 Forwards revised response to NRC 850906 request for addl info re inciner- 
ator license submittal.Response addresses Request A-8 re VR sys offgas subsystem. 
TUCKER, H.B. Duke Power Co. 85/10/25. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). STOLZ.J.F. Operating Reactors Branch 4. 4pp. 
33294:070-33294:073. 


8511070195 Forwards notice of withdrawal of 840213 application for amends to Li- 
censes DPR-38.DPR-47 & DPR-55.Withdrawn portion of amends would have defined 
terms "accessible/ accessibility.” 

STOLZ.J.F. Operating Reactors Branch 4. 85/10/28. TUCKER, H.B. Duke Power Co. 
2pp. 33380:332-33380:335. 

-8511070202 Notice of withdrawal of 840213 application for amends to Licenses DPR* 
38.DPR-47 & DPR-55, revising Tech Specs to define terms “accessible/accessibility." 
STOLZ.J.F. Operating Reactors Branch 4. 85/10/28. 2pp. 33380:334-33380:335. 


-8511120256 Safety evaluation supporting Amends 146,146 & 143 to Licenses DPR- 
38.DPR-47 & DPR-55, respectively. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/31. 5pp. 
33438:114-33438:118. 

8511120077 Advises that Rev 16 to corporate crisis mgt plan dtd 850830 continues to 
meet planning stds of 10CFR50.47(b) & App E requirements. 

BROWNLEE, V.L. Region 2, Office of Director. 85/11/04. TUCKER.H.B. Duke Power 
Co. 2pp. 33423:354-33423:355. 

8511130072 Rev 85-7 to emergency plan implementing procedures, including RP/O/B/ 
1000/01, "Emergency Classification” & RP/O/B/ 1000/14, “Spent Fuel Transport 
Emergency Plan. W/851104 ltr. 

TUCKMAN.M.S., TUCKER.H.B. Duke Power Co. 85/11/04. GRACE.J.N. Region 2, 
Office of Director. 32pp. 33426:133-33426:164. 

8511190365 Forwards "Oconee Nuclear Station Partial Participation Exercise Conduct- 
ed on 850619-20.” One deficiency observed. Approval granted per 44CFR350 re- 

KRfflfM?R e VY C Federal Emergency Management Agency. 85/11/06. JORDAN, E.L. Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). Ip. 
33515:223-33515:244. 

-8511190366 “Oconee Nuclear Station Partial Participation Exercise Conducted on 
850619-20." 

* Federal Emergency Management Agency. 85/07/03. 22pp. 33515:224-33515:244. 


8511070261 Approves util 840529 request, w/qualifications, re handling of contaminated 
sand.NRC observations on portion of request re burial within company controlled area 
sent to State of SC for issue of permit.No environ impact cited. 

LAINAS.G.C. Assistant Director for Operating Reactors. 85/10/28. TUCKER.H.B 
Duke Power Co. 5pp. 33380: 1 89-33380: 193. 

8511010198 Forwards HB Tucker 851011 Itr & H Thompson draft Itrs & environ assess- 
ment re Duke Power Co request for approval of procedure for disposal of radioactivety 
contaminated wood, for review.W/o end. 

ADENSAM.E.G. Licensing Branch 4. 85/10/30. BROWN, D. North Carolina, State of 
Ip. 33303:354-33303:354. 

8511110328 Forwards Amends 145,145 & 142 to Licenses DPR-38.DPR-47 & DPR- 
55, respectively & safety evaluation.Amends revise Tech Spec Table 6.1-1 to reflect 
increase in required number of nuclear equipment operators. 

NICOLARAS.H. Operating Reactors Branch 4. 85/10/31. TUCKER.H.B. Duke Powmr 
Co. 2pp. 33404:011-33404:022. W0r 

-8511110390 Amends 145,145 & 142 to Licenses DPR-38.DPR-47 & DPR 5*5 
respectively.revising Tech Spec Table 6.1-1 to reflect increase in required number of 
nuclear equipment operators in conformance to NUREG-0737,ltem I.A.1 3 
STOLZ.J.F. Operating Reactors Branch 4. 85/10/31. 8pp. 33404:013-33404:020. 

-8511110393 Safety evaluation supporting Amends 145,145 & 142 to Licen«iA«6 hdd 
38.DPR-47 & DPR-55, respectively. s s UPR - 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/31 
33404:021-33404:022. L ^ 


8511250242 Forwards Rev 16 to security plaaRev reflects ongoing changes to security 
sys,structures & components & relocates protected area boundary.Rev withheld (ref 
10CFR73.21). 

TUCKER.H.B. Duke Power Co. 85/11/13. GRACE.J.N. Region 2, Office of Director. 
2pp. 33595:165-33595:166. 

8511250445 Forwards sanitized spent fuel route survey from Oconee Nuclear 
Station, Seneca,SC to McGuire Nuclear Station, Cornelius, NC, per NRC 850910 
approval.Data re initial arrangement w/law enforcement agencies also end. 
MOCORKLE,G.W. Reactor & Transportation Licensing Branch. 85/11/19. 
WALDEN, G.R. Duke Power Co. 6pp. 33619:169-33619:174. 


8511120249 Forwards Amends 146,146 & 143 to Licenses DPR-38DPR-47 & DPR 
55, respectively & safety evaluation.Amends revise Tech Specs to reflect adminktra 
^program per NUREG-0737.Addl info re listed TMI items requested to complete 


NICOLARAS.H. Operating Reactors Branch 4. 85/10/31. TUCKER.H.B Duke Pnu,*r 
Co. 3pp. 33438:103-33438:118. ’ Ke rower 


-8511120254 Amends 146,146 & 143 to Licenses DPR-38.DPR-47 & DPR-SS 
respectively, changing Tech Specs to include training of personnel.procedures for sam' 
pling & analysis & provisions for maint of sampling & analysis equipment 
STOLZ.J.F. Operating Reactors Branch 4. 85/10/31. 8pp. 33438:106-33438*1 13 
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->8511120256 Safety evaluation supporting Amends 146,146 & 143 to Licenses DPR- 
38.DPR-47 & DPR-55, respectively. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/31. 5pp. 
33438:114-33438:118. 

8511110462 Forwards SAIC-85/1 525-5, “Review of Licensee & Applicant Responses to 
NRC Generic Ltr 83-28 (Required Actions Based on Generic Implications of Salem 
ATWS Events), Item 1.2, 'Post-Trip Review:Data...’" technical evaluation rept. 
STOLZ.J.F. Operating Reactors Branch 4. 85/11/01. TUCKER, H.B. Duke Power Co. 
2pp. 33404:328-33404:344. 

-8511110466 “Review of Licensee & Applicant Responses to NRC Generic Ltr 83-28 
(Required Actions Based on Generic Implications of Salem ATWS Events), Item 1.2, 
‘Post-Trip Review:Data & Info Capabilities,’ for...,” technical evaluation rept. 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-82-096. SAIC-85/1 525-5. 85/11/01. NRC - No Detailed Affiliation Given. 15pp. 
33404:330-33404:344. 

8511260078 Withdraws 841116 blanket request for relief on hydrostatic testing after 
maint or mod. 

TUCKER,H.B. Duke Power Co. 85/11/18. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). STOLZ.J.F. Operating Reactors Branch 4. Ip. 
33616:329-33616:329. 


Q. Inspection reports, IE Bulletins & correspondence 

8511040018 Ack receipt of 850927 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-269/85-20, 50-270/85-20 & 50-287/85-20. 

BROWNLEE, V.L. Region 2, Office of Director. 85/10/11. TUCKER, H.B. Duke Power 
Co. 1 p. 33309:1 1 0-33309:1 1 0. 

8511040345 Responds to NRC 850913 ltr re violations noted in Insp Repts 50-269/85- 

21.50- 270/85-21 & 50-287/85-21. Corrective actions: personnel responsible for classi- 
fying safety-related work activities received training in procedures. 

TUCKER.H.B. Duke Power Co. 85/10/11. GRACE.J.N. Region 2, Office of Director. 
3pp. 33296:275-33296:277. 

8511040317 Responds to NRC 850919 ltr re violations noted in Insp Repts 50-269/85- 

25.50- 270/85-25 & 50-287/85-25. All requirements of 10CFR50.44(b) met. Violation 
unwarranted.Functionally operable reactor bldg hydrogen monitoring sys installed. 
TUCKER.H.B. Duke Power Co. 85/10/14. GRACE.J.N. Region 2, Office of Director. 
2pp. 33296:081-33296:082. 

8511040423 Responds to NRC 850916 ltr re violations noted in Insp Repts 50-269/85- 

26.50- 270/85-26 & 50-287/85-26.Corrective actions: Procedure CP/0/A/2005/06A 
will be revised by 851101.Unit 2 E-bar calculation on 850521 recalculated & distribut- 
ed. 

TUCKER.H.B. Duke Power Co. 85/10/15. GRACE.J.N. Region 2, Office of Director. 
2pp. 33297:258-33297:259. 

8511040095 Forwards Insp Repts 50-269/85-30,50-270/85-30 & 50-287/85-30 on 
850916-20 &. notice of violation,W/o notice of violation. 

BROWNLEE.V.L. Region 2, Office of Director. 85/10/16. TUCKER.H.B. Duke Power 
Co. 2pp. 33308:147-33308:154. 

-8511040099 Insp Repts 50-269/85-30,50-270/85-30 & 50-287/85-30 on 850916- 
20. Violation noted:failure to label containers of radioactive matl. 

REVSIN.B.K., HOSEY.C.M. Region 2, Office of Director. 85/10/08. 6pp. 33308:149- 
33308:154. 

8511040127 Forwards Insp Repts 50-269/85-31,50-270/85-31 & 50-287/85-31 on 
850923-27.No violation noted. 

BROWNLEE.V.L. Region 2. Office of Director. 85/10/17. TUCKER.H.B. Duke Power 
Co. Ip. 33307:246-33307:253. 

-8511040129 insp Repts 50-269/85-31,50-270/85-31 & 50-287/85-31 on 850923- 
27.No violation or deviation noted.Major areas inspected:reactor bldg tendon surveil- 
lance program & surveillance of pipe support & restraints. 

LENAHAN.J.J., JAPE.F. Region 2, Office of Director. 85/10/11. 7pp. 33307:247- 
33307:253. 

8511040508 Forwards Insp Repts 50-269/85-33,50-270/85-33 & 50-287/85-33 on 
850923-26.No violations or deviations identified. 

BROWNLEE.V.L Region 2, Office of Director. 85/10/22. TUCKER.H.B. Duke Power 
Co. Ip. 33306:001-33306:008. 

-8511040509 Insp Repts 50-269/85-33,50-270/85-33 & 50-287/85-33 on 850923- 
26.No violation or deviation noted.Major areas inspected:Unit 3 inservice insp, review & 
record evaluation & main feedwater flow nozzle post-weld heat treatment. 
ECONOMOS.N., BLAKE, J.J. Region 2, Office of Director; 85/10/17. 7pp. 33306:002- 
33306:008. 

8511040230 Forwards Responses 1,6,7 & 8 inadvertently omitted from 851008 re- 
sponse to NRC 850722 request for addl info re several inservice insp relief requests 
during second 10-yr interval. 

TUCKER, H.B. Duke Power Co. 85/10/23. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). STOLZ.J.F. Operating Reactors Branch 4. 2pp. 
33295:056-33295:135. 

-8511040237 Forwards request for relief from current inservice & testing/insp proce- 
dures required following valve replacement.Prompt response requested. 

PARKER.W.O. Duke Power Co. 78/04/11. CASE.E.G. Office of Nuclear Reactor Reg- 
ulation, Director. REID.R. Operating Reactors Branch 4 (Pre 800428). 2pp. 33295:058- 

33295:059;. . ..■ v, w 

-8511040247 Forwards request for relief from requirements of ASME Code Section 
XI.Request suppls 78041 1 & 0508 submittals. 

PARKER.W.O. Duke Power Co. 78/07/14. CASE.E.G. Office of Nuclear Reactor Reg- 
ulation, Director. REID.R, Operating ReactGFS Branch 4 (Pre 800428). 12pp. 
33295:060-33295:071. 

-8511040253 Forwards request for relief covering testing requirement following weld 
repair or mod to steam drains,vent$, branch, piping & valve replacement that cannot be 
isolated from hydrostatic testing of main header. 

PARKER.W.O. Duke Power Co. 78/07/21. REID, R; Operating Reactors Branch 4 (Pre 
800428). 4pp. 33295:072-33295:076. 


-8511040259 “Insen/ice Insp & Testing Program, Oconee Nuclear Station Unit 2." 

* Duke Power Co. 85/10/23. 23pp. 33295:077-33295:099. 

-8511040265 “Inservice Insp & Testing Program, Oconee Nuclear Station Unit 3.” Relat- 
ed info end. 

* Duke Power Co. 85/10/23. 36pp. 33295:100-33295:135. 

8511060172 Forwards Insp Repts 50-269/85-32,50-270/85-32 & 50-287/85-32 on 
85091 0-1 007.No violation or deviation identified. 

WALKER, R.D. Region 2, Office of Director. 85/10/24. TUCKER.H.B. Duke Power Co. 
Ip. 33355:277-33355:285. 

-8511060187 Insp Repts 50-269/85-32,50-270/85-32 & 50-287/85-32 on 850910- 
1007.No noncompliance or deviation noted.Major areas 
inspected:operations, surveillance, maint, offsite review committee & startup from refuel- 
ing. 

BRYANT, J.C., SASSER, M.K., KING.LP. Region 2, Office of Director. 85/10/23. 8pp. 
33355:278-33355:285. 

851106Q147 Forwards Insp Repts 50-269/85-34,50-270/85-34 & 50-287/85-34 on 
850930-1 004.No violation or deviation identified. 

BROWNLEE.V.L. Region 2, Office of Director. 85/10/25. TUCKER.H.B. Duke Power 
Co. ip. 33355:259-33355:268. 

-8511060177 Insp Repts 50-269/85-34,50-270/85-34 & 50-287/85-34 on 850930- 
1004.No violation or deviation noted.Major areas inspected:fire protection/prevention 
& followup on previously identified items. 

MILLER.W.H., CONLON.T.E. Region 2, Office of Director. 85/10/24. 9pp. 33355:260- 
33355:268. 

8511040342 Ack receipt of 851015 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-269/85-26, 50-270/85-26 & 50-287/85-26. 

WALKER, R.D. Region 2, Office of Director. 85/10/28. TUCKER.H.B. Duke Power Co. 
Ip. 33296:360-33296:360. 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR.J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8511110113 Forwards Insp Repts 50-269/85-35,50-270/85-35 & 50-287/85-35 on 
851007-11. No violations or deviations noted. 

BROWNLEE.V.L. Region 2, Office of Director. 85/10/30. TUCKER, H.P. Duke Power 
Co. Ip. 33387:001-33387:007. 

-8511110124 Insp Repts 50-269/85-35,50-270/85-35 & 50-287/85-35 on 851007- 
11. No violation or deviation noted.Major areas inspected:review & witnessing of pre & 
post-criticality tests following refueling outage & info notice followup. 

MATHIS, J.L., JAPE.F. Region 2, Office of Director. 85/10/28. 6pp. 33387:002- 
33387:007. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction," Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511180294 Responds to NRC 851001 ltr re violations noted in Insp Repts 50-269/85- 

27,50-270/85-27 & 50-287/85-27.Corrective actions: NCI 0-1461 issued on receiving 
errors & application of filler mati determined not to require stress relieving. 
TUCKER.H.B. Duke Power Co. 85/10/31, GRACE, J.N. Region 2, Office of Director. 
6pp. 33493:128-33493:133. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511220130 Forwards supplemental request for relief from inservice insp requirements 
of 1980 Edition of ASME Boiler & Vessel Code Section XI.Request conoerns inservice 
insps during second 10-yr interval. 

TUCKER, H.B. Duke Power Co. 85/11/12. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). STOLZ.J.F. Operating Reactors Branch 4. 3pp. 
33570:001-33570:003. 

8511250446 Ack receipt of 851014 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-269/85-25, 50-270/85-25 & 50-287/85-25. 

WALKER, R.D. Region 2, Office of Director. 85/11/12. TUCKER.H.B. Duke Power Co. 
Ip. 33617:087-33617:087. 

8511250257 Ack receipt of 851031 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-269/85-27, 50-270/85-27 & 50-287/85-27.lmp|ementation of 
corrective actions will be examined during future insps. 

BROWNLEE, V,L Region 2, Office of Director. 85/11/14. TUCKER.H.B. Duke Power 
CO. I p. 33617:347-33617:347. 

^Plant^ensients Due to Improper Swftclflettings.^SvcHist encL^* :anMe8 
TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 
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8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, "Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 

8511270245 Forwards Insp Repts 50-269/85-37,50-270/85-37 & 50-287/85-37 on 
851008-111 1 & notice of violation. 

WALKER, R.D. Region 2, Office of Director. 85/11/22. TUCKER, H.B. Duke Power Co. 
2pp. 33627: 1 70-33627: 1 84. 

-851 1270247 Notice of violation from insp on 851008-1 111. 

* Region 2, Office of Director. 85/11/22. Ip. 33627:172-33627:172. 

-8511270251 Insp Repts 50-269/85-37,50-270/85-37 & 50-287/85-37 on 851008- 
1111. Noncompliance noted:faiiure to document malfunctioning Valve 3LP-2 in reactor 
operator & senior reactor operator log. 

BRYANT.J.C., SASSER, M.K., KING.LP. Region 2, Office of Director. 85/11/21. 12pp. 
33627:173-33627:184. 


R. Periodic operating reports & related correspondence 

8511220372 Monthly operating repts for Oct 1985.W/851 115 Itr. 

REAVIS.J.A., TUCKER, H.B. Duke Power Co. 85/10/31. 18pp. 33584:163-33584:180. 


S. Reportable occurrences, LERs & related correspondence 


-8511060177 Insp Repts 50-269/85-34,50-270/85-34 & 50-287/85-34 on 850930- 
1004.No violation or deviation noted.Major areas inspected:fire protection/prevention 
& followup on previously identified items. 

MILLER, W.H. Region 2, Office of Director. 85/10/24. 9pp. 33355:260-33355:268. 

8511120249 Forwards Amends 146,146 & 143 to Licenses DPR-38.DPR-47 & DPR- 
55, respectively & safety evaluation.Amends revise Tech Specs to reflect administra- 
tive program per NUREG-0737.Addl info re listed TMI items requested to complete 
review. 

NICOLARAS.H. Operating Reactors Branch 4. 85/10/31. TUCKER, H.B. Duke Power 
Co. 3pp. 33438:103-33438:118. 

-8511120256 Safety evaluation supporting Amends 146,146 & 143 to Licenses DPR- 
38.DPR-47 & DPR-55, respectively. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/31. 5pp. 
33438:114-33438:118. 

8511120077 Advises that Rev 16 to corporate crisis mgt plan dtd 850830 continues to 
meet planning stds of 10CFR50.47(b) & App E requirements. 

BROWNLEE, V.L. Region 2, Office of Director. 85/11/04. TUCKER, H.B. Duke Power 
Co. 2pp. 33423:354-33423:355. 

8511130072 Rev 85-7 to emergency plan implementing procedures, including RP/O/B/ 
1000/01, “Emergency Classification” & RP/O/B/IOOO/14, “Spent Fuel Transport 
Emergency Plan." W/851104 Itr. 

TUCKMAN.M.S., TUCKER, H.B. Duke Power Co. 85/11/04. GRACE, J.N. Region 2, 
Office of Director. 32pp. 33426:133-33426:164. 

8511190365 Forwards “Oconee Nuclear Station Partial Participation Exercise Conduct- 
ed on 850619-20.” One deficiency observed. Approval granted per 44CFR350 re- 
mains in effect. 

KRIMM.R.W. Federal Emergency Management Agency. 85/11/06. JORDAN.E.L Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). Ip. 
33515:223-33515:244. 

-8511190366 “Oconee Nuclear Station Partial Participation Exercise Conducted on 
850619-20.” 

* Federal Emergency Management Agency. 85/07/03. 22pp. 33515:224-33515:244. 

8511250242 Forwards Rev 16 to security plan.Rev reflects ongoing changes to security 
sys, structures & components & relocates protected area boundary.Rev withheld (ref 
10CFR73.21). 

TUCKER, H.B. Duke Power Co. 85/11/13. GRACE, J.N. Region 2, Office of Director. 
2pp. 33595:165-33595:166. 

8511250445 Forwards sanitized spent fuel route survey from Oconee Nuclear 
Station, Seneca, SC to McGuire Nuclear Station, Cornelius.NC.per NRC 850910 
approval.Data re initial arrangement w/law enforcement agencies also end. 
MCCORKLE.G.W. Reactor & Transportation Licensing Branch. 85/11/19. 
WALDEN, G.R. Duke Power Co. 6pp. 33619:169-33619:174. 


8511070552 Forwards list of current AEOD studies of operational events re reactor & 
nonreactor activities.Each study will be documented as technical review, engineering 
evaluation or case study rept when completed. 

HELTEMES.C.J. AEOD, Director’s Office. 85/11/05. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851 1 25). 24pp. 33382:160-33382:183. 

8511260026 LER 85-013-00:on 851019,gaseous waste disposal tank 1C pressurized & 
isolated w/o taking hydrogen concentration sample per Tech Spec 4.1.3.Caused by 
personnel error.Tank sampled & analyzed after discovery. W/851 118 Itr. 

GODWIN, S.G., TUCKER, H.B. Duke Power Co. 85/11/18. 4pp. 33642:006-33642:009. 

8511270118 RO:on 851119,Keowee hydro Unit 2 inoperable beyond Oconee Tech Spec 
limit due to burned out laminated copper connection between two coiis.Caused by 
cracked brazement. Connector & field coils will be replaced. 

TUCKER.H.B. Duke Power Co. 85/11/22. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). STOLZ.J.F. Operating Reactors Branch 4. 2pp. 
33709:280-33709:281. 


V. Operator Examinations 

8511210504 FOIA request for operator exam results from 1979 - 1982 to be placed in 
PDR. 

ENNIS,D.R. NUS Corp. 85/10/11, Division of Rules and Records. Ip. 33559:020- 
33559:020. 

8511210508 Responds to FOJA request for operator exam results to be placed in 
PDR.Forwards info listed on app.lnfo also available in PDR.Portions of info deleted. 
FELTON, J.M. Division of Rules and Records. 85/10/31. ENNIS.D.R. NUS Corp. 2pp. 
33559:021-33559:032. 

-8511210515 Exam rept results from Jui 1980 - Oct 1982. 

WILSON, B.A. Duke Power Co. 85/10/31. 10pp. 33559:023-33559:032. 
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F. Security, medical, emergency & fire protection plans 

8511060172 Forwards insp Repts 50-269/85-32,50-270/85-32 & 50-287/85-32 on 
85091 0-1007.No violation or deviation identified. 

WALKER, R.D. Region 2, Office of Director. 85/10/24. TUCKER.H.B. Duke Power Co. 
Ip. 33355:277-33355:285. 

-8511060187 Insp Repts 50-269/85-32,50-270/85-32 & 50-287/85-32 on 850910- 
1007.No noncompliance or deviation noted.Major areas 
inspected:operations, surveillance, maint, offsite review committee & startup from refuel- 

bSVaNT,J.C., DANCE, H.C. Region 2, Office of Director. 85/10/23. 8pp. 33355:278- 
33355:285. 

8511060147 Forwards Insp Repts 50-269/85-34,50-270/85-34 & 50-287/85-34 on 
850930-1 004.No violation or deviation identified. 

BROWNLEE, V.L. Region 2, Office of Director. 85/10/25. TUCKER.H.B. Duke Power 
Co. Ip. 33355:259-33355:268. 


P. Operating license stage documents & correspondence 


8511070273 Forwards SER of util response to Items 3.1.3 & 3.2.3 of Generic Ltr 83- 
28.No post-maint testing requirements exist which degrade safety.Technical evaluation 
rept end. 

StOLZ.J.F. Operating Reactors Branch 4. 85/10/09. RODRIGUEZ.R.J. Sacramento 
Municipal Utility District 2pp. 33379:286-33379:289. 

-8509260444 “Conformance to Generic Ltr 83-28, Items 3.1.3 & 3.2.3, Arkansas 1, Crys- 
tal River 3, Oconee 1,2 & 3, Rancho Seco & TMI-1." 

HAROLDSEN.R. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. 85/08/31. Divi- 
sion of Systems Integration (811005-851124). 11pp. 33379:290-33379:300. 

8511010371 Forwards environ assessment & finding of no significant impact supporting 
util 840529 submittal re disposal of containment sand within company controlled area. 
NICOLARAS.H. Operating Reactors Branch 4. 85/10/10. TUCKER.H.B. Duke Power 
Co. 3pp. 3330 1 : 1 56-33301 : 1 68. 

-8511010373 Environ assessment & finding of no significant impact supporting util 
840529 submittal re disposal of contaminated sand within company controlled area. 
LAINAS.G.C. Assistant Director for Operating Reactors. 85/10/10. 10pp. 33301-159- 
33301:168. 


8511010299 Requests assistance in arranging meeting & site visit to discuss wrona 
unit/ wrong train events.Tour will highlight labeling & identification schemes & include 
discussions w/personnel involved in events.Agenda end. 

STOLZ.J.F. Operating Reactors Branch 4. 85/10/16. TUCKER.H.B. Duke Power Cn 
18pp. 33300:207-33300:224. * 

8511010225 Summary of 851004 meeting w/B&W Owners Group Transient Assessment 
& Availability Committees in Bethesda.MD re operating experience of operating reac- 
tors & plans to improve experience. Viewgraphs end. 

ViSSING.G.S. Operating Reactors Branch 4. 85/10/17. Operating Reactors Branch 4 
94pp. 33304:239-33304:331. 


8511040230 Forwards Responses 1,6,7 & 8 inadvertently omitted from 851008 re- 
sponse to NRC 850722 request for addl info re several Inservice insp relief requests 
during second 10-yr interval. 

TUCKER.H.B. Duke Power Co. 85/10/23. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851 1 25). 2pp. 33295:056-33295:1 35. 

-8511040237 Forwards request for relief from current inservice & testing/insp proce- 
dures required following valve replacement.Prompt response requested. 

PARKER, W.O. Duke Power Co. 78/04/11. CASE.E.G. Office of Nuclear Reactor Rea. 
ulation, Director. 2pp. 33295:058-33295:059. w 

-8511040259 “Inservice Insp & Testing Program, Oconee Nuclear Station Unit 2 ” 

* Duke Power Co. 85/10/23. 23pp. 33295:077-33295:099. 


8511040120 Forwards revised response to NRC 850906 request for addl Info re Inciner- 
ator license submittai.Response addresses Request A-8 re VR sys offaas subsystem 
TUCKER.H.B. Duke Power Co. 85/10/25. DENTON.H.R. Office of Nuclei Reactor 
Regulation, Director (pre-851125). STOLZ.J.F. Operating Reactors Branch 4 4dd 
33294:070-33294:073. 
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8511070195 Forwards notice of withdrawal of 840213 application for amends to Li- 
censes DPR-38.DPR-47 & DPR-55.Withdrawn portion of amends would have defined 
terms "accessible/ accessibility." 

STOLZ.J.F. Operating Reactors Branch 4. 85/1 0/28. TUCKER.H.B. Duke Power Co. 
2pp. 33380:332-33380:335. 

-8511070202 Notice of withdrawal of 840213 application for amends to Licenses DPR- 
38.DPR-47 & DPR-55, revising Tech Specs to define terms "accessible/ accessibility." 
STOLZ.J.F. Operating Reactors Branch 4. 85/10/28. 2pp. 33380:334-33380:335. 

8511070261 Approves util 840529 request,w/qualifications,re handling of contaminated 
sand.NRC observations on portion of request re burial within company controlled area 
sent to State of SC for issue of permit.No environ impact cited. 

LAINAS.G.C. Assistant Director for Operating Reactors. 85/10/28. TUCKER.H.B. 
Duke Power Co. 5pp. 33380:189-33380:193. 


-8511040099 Insp Repts 50-269/85-30,50-270/85-30 & 50-287/85-30 bn 850916- 
20. Violation noted:failure to label containers of radioactive matl. 

REVSIN.B.K., HOSEY.C.M. Region 2, Office of Director. 85/10/08. 6pp. 33308:149- 
33308:154. 

8511040127 Forwards Insp Repts 50-269/85-31,50-270/85-31 & 50-287/85-31 on 
850923-27.No violation noted. 

BROWNLEE, V.L. Region 2, Office of Director. 85/10/17. TUCKER.H.B. Duke Power 
Co. Ip. 33307:246-33307:253. 

-8511040129 Insp Repts 50-269/85-31,50-270/85-31 & 50-287/85-31 on 850923- 
27.No violation or deviation noted.Major areas inspected:reactor bldg tendon surveil- 
lance program & surveillance of pipe support & restraints. 

LENAHAN.JJ., JAPE.F. Region 2, Office of Director. 85/10/11. 7pp. 33307:247- 
33307:253. 


8511010198 Forwards HB Tucker 851011 Itr & H Thompson draft Itrs & environ assess- 
ment re Duke Power Co request for approval of procedure for disposal of radioactively 
contaminated wood, for review.W/o end. 

ADENSAM.E.G. Licensing Branch 4. 85/10/30. BROWN, D. North Carolina, State of. 
Ip. 33303:354-33303:354. 

8511110328 Forwards Amends 145,145 & 142 to Licenses DPR-38.DPR-47 & DPR- 
55, respectively & safety evaluation.Amends revise Tech Spec Table 6.1-1 to reflect 
increase in required number of nuclear equipment operators. 

NICOLARAS.H. Operating Reactors Branch 4. 85/10/31. TUCKER.H.B. Duke Power 
Co. 2pp. 33404:01 1 -33404:022. 

-8511110390 Amends 145,145 & 142 to Licenses DPR-38.DPR-47 & DPR-55, 
respectively, revising Tech Spec Table 6.1-1 to reflect increase in required number of 
nuclear equipment operators in conformance to NUREG-0737,ltem I.A.1.3. 

STOLZ.J.F. Operating Reactors Branch 4. 85/10/31. 8pp. 33404:013-33404:020. 

-8511110393 Safety evaluation supporting Amends 145,145 & 142 to Licenses DPR- 
38.DPR-47 & DPR-55, respectively. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/31. 2pp. 
33404:021-33404:022. 

8511120249 Forwards Amends 146,146 & 143 to Licenses DPR-38.DPR-47 & DPR- 
55,respectively & safety evaluation.Amends revise Tech Specs to reflect administra- 
tive program per NUREG-0737.Addl info re listed TMI items requested to complete 
review. 

NICOLARAS.H. Operating Reactors Branch 4. 85/10/31. TUCKER.H.B. Duke Power 
Co. 3pp. 33438:103-33438:118. 

-8511120254 Amends 146,146 & 143 to Licenses DPR-38.DPR-47 & DPR-55, 
respectively, changing Tech Specs to include training of personnel, procedures for sam- 
pling & analysis & provisions for maint of sampling & analysis equipment. 

STOLZ.J.F. Operating Reactors Branch 4. 85/10/31. 8pp. 33438:106-33438:113. 

-8511120256 Safety evaluation supporting Amends 146,146 & 143 to Licenses DPR- 
38.DPR-47 & DPR-55, respectively. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/31. 5pp. 
33438:114-33438:118. 

8511110462 Forwards SAIC-85/ 1525-5, "Review of Licensee & Applicant Responses to 
NRC Generic Ltr 83-28 (Required Actions Based on Generic Implications of Salem 
ATWS Events), Item 1.2, ‘Post-Trip Review:Data... ,M technical evaluation rept. 
STOLZ.J.F. Operating Reactors Branch 4. 85/11/01. TUCKER.H.B. Duke Power Co. 
2pp. 33404:328-33404:344. 

-8511110466 “Review of Licensee & Applicant Responses to NRC Generic Ltr 83-28 
(Required Actions Based on Generic Implications of Salem ATWS Events), Item 1.2, 
'Post-Trip Review:Data & Info Capabilities,’ for...,’’ technical evaluation rept. 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-82-096. SAIC-85/ 1525-5. 85/11/01. NRC - No Detailed Affiliation Given. 15pp. 
33404:330-33404:344. 


8511040508 Forwards Insp Repts 50-269/85-33,50-270/85-33 & 50-287/85-33 on 
850923-26.No violations or deviations identified. 

BROWNLEE, V.L. Region 2, Office of Director. 85/10/22. TUCKER.H.B. Duke Power 
Co. Ip. 33306:001-33306:008. 

-8511040509 Insp Repts 50-269/85-33,50-270/85-33 & 50-287/85-33 on 850923- 
26.No violation or deviation noted.Major areas inspected:Unit 3 inservice insp, review & 
record evaluation & main feedwater flow nozzle post-weld heat treatment. 
ECONOMOS.N., BLAKE.J.J. Region 2, Office of Director. 85/10/17. 7pp. 33306:002- 
33306:008. 

8511040230 Forwards Responses 1,6,7 & 8 inadvertently omitted from 851008 re- 
sponse to NRC 850722 request for addl info re several inservice insp relief requests 
during second 1 0-yr interval. 

TUCKER.H.B. Duke Power Co. 85/10/23. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). STOLZ.J.F. Operating Reactors Branch 4. 2pp. 
33295:056-33295:135. 

-8511040237 Forwards request for relief from current inservice & testing/insp proce- 
dures required following valve replacement.Prompt response requested. 

PARKER, W.O. Duke Power Co. 78/04/11. CASE.E.G. Office of Nuclear Reactor Reg- 
ulation, Director. REID.R. Operating Reactors Branch 4 (Pre 800428). 2pp. 33295:058- 
33295:059. 

-851 1040247 Forwards request for relief from requirements of ASME Code Section 
XI.Request suppls 780411 & 0508 submittals. 

PARKER.W.O. Duke Power Co. 78/07/14. CASE.E.G. Office of Nuclear Reactor Reg- 
ulation, Director. REID.R. Operating Reactors Branch 4 (Pre 800428). 12pp. 
33295:060-33295:071. 

-8511040253 Forwards request for relief covering testing requirement following weld 
repair or mod to steam drains, vents, branch piping & valve replacement that cannot be 
isolated from hydrostatic testing of main header. 

PARKER.W.O. Duke Power Co. 78/07/21. REID.R. Operating Reactors Branch 4 (Pre 
800428). 4pp. 33295:072-33295:076. 

-8511040259 “Inservice Insp & Testing Program, Oconee Nuclear Station Unit 2.” 

* Duke Power Co. 85/10/23. 23pp. 33295:077-33295:099. 

8511060172 Forwards Insp Repts 50-269/85-32,50-270/85-32 & 50-287/85-32 on 
85091 0-1 007.No violation or deviation identified. 

WALKER, R.D. Region 2, Office of Director. 85/10/24. TUCKER.H.B. Duke Power Co. 
Ip. 33355:277-33355:285. 

-8511060187 Insp Repts 50-269/85-32,50-270/85-32 & 50-287/85-32 on 850910- 
1007.No noncompliance or deviation noted.Major areas 
inspected:operations, surveillance, maint,offsite review committee & startup from refuel- 
ing. 

BRYANT, J.C., SASSER, M.K., KING.L.P. Region 2, Office of Director. 85/10/23. 8pp. 
33355:278-33355:285. 


8511260078 Withdraws 841116 blanket request for relief on hydrostatic testing after 
maint or mod. 

TUCKER.H.B. Duke Power Co. 85/11/18. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). STOLZ.J.F. Operating Reactors Branch 4. Ip. 
33616:329-33616:329. 


Q. Inspection reports, IE Bulletins & correspondence 

8511040018 Ack receipt of 850927 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-269/85-20, 50-270/85-20 & 50-287/85-20. 

BROWNLEE, V.L. Region 2, Office of Director. 85/10/11. TUCKER.H.B. Duke Power 
Co. 1 p. 33309:1 1 0-33309:1 1 0. 

8511040345 Responds to NRC 850913 Itr re violations noted in Insp Repts 50-269/85- 

21,50-270/85-21 & 50-287/85-21 .Corrective actions: personnel responsible for classi- 
fying safety-related work activities received training in procedures. 

TUCKER.H.B. Duke Power Co. 85/10/11. GRACE, J.N. Region 2, Office of Director. 
3pp. 33296:275-33296:277. 


8511060147 Forwards Insp Repts 50-269/85-34,50-270/85-34 & 50-287/85-34 on 
850930-1 004.No violation or deviation identified. 

BROWNLEE, V.L. Region 2, Office of Director. 85/10/25. TUCKER.H.B. Duke Power 
Co. Ip. 33355:259-33355:268. 

-8511060177 Insp Repts 50-269/85-34,50-270/85-34 & 50-287/85-34 on 850930- 
1004.No violation or deviation noted.Major areas inspected:fire protection/prevention 
& followup on previously identified items. 

MILLER, W.H., CONLON.T.E. Region 2, Office of Director. 85/10/24. 9pp. 33355:260- 
33355:268. 

8511040342 Ack receipt of 851015 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-269/85-26, 50-270/85-26 & 50-287/85-26. 

WALKER, R.D. Region 2, Office of Director. 85/10/28. TUCKER.H.B. Duke Power Co. 
Ip. 33296:360-33296:360. 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 


8511040317 Responds to NRC 850919 Itr re violations noted in Insp Repts 50-269/85- 

25,50-270/85-25 & 50-287/85-25.AII requirements of 10CFR50.44(b) met. Violation 
unwarranted.Functionally operable reactor bldg hydrogen monitoring sys installed. 
TUCKER, H.B. Duke Power Co. 85/10/14. GRACE, J.N. Region 2, Office of Director. 
2pp. 33296:081-33296:082. 


8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co, of New York, Inc. 136pp. 33358:003- 
33358:138. 


8511040423 Responds to NRC 850916 Itr re violations noted in Insp Repts 50-269/85- 

26,50-270/85-26 & 50-287/85-26.Corrective actions: Procedure CP/0/A/2005/06A 
will be revised by 851 101 .Unit 2 E-bar calculation on 850521 recalculated & distribut- 

TUCKER.H.B. Duke Power Co. 85/10/15. GRACE, J.N. Region 2, Office of Director. 
2pp. 33297:258-33297:259. 


8510250546 IE fnfo Notice 85-084, "Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN, E.L, Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30, Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 


8511040095 Forwards Insp Repts 50-269/85-30,50-270/85-30 & 50-287/85-30 on 
850916-20 & notice of vfolation.W/o notice of violation. , , „ ■ , ■ 

BROWNLEE, V.L Region 2, Office of Director. 85/10/16. TUCKER.H.B. Duke Power 
Co, 2pp. 33308:147-33308:154. 


8511110113 Forwards Insp Repts 50-269/85-35,50-270/85-35 & 50-287/85-35 on 
851007-11. No violations or deviations noted. 

BROWN LEE.V.L. Region 2, Office of Director. 85/10/30, TUCKER.H.P. Duke Power 
Co. Ip. 33387:001-33387:007. 
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-SS1 1110124 Insp Repts 50-269/85-35,50-270/85-35 & 50-287/85-35 on 851007- 
11. No violation or deviation noted.Major areas inspected:review & witnessing of pre & 
post-criticality tests following refueling outage & info notice followup. 

MATHIS, J.L., JAPE,F. Region 2, Office of Director. 85/10/28. 6pp. 33387:002- 
33387:007. 

8510290039 IE Info Notice 85-085, "Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511180294 Responds to NRC 851001 Itr re violations noted in Insp Repts 50-269/85- 
27,50-270/85-27 & 50-287/85-27.Corrective actions: NCI 0-1461 issued on receiving 
errors & application of filler matl determined not to require stress relieving. 

TUCKER, H.B. Duke Power Co. 85/10/31. GRACE, J.N. Region 2, Office of Director. 
6pp. 33493:128-33493:133. 

8511010020 IE Info Notice 85-086, "Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Eaison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 


8511270118 RO:on 851 1 1 9,Keowee hydro Unit 2 inoperable beyond Oconee Tech Spec 
limit due to burned out laminated copper connection between two coils.Causea oy 
cracked brazement. Connector & field coils will be replaced. 

TUCKER, H.B. Duke Power Co. 85/11/22. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). STOLZ.J.F. Operating Reactors Branch 4. 2pp. 
33709:280-33709:281. 


V. Operator Examinations 


8511210504 FOIA request for operator exam results from 1979 - 1982 to be placed In 
PDR. 

ENNIS, D.R. NUS Corp. 85/10/11. Division of Rules and Records. Ip. 33559:020- 
33559:020. 

8511210508 Responds to FOIA request for operator exam results to be placed in 
PDR.Forwards info listed on app.lnfo also available in PDR.Portions of info deleteo. 
FELTON, J.M. Division of Rules and Records. 85/10/31. ENNIS, D.R. NUS Corp. 2pp. 
33559:021-33559:032. 


-8511210515 Exam rept results from Jul 1980 - Oct 1982. 

WILSON.B.A., BOGER.B.A., MAINES.R. Duke Power Co. 85/10/31. 10pp. 33559:023- 
33559:032. 


8511220130 Forwards supplemental request for relief from inservice insp requirements 
of 1980 Edition of ASME Boiler & Vessel Code Section XI. Request concerns insen/ice 
insps during second 10-yr interval. 

TUCKER, H.B. Duke Power Co. 85/11/12. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). STOLZ.J.F. Operating Reactors Branch 4. 3pp. 
33570:001-33570:003. 

8511250446 Ack receipt of 851014 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-269/85-25, 50-270/85-25 & 50-287/85-25. 

WALKER, R.D. Region 2, Office of Director. 85/11/12. TUCKER.H.B. Duke Power Co. 
Ip. 33617:087-33617:087. 

8511250257 Ack receipt of 851031 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-269/85-27, 50-270/85-27 & 50-287/85-27. Implementation of 
corrective actions will be examined during future insps. 

BROWNLEE, V.L. Region 2, Office of Director. 85/11/14. TUCKER.H.B. Duke Power 
Co. Ip. 33617:347-33617:347. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres." Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 

8511270245 Forwards Insp Repts 50-269/85-37,50-270/85-37 & 50-287/85-37 on 
851008-1 1 1 1 & notice of violation. 

WALKER.R.D. Region 2, Office of Director. 85/11/22. TUCKER.H.B. Duke Power Co. 
2pp. 33627:170-33627:184. 

-8511270251 Insp Repts 50-269/85-37,50-270/85-37 & 50-287/85-37 on 851008- 
1111. Noncompliance noted:failure to document malfunctioning Valve 3LP-2 in reactor 
operator & senior reactor operator Jog. 

BRYANT.J.C., SASSER, M.K., KING.LP. Region 2, Office of Director. 85/11/21. 12pp. 
33627:173-33627:184. 


R. Periodic operating reports & related correspondence 

8511220372 Monthly operating repts for Oct 1985.W/851115 Itr. 

REAVIS.J.A., TUCKER.H.B. Duke Power Co. 85/10/31. 18pp. 33584:163-33584:180. 


$. Reportable occurrences, LERs & related correspondence 

8511070552 Forwards fist of current AEOD studies of operational events re reactor & 
nonreactor activities.Each study will be documented as technical review, engineering 
evaluation or case study rept when completed. 

HELTEMES.CJ. AEOD, Director’s Office. 85/11/05. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). TAYLOR, J.M. Director’s Office, Office of 
Inspection and Enforcement. MINOGUE.R.B. Office of Nuclear Regulatory Research, 
Director. 24pp. 33382:160-33382:183. 
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F. Security, medical, emergency & fire protection plans 

8511050117 Informs that util emergency operations facility fully functional by 850916 & 
840612 Confirmatory Order Item 5.C requirement met in advance of required date. 
CAPSTICK.R.W. Vermont Yankee Nuclear Power Corp. 85/10/30. VASSALLO.D.B. 
Operating Reactors Branch 2. 2pp. 33320:244-33320:245. 

8511180484 Requests two exemptions from provisions of 10CFR50,App R, Section 
III.G, “Fire Protection of Safe Shutdown Capability," for 24-volt battery chargers & al- 
ternate shutdown sys fuses. 

MURPHY, W.P. Vermont Yankee Nuclear Power Corp. 85/10/31. DENTON, H.R. Office 
of Nuclear Reactor Regulation, Director (pre-851125). 5pp. 33495:091-33495:095. 

8511120116 Forwards Safety Insp Rept 50-271/85-25 on 850805-0920 & notice of 
violation. Peer insp program deficiencies described in Item B appear as recurrence of 
violations in Insp Rept 50-271 /83-22.Corrective actions requested. 

WENZINGER.E.C. Region 1, Office of Director. 85/11/05. MURPHY, W.P. Vermont 
Yankee Nuclear Power Corp. 2pp. 33413:323-33413:343. 

-8511120136 Insp Rept 50-271/85-25 on 850805-0920. Violations noted: failure to iden- 
tify discrepant results during surveillance testing & to take corrective actions to pro* 
elude recurrence of deficiencies in onsite peer insp program. 

RAYMOND, W.J., MEYER.G.W., SILKO.T.B. Region 1, Office of Director. 85/10/30. 
1 8pp. 334 1 3:327-3341 3:343. 

8511210344 Forwards Safety Insp Rept 50-271/85-30 on 850921-1 01 8.No violation 
noted.Actions taken to correct Violation 07 in Insp Rept 50-271/84-21 re failure to 
properly bolt separator/shroud head assembly to core shroud reviewed. 
WENZINGER.E.C. Region 1, Office of Director. 85/11/14. MURPHY.W.P. Vermont 
Yankee Nuclear Power Corp. 2pp. 33545:066-33545:088. 

-8511210353 Insp Rept 50-271/85-30 on 850921-1 01 8.No violation noted. Major areas 
inspected:actions on previous insp findings, plant shutdown operations.plant physical 
security .followup of events & refueling activities. 

RAYMOND, W.J., TRIPP.L.E. Region 1, Office of Director. 85/11/14. 21pp. 33545:088* 
33545:088. 


P. Operating license stage documents & correspondence 


8511010141 Forwards Amend 90 to License DPR-28 & safety evaluation. Amend re- 
vises Tech Specs to reflect shift staffing levels for licensed operators consistent w/ 
1 0CFR50.54 & corrects typos or clerical errors. 

ROONEY, V.L. Operating Reactors Branch 2. 85/10/09. CAPSTICK.R.W. Vermont 
Yankee Nuclear Power Corp. 2pp. 33304:061-33304:094. 

-8511010145 Amend 90 to License DPR-28,revising Tech Specs to reflect shift staffirta 
levels for licensed operators consistent w/ 10CFR50.54, corrects typos or clerical 
errors & deletes pages re testing provisions. 

VASSALLO.D.B. Operating Reactors Branch 2. 85/10/09. 27pp. 33304-089 

33304:089. * 

-8511010156 Safety evaluation supporting Amend 90 to License DPR-28. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/09 
33304:090-33304:094. ’ ° PP ‘ 


w rumai us nmciiu a i iu uiuwnoc urn-co a saieiy evaluation Amend r« 

vises Tech Specs to provide iodine spike limit for reactor coolant concentration A tn 
limit opening of two purge & vent valves to 50 degrees while reactor ODeratinn 
ROONEY, V.L Operating Reactors Branch 2. 85/10/28. CAPSTICK R W Vermont 
Yankee Nuclear Power Corp. 2pp. 33302:014-33302:028. ’ W * Vermont 

-8511010448 Amend 91 to License DPR-28, revising Tech Specs to provide iodine sniir* 
limit for reactor coolant concentration & to limit opening of Iwo purge & vent vafwS? to 
50 degrees while reactor operating. H a ni va,ves to 

VASSALLO.D.B. Operating Reactors Branch 2. 85/10/28. lOpp 33302016- 


-8511010452 Safety evaluation supporting Amend 91 to License DPR-28 
* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/28 9nn 
33302:026-33302:028. H ' oo/iu/HB. 3pp. 


8511250190 Forwards Rev 16 to YOQAP-I-A, “Operational QA Program,” for info Rev 
addresses oraamzation & Droarammatie nhannns in nmnn> m _T' I ev 
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-8511250197 Rev 16 to YOQAP-I-A, “Operational QA Program." 

PETERSON, W.K., SHEPARD.A.M., MURPHY, W.P. Yankee Atomic Electric Co. 85/10/ 
31. 125pp. 33590:152-33590:306. 

8511110037 Forwards responses to final 43 questions re YAEC-1300P on 
RELAP5YA.Requests that E Throm be retained as reviewer of RELAP5YA computer 
program. 

PAPANIC,G. Yankee Atomic Electric Co. 85/11/01. ZWOLINSKI.J.A. Operating Reac- 
tors Branch 5. 98pp. 33392:085-33392:183. 

8511120086 Responds to 840511 request for addl info re YAEC-1300P, “RELAP5YA- 
Computer Program for LWR Sys Thermal-Hydraulic Analysis." Figures VI.9-1 to VI.9- 
9, inadvertently omitted from 851101 response.encl. 

PAPANIC.G. Yankee Atomic Electric Co. 85/11/05. ZWOLINSKI.J.A. Operating Reac- 
tors Branch 5. 7pp. 33415:244-33415:250. 

8511260454 Revised application to amend License DPR-28,revising Tech Specs to 
delete sections associated w/requirement that valves in equalizer piping between re- 
circulation loops be closed during reactor operation. 

MURPHY, W.P. Vermont Yankee Nuclear Power Corp. 85/11/15. DENTON, H.R. Office 
of Nuclear Reactor Regulation, Director (pre-851125). 4pp. 33614:102-33614:105. 

-8511260459 Proposed Tech Spec changes, deleting sections associated w/ require- 
ment that valves in equalizer piping between recirculation loops be closed during reac- 
tor operation. 

* Vermont Yankee Nuclear Power Corp. 85/11/15. 3pp. 33614:106-33614:108. 

8511220272 Requests fee for Div of Licensing review of listed repts re methods for 
analysis of BWR lattice physics & oxide fuel rod steady state thermal effects.Repts 
approved in 82091 5 & 850927 Itrs. 

DIGGS, R.M. License Fee Management Branch. 85/11/18. CAPSTICK.R.W. Vermont 
Yankee Nuclear Power Corp. 2pp. 33603:036-33603:037. 

8511250492 Accepts 850903 decision to fully remove loose parts monitoring sys from 
svc. Visual insp of core spray clamp demonstrated no degradation. 

VASSALLO.D.B. Operating Reactors Branch 2. 85/11/19. CAPSTICK.R.W. Vermont 
Yankee Nuclear Power Corp. 3pp. 33619:020-33619:022. 

8511270177 Forwards response to request for summary of power supplies feeding cer- 
tain strip chart recorders utilized to reconstruct plant transient during post-trip review. 
BUTEAU.B.R. Vermont Yankee Nuclear Power Corp. 85/11/20. JOHNSTON.K. NRC - 
No Detailed Affiliation Given. 3pp. 33626:348-33626:350. 

8511260150 Forwards response to request for addl info re 850510 application to amend 
License DPR-28.Chemistry & axial flux distribution info & flange temp verification end 
to support Tech Spec rev re reactor vessel pressure/temp curves. 

CAPSTICK,R.W. Vermont Yankee Nuclear Power Corp. 85/11/21. VASSALLO.D.B. 
Operating Reactors Branch 2. 4pp. 33609:312-33609:315. 

8511270028 Requests technical deviation from NUREG-0737,ltem II.F.1-3 criterion re 
monitoring widely separated spaces within containmentBasis for belief that existing 
monitor locations acceptable & installation details provided. Fee paid. 

MURPHY, W.P. Vermont Yankee Nuclear Power Corp. 85/11/22. VASSALLO.D.B. Op- 
erating Reactors Branch 2. 14pp. 33626:076-33626:089. 


Q. Inspection reports, IE Bulletins & correspondence 

8511040048 Forwards request for addl info re inservice insp program. Info re interval 
dates & code applicability for piping exams needed within 60 days. 

VASSALLO.D.B. Operating Reactors Branch 2. 85/10/25. CAPSTICK.R.W. Vermont 
Yankee Nuclear Power Corp. 5pp. 33336:343-33336:347. 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps." Svc list 
encl. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8511040325 Forwards rept synopsis of Ofc of Investigation 851017 investigation re 
issue of false receipt insp checklists. Investigation confirmed that NRC inspector not 
informed of deficiencies in receipt insp program. 

MURLEY.T.E. Region 1, Office of Director. 85/10/29. CONWAY, W. Vermont Yankee 
Nuclear Power Corp. 6pp. 33296:210-33296:215. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks." Svc list 
end, 

JORDAN, EL. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs." Svc list 
encl. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. “ 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting In Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.* Svc 
list end. f 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199.. ■ ■ . f .> rv - , 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nudear Power Generating Sta- 
tions,” Svc list encl. 

JORDAN,E;L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511120116 Forwards Safety Insp Rept 50-271/85-25 on 850805-0920 & notice of 
violation.Peer insp program deficiencies described in Item B appear as recurrence of 
violations in Insp Rept 50-271 /83-22.Conrective actions requested. 

WENZINGER,E.O. Regioril, Office of Director. 85/11/05. MURPHY, W.P. Vermont 
Yankee Nuclear Power Corp. 2pp. 33413:323-33413:343. 

-8511120123 Notice of violation from insp on 850805-0920. 

* Region 1, Office of Director. 85/11/05. 2pp. 33413:325-33413:326. 


—8511120136 Insp Rept 50-271/85-25 on 850805-0920, Violations noted: failure to iden- 
tify discrepant results during surveillance testing & to take corrective actions to pre- 
clude recurrence of deficiencies in onsite peer insp program. 

RAYMOND.W.J., MEYER, G.W., SILKO.T.B. Region 1, Office of Director. 85/10/30. 
18pp. 33413:327-33413:343. 

8511200233 Forwards Safety Insp Rept 50-271/85-32 on 851007-11. No violations ob- 
served. 

EBNETER.S.D. Region 1, Office of Director. 85/11/12. MURPHY.W.P, Vermont 
Yankee Nuclear Power Corp. 2pp. 33555:354-33555:361. 

-8511200234 Insp Rept 50-271/85-32 on 851007-1 1.No violations identified.Major 
areas inspected:preservice insp plan for new recirculation sys piping.licensee action 
on previous insp findings & recirculation/RHR piping replacement. 

MCBREARTY.R.A., WIGGINS.J.T. Region 1, Office of Director. 85/11/06. 6pp. 
33555:356-33555:361. 

8511210344 Forwards Safety Insp Rept 50-271/85-30 on 850921-1 01 8.No violation 
noted.Actions taken to correct Violation 07 in Insp Rept 50-271/84-21 re failure to 
properly bolt separator/shroud head assembly to core shroud reviewed. 
WENZINGER.E.C. Region 1. Office of Director. 85/11/14. MURPHY.W.P. Vermont 
Yankee Nuclear Power Corp. 2pp. 33545:066-33545:088. 

—8511210353 Insp Rept 50-271/85-30 on 850921 -1 01 8.No violation noted. Major areas 
inspected:actions on previous insp findings, plant shutdown operations.plant physical 
security.followup of events & refueling activities. 

RAYMOND.W.J., TRIPP, L.E. Region 1. Office of Director. 85/11/14. 21pp. 33545:068- 
33545:088. 

8511130441 IE Bulletin 85-003, "Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list encl. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres." Svc list encl. 
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training,” Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511220041 Forwards safety evaluation of 840628 submittal re qualification of 10 
walls.lssues re arching action theory for masonry wall design resolved.ltems 2(b) & 3 
of IE Bulletin 80-11 closed out. 

VASSALLO.D.B. Operating Reactors Branch 2. 85/11/18. CAPSTICK.R.W. Vermont 
Yankee Nuclear Power Corp. 2pp. 33603:268-33603:269. 

-8511220044 Safety evaluation re IE Bulletin 80-11, “Masonry Wall Design." Issues re 
arching action theory resolved. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/18. Ip. 
33603:270-33603:270. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103), 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys.” Svc 
list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 

8511250492 Accepts 850903 decision to fully remove loose parts monitoring sys from 
svc. Visual insp of core spray clamp demonstrated no degradation. 

VASSALLO.D.B. Operating Reactors Branch 2. 85/11/19. CAPSTICK.R.W. Vermont 
Yankee Nuclear Power Corp. 3pp. 33619:020-33619:022. 


R. Periodic operating reports 6 related correspondence 

8511220224 Monthly operating rept for Oct 1985.W/851112 Itr. 

BURGER,F.J., MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 85/10/31. 7pp. 
33569:071-33569:077. 


S. Reportable occurrences, LER* & related correspondence 

8511010489 LER 85-007-00:on 850926, during performance of App J Type C leak rate 
test, MSIVs found to have seat leakage above Tech Spec limit.Cause 
undetermined.Maint & retesting performed on valves.W/851028 Itr. 

PELLETIER, J.P. Vermont Yankee Nuclear Power Corp. 85/10/28. 4pp. 33292:286- 
33292:289. 

8511010515 LER 85-008-00:on 850928, error in offsite dose rate calculation procedure 
discovered.Caused by use of incorrect equation.Procedure corrected & dose rate cal- 
culated for worst case during 850401 -0909.W/851 028 Itr. 

PELLETIER, J.P. Vermont Yankee Nuclear Power Corp. 85/10/28. 3pp. 33292:298- 
33292:300. 

8511060437 LER 85-01 0-00:on 851 003, insp of conductors revealed contact w/sharp 
edge of end of electrical penetration assembly sleeve.Edgeguard/insulatiog matt in- 
stalled $ addlinsp planned W/851 030 Itr. 

PELLETIER, J.P. Vermont Yankee Nuclear Power Corp. 85/10/30. 3pp, 33354:347- 
33354:349. 
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3 £=-:CS-CC:cr. 55: CC7, scran signal received from manual scram circuit 
t=t.z~ chares. Ca-sed try ?:ft:rrg ceil wire on sensor relay.Valves 
z:=o ’ a sa“ec-z Scram, reset. VV/S51030 lir. 

* 5 - ~r _ ‘ * : antiee N—e.sar ewe." *->orc. c5/ ; 0/30. 3pp. J3354:353- 


35!f!2®!48 .= 
curse cue 
jtjcc** c.: 



:5-C"-CC:rr S51 CCS, 1 9 & 23, reactor bldg ventilation sys isolation oc- 
: spurious signals on refuel floor radiation monitor.Cause 
'S '=sst,Hc-cre“t c'cc'er. being assessed.W/851106 itr. 

.e—;-: -=-<es \-oear Power Coro. 85/11/06. 3pp. 33421:312- 


¥. Operator Examinations 


Q. Inspection reports, IE Bulletins & correspondence 


8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1 984 .App A documents available in PDRApps 
B & C documents partially & completely withheld, respectively, (ref Exemption 5). 
FELTON, J.M. Division of Rules and Records. 85/10/17. GILINSKY, V. Affiliation Nol 
Assigned. 31pp. 33535:002-33535:068. 

--851 1140179 Forwards documents requested during Commission 840410 
briefing, including Mgt Analysis Co mgt assessment of plan for improvement of plant 
operation & latest SALP rept.Util will submit comparative rept by 840430. 

DIRCKS.W.J. Office of the Executive Director for Operations. 84/04/23. PALLADIN0, 
GILINSKY, ASSELSTINE Commissioners. Ip. 33535:219-33535:219. 


851101014! "c-warcs Amend 90 to license CPR-28 & safety evaluation. Amend re- 
vises "eon Soecs to refect shift staffing levels for licensed operators consistent w/ 

85/10/09. CAPSTICK.R.W. Vermont 
v a r#se -:*=• : >: 32304:081-33304:094. 

--8511810145 Amenc 3C ic Lcerse CFR-SS/evising Tech Specs to reflect shift staffing 
«'.£:£ for licenses operators consistent w/ 10CFR5Q.54,corrects typos or clerical 
5 oe'etes rages *= testing provisions. 

- 2 =. Ore-au-g Reactors Branch 2. 85/10/09. 27pp. 33304:063- 


DOCKET 50-272 SALEM NUCLEAR GENERATING STATION, UNIT 1 
E Security, medical, emergency & fire protection plans 

3511180804 Forwards comments from review of program for upgrading emergency op- 
■raurg procedures & request for add info re open items from procedures generation 
packages audo. 

* ARGA.5 A Operating Reactors Branch 1. 35/10/30. MCNEILL.C.A. Public Service 
E.ectr,c & Gas 5c. cf New «ersey. 45pp. 33503:051-33503:095. 

21 ). 

85/11/12. 

15! 1 250235 r;r wards response to NRC 351030 request for add! info re emergency op- 
=nr.;ng erreeduras & procedure ^generation ^package. Phase II program 

85/11/18. 


3511250264 Amoses o’ wthcrawai cf 551016 application for amend to License DPR- 
i e selection Tech Specs being reevaluated. 

p ^ c Service Metric & Gas Co. of New Jersey. 85/11/19 
-'A.-aA.s.*. .pratrg neactsrs rranch 1. 2pp. 33596:276-33596:277. 

r. Operating license stage documents & correspondence 

35 lV^J ss ^ rse :a FOlA re S uest ^ a-- documents in NRC custody upon expira- 
p ,- 8rr 35 ^crn-TiSSicne st -une l384.App A documents available* in PDR.Apps 
F 3 - & ccmpeteiv wthheld/especbvelyjref Exemption 5). 

SS/10/17 - GIUNSKY - V - AMtato Not 


- eg-' afp^ 84:223 “eah-g 'reels' 

: ~* ,ce ~ Ccng-esstonal Affairs. 84/06/13. PALLADINO, GILINSKY 
5 -cmm.ss.cners -"pp 22535:264-33535:280. 

851 1010221 Applicate?: for amends to Licenses CPR-70 & DPR-75,revisinQ Tech Soecs 

^STassocated Src < VCl>fcorcn ccriCent ' ation & tem P & heat tracing of 

? €rv ^ e l iectr ‘ c & 3as Co. cf New Jersey. 85/10/25 
•AHuA.SA “Pera^rg reactors Branch 1. 8pp. 33284:071-33284:235. 

Specs re boron injection tank & contained vol, boron con- 
wentrauor 1 4 temp & heat tracing cf tans & associated piping. 

322g^2 3 f €?vce £iectrc & 3as Co- 2f New Jersey. 35/10/25. 157pp. 33284:079- 

P' 09 ™ 71 descfi Pto" acceptable, based on ini- 
Public Service 

* 851203 meebng w/utj in Bethesda,MD to discuss reactor 
*««>< w«l •nstnimemason sys Tech Specs & commitment 7e core St v£m£££ 

3525B r gSS&gSA ’• S5mm - VARGA ' SA °« Re “’ 

10 Ucense DPR ' 

VARGA i lectr ? & Gas Co. of New Jersey. 85/11/19 

VAHGA.SA Operating Reactors Branch 1 . 2pp. 33596:276-33596:277. * ia ' 

Application for amends to Licenses DPR-70 a hpr 7c • *• 

Tedil^S^pS 05 W/environ p!an for h° th unTsApp i onVapMo 

Service Eiecthc & Gas Co of New lercov/ as/n/nn 
VARGA.SA Operating Reactors Branch 1. 6pp. 33596:01 9-33596:071 S y ' 85/1 1/1 9 - 

“Shwon Protection Ran." 

Service Eiecthc & Gas Co. of New Jersey. 85/11/19. 15pp. 33596:025- 



-8511180201 Forwards, for review, second draft responses to Senator Bider Questions 1 
& 2 re SALP evaluation & NRC ability to anticipate problems in plant operation. 
KAMMERER.C. Office of Congressional Affairs. 84/06/22. PALLADINO, GILINSKY, 
ROBERTS Commissioners. 9pp. 33536:011-33536:019. 

-8511180615 Advises that Commission may be asked to vote on 830425 plant enforce- 
ment package during 830504 meeting. 

CHILK.S.J. Office of the Secretary of the Commission. 83/05/03. GILINSKY Commis- 
sioners. Ip. 33537:054-33537:054. 

8510250539 IE Bulletin 85-001, "Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR.J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
oo22S 3 A« 85/10/3 °- Cons ol'dated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

of Emergency Preparedness & Engineering Response (Post 
^0103) 85 /10/3 °. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
ooo57!ood. 

85 o°?2.°°r? 9 l - *? v l n t° Not' ce . 85-085, “Sys Interaction Event Resulting in Reactor Sys 
nstenc| Reief Va Ve 0pening p oll° win 9 Rre Protection Deluge Sys Malfunction." Svc 

22S. 9^? jo a of Emergency Preparedness & Engineering Response (Post 
22222 3 ift rt 85/10/31 ‘ Coosol'dated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:1 99. 

8511010020 IE Info Notice 85-086, "Lightning Strikes at Nuclear Power Generating Sta- 
tions. Svc list end. w 

fl?n-in^ N, ^ L ;i?ioI i0 n 0f Emergency Preparedness & Engineering Response (Pos 
33385?35 85/11/05 ' Consolldated Ed,son Co. of New York, Inc. 139pp. 33385:196 

85 pruss?a PA Notiflcation of SALP Board Meeting 85-111 on 851119 w/util In KingC 
^33382^9^3^1^8 1 ’ ° f Director * 85/1 1/05 - Re 9ion 1, Office of Direct* 

8511200315 Ack receipt of 850829 Itr informing NRC of steps taken to correct violation' 
noted in Insp Repts 50-272/85-01 & 50-311/85-04. correct viornim. 

EBNETERjS.D. Region 1, Office of Director. 85/11/07. UDERIT2 R A Public Sarwf 
Electnc & Gas Co. of New Jersey. Ip. 33555:338-33555:341. ’ Servtct 

8511130080 Forwards Safety Insp Repts 50-272/85-23 & 50-311/85-24 on «cirwv 
warranted n °ted. Increased mgt attention in waste gas analyze? sys oplrato 

COLLINS.SJ. Region 1, Office of Director. 85/11/08. MCNEILL C A Public 
Electnc & Gas Co. of New Jersey. 2pp. 33426:066-33426:079. ’ ’ ' ° C Gdfviee 

-8511130086 Insp Repts 50-272/85-23 & 50-311/85-24 on 851 nm m ^ . „ 

noted.Major areas inspectedrfollowup on outstanding insp items^operattonaPc^fSfe 1 ^? 
maint observations & cold weather preparations a safety ver- 

3342&079 ° KENNYJJ - Re9i0n ^ ° ffiCe 0f Director.' 85/11/06. 12pp. 33426:068- 

8511130441 IE Bulletin 85-003, "Motor-Operated Valve Common - 

tayi nn n . S M n f? Du f *P ! ™P ro P er Switch Settings.” Svc lisTenc! M d Fa,lures Dur,n 9 
solida^’EdJsOT’S'of NewYoSf 'lnc. < ?38ppf 33?1 ^ / 1 ®® v 

COLLINS.SJ. Region 1, Office of Director. 2pp. 33597:026-33597;027 rSey ’ 

“51 'SStt Emergency^reparedness' 1 ^ Engineertoa%’ SW lh >' - 
M0103). 7 85 /1,/18 . Consolidated Edison Co. ot New vSSCTSS'S^S'SStSSC 

Tralning/^Sw; iStend.* 100 85 " 088, Llcer| see Control of Contracted Svcs Providing 

"■•I’K.-VSt !£2j * *““■ "f" 1 ". «SST„ M 
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8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, "Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 

8511050316 “Semiannual Radioactive Effluent Release Rept,Jan-June 1985." W/ 
850830 Itr. 

MCNEILL.C.A. Public Service Electric & Gas Co. of New Jersey. RERR-18. 85/06/30. 
MURLEY.T.E. Region 1, Office of Director. 50pp. 33341:282-33341:332. 

8511200132 Monthly operating rept for Oct 1985.W/8511 10 Itr. 

WHITE, P., ZUPKO.J.M. Public Service Electric & Gas Co. of New Jersey. 85/10/31. 
12pp. 33556:077-33556:088. 

8511190241 Forwards response to nuclear oversfght committee Oct quarterly rept cov- 
ering sys engineering program, INPO findings & commitment tracking sys. 

MCNEILL, C.A. PubHc Service Electric & Gas Co. of New Jersey. 85/11/13. 
VARGA.S.A. Operating Reactors Branch 1. 5pp. 33513:349-33513:353. 


S. Reportable occurrences, LERs & related correspondence 

8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1984.App A documents available in PDR.Apps 
B & C documents partially & completely withheld,respectively,(ref Exemption 5). 
FELTON, J.M. Division of Rules and Records. 85/10/17. GILINSKY.V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

-8305170032 Discusses corrective actions taken in response to 830222 & 25 failure of 
undervoltage attachments. 

DIRCKS.W.J. Office of the Executive Director for Operations. 83/05/04. AHEARNE.J. 
Commissioners. 2pp. 33537:321-33537:322. 

-8308160145 Suggests clarifying changes to Salem AO rept to Congress. Section on 
failure of undervoltage trip devices should be changed since Westinghouse visual 
exam of one Unit 1 device inadequate to determine equipment wear. 

DIRCKS.W.J. Office of the Executive Director for Operations. 83/08/05. GILINSKY.V. 
Commissioners. 4pp. 33538:003-33538:006. 

-8511180630 Advises that Commission may be asked to give guidance to staff on 
planned actions outlined in SECY-83-248 re evaluation of implications of plant event 
during 830713 meeting. 

CHILK.S.J. Office of the Secretary of the Commission. 83/07/12. GILINSKY Commis- 
sioners. Ip. 33537:057-33537:057. 

-8511180637 Advises that paper/briefing describing staff actions undertaken as result 
of findings of Part I of NRC review of generic implications of plant event will be provid- 
ed by 830620.ACRS briefing will follow. 

DIRCKS.W.J. Office of the Executive Director for Operations. 83/05/20. PALLADINO, 
GILINSKY, AHEARNE Commissioners. Ip. 33537:058-33537:058. 

8511140483 LER 85-01 2-00:on 851 006, turbine tripped due to shift supervisor opening 
vent valve for alarm sensor.Caused by troubleshooting techniques & sys design.Senior 
shift supervisor counseled.W/851105 Itr. 

RUPP.J.L, ZUPKO.J.M. Public Service Electric & Gas Co. of New Jersey. 85/11/05. 
5pp. 33456:112-33456:116. 


V. Operator Examinations 

8511120073 Forwards response to Generic Ltr 85-18, “Operator Licensing Exams." 
MCNEILL, C.A. Public Service Electric & Gas Co. of New Jersey. 85/10/29. 
THOMPSON.H.L. Division of Licensing (800428-851124). 4pp. 33413:359-33413:362. 
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F. Security, medical, emergency & fire protection plans 

8511110434 Forwards public version of emergency plan implementing 

procedures, including Rev 8 to EP M-4 re earthquake & Rev 3 to EP M-10 re fire pro- 
tection of safe shutdown equipment. Related correspondence. 

SHIFFER.J.D. Pacific Gas & Electric Co. #485 058. 85/03/05. MARTIN, J.B. Region 5, 
Office of Director. 4pp. 33404:075-33404:236. 

-8511110442 Public version of revised emergency plan implementing 

procedures, including Rev 8 to EP M-4 re earthquake & Rev 3 to EP M-10 re fire pro- 
tection of safe shutdown equipment. Related correspondence. 

* Pacific Gas & Electric Co. 84/09/07. 155pp. 33404:079-33404:236. 

8511110376 Forwards public version of revised emergency response plan 
SOPs, including 111.10, “SOP Dept of General Svcs" & 111.24, ‘Disaster Preparedness 
Plan for Peacetime Emergencies." Related correspondence. 

SHIFFER.J.D. Pacific Gas & Electric Co. #485 466. 85/03/26. MARTIN, J.B. Region 5, 
Office of Director. 4pp. 33401 :249-33402:233. 

-8511110378 Public version of revised emergency response plan SOPs, including 111.10, 
"SOP Dept of General Svcs” & 111.24, “Disaster Preparedness Plan for Peacetime 
Emergencies.” Related correspondence. 

* Pacific Gas & Electric Co. 85/01/31. 341pp. 33401:253-33402:233. 

8511110407 Forwards public version of revised emergency plan implementing 
procedures, including table of contents & Rev 0 to EP E-0, "Reactor Trip or Safety 
Injection.” Privacy/ proprietary info identified in encI.Related correspondence. 
SHIFFER.J.D. Pacific Gas & Electric Co. #485 486. 85/04/08. MARTIN, J.B. Region 5, 
Office of Director. 5pp. 33404:345-33406:332. 


-8511110418 Revised emergency plan implementing procedures, including table of 
contents, Rev 0 to EP E-0, “Reactor Trip or Safety Injection,” Rev 0 to EP E-0.1, ‘Re- 
actor Trip Response" & Rev 1 to EP E-0.2, "Natural Circulation Cooldown." 

* Pacific Gas & Electric Co. 85/04/08. 703pp. 33404:350-33406:332. 

8511110380 Forwards public version of revised emergency plan implementing 
procedures, including Rev 15 to EP R-1, "Personnel Injury or Illness (Radiologically 
Related) &/or Overexposure.” Related correspondence. 

SHIFFER.J.D. Pacific Gas & Electric Co. #485 414. 85/05/29. MARTIN, J.B. Region 5, 
Office of Director. 4pp. 33403:029-33403:333. 

-8511110384 Public version of revised emergency plan implementing 
procedures, including Rev 15 to EP R-1, “Personnel Injury or Illness (Radiologically 
Related) &/or Overexposure." Related correspondence. 

* Pacific Gas & Electric Co. 85/02/25. 301pp. 33403:033-33403:333. 

8511110260 Forwards public version of revised emergency response plan implementing 
procedures.including Rev 3 to 1.1, “Activation of Corporate Emergency Response Or- 
ganization.” W/one oversize organization chartRelated correspondence. 

SHIFFER.J.D. Pacific Gas & Electric Co. #485 340. 85/05/31. MARTIN, J.B. Region 5, 
Office of Director. 7pp. 33416:105-33416:146. 

-8511110264 PG&E organization chartRelated correspondence. 

* Pacific Gas & Electric Co. 85/02/01. Ip. 

—8511110270 Public version of revised emergency response plan implementing 
procedures.including Rev 3 to 1.1, “Activation of Corporate Emergency Response Or- 
ganization.” Related correspondence. 

MACK, CARROLL, J.C., SHIFFER.J. Pacific Gas & Electric Co. 84/04/01. 35pp. 
33416:112-33416:146. 

8511120266 Forwards public version of revised emergency plan implementing 

procedures.including Rev 9 to EP M-4, "Earthquake" & Rev 5 to EP OR-1, “Offsite 
Support & Assistance.” Related correspondence. 

SHIFFER.J.D. Pacific Gas & Electric Co. #485 004. 85/07/18. MARTIN.J.B. Region 5, 
Office of Director. 4pp. 33431:116-33431:208. 

-8511120269 Public version of revised emergency plan implementing 

procedures.including Rev 9 to EP M-4, “Earthquake" & Rev 5 to EP OR-1, "Offsite 
Support & Assistance." W/revised tables of contents. 

* Pacific Gas & Electric Co. 85/07/18. 89pp. 33431:120-33431:208. 

8511120095 Forwards public version of revised emergency plan implementing 

procedures.including Rev 4 to M-10 re fire protection of safe shutdown 
equipment.Related correspondence. 

SHIFFER.J.D. Pacific Gas & Electric Co. #485 247. 85/08/08. MARTIN.J.B. Region 5, 
Office of Director. 2pp. 33432:001-33432:262. 

—8511120102 Public version of revised emergency plan implementing 

procedures.including Rev 4 to M-10 re fire protection of safe shutdown equipment & 
Rev 7 to EF-5 re emergency equipment, instruments & supplies.Related correspond- 
ence. 

* Pacific Gas & Electric Co. 85/08/08. 268pp. 33432:003-33432:262. 

8511200034 Forwards final scenario manuals for 851030 facility emergency prepared- 
ness exercise.W/o ends. 

SHIFFER.J.D. Pacific Gas & Electric Co. 85/08/30. MARTIN.J.B. Region 5, Office of 
Director. Ip. 33556:074-33556:074. 

8511200227 Advises that 1985 facility dress rehearsal will be held on 850927. Partici- 
pants will include util, County of San Luis Obispo & State of CA.Participants at emer- 
gency response facilities & field monitoring teams will start in-place, 

FUJIMOTO.W.H. Pacific Gas & Electric Co. 85/09/09. GRANT, J. San Luis Obispo, 
CA. Ip. 33556:029-33556:029. 

8511200295 Advises that 1985 facility dress rehearsal will be held on 850927. Partici- 
pants will include util, County of San Luis Obispo & State of CA.Participants at emer- 
gency response facilities & field monitoring teams will start in-place. 

FUJIMOTO.W.H. Pacific Gas & Electric Co. 85/09/09. KEARNS, J.J. California, State 
of. Ip. 33555:298-33555:298. 

8511010116 Forwards revs to 1985 field exercise scenario manual, incorporating 
changes in listed subsections.W/o ends. 

SHIFFER.J.D. Pacific Gas & Electric Co. 85/09/18. MARTIN, J.B. Region 5, Office of 
Director. Ip. 33288:099-33288:099. 

8511200275 Forwards facility emergency response plan booklet for 1985-1986 which 
contains consolidated util & County of san Luis Obispo comments.Primary booklet dis- 
tribution to residences & businesses will begin on 850930.W/O end. 

FUJIMOTO.W.H. Pacific Gas & Electric Co. 85/10/03. BRIAM.W. San Luis Obispo, 
CA. Ip. 33555:268-33555:268. 

8511010416 Forwards public version of Rev 6 to Emergency Plan Implementing Proce- 
dure EP EF-1, "Emergency Procedure Activation & Operation of Technical Support 
Ctr." 

SHIFFER.J.D. Pacific Gas & Electric Co. 85/10/15. MARTIN.J.B. Region 5, Office of 
Director. 5pp. 33301 :207-33301 :229. 

-8511010418 Public version of Rev 6 to Emergency Plan Implementing Procedure EP 
EF-1, “Emergency Procedure Activation & Operation of Technical Support Ctr.” W/ 
851030 release memo. 

* Pacific Gas & Electric Co. 85/08/05. 1 8pp. 33301 :21 2-33301 :229. 

8511040119 Forwards SALP Repts 50-275/85-29 & 50-323/85-26 for Jul 1984 - Jul 
1985. Performance of licensed activities found satisfactory.Areas evaluated include ra- 
diological controls, maint, surveillance & fire protection. 

MARTIN, J.B. Region 5, Office of Director. 85/10/18. SHIFFER.J.D. Pacific Gas & 
Electric Co. 2pp. 33308:104-33308:144. 

-8511040124 SALP Repts 50-275/85-29 & 50-323/85-26 for Jul 1984 - Jul 1985.Per- 
formance of licensed activities satisfactory. 

* Region 5, Office of Director. 85/10/18. 39pp. 33308:106-33308:144. 
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8511200108 Lists tentative schedule for medical emergency drill for auxiliary medical 
svc in San Francisco, CA on 851112-13. Participating organizations include St Francis 
Memorial Hosp & San Franciso Ambulance Svc. 

CARROLL.J.C. Pacific Gas & Electric Co. 85/10/31. FISH.R. Region 5, Office of Di- 
rector. 2pp. 33527:187-33527:188. 


8511120133 Comments on draft NUREG-1032, “Evaluation of Station Blackout Acci- 
dents at Nuclear Power Plants." Potentially expensive backfits for station blackout 
event cannot be justified. 

SHIFFER.J.D. Pacific Gas & Electric Co. 85/11/05. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 2pp. 33413:321-33413:322. 

8511210371 Partial response to FOIA request for documents on NRC proposed rule on 
earthquakes & emergency planning.Documents identified on App A being placed in 
PDR.Documents identified on App B available in PDR. Search continuing. 

FELTON.J.M. Division of Rules and Records. 85/11/06. BELL.N. Nuclear Information 
& Resource Service. 4pp. 33583:102-33583:105. 

—8411030064 Comments on mods to notice of proposed rulemaking on emergency 
planning which would codify Commission decisions on plants re need for consider- 
ation of earthquakes.No objections indicated except for listed proposed deletion. 
DIRCKS.WJ. Office of the Executive Director for Operations. 84/10/25. ZERBE,J.E. 
Office of Policy Evaluations. 9pp. 33583:124-33583:1 32. 


8511130008 Concurs w/850930 response to Generic Ltr 85-15 that no extension neces- 
sary re environ qualification.lnfo concerning when boric acid charging flow meter & 
radioactive concentration monitor will be installed requested. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/07. 
SHIFFER.J.D. Pacific Gas & Electric Co. 2pp. 33455:329-33455:330. 


8511180422 Advises that 850816 rev to security training & qualification consistent w/ 

§ revisions of 1 0CFR50.54(p) & acceptable. 

CHUSTER.M.D. Region 5, Office of Director. 85/11/12. SHIFFER.J.D. Pacific Gas & 
Electric Co. 3pp. 33495:291-33495:293. 


8511180468 Advises that Rev 13 to physical security plan conditionally consistent w/ 
provisions of 10CFR50.54(p).Previously approved plan should be followed re unac- 
ceptable portions.Encl withheld (ref 10CFR73.21). 

SCHUSTER.M.D. Region 5, Office of Director. 85/11/12. SHIFFER.J.D. Pacific Gas & 
Electric Co. 3pp. 33495:193-33495:195. 


8511260446 Ack receipt of 850822 ltr forwarding Rev 3 to corporate emergency re- 
sponse plan.Rev compatible w/provisions of 10CFR50.47 & requirements of 
10CFR50,App E. 

FISH.R.F. Region 5, Office of Director. 85/11/22. SHIFFER.J.D. Pacific Gas & Electric 
Co. Ip. 33613:063-33613:063. 


H. General correspondence 

8511110260 Forwards public version of revised emergency response plan implementing 
procedures, including Rev 3 to 1.1, "Activation of Corporate Emergency Response Or- 

§ anization." W/one oversize organization chart. Related correspondence. 

HIFFER.J.D. Pacific Gas & Electric Co. #485 340. 85/05/31. MARTIN, J.B. Region 5, 
Office of Director. 7pp. 334 1 6: 1 05-3341 6: 1 46. 

-8511110264 PG&E organization chart.Related correspondence. 

* Pacific Gas & Electric Co. 85/02/01. ip. 

8511050029 Lists new address for util Washington, DC ofc.Telephone number remains 
unchanged. 

SHIFFER.J.D. Pacific Gas & Electric Co. 85/10/31. KNIGHTON.G.W. Ucensinq 
Branch 3. 1 p. 3331 9:1 87-3331 9:1 87. 


O. Advisory Committee on Reactor Safeguards reports & correspondence 

8511040411 Summarizes ACRS 219th meeting on 840614-16 w/NRC.util & USGS to 
review proposed license condition that would require util to perform seismic study to 
reassess facility design bases. 

EBERSOLE.J.C. ACRS - Advisory Committee on Reactor Safeguards. 84/06/26. 
PALLADINO.NJ. Commissioners. 4pp. 33309:317-33309:320. 


P. Operating license stage documents & correspondence 

8507170602 Board Notification 85-064:forwards NUREG/CR-4077 & Westinghouse 
Owners Group 850103 ltr re Westinghouse reactor coolant pump seals, updating info 
provided in Board Notifications BN-83-139 & BN-84-076.Related correspondence. 
THOMPSON.H.L. Division of Licensing (800428-851124). #485 647. 85/06/24. PAL- 
LADINO Commissioners. 82pp. 31630:192-31630:293. 

8511210298 Final response to FOIA request for five categories of documents re pollu- 
tion control bonds for plants.Forwards App E documents.Documents listed in App F & 
App E available in PDR. 

FELTON.J.M. Division of Rules and Records. 85/10/11. BELL.N. Nuclear Information 
& Resource Service. 3pp. 33559:108-33559:163. 

-8511210346 Informs that pollution control certificate cannot be interpreted as NRC ap- 
proval for fuel pool expansion. Util has not applied for expansion. 

* NRC - No Detailed Affiliation Given. 85/03/21. DENTON.H.R., EISENHUT.D.G. NRC 
- No Detailed Affiliation Given. Ip. 33559:163-33559:163. 

8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1984. App A documents available in PDR.Apps 
B & C documents partially & completely withheld, respectively, (ref Exemption 5). 
FELTON, J.M. Division of Rules and Records. 85/10/17. GILINSKY.V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

-8204130466 Outlines interim approach & results of conducting special QA assess- 
ments for OL applicants on case by case basis. 

DIRCKS.WJ. Office of the Executive Director for Operations. 82/03/29. 
PALLADINO.NJ., GILINSKY, AHEARNE Commissioners. 12pp. 33537:233-33537:244. 

-8511140116 Requests staff be prepared to address issues raised in Board Notification 
84-069 re followup actions Pullman Co & PG&E took in response to deficiencies found 
during audits since const began during Commission 840413 meeting. 

ASSELSTINEJ.K. Commissioners. 84/04/10. DIRCKS.WJ. Office of the Executive Di- 
rector for Operations. Ip. 33535:214-33535:214. 


-8511140139 Informs that DC Circuit Court denied Joint Intervenor motion for en banc 
reconsideration of Commission refusal to stay facility low power operation. 
SLAGGIE.E.L. NRC - No Detailed Affiliation Given. 84/04/20. PALLADINO, GILINSKY, 
ROBERTS Commissioners. Ip. 33535:218-33535:218. 

8511010244 Forwards “Reactor Containment Bldg Integrated Leak Rate Test," conduct- 
ed on 850414 & 15, per 10CFR50,App J.Test verified containment integrity. 
SHIFFER.J.D. Pacific Gas & Electric Co. 85/10/28. KNIGHTON.G.W. Licensing 
Branch 3. Ip. 33287:188-33287:226. 


-8511010250 “Reactor Containment Bldg Integrated Leak Rate Test," conducted on 
850414 & 15. 

* Pacific Gas & Electric Co. 85/10/28. 38pp. 33287:189-33287:226. 

8511050082 Submits results of exam & disposition of listed items from 851028 allega- 
tion review board meeting.AII allegations closed. 

KIRSCH.D.F., CHAFFEE, A.E., JOHNSON, A.D. Region 5, Office of Director. 85/10/29. 
Region 5, Office of Director. 2pp. 33318:327-33318:328. 


8511110282 Forwards response to 850905 ltr on Allegations 1722,1723, 1724 & 
1725. Allegations resolved. 

SHIFFER.J.D. Pacific Gas & Electric Co. 85/10/29. MARTIN, J.B. Region 5, Office of 
Director. 8pp. 33385:336-33385:343. 


8511250298 Notification of 851105 meeting w/licensee in Bethesda,MD to discuss 
status of util masonry wall analysis. 

SCHIERLING.H. Licensing Branch 3. 85/10/29. KNIGHTON.G.W. Licensing Branch 3. 
4pp. 33619:264-33619:267. 


8511040370 Forwards application for amends to Licenses DPR-80 & DPR-82, changing 
Tech Specs to limit movement of spent fuel shipping cask in fuel handling areas of 
auxiliary bldg.Fee paid. 

BRAND.D.A. Pacific Gas & Electric Co. 85/10/30. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). Ip. 33709:223-33709:240. 

-8511040372 Application for amends to Licenses DPR-80 & DPR-82, changing Tech 
Specs to limit movement of spent fuel shipping cask in fuel handling area of auxiliary 
bldg. 

BRAND, D.A. Pacific Gas & Electric Co. 85/10/30. 8pp. 33709:224-33709:231. 


-8511040374 Proposed Tech Spec changes limiting movement of spent fuel shipping 
cask in fuel handling area of auxiliary bldg & reflecting installation of new spent fuel 
storage racks. 

* Pacific Gas & Electric Co. 85/10/30. 9pp. 33709:232-33709:240. 


8511110078 Forwards proposed schedule for yard storm drain & storm water discharge 
characterization repts.Best mgt practice will be implemented to minimize potential re- 
lease toxic pollutants.Diablo Creek study final rept expected by 870630. 
THORNBERRY.R.C. Pacific Gas & Electric Co. 85/10/31. JONES.K.R. California, 
State of. 95pp. 33389:217-33389:310. 


8511200068 Forwards revised schedule for full implementation of revised FSAR Chapter 
17 re QA program.Schedule reflects 5-month delay until 860401 .due lo 
review, clarification & approval process. 

SHIFFER.J.D. Pacific Gas & Electric Co. 85/11/01. MARTIN J.B. Region 5, Office of 
Director. 2pp. 33527:307-33527:308. 


8511130008 Concurs w/850930 response to Generic Ltr 85-15 that no extension neces- 
sary re environ qualification.lnfo concerning when boric acid charging flow meter & 
radioactive concentration monitor will be installed requested. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851 125). 85/1 1/07 
SHIFFER.J.D. Pacific Gas & Electric Co. 2pp. 33455:329-33455:330. 

8511190523 Summary of 851021 meeting w/consultants for soil structure interaction to 
discuss long-term seismic program for reevaluation of seismic design 
bases. Viewgraphs encl. 

SCHIERLING.H. Licensing Branch 3. 85/11/07. Licensing Branch 3. 8pp. 33534:193* 


8511220436 Notification of 851212 meeting w/util & LLL in San Francisco.CA to discuss 
util theoretical numerical ground motion modelling efforts w/NRC & LLL Advlsorv 
Board. 

SCHIERLING.H. Licensing Branch 3. 85/11/14. KNIGHTON.G.W. Licensing Branch 3 
5pp. 33600:352-33600:356. 


8511270221 Forwards proprietary & nonproprietary versions of draft “Verification of 
Diablo Canyon Energy Balance Technique Using San Onofre Nuclear Generating Sts- 
tion-1 Masonry Wall Tests.” Proprietaiiy rept withheld (ref 10CFR2.790). y 

SHIFFER.J.D. Pacific Gas & Electric Co. 85/11/15. KNIGHTON.G W Licensim 
Branch 3. Ip. 33627:082-33627:115. * 


-8511270241 Nonproprietary draft “Verification of Diablo Canyon Energy 
nique Using San Onofre Nuclear Generating Station-1 Masonry Wall Tei 
* Pacific Gas & Electric Co. 85/11/30. 40pp. 33627:083-33627:115. 


Balance Tech- 
sts.” 


8511220407 Summary of 851105 meeting w/util, NRC consultants & Bechtel re util an. 
preach to justify use of energy-balance technique to qualify masonry walls List of at! 
tendees & request for addl info encl. 81 

SCHIERLING.H. Licensing Branch 3. 85/11/18. Licensing Branch 3 7pp 33587*220 


8511220475 Notification of 851205 meeting w/licensee in Bethesda,MD to discuss util 
proposed spent fuel pool rerackmg. aiscuss mu 

SCHIERLING.H. Licensing Branch 3. 85/11/18. KNIGHTON.G.W. Licensing Branch 3 


4pp. 33587:213-33587:216. 


Q. Inspection reports, IE Bulletins & correspondence 


8511040213 Forwards Insp Repts 50-275/85-32 & 50-323/85-29 
notice of violation. 


on 850818-0928 


& 


fvi IVWI 1,4-T.I . I icyiwil VMIWP VI 

Electric Co. 2pp. 33306:326-33306:343. 






-851 1040216 Notice of violation from insp on 850818-0928. 

DODDS, R.T. Region 5, Office of Director. 85/10/16. Ip. 33306:328-33306:328. 
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-8511040220 Insp Repts 50-275/85-32 & 50-323/85-29 on 850818-0928. Violation 
noted: NRC inspector.not on approved access list, entered Class 1 safety-related matl 
storage area unescorted. 

MENDONCA.M.M., PADOVAN.M.L., ROSS.T.M. Region 5, Office of Director. 85/10/ 
08. 15pp. 33306:329-33306:343. 

8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1984.App A documents available in PDR.Apps 
B & C documents partially & completely withheld, respectively, (ref Exemption 5). 
FELTON, J.M. Division of Rules and Records. 85/10/17. GILINSKY.V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

-8406260626 Supports Director’s Decision DD-84-8 re matl false statement charged to 
util for failure to rept results of audit of QA practices 4 selection of Severity Level IV 
classification in 1977. 

DIRCKS.WJ. Office of the Executive Director for Operations. 84/06/14. PALLADINO, 
GILINSKY, ROBERTS Commissioners. 4pp. 33538:044-33538:047. 

8511040119 Forwards SALP Repts 50-275/85-29 & 50-323/85-26 for Jul 1984 - Jul 
1985.Performance of licensed activities found satisfactory .Areas evaluated include ra- 
diological controls, maint, surveillance 4 fire protection. 

MARTIN.J.B. Region 5, Office of Director. 85/10/18. SHIFFER.J.D. Pacific Gas & 
Electric Co. 2pp. 333 08:104-33308:144. 

-8511040124 SALP Repts 50-275/85-29 4 50-323/85-26 for Jul 1984 - Jul 1985.Per- 
formance of licensed activities satisfactory. 

* Region 5, Office of Director. 85/10/18. 39pp. 33308:106-33308:144. 

8510250539 IE Bulletin 85-001, "Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR, J.M. Director's Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, "Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511010020 IE Info Notice 85-086, "Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511130441 IE Bulletin 85-003, "Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, "Hazards of Inerting Atmospheres." Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness 4 Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, "Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103), 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, "Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 


8511260079 "Rept on Discharge Monitoring at Diablo Canyon Power Plant During 
Month of Oct 1985." W/851120 Itr. 

THORNBERRY.R.C. Pacific Gas 4 Electric Co. 85/10/31. JONES.K.R. California, 
State of. 31pp. 33641:257-33641:307. 


S. Reportable occurrences, LERs & related correspondence 

8511040162 LER 85-01 8-00:on 850505, test leads mistakenly left connected to reactor 
coolant outlet temp monitor circuit & did not meet electrical separation criteria.Caused 
by technician oversight.Personnel received addl training.W/851028 Itr. 

SISK.D.P., SHIFFER.J.D. Pacific Gas 4 Electric Co. 85/10/28. 3pp. 33308:067- 


8511050261 PNO-V-85-074:on 851 030, cold shutdown occurred.Caused by condenser 
tube leak. Leak location not determined.Plans to drain & refill steam generators under- 
way. 

PEREIRA.D., MENDONCA.M. Region 5, Office of Director. 85/10/31. Ip. 33328:183- 
33328:183. 


8511070281 LER 85-029-01 :on 850821 .containment sump level wide-range channel 
check not performed.Caused by failure to incorporate requirement into Surveillance 
7.® s :LL r0 9® dure ( STP > | - 1D - Requirement incorporated.Test performed.W/851031 Itr. 
HINDS, J.R., SCHIFFER.J.D. Pacific Gas & Electric Co. 85/10/31. 3pp. 33374:274- 
33374:276. 


8511190249 NPDES noncompliance notification:screenwash discharge header located 
at intake structure of plant became biofouled w/mussel growth & must be periodically 
heat treated along w/intake tunnels.Unit 1 will be heat treated on 851106. 

HOWE.H.M. Pacific Gas & Electric Co. 85/11/05. JONES.K.R. California, State of. 
2pp. 33530:360-33530:361. 

8511220284 LER 85-034-00:on 85 101 7, discovered -that surveillance of plant vent noble 
gas activity monitors not conducted.On 850629 containment purge initiated w/inoper- 
able radiation monitor. Caused by computer data entry error.W/851118 Itr. 

SISK.D.P., SHIFFER.J.D. Pacific Gas 4 Electric Co. 85/11/18. 4pp. 33570:034- 


V. Operator Examinations 

8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1984.App A documents available in PDR.Apps 
B & C documents partially & completely withheld, respectively, (ref Exemption 5). 
FELTON, J.M. Division of Rules and Records. 85/10/17. GILINSKY.V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

-8511140109 Discusses Ofc of General Counsel 840406 response to Commissioner Gi- 
linsky re licensed reactor operator exams. Meeting suggested prior to resolving ques- 
tion of validity of reactor operator licenses issued for plant. 

ASSELSTINE.J.K. Commissioners. 84/04/09. PALLADINO Commissioners. Ip. 
33535:213-33535:213. 


DOCKET 50-276 AGN-201 


Q. Inspection reports, IE Bulletins 4 correspondence 

8511060481 Recommends that License R-111 be terminated, per Insp Rept 50-276/85- 
02. Independent surveys verified that no residual contamination in AGN-201 
room, reactor components in storage or reactor. 

VERRELLI.D.M. Region 2, Office of Director. 85/10/16. THOMAS, C.O. Standardiza- 
tion 4 Special Projects Branch. 1 p. 33355:023-33355:023. 

8511010258 Forwards Insp Repts 50-160/85-03 & 50-276/85-02 on 850826-29 4 notice 
of violation. W/o notice of violation. 

WALKER, R.D. Region 2, Office of Director, 85/10/18. KARAM.R.A. Georgia Institute 
of Technology, Atlanta. GA. 2pp. 33299:20 1 -33299:21 2. 

-8511010266 Insp Repts 50-160/85-03 & 50-276/85-02 on 850826-29. Violation 
noted:failure to adequately sample liquid waste during release 4 failure to adhere to 
Tech Spec requirements for monitor setpoints. 

REVSIN.B.K., COLLINS, T.R., HOSEY.C.M. Region 2, Office of Director. 85/10/09. 
10pp. 33299:203-33299:212. 


8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness 4 Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 3371 3:001 - 
33713:122. 


R. Periodic operating reports & related < 


8511190091 Monthly operating repts for Aug 1985.W/850909 Itr. 

KANICK.B., THORNBERRY.R.C. Pacific Gas & Electric Co. 85/08/31. 8pp. 
33531:235-33531:242. ? 


8511050175 Forwards “Diablo Canyon Power Plant Semiannual Radioactive Effluent 
Release Rept, Supplemental Info Jan-June 1985” in response to NRC 850930 request 
for dose assessment info. 

SHIPPER, J.D. Pacific Gas & BlecMdCbv 851^1^47 Region 5|0ffibe of 

Director. >?PP* ,33327 ^233^33327:246, 

-8511050177 "Diablo Canyon Power Plant Semiannual Radioactive Effluent Release 
ReptSupplemental info, Jan-June 1985.” 

• Pacific Gas & Electric Co. 85/06/30. 1 2pp. 33327:235-33327:246. 


DOCKET 50-277 REACH BOTTOM ATOMIC POWER STATION, UNIT 2 


F. Security, medical, emergency 4 fire protection plans 

8511010104 Advises of review of 850722 submittal re replacement of vinyl asbestos 
tiled control room floor covering w/ carpeting.Carpet will not significantly decrease fire 
safety. Deviation acceptable.SER end. 

STQLZ.J.F. Operating Reactors Branch 4. 85/10/10. BAUER.E.G. Philadelphia Elec- 
tric Co. 2pp. 33304:139-33304:140. 

-8511010113 SER supporting replacement of vinyl asbestos tiled control room floor 
covering w/carpeting.Carpet will not significantly decrease fire safety.Deviation ac- 
ceptable. 

* NRC - No Detailed Affiliation Given, 85/10/10. Ip, 33304:141-33304:141. 

8511010092 Forwards Safeguards Insp Repts 50-277/85-32 4 50-278/85-29 on 
850805-09.No violations noted. 

MARTIN, T.T. Region 1. Office of Diredor. 85/10/25. DALTROFF.S.L Philadelphia 
Electric Co. 2pp. 33288:140-33288:148. . ... . . , 

—8511010101 Physical Security Insp Repts 50-277/85-32 4 50-278/85-29 on 850805- 
09.No noncompliarioe noted.Major areas inspectedrsecurity plan 4. procedures.mgt ef- 
fectiveness-testing 4 raaiotDSteife deleted (ref T0CFR73.21 4 2.790). 

BAILEY, RJ. r DdmAP.J.M., KEfMIG.R.R. Region 1, Office of Director. 85/10/25. 7pp. 
33288:142-33288:148. 
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851 1040307 Advises that 850613 rev to physical security plan consistent w/provisions 
of 10CFR50.54(p) & acceptable. 

MARTIN.T.T. Region 1, Office of Director. 85/10/28. BAUER, E.G. Philadelphia Elec- 
tric Co. 3pp. 33297:032-33297:034. 

8511070276 “NRC-Observed Emergency Response Exercise Manual, Peach Bottom 
Power Station." 

* Philadelphia Electric Co. 85/10/31. 312pp. 33363:178-33364:129. 

8511110117 Discusses actions to be taken by util to correct deficiencies noted during 
851017 annual emergency exercise, per 851023 meeting. Author should be notified of 
discrepancy in listed commitments within 24 h of itr receipt. 

MARTIN.T.T. Region 1, Office of Director. 85/11/05. DALTROFF.S.L. Philadelphia 
Electric Co. 3pp. 33397:227-33397:229. 


P. Operating license stage documents & correspondence 

8511210298 Final response to FOIA request for five categories of documents re pollu- 
tion control bonds for plants. Forwards App E documents.Documents listed in App F & 
App E available in PDR. 

FELTON, J.M. Division of Rules and Records. 85/10/11. BELL.N. Nuclear Information 
& Resource Service. 3pp. 33559:108-33559:163. 

-8509240016 Forwards certificate, per end 850907 request, informing that cooling tower 
& gaseous radwaste sys designed as pollution control facilities as defined in 
26CFR1.103-8(g) of IRS regulations. 

CASE, E.G. Office of Nuclear Reactor Regulation, Director. 76/09/08. CONNER.T.B. 
Conner, Hadlock & Knotts. 2pp. 33559:113-33559:144. 

—8509240021 Requests certification by 760909 that portions of facility designed for pur- 
pose of pollution control.Certification necessary to satisfy Section 1.103-8(g)(2)(i)(b) of 
IRS regulations.IRS 760903 Itr & Certificate of Svc end. 

CONNER.T.B. Conner, Hadlock & Knotts. 76/09/07. RUSCHE.B.C. Office of Nuclear 
Reactor Regulation, Director. 30pp. 33559:115-33559:144. 

8511050205 Forwards second amend to 820211 application for amends to Licenses 
DPR-44 & DPR-56, changing Tech Specs re limits on employee overtime. 

BRADLEY, EJ. Philadelphia Electric Co. 85/11/01. DENTON.H. Office of Nuclear Re- 
actor Regulation, Director (pre-851 125). Ip. 33327:049-33327:059. 

-8511050210 Second amend to 820211 application for amend to Licenses DPR-44 & 
DPR-56, changing Tech Specs re limits on employee overtime. 

DALTROFF.S.L. Philadelphia Electric Co. 85/11/01. 8pp. 33327:050-33327:057. 

-8511050212 Proposed Tech Specs re limits on employee overtime, per 830110 Generic 
Ltr 83-02. 

* Philadelphia Electric Co. 85/11/01. 2pp. 33327:058-33327:059. 

8511180602 Forwards request for addl info on 850905 Itr re approval of new spent fuel 
storage racks.lnfo requested by 851206 to meet Jan 1986 target date approval. 
STOLZ.J.F. Operating Reactors Branch 4. 85/11/04. BAUER, E.G. Philadelphia Elec- 
tric Co. 6pp. 33503:1 78-33503:1 83. 

8511130059 Confirms proposal to install new pneumatic supply sys for valves as de- 
scribed to NRC in 851029 telcon. Proposal responds to request from NRC to improve 
long-term availability of safety-grade pneumatic supply sys. 

DALTROFF.S.L. Philadelphia Electric Co. 85/11/06. STOLZ.J.F. Operating Reactors 
Branch 4. 4pp. 33426:165-33426:168. 

8511150110 Requests approval to apply ASME Code Cases N-411 & N-397 to piping 
analysis.per NUREG-1 061. Code cases will be used in snubber optimization program 
based on application of dynamic analyses methods. Fee paid. 

KEMPER, J.S. Philadelphia Electric Co. 85/11/08. STOLZ.J. Operating Reactors 
Branch 4. 2pp. 33463:013-33463:014. 

8511190030 Confirms withdrawal of 851001 request (modified on 851003) for temporary 
relief from Tech Spec requirement for RHR Pump 2A.Reassessment of test data con- 
cluded pump performance in compliance w/ surveillance requirements. Fee paid. 
DALTROFF.S.L. Philadelphia Electric Co. 85/11/13. STOLZ.J.F. Operating Reactors 
Branch 4. 2pp. 33515:360-33515:361. 

8511220431 Notification of 851210 meeting w/IDCOR.BNL,BMI & UCS in Bethesda.MD 
to describe NRC preliminary conclusions re severe accident risk profile & discuss 
plant design features important to risk. 

ROSZTOCZY.Z. Research & Standards Coordination Branch. 85/11/15. DENTON.H., 
EISENHUT.D., THOMPSON, H. NRC - No Detailed Affiliation Given. 2pp. 33587:353- 
33587:354. 


8510250539 IE Bulletin 85-001, "Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 4 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8511040236 Forwards Insp Repts 50-277/85-39 & 50-278/85-40 on 851018. Enforce- 
ment conference scheduled for 851114 at Region I ofc to discuss previous 
findings.recent findings, causes & corrective actions. , . , , , 

MARTIN.T.T. Region 1, Office of Director. 85/10/30. DALTROFF.S.L. Philadelphia 
Electric Co. 2pp. 33297:103-33297:107. 

-8511040246 Insp Repts 50-277/85-39 & 50-278/85-40 on 851 01 8.Major areas 
inspected:shipment of radwaste to Bamwell.SC.Problem identified:lifting cables for top 
pallet entangled w/hand indicator controller packages. 

BICEHOUSE.H., PASCIAK.W.J. Region 1, Office of Director. 85/10/25. 3pp. 
33297:105-33297:107. 

8511070415 Responds to NRC 850925 Itr re violations noted in Insp Repts 50-277/85* 
31 & 50-278/85-28.Corrective actions:Fuel Handling Procedure FH-48C 

revised.Response to event not submitted by 851025 due to difficulties in obtaining de- 
tails. 

COONEY, M.J. Philadelphia Electric Co. 85/10/30. MARTIN.T.T. Region 1, Office of 
Director. 5pp. 33368:050-33368:054. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511120070 Responds to NRC 851003 Itr re violations noted in Insp Repts 50-277/8S 
30 & 50-278/ 85-27.Corrective actions: administrative action taken to improve process 
of preparing LERs by closely involving onsite senior staff in process. 

DALTROFF.S.L Philadelphia Electric Co. 85/11/04. STAROSTECKI.R. Region i 
Office of Director. 8pp. 33415:251-33415:258. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating $ta 
tions." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Pc* 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:1 m 
33385:335. 

8511180421 Notification of Significant License Meeting 85-113 on 851 114 w/util in K>;v 
of Prussta.PA to discuss multiple violations of transportation requirements involve 
radwaste shipment. 

GALLO, R.M. Region 1, Office of Director. 85/11/06. Region 1, Office of Director, ic 
33503:211-33503:211. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures OurtfK 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR, J.M. Director's Office, Office of Inspection and Enforcement. 85/1 1/15. Con 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres." Svc list end 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Po# 1 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631*001- 
33631:01 7. 


8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. J 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response /Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631*018- 


8511220244 Forwards application for amend to Licenses DPR-44 & DPR-56, revising 
Tech Specs re description of licensee mgt & plant operations organizations. Fee paid. 
BRADLEY, E.J. Philadelphia Electric Co. 85/11/18. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851 125). Ip. 33569:319-33569:344. 

•>8511220250 Application for amend to Licenses DPR-44 & DPR-56, revising Tech 
Specs re description of licensee mgt & plant operations organizations.Certificate of 
Svc end. 

DALTROFF.S.L. Philadelphia Electric Co. 85/11/18. 17pp. 33569:320-33569:336. 

-8511220252 Proposed Tech Specs re licensee mgt & plant operations organizations. 
• Philadelphia Electric Co. 85/11/18. 8pp. 33569:337-33569:344. 


Q. Inspection reports, IE Bulletins & correspondence 

8511010092 Forwards Safeguards Insp Repts 50-277/85-32 & 50-278/85-29 on 
850805-09.No violations noted. 

MARTIN.T.T. Region 1, Office of Director. 85/10/25. DALTROFF.S.L Philadelphia 
Electric Co. 2pp. 33288:140-33288:148. 


8511150089 Suppl 1 to IE Info Notice 85-058, "Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Resoon«?e 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp 3371 3:1 
33713:252. ’ w 


8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation p«l 
lowing Failure of Control Room Cooling." Svc list end. ra ,on ro1 


JORDAN.E.L. Division of Emergency Preparedness & Engineering ResDonse /Post 
830! 03). ,85/11/19. Consolidated Edison Co. of New York, Inc. 133pp 3371 2:2 iX 


8511150120 IE Info Notice 85-090, "Use of Sealing Compounds in Operatina Svs ” Svc 
list end. 7 * 


JORDAN, E.L. Division of Emergency Preparedness & Engineerinq Resoonse 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135 dd 33713-001* 
33713:122. 


R. Periodic operating reports & related correspondence 


—8511010101 Physical Security Insp Repts 50-277/85-32 & 50-278/85-29 on 850805- 
09.No noncompliance noted.Major areas inspected:security plan & procedures, mgt ef- 
fectiveness, testing & maint-Details deleted (ref 10CFR73.21 & 2.790). 

BAILEY, R.J., DUNLAP, J.M., KEIMIG.R.R. Region 1, Office of Director. 85/10/25. 7pp. 
33288:142-33288:148. 


8511040098 “Peach Bottom Atomic Power Station Environs Radiation Monitoring Pro- 
gram for 1984." * 

* Chemical Waste Management Inc. * Radiation Management Com 84/19/31 
134pp. 33307:258-33308:035. y P ' 
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8511040146 Forwards "Peach Bottom Atomic Power Station Environs Radiation Moni- 
toring Program, 1984, Rept 42" & "Peach Bottom Atomic Power Station Regional Radi- 
ological Environ Monitoring Program, Rept 20,1984.” 

WILLSEY.W.B. Philadelphia Electric Co. 85/05/29. MURLEY.T.E. Region 1 , Office of 
Director. 1 p. 33307:001 -33307:1 12. 

8511180352 Forwards "Rept of Plant Startup Following Sixth Refueling Outage, Apr 

ALDEN.W.M. Philadelphia Electric Co. 85/10/28. MURLEY.T.E. Region 1, Office of Di- 
rector. Ip. 33493:011-33493:022. 

-8511180359 “Rept of Plant Startup Following Sixth Refueling Outage, 840428- 
FLEISCHMANN.R. Philadelphia Electric Co. 85/10/28. 11pp. 33493:012-33493:022. 


S. Reportable occurrences, LERs & related correspondence 


8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1984.App A documents available in PDR.Apps 
B & C documents partially & completely withheld, respectively. (ref Exemption 5). 
FELTON, J.M. Division of Rules and Records. 85/10/17. GILINSKY.V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

-8511180667 Submits daily staff notes for 83071 3.0n 83071 3, imposition of civil penalty 
in amount of $4,000 issued to Advanced Medical Sys, Inc, based on violation concern- 
ing failure to conduct adequate survey. 

DIRCKS.W.J. Office of the Executive Director for Operations. 83/07/14. PALLADINO, 
GILINSKY, ROBERTS Commissioners. 9pp. 33537:099-33537:107. 

“8511180699 Submits daily staff notes for 830722 re Salem Unit 2 restart.media inter- 
est in smoldering insulation at Hatch Unit 2 & notice of violation & proposed imposi- 
tion of civil penalties in amount of $140,000 issued on 830722 to GPU. 

DIRCKS.W.J. Office of the Executive Director for Operations. 83/07/25. PALLADINO, 
GILINSKY, ROBERTS Commissioners. 2pp. 33537:110-33537:111. 

8511010340 LER 85-003-01 :on 850601 & 03, Loop A RHR sys outboard injection valve 
failed.Caused by improper operation.Valve thrust assembly rebuilt & returned to 
svc.W/851023 Itr. 

BIRELY.W.C., ULLRICH.W.T. Philadelphia Electric Co. 85/10/23. 8pp. 33299:001- 
33299:008. 

8511260628 LER 85-022-00:on 851017,primaiy containment isolation sys, HPCI sys & 
RCIC sys actuated due to sudden speed increase in feedpumps.Caused by loose 
cable connector at feedwater electric Summer FSUM-2-6-103.Summer replaced. W/ 
851115 Itr. 

BIRELY.W.C., ULLRICH.W.T. Philadelphia Electric Co. 85/11/15. 5pp. 33620:349- 
33620:353. 


DOCKET 50-278 PEACH BOTTOM ATOMIC POWER STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 


8511010104 Advises of review of 850722 submittal re replacement of vinyl asbestos 
tiled control room floor covering w/ carpeting.Carpet will not significantly decrease fire 
safety. Deviation acceptable.SER end. 

STOLZ.J.F. Operating Reactors Branch 4. 85/10/10. BAUER, E.G. Philadelphia Elec- 
tric Co. 2pp. 33304:139-33304:140. 

-8511010113 SER supporting replacement of vinyl asbestos tiled control room floor 
covering w/carpeting.Carpet will not significantly decrease fire safety. Deviation ac- 
ceptable. 

* NRC - No Detailed Affiliation Given. 85/10/10. Ip. 33304:141-33304:141. 

8511010092 Forwards Safeguards Insp Repts 50-277/85-32 & 50-278/85-29 on 
850805-09.No violations noted. 

MARTIN, T.T. Region 1, Office of Director. 85/10/25. DALTROFF.S.L. Philadelphia 
Electric Co. 2pp. 33288: 1 40-33288: 148. 

-8511010101 Physical Security Insp Repts 50-277/85-32 & 50-278/85-29 on 850805- 
09. No noncompliance noted.Major areas inspected:security plan & procedures.mgt ef- 
fectiveness, testing & maint. Details deleted (ref 10CFR73.21 & 2.790). 

BAILEY, R.J. Region 1, Office of Director. 85/10/25. 7pp. 33288:142-33288:148. 

8511010262 Forwards Safety Insp Rept 50-278/85-36 on 851008-11. No violation 
noted.Several areas of apparent weakness in radwaste mgt program discussed in rept 
& should be addressed in mgt program. 

MARTIN, T.T. Region 1, Office of Director. 85/10/25. DALTROFF.S.L. Philadelphia 
Electric Co. 2pp. 33285:244-33285:254. 

-8511010272 Insp Rept 50-278/85-36 on 851008-1 1.No violation noted.Major areas 
inspected:licensee radiological control program during core spray sparger repairs & ra- 
diological control for low level radwaste storage facility. 

BJCEHOUSE.H.J., PASCIAK.W.J. Region 1, Office of Director. 85/10/23. 9pp. 
33285:246-33285:254. 

8511040307 Advises that 850613 rev to physical security plan consistent w/ provisions 
of 1 0CFR50.54(p) & acceptable. 

MARTIN, T.T. Region 1, Office of Director. 85/10/28. BAUER, E.G. Philadelphia Elec- 
tric Co. 3pp. 33297:032-33297:034. 

8511070276 “NRC-Observed Emergency Response Exercise Manual, Peach Bottom 
Power Station." 

* Philadelphia Electric Co. 85/10/31. 312pp. 33363:178-33364:129. 

8511110117 Discusses actions to be taken by util to correct deficiencies noted during 
851017 annual emergency exercise, per 851023 meeting.Author should be notified of 
discrepancy in listed commitments within 24 h of Itr receipt. 

MARTIN, T.T. Region 1, Office of Director. 85/11/05. DALTROFF,S.L. Philadelphia 
Electric Co. 3pp. 33397:227-33397:229. 


P. Operating license stage documents & correspondence 

8511210298 Final response to FOIA request for five categories of documents re pollu- 
tion control bonds for plants. Forwards App E documents. Documents listed in App F & 
App E available in PDR. 

FELTON, J.M. Division of Rules and Records. 85/10/11. BELL.N. Nuclear Information 
& Resource Service. 3pp. 33559:108-33559:112. 

-8509240016 Forwards certificate, per end 850907 request, informing that cooling tower 
& gaseous radwaste sys designed as pollution control facilities as defined in 
26CFRt.103-8(g) of IRS regulations. 

CASE, E.G. Office of Nuclear Reactor Regulation, Director. 76/09/08. CONNER.T.B. 
Conner, Hadlock & Knotts. 2pp. 33559:113-33559:144. 

“8509240021 Requests certification by 760909 that portions of facility designed for pur- 
pose of pollution control.Certification necessary to satisfy Section 1.103-8(g)(2)(i)(b) of 
IRS regulations.IRS 760903 Itr & Certificate of Svc end. 

CONNER.T.B. Conner, Hadlock & Knotts. 76/09/07. RUSCHE.B.C. Office of Nuclear 
Reactor Regulation, Director. 30pp. 33559:115-33559:144. 

8511010402 Updated notification of 851031 meeting w/util & GE in Bethesda.MD to dis- 
cuss N-1 safe ends. 

GEARS.G. Operating Reactors Branch 4. 85/10/28. DENTON.H., EISENHUT.D., 
LYONS, J. NRC - No Detailed Affiliation Given. 2pp. 33301:239-33301:240. 

8511050205 Forwards second amend to 820211 application for amends to Licenses 
DPR-44 & DPR-56, changing Tech Specs re limits on employee overtime. 

BRADLEY, E.J. Philadelphia Electric Co. 85/11/01. DENTON.H. Office of Nuclear Re- 
actor Regulation, Director (pre-851125). Ip. 33327:049-33327:059. 

“8511050210 Second amend to 820211 application for amend to Licenses DPR-44 & 
DPR-56, changing Tech Specs re limits on employee overtime. 

DALTROFF.S.L. Philadelphia Electric Co. 85/11/01. 8pp. 33327:050-33327:057. 

-8511050212 Proposed Tech Specs re limits on employee overtime, per 830110 Generic 
Ltr 83-02. 

* Philadelphia Electric Co. 85/11/01. 2pp. 33327:058-33327:059. 

8511180602 Forwards request for addl info on 850905 Itr re approval of new spent fuel 
storage racks. Info requested by 851206 to meet Jan 1986 target date approval. 
STOLZ.J.F. Operating Reactors Branch 4. 85/11/04. BAUER, E.G. Philadelphia Elec- 
tric Co. 6pp. 33503: 1 78-33503:1 83. 

8511130059 Confirms proposal to install new pneumatic supply sys for valves as de- 
scribed to NRC in 851029 telcon. Proposal responds to request from NRC to improve 
long-term availability of safety-grade pneumatic supply sys. 

DALTROFF.S.L. Philadelphia Electric Co. 85/11/06. STOLZ.J.F. Operating Reactors 
Branch 4. 4pp. 33426:165-33426:168. 

8511150110 Requests approval to apply ASME Code Cases N-411 & N-397 to piping 
analysis, per NUREG-1 061. Code cases will be used in snubber optimization program 
based on application of dynamic analyses methods. Fee paid. 

KEMPER, J.S. Philadelphia Electric Co. 85/11/08. STOLZ.J. Operating Reactors 
Branch 4. 2pp. 33463:013-33463:014. 

8511180420 Forwards GE 851113 Itr to util re evaluation of recirculation sys Welds 2- 
AS-8 & 2-BD-12.Crack indications satisfy acceptance criteria of Generic Ltr 84-11 & 
ASME Code Section XI. Performance of weld overlay repairs considered. 
DALTROFF.S.L. Philadelphia Electric Co. 85/11/15. STOLZ.J.F. Operating Reactors 
Branch 4. 12pp. 33495:077-33495:088. 

8511220431 Notification of 851210 meeting w/IDCOR,BNL,BMI & UCS in Bethesda.MD 
to describe NRC preliminary conclusions re severe accident risk profile & discuss 
plant design features important to risk. 

ROSZTOCZY.Z. Research & Standards Coordination Branch. 85/11/15. DENTON.H., 
EISENHUT.D., THOMPSON, H. NRC - No Detailed Affiliation Given. 2pp. 33587:353- 
33587:354. 

8511220244 Forwards application for amend to Licenses DPR-44 & DPR-56, revising 
Tech Specs re description of licensee mgt & plant operations organizations.Fee paid. 
BRADLEY, E.J. Philadelphia Electric Co. 85/11/18. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). Ip. 33569:319-33569:344. 

-8511220250 Application for amend to Licenses DPR-44 & DPR-56, revising Tech 
Specs re description of licensee mgt & plant operations organizations.Certificate of 
Svc end. 

DALTROFF.S.L Philadelphia Electric Co. 85/11/18. 17pp. 33569:320-33569:336. 

“8511220252 Proposed Tech Specs re licensee mgt & plant operations organizations. 

* Philadelphia Electric Co. 85/1 1 /IS. 8pp. 33569:337-33569:344. 


Q. Inspection reports, IE Bulletins & correspondence 

8511010092 Forwards Safeguards Insp Repts 50-277/85-32 & 50-278/85-29 on 
850805-09.No violations noted. 

MARTIN, T.T. Region 1, Office of Director. 85/10/25. DALTROFF.S.L. Philadelphia 
Electric Co. 2pp. 33288:140-33288:148. 

-8511010101 Physical Security Insp Repts 50-277/85-32 & 50-278/85-29 on 850805- 
09.No noncompliance noted.Major areas inspected:security plan & procedures.mgt ef- 
fectiveness, testing & maint.Details deleted (ref 10CFR73.21 & 2.790). 

BAILEY, R.J., DUNLAP, J.M., KEIMIG.R.R. Region 1, Office of Director. 85/10/25. 7pp. 
33288:142-33288:148. 

8511010262 Forwards Safety Insp Rept 50-278/85-36 on 851008-11. No violation 
noted.Several areas of apparent weakness in radwaste mgt program discussed in rept 
& should be addressed in mgt program. 

MARTIN, T.T. Region 1, Office of Director. 85/10/25. DALTROFF.S.L Philadelphia 
Electric Co. 2pp. 33285:244-33285:254. 

-8511010272 Insp Rept 50-278/85-36 on 851 008-11, No violation noted.Major areas 
inspected:licensee radiological control program during core spray sparger repairs & ra- 
diological control for low level radwaste storage facility. 

BICEHOUSE.H.J., PASCIAK,W.J. Region 1, Office of Director. 85/10/23. 9pp. 
33285:246-33285:254. 
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8511040198 Responds to NRC 850925 Itr re violations noted in Insp Rept 50-278/85- 
31. Corrective actions:analysis of exposure of personnel entering recombiner offgas 
pipe tunnel to gaseous radioactivity provided. No adjustments made. 

COONEY, M.J. Philadelphia Electric Co. 85/10/25. MARTIN, T.T. Region 1, Office of 
Director. 3pp. 33294:194-33294:196. 

8511010249 Forwards Safety Insp Rept 50-278/85-35 on 850930-1 004.No violation 
noted. 

EBNETER.S.D. Region 1, Office of Director. 85/10/28. DALTROFF.S.L. Philadelphia 
Electric Co. 2pp. 33287:289-33287:295. 

—8511010259 Insp Rept 50-278/85-35 on 850930-1 004. No violation or deviation 
noted.Major areas inspected:local leak rate test program & containment integrated 
leak rate test procedure. 

KUCHARSKI.S.D., GOLLA.J.A., JOHNSON, J. Region 1, Office of Director. 85/10/24. 
5pp. 33287:291-33287:295. 

8510250539 IE Bulletin 85-001, "Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR, J.M. Director's Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, ‘‘Potential Failures of GE PK-2 Test Blocks." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, ‘‘Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 


8511040236 Forwards Insp Repts 50-277/85-39 & 50-278/85-40 on 851018. Enforce- 
ment conference scheduled for 851114 at Region I ofc to discuss previous 
findings.recent findings.causes & corrective actions. 

MARTIN, T.T. Region 1, Office of Director. 85/10/30. DALTROFF.S.L. Philadelphia 
Electric Co. 2pp. 33297:103-33297:107. 

-8511040246 Insp Repts 50-277/85-39 & 50-278/85-40 on 851018.Major areas 
inspected:shipment of radwaste to Barnweli.SC.Problem identified:lifting cables for top 
pallet entangled w/hand indicator controller packages. 

BICEHOUSE.H., PASCIAK.W.J. Region 1, Office of Director. 85/10/25. 3pp. 
33297:105-33297:107. 

8511070415 Responds to NRC 850925 Itr re violations noted in Insp Repts 50-277/85- 
31 & 50-278/85-28.Corrective actions:Fuel Handling Procedure FH-48C 

revised.Response to event not submitted by 851025 due to difficulties in obtaining de- 
tails. 

COONEY, M.J. Philadelphia Electric Co. 85/10/30. MARTIN, T.T. Region 1, Office of 
Director. 5pp. 33368:050-33368:054. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 


8511120070 Responds to NRC 851003 Itr re violations noted in Insp Repts 50-277/85- 
30 & 50-278/85-27.Corrective actions: administrative action taken to improve process 
of preparing LERs by closely involving onsite senior staff in process. 

DALTROFF.S.L. Philadelphia Electric Co. 85/11/04. STAROSTECKI.R. Region 1, 
Office of Director. 8pp. 3341 5:251 -3341 5:258. 

851 1010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 


8511120030 Forwards Insp Rept 50-278/85-32 on 850909-13 & notice of violation. 
EBNETER.S.D. Region 1, Office of Director. 85/11/05. DALTROFF.S.L. Philadelphia 
Electric Co. 2pp. 33415:307-33415:315. 

-8511120035 Notice of violation from insp on 850909-13. 

* Region 1, Office of Director. 85/11/05. 2pp. 33415:309-33415:310. 

-8511120041 Insp Rept 50-278/85-32 on 850909-1 3. Violations noted:failure to imple- 
ment QA program requirements for independent QC insps & failure to follow approved 
upper tie plate removal procedures. 

KUCHARSKI.S., JOHNSON, J. Region 1, Office of Director. 85/10/17. 5pp. 33415:311- 
33415:315. 


8511180421 Notification of Significant License Meeting 85-113 on 851114 w/util in King 
of Prussia, PA to discuss multiple violations of transportation requirements involving 
radwaste shipment. 

GALLO, R.M. Region 1, Office of Director. 85/11/06. Region 1, Office of Director. Ip. 
33503:211-33503:211. 


8511130206 Forwards “Core Spray Line Cracking Safety Evaluation" supporting restart 
& continued operation,per requirements of iE Bulletin 80-13, “Cracking in Core Spray 

DALTROFF.S.L Philadelphia Electric Co. 85/11/08. STOLZ.J.F. Operating Reactors 
Branch 4. 2pp. 33434:154-33434:161. 


-8511130208 “Core Spray Line Cracking Safety Evaluation." 

— ~ l,c.h., BLOOMSTRAND.R. General Electric Co. 85/10/31. 6pp. 


TRAN,P.T., STOLL, C... 
33434:156-33434:161. 


8511190166 Ack receipt of 851025 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-278/85-31. 

MARTIN, T.T Region 1, Office of Director. 85/11/13. DALTROFF.S.L. Philadelphia 
Electric Co. 2pp. 33516:126-33516:130. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 


8511150098 IE Info Notice 85-087, "Hazards of Inerting Atmospheres." Svc list end. 
JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, "Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123* 
33713:252. 

8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 

8511040098 “Peach Bottom Atomic Power Station Environs Radiation Monitoring Pro- 
gram for 1984.” 

* Chemical Waste Management, Inc. * Radiation Management Corp. 84/12/31. 
134pp. 33307:258-33308:035. 

8511040146 Forwards “Peach Bottom Atomic Power Station Environs Radiation Moni- 
toring Program ,1984, Rept 42" & “Peach Bottom Atomic Power Station Regional Radi- 
ological Environ Monitoring Program, Rept 20,1984.” 

WILLSEY.W.B. Philadelphia Electric Co. 85/05/29. MURLEY.T.E. Region 1, Office ol 
Director. Ip. 33307:001-33307:112. 


S. Reportable occurrences, LERs & related correspondence 


8511060282 Summary of Operating Reactors Events Meeting 85-19 on 851007 w/ofc 
directors, div directors & representatives on events which occurred since last meeting 
on 851007. 

CRUTCHFIELD, D. Assistant Director for Safety Assessment. 85/10/21. 
THOMPSON, H.L. Division of Licensing (800428-851124). 24pp. 33371:015-33371:036. 

8511060171 LER 85-01 5-00:on 850930, combined leakage of Type B & C containment 
leak tests exceeded allowable leak rate limit. Cause will be investigated during valve 
insp. Valves to be repaired & retested.W/851029 Itr. 

B1RELY.W.C., ULLRICH.W.T. Philadelphia Electric Co. 85/10/29. 5pp. 33355:108- 
33355:112. 

8511260040 LER 85-016-00:on 851018, scram & Group l-lll isolations occurred due to 
inadvertent deenergization of reactor protection sys & primary containment isolation 
sys logic. Caused by procedural error.W/851118 Itr. 

BIRELY.W.C., ULLRICH.W.T. Philadelphia Electric Co. 85/11/18. 5pp. 33641:356- 
33641:360. 


8511260106 LER 85-01 7-00:on 851018,reactor protection sys initiated full scram signal 
due to false intermediate-range monitor high flux signal.Caused by personnel bumping 
cable. Technicians made aware of event. W/851 1 18 Itr. 

BIRELY.W.C., ULLRICH.W.T. Philadelphia Electric Co. 85/11/18. 4pp. 33641:236- 


DOCKET 50-280 SURRY POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8511010420 Ack receipt of scenario for 1985 radiological emergency preparedness ex- 
ercise scheduled for 851004.Scenario fulfills min requirements for full-scale exercise 
BROWNLEE, V.L. Region 2, Office of Director. 85/09/10. STEWART WL Virainia 
Power (Virginia Electric & Power Co.). Ip. 33298:193-33298:193. 1 9 

8511040466 Confirms 850930 telcon re 851022 enforcement conference at Reaion II 
ofc concerning security issue & results of Ofc of Investigations Rept 2-84-015 Pro. 
posed meeting agenda end. 

GRACE, J.N. Region 2, Office of Director. 85/10/08. STEWART, W L Virainia Power 
(Virginia Electric & Power Co.). 2pp. 33306:054-33306:055. 9 P 

8511010004 Notification of 851104 meeting w/util In Bethesda,MD to discuss intearated 
schedule & Reg Guide 1.97 schedule re core exit thermocouples upgrade 9 

1 85/10/28 - VARGA ' S -A. Operating Reacts 

85 vio!atlorfor deviation ktenSfecf* 8 5 °- 280/8M2 8 50-281/85^2 on 850903-1007.No 

BROWNLEE, V.L. Region 2, Office of Director. 85/10/28. STEWART.W.L. Virginia 
Power (Virginia Electnc & Power Co.). 2pp. 33298:078-33298:087. 9 

-8511040354 Insp Repts 50-280/85-32 & 50-281/85-32 on 850903-1 007.No violation 
areas in iR? cted: P ,ant operations,operating 

*- lVREG-0737 .«?*!■ 


8pp. 33298:080-33298:087. 


Region 2, Office of Director. 85/10/28. 
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8511040276 Revised emergency plan implementing procedures, including Rev 4 to EPIP- 
1.05, "Response to General Emejsency” A Rev 5 to EPI P-3.04, "Activation of Emer- 
gency Operations Facility." W/851030 Itr. 

STEWART, W.L. Virginia Power (Virginia Electric A Power Co.). 85/10/30. GRACE J N 
Region 2, Office of Director. 100pp. 33295:136-33295:244. 

8511140287 Advises that 850830 Rev 9 to guard training A qualification plans consist- 
ent w/provisions of 10CFR50.54(p) A acceptable. Rev 9 cover sheet for North Anna 
plan should be submitted. 

WALKER, R.D. Region 2, Office of Director. 85/10/31. STEWART, W.L. Virginia Power 
(Virginia Electric A Power Co.). 3pp. 33457:144-33457:146. a 

8511180720 Forwards SSER re open items in procedures generation package for emer- 
gency operating procedures (EOP). Program for preparing & implementing upgraded 
EOP meets Suppl 1 to NUREG-0737, Section 7 A Generic Itr 82-33 & acceptable 
VARGA, S, A. Operating Reactors Branch 1. 85/11/05. STEWART, W.L, Virginia Power 
(Virginia Electric A Power Co.). 3pp. 33503: 1 66-33503: 1 72. 


-8511180727 SSER concluding that util 850207 A 0531 submittals re procedures gen- 
eration package for emergency operating procedures meet requirements of Suppl 1 to 
NUREG-0737, Section 7 A Generic Ltr 82-33. 

* NRC - No Detailed Affiliation Given. 85/11/05. 4pp. 33503:169-33503:172. 


8511180718 Notification of 851115 meeting w/util in B©thesda,MD to discuss App R ex- 
emption requests. 

CHAN.T.L. Operating Reactors Branch 1. 85/11/06. VARGA, S.A. Operating Reactors 
Branch 1. 2pp. 33503:187-33503:188. 


8511250426 Forwards Insp Repts 50-280/85*33 & 50-281/85-33 on 851003-05.No vio- 
lations or deviations Identified. 

BROWNLEE, V.L. Region 2, Office of Director. 85/11/08. STEWART, W.L. Virginia 
Power (Virginia Electric A Power Co.). 2pp. 3361 7:061 -3361 7:074. 


-8511250434 Insp Repts 50-280/85-33 A 50-281/85-33 on 851003-06.No violation or 
deviation noted, Major areas inspected:emergency preparedness exercise. 
CUNNINGHAM, A.L., MARSTON,R.R„ DECKER, T.R. Region 2, Office of Director. 85/ 
10/30. 12pp, 33617:063-33617:074. 


8511180066 Advises that portions of 860920 Revs 13 & 14 to Surry & North Anna phys- 
ical security plans, respectively, consistent w/provisions of 10CFR50.54(p) A 
acceptable. Inconsistent changes encl.Changes withheld (ref 10CFR73.21). 

WALKER, R.D. Region 2, Office of Director. 85/11/12. STEWART, W.L. Virginia Power 
(Virginia Electric A Power Co,). 3pp. 33493:195-33493:197. 

8511270196 Informs that rev to corporate emergency plan meets stds of 
10CFR60.47(b) A requirements of 10CFR50, App E. 

BROWNLEE, v.L Region 2, Offioe of Director. 85/11/20. STEWART, W.L Virginia 
Power (Virginia Electric A Power Co,). 2pp. 33626:339-33626:340. 

8511270257 Forwards Security Insp Repts 50-280/85-30 A 50-281/86-30 on 850909-12 
& notice of vlolation.On 850906,employee entered secured area w/o search & securi- 
ty badge.Notlce of violation withheld (ref 10CFR2.790(d) A 73.21). 

GRACE, J.N. Region 2, Offioe of Director. 85/11/21. STEWART, W.L. Virginia Power 
(Virginia Electric 6 Power Co.), 3pp. 33627:083-33627:068. 


-8511270262 Physical Security Insp Repts 50-280/85-30 & 50-281/85-30 on 850909- 
1 S.Viclation noted:fai ,ur e to provide positive access control to protected area.Oetails 
withheld (ref 10CFR2.790(d) 6 73,21). 

TILLMAN.A,, MCGUIRE, D.R. Region 2, Office of Director. 85/10/28. Ip. 33627:066- 


P. Operating license stage documents a correspondence 

8511010585 Forwards summary of 850823 meeting w/util In Atlanta, GA re development 
of scaling factors for 10CFR61.55 compliance on classification of radwaste scheduled 
for burial. 

WALKER.R.D. Region 2, Offioe of Director. 85/09/12. STEWART, W.L. Virginia Power 
(Virginia Electric A Power Co.). 2pp. 33292:247-33292:250. 

-8511010539 Summary of 850823 meeting w/util in Atianta,GA re development of scal- 
,t or J 0CPR61 -55 compliance. Attendance list enoi. 

33292*243-33^250 2, ** D,f#Ol0r * 05/O9/O5 * R *8 ,on 2 > Office Of Director. 2pp. 

8511030123 Forwards addi into re NUREO-0737,ltem II.D.1 on performance testing of 
relief & safety valves, per 860980 commitment Response to Request Numbers 
2,4,5,6b & 7 also and.Remainlng Info will be submitted by 860228. 

STEWART, W.L. Virginia Power (Virginia Electric A Power Co.), 85/10/31. 

DENTON, H.R, Offioe of Nuclear Reactor Regulation, Director (pre-851125). 

VARGA, S,A. Operating Reactors Branch 1. 32pp. 33327:127-33327:158. 

8511140190 Application for amends to Licenses DPR-32 A DPR-37, changing Section 
3.7, 'Instrumentation Sys” A Section 4.1, "Operational Safety Review," per Generic 
Ltr 83-28.Fee paid. 

STEWART,W.L Virginia Power (Virginia Electric A Power Co.). 85/10/31. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 

VARGA, S.A. Operating Reactors Branch 1. 3pp. 33449:326-33449:356. 

-8511140196 
Section 4.1, 

* Virginia Power 
33449:356. 

8511190444 Forwards SER m util 831104 
Items A 32.3, "Post4Maint Test)ng. H i - 
VARGAAA. Operating Reactors Branch 1. 

Co. 3pp. 33534:2“ 

-8510280480 ‘Donformance to Generic Ltr 83*2SJtems 3.1.3 & 3-2.3, Beaver Valley 
UniUNcrth Anna Units 1 A 2 & Sony Units 1 A 2." 

HAROLDS^. EGA© Idaho. toc/foubs. of BGAG, toe.). FtN D-6001. 85/09/30. 
NRC - No Detailed AffWattoh ilvefli 10pp. 68126:097-68126:106. 


» to Generic Ltr 63-28 concerning 
tonse acceotable. 

6/10/3i 7DAREV,JJ. Duquesne Ught 


8511130241 Requests partial exemption from GDC 4, eliminating protection against dy- 
namic effects of postulated pipe rupture on primary sys components & piping.per Ge- 
neric Ltr 84-04. Snubbers will be removed during 1986 refueling outage. 

STEWART, W.L. Virginia Power (Virginia Electric A Power Co.). 85/11/05. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 
VARGA, S. A. Operating Reactors Branch 1. 10pp. 33434:237-33434:246. 

8511180732 Forwards safety evaluation accepting util 831104 & 850208 responses to 
Items 3.1.3 A 3.2.3 of Generic Ltr 83-28 re post-maint testing requirements. 

VARGA, S.A. Operating Reactors Branch 1. 85/11/06. STEWART, W.L Virginia Power 
(Virginia Electric & Power Co.). 2pp. 33503:161-33503:163. 


-8511180738 Safety evaluation accepting util 831104 A 850208 responses to Items 
3.1.3 & 3.2.3 of Generic Ltr 83-28 re post-maint testing requirements. 

* NRC - No Detailed Affiliation Given. 85/11/06. Ip. 33503:163-33503:163. 


8511150094 Submits addl info re 850809 proposed Tech Spec changes which would 
impose min temp for criticality of 522 F, based on detailed evaluation of safety A plant 
operational impact of achieving criticality below 547 F. 

SYEWART.W.L Virginia Power (Virginia Electric & Power Co.). 85/11/08. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 
VARGA, S.A. Operating Reactors Branch 1. 2pp. 33459:001-33459:002, 


8511250095 Responds to request for addl info re proposed Tech Spec changes con- 
cerning snubber surveillance requirements. Revised request re deletion of snubber 
tables In accordance w/Generic Ltr 84-1 3. Proposal will be completed by 851231. 
STEWART, W.L Virginia Power (Viminia Electric A Power Co.). 85/11/19. 

0ffice of Nuclear Reactor Regulation, Director (pre-851125). 
VARGA, S.A. Operating Reactors Branch 1. 2pp. 33592:105-33592:106. 


8511250319 Forwards addl reactor sys transient analyses re comparison of RETRAN01 
& RETRAN02 computer code results. Approval to ref Topical Rept VEP-FRD-41A & 
SER in future licensing applications for facilities requested. 

SI?WART,W.L. Virginia Power (Virginia Electric & Power Co.). 85/11/19. 

0ffice of Nuclear Reactor Regulation, Director (pre-851125). 
THOMAS, C.O. Standardization A Special Projects Branch. 39pp. 33594:278- 
33594:316. 


8511260298 Informs that 850412 application to delete Tech Spec 4.15 considered suppl 
to 801028 application.No fee required. Advice as to whether util desires credit or 
refund requested. 

DIGGS, R.M, License Fee Management Branch. 85/11/21. STEWART, W.L. Virginia 
Power (Virginia Electric A Power Co.). Ip. 33639:358-33639:358. 


Q. Inspection reports, IE Bulletins A correspondence 


8511060123 Forwards Insp Repts 50-280/85-31 A 50-281/85-31 on 850909-13 A notice 
of violation. 


BROWNLEE, V.L Region 2, Office of Director. 85/10/22. STEWART, W.L Virginia 
Power (Virginia Electric A Power Co.). 2pp. 33355:309-33355:325. 


-8511060126 Notice of violation from insp on 850909-13, 

* Region 2, Office of Director. 85/10/22. 4pp. 33355:311-33355:314. 

-8511060128 Insp Repts 50-280/85-31 A 50-281/85-31 on 850909-13. Violation 
noted:failure to document monthly oalibr checks on Measuring A Test Equipment 
SQC-187.WWVB receiver oscillator. 

FALCONER, D., CHRISTENSEN, H., DEBS.B. Region 2, Office of Director. 85/10/10. 
11pp. 33355:315-33355:325. 


8511040271 Forwards Insp Repts 50-280/85-29 A 50-281/85-29 on 850923-27 A notice 
of violation. 


BROWNLEE, V.L. Region 2, Office of Director. 85/10/28. STEWART.W.L Virginia 
Power (Virginia Electric A Power Co.). 2pp. 33296:041-33296:056. 


-8511040277 Notice of violation from insp on 850923-27. 

* Region 2, Office of Director. 85/10/28. Ip. 33296:043-33296:043. 


-8511040282 Insp Repts 50-280/85-29 A 50-281/85-29 on 850923-27. Violation 
noted:lnadequate procedure for determining lower limit of detection as defined in Tech 
Spec Tables 4.9-1, 4.9-2 A 4.9-5. 

GLOERSEN.W.B., ADAMOVITZ,$,S„ HARRIS.J.R. Region 2, Office of Director. 85/ 
10/10. 13pp. 33296:044-33296:056. 


8611040351 Forwards fnsp Repts 50-280/85-32 A 50-281/85-32 on $50903-1 007.No 
violation or deviation Identified. 

BROWNLEE, V.L. Region 2, Office of Director. 85/10/28. STEWART,W,L Virginia 
Power (Virginia Electric A Power Co.). 2pp, 33298:078-33298:087. 

-8511040354 insp Repts 50-280/85-32 A 50-281/85-32 on 850903-1 007.No violation 
or deviation notedMsjor areas Inspectedplant operations, operating 




8pp. 33298:080-33298:087. 


|ton 2, Office of Director. 85/10/28. 


6510250539 IE Bulletin 85-001, "Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end, . 

TAYLOR, J.M. Director's Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks.” Svc list 
end, 

JORDAN, EL. Division of Emergency Preparedness A Engineering Response (Post 
83Q103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250545 IE tofo Notice 85-084f ‘Inadequate inservice Testing of MSIVd” Svc list 
end. 

33357:336. ; 
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8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York. Inc. 139pp. 33385:198- 
33385:335. 


-8511040155 LER 85-020-00:on 850927,following controlled shutdown due to Hurricane 
Gloria, iodine spike discovered.Caused by known fuel element defects in reactor 
core.Level of dose equivalent 1-131 monitored per Tech Spec Table 4.1-2B. 
SAUNDERS.R.F. Virginia Power (Virginia Electric & Power Co.). 85/10/25. 3pp. 
33306:357-33306:359. 

8511210260 NPDES noncompliance notification:on 851025,analysis of grab sample 
taken from Outfall 081 (turbine sump) revealed oil & grease level of 32.7 mg.Probably 
caused by water transfer from collection pits. No corrective action needed. 
MARSHALL.B.M. Virginia Power (Virginia Electric & Power Co.). 85/11/06. 
JENKINS.R.R. Virginia, Commonwealth of. 2pp. 33578:256-33578:257. 


8511250426 Forwards Insp Repts 50-280/85-33 & 50-281/85-33 on 851003-05.No vio- 
lations or deviations identified. 

BROWNLEE, V.L. Region 2, Office of Director. 85/11/08. STEWART, W.L. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 33617:061-33617:074. 

-8511250434 Insp Repts 50-280/85-33 & 50-281/85-33 on 851003-05.No violation or 
deviation noted.Major areas inspected:emergency preparedness exercise. 
CUNNINGHAM, A.L., MARSTON.R.R., DECKER.T.R. Region 2, Office of Director. 85/ 

1 0/30. 1 2pp. 3361 7:063-3361 7:074. 

8511130441 IE Bulletin 85-003, "Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, "Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 

8511270208 Ack receipt of 850912 & 1025 Itrs informing NRC of steps taken to correct 
violations noted in Insp Repts 50-280/85-21 & 50-281 /85-21 . 

WALKER, R.D. Region 2. Office of Director. 85/11/20. STEWART, W.L. Virginia Power 
(Virginia Electric & Power Co.). Ip. 33626:362-33626:362. 

8511270257 Forwards Security Insp Repts 50-280/85-30 & 50-281/85-30 on 850909-12 
& notice of violation.On 850906,employee entered secured area w/o search & securi- 
ty badge.Notice of violation withheld (ref 10CFR2.790(d) & 73.21). 

GRACE, J.N. Region 2, Office of Director. 85/11/21. STEWART. W.L Virginia Power 
(Virginia Electric & Power Co.). 3pp. 33627:063-33627:066. 

-8511270262 Physical Security Insp Repts 50-280/85-30 & 50-281/85-30 on 850909- 
12. Violation noted:failure to provide positive access control to protected area.Details 
withheld (ref 10CFR2.790(d) & 73.21). 

TILLMAN, A., MCGUIRE, D.R. Region 2, Office of Director. 85/10/28. Ip. 33627:066- 
33627:066. 


Y. Dry Cask Independent Spent Fuel Storage Installations 


8511110470 Summary of 851101 meeting w/General Nuclear Sys, Inc & VEPCO jn 
Silver Spring, MD re status of damage analysis of nonstructural weld cracks in 
CASTOR V/21 basket at unlicensed demonstration exceeding cask design basis. 
ROBERTS, J.P. Advanced Fuel & Spent Fuel Licensing Branch. 85/11/06. 
ROUSE, L.C. Advanced Fuel & Spent Fuel Licensing Branch. 3pp. 33404:006- 
33404:008. 


8511120093 Summary of 851029-30 meeting w/DOE & BNWL in Seattle, WA re com- 
merical spent fuel mgt program. 

ROBERTS, J.P. Advanced Fuel & Spent Fuel Licensing Branch. 85/11/06. 
ROUSE, L.C. Advanced Fuel & Spent Fuel Licensing Branch. 2pp. 33433:311- 
33433:312. 
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F. Security, medical, emergency & fire protection plans 

8511010420 Ack receipt of scenario for 1985 radiological emergency preparedness ex- 
ercise scheduled for 851004.Scenario fulfills min requirements for full-scale exercise. 
BROWNLEE, V.L. Region 2, Office of Director. 85/09/10. STEWART, W.L. Virginia 
Power (Virginia Electric & Power Co.). Ip. 33298:193-33298:193. 

8511040466 Confirms 850930 telcon re 851022 enforcement conference at Region II 
ofc concerning security issue & results of Ofc of Investigations Rept 2-84-01 S.Pro- 
posed meeting agenda end. 

GRACE, J.N. Region 2, Office of Director. 85/10/08. STEWART, W.L Virginia Power 
(Virginia Electric & Power Co.). 2pp. 33306:054-33306:055. 

8511010004 Notification of 851104 meeting w/util in Bethesda,MD to discuss integrated 
schedule & Reg Guide 1.97 schedule re core exit thermocouples upgrade. 

CHAN.T.L. Operating Reactors Branch 1. 85/10/28. VARGA, S.A. Operating Reactors 
Branch 1. 2pp. 33305:041-33305:042. 

8511040351 Forwards Insp Repts 50-280/85-32 & 50-281/85-32 on 850903-1 007.No 
violation or deviation identified. 

BROWN LEE, V.L. Region 2, Office of Director. 85/10/28. STEWART, W.L. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 33298:078-33298:087. 

—8511040354 Insp Repts 50-280/85-32 & 50-281/85-32 on 850903-1 007.No violation 
or deviation noted.Major areas inspected:plant operations.operating 
records.maint, surveillance, security, emergency drill evaluation & NUREG-0737 items. 
BURKE, D.J., ELROD, S. Region 2, Office of Director. 85/10/28. 8pp. 33298:080- 
33298:087. 

8511040276 Revised emergency plan implementing procedures, including Rev 4 to EPIP- 
1.05, “Response to General Emergency" & Rev 5 to EPIP-3.04, “Activation of Emer- 

§ ency Operations Facility.” W/851030 Itr. 

TEWART.W.L Virginia Power (Virginia Electric & Power Co.). 85/10/30. GRACE, J.N. 
Region 2, Office of Director. 100pp. 33295:136-33295:244. 

8511140287 Advises that 850830 Rev 9 to guard training & qualification plans consist- 
ent w/provisions of 10CFR50.54(p) & acceptable. Rev 9 cover sheet for North Anna 
plan should be submitted. 

WALKER, R.D. Region 2, Office of Director. 85/10/31. STEWART, W.L. Virginia Power 
(Virginia Electric & Power Co.). 3pp. 33457:144-33457:146. 

8511180720 Forwards SSER re open items in procedures generation package for emer- 
gency operating procedures (EOP).Program for preparing & implementing upgraded 
EOP meets Suppl 1 to NUREG-0737, Section 7 & Generic Ltr 82-33 & acceptable. 
VARGA, S.A. Operating Reactors Branch 1. 85/11/05. STEWART, W.L Virginia Power 
(Virginia Electric & Power Co.). 3pp. 33503:166-33503:172. 

-8511180727 SSER concluding that util 850207 & 0531 submittals re procedures gen- 
eration package for emergency operating procedures meet requirements of SuddI 1 to 
NUREG-0737, Section 7 & Generic Ltr 82-33. 

* NRC - No Detailed Affiliation Given. 85/11/05. 4pp. 33503:169-33503:172. 

8511180718 Notification of 851115 meeting w/util in Bethesda,MD to discuss App R ex- 
emption requests. 

CHAN.T.L. Operating Reactors Branch 1. 85/11/06. VARGA, S. A. Operating Reactors 
Branch 1.2pp. 33503:187-33503:188. a 

8511250426 Forwards Insp Repts 50-280/85-33 & 50-281/85-33 on 851003-05,No vio- 
lations or deviations identified. 

BROWNLEE, V.L Region 2, Office of Director. 85/11/08. STEWART, W.L. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 33617:061-33617:074. 

-8511250434 Insp Repts 50-280/85-33 & 50-281/85-33 on 851003-05.No violation or 
deviation noted.Major areas inspected:emergency preparedness exercise. 
CUNNINGHAM, A.L. Region 2, Office of Director. 85/10/30. 12pp. 33617:063- 

OOCH7.A7 A f 


8511180066 Advises that portions of 850920 Revs 13 & 14 to Surry & North Anna phys- 
ical security plans, respectively, consistent w/provisions of 10CFR50.54(p) & 
acceptable.lnconsistent changes encl.Changes withheld (ref 10CFR73.21). 

WALKER, R.D. Region 2, Office of Director. 85/11/12. STEWART, W.L. Virginia Power 
(Virginia Electric & Power Co.). 3pp. 33493:195-33493:197. 
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8511270196 Informs that rev to corporate emergency plan meets stds of 
1 0CFR50.47(b) & requirements of 10CFR50,App E. 

BROWNLEE, V.L. Region 2, Office of Director. 85/11/20. STEWART.W.L. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 33626:339-33626:340. 

8511270257 Forwards Security Insp Repts 50-280/85-30 & 50-281/85-30 on 850909-12 
& notice of violation.On 850906, employee entered secured area w/o search & securi- 
ty badge.Notice of violation withheld (ref 10CFR2.790(d) & 73.21). 

GRACE, J.N. Region 2, Office of Director. 85/11/21. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 3pp. 33627:063-33627:066. 

-8511270262 Physical Security Insp Repts 50-280/85-30 & 50-281/85-30 on 850909- 
12. Violation noted:Vailure to provide positive access control to protected area. Details 
withheld (ref 10CFR2.790(d) & 73.21). 

TILLMAN, A. Region 2, Office of Director. 85/10/28. Ip. 33627:066-33627:066. 


P. Operating license stage documents & correspondence 

8511010535 Forwards summary of 850823 meeting w/util in Atlanta, GA re development 
of scaling factors for 10CFR61.55 compliance on classification of radwaste scheduled 
for burial. 

WALKER, R.D. Region 2, Office of Director. 85/09/12. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 33292:247-33292:250. 

-8511010539 Summary of 850823 meeting w/util in Atlanta, GA re development of scal- 
ing factors for 10CFR61.55 compliance. Attendance list end. 

REVSIN.B.K. Region 2, Office of Director. 85/09/05. Region 2, Office of Director. 2pp. 
33292:249-33292:250. 

8511050123 Forwards addl info re NUREG-0737,ltem II.D.1 on performance testing of 
relief & safety valves, per 850920 commitment. Response to Request Numbers 
2,4,5,6b & 7 also encI.Remaining info will be submitted by 860228. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 85/10/31. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 

VARGA, S.A. Operating Reactors Branch 1. 32pp. 33327:127-33327:158. 

8511140190 Application for amends to Licenses DPR-32 & DPR-37, changing Section 
3.7, "Instrumentation Sys” & Section 4.1, "Operational Safety Review," per Generic 
Ltr 83-28.Fee paid. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 85/10/31. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 

VARGA, S.A. Operating Reactors Branch 1. 3pp. 33449:326-33449:356. 

-8511140196 Proposed Tech Specs, changing Section 3.7, “Instrumentation Sys" & 
Section 4.1, "Operational Safety Review,” per Generic Ltr 83-28. 

* Virginia Power (Virginia Electric & Power Co.). 85/10/31. 28pp. 33449:329- 
33449:356. 

8511190444 Forwards SER re util 831104 response to Generic Ltr 83-28 concerning 
Items 3.1.3 & 3.2.3, “Post-Maint Testing.” Response acceptable. 

VARGA, S.A. Operating Reactors Branch 1. 85/10/31. CAREY, J.J. Duquesne Light 
Co. 3pp. 33534:228-33534:232. 

-8510280480 “Conformance to Generic Ltr 83-28, Items 3.1.3 & 3.2.3, Beaver Valley 
Unit 1, North Anna Units 1 & 2 & Surry Units 1 & 2.” 

HAROLDSEN.R. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. 85/09/30. 
NRC - No Detailed Affiliation Given. 10pp. 68126:097-68126:106. 

8511130241 Requests partial exemption from GDC 4, eliminating protection against dy- 
namic effects of postulated pipe rupture on primary sys components & piping, per Ge- 
neric Ltr 84-04. Snubbers will be removed during 1986 refueling outage. 

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 85/11/05. 
DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 
VARGA, S.A, Operating Reactors Branch 1. 10pp. 33434:237-33434:246. 

8511180732 Forwards safety evaluation accepting util 831104 & 850208 responses to 
Items 3.1.3 & 3.2.3 of Generic Ltr 83-28 re post-maint testing requirements. 

VARGA, S.A. Operating Reactors Branch 1. 85/11/06. STEWART.W.L Virginia Power 
(Virginia Electric & Power Co.). 2pp. 33503:161-33503:163. 

-8511180738 Safety evaluation accepting util 831104 & 850208 responses to Items 
3.1.3 & 3.2.3 of Generic Ltr 83-28 re post-maint testing requirements. 

* NRC - No Detailed Affiliation Given. 85/11/06. Ip. 33503:163-33503:163. 

8511150094 Submits addl info re 850809 proposed Tech Spec changes which would 
impose min temp for criticality of 522 F, based on detailed evaluation of safety & plant 
operational impact of achieving criticality below 547 F. 

STEWART.W.L Virginia Power (Virainia Electric & Power Co.). 85/11/08. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 
VARGA, S. A. Operating Reactors Branch 1. 2pp. 33459:001-33459:002. 

8511190574 Requests payment of fee for 850919 request for relief from ASME Code 
requirements, per 10CFR170.Util will be billed for addl costs associated w/review of 
application. 

DIGGS.R.M. License Fee Management Branch. 85/11/13. STEWART.W.L. Virginia 
Power (Virginia Electric & Power Co.). Ip. 33534:158-33534:158. 

8511250095 Responds to request for addl info re proposed Tech Spec changes con- 
cerning snubber surveillance requirements. Revised request re deletion of snubber 
tables in accordance w/Generic Ltr 84-13,Proposal will be completed by 851231. 
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 85/11/19, 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 

VARGA, S.A. Operating Reactors Branch 1. 2pp. 33592:105-33592:106. 

8511250319 Forwards addl reactor sys transient analyses re comparison of RETRAN01 
& RETRAN02 computer code results.Approval to ref Topical Rept VEP-FRD-41A & 
SER in future licensing applications for facilities requested. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 85/11/19. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 

THOMAS.C.O. Standardization & Special Projects Branch. 39pp. 33594:278- 
33594:316. 

8511260298 Informs that 850412 application to delete Tech Spec 4.15 considered suppl 
to 801028 application.No fee required. Advice as to whether util desires credit or 

DIGGS, r!W License Fee Management Branch. 85/11/21. STEWART.W.L Virginia 
Power (Virginia Electric & Power Co.). 1 p. 33639:358-33639:358. 


Q. Inspection reports, IE Bulletins & correspondence 

8511060123 Forwards Insp Repts 50-280/85-31 & 50-281/85-31 on 850909-13 & notice 
of violation. 

BROWNLEE, V.L Region 2, Office of Director. 85/10/22. STEWART.W.L. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 33355:309-33355:325. 

-8511060126 Notice of violation from insp on 850909-13. 

* Region 2, Office of Director. 85/10/22. 4pp. 33355:311-33355:314. 

-8511060128 Insp Repts 50-280/85-31 & 50-281/85-31 on 850909-13. Violation 
noted:fai!ure to document monthly calibr checks on Measuring & Test Equipment 
SQC-187.WWVB receiver oscillator. 

FALCONER, D., CHRISTENSEN, H., DEBS.B. Region 2, Office of Director. 85/10/10. 

1 1 pp. 33355:31 5-33355:325. 

8511040271 Forwards Insp Repts 50-280/85-29 & 50-281/85-29 on 850923-27 & notice 
of violation. 

BROWNLEE, V.L Region 2, Office of Director. 85/10/28. STEWART.W.L. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 33296:041-33296:056. 

-8511040277 Notice of violation from insp on 850923-27. 

* Region 2, Office of Director. 85/10/28. Ip. 33296:043-33296:043. 

-8511040282 Insp Repts 50-280/85-29 & 50-281/85-29 on 850923-27. Violation 
noted:inadequate procedure for determining lower limit of detection as defined in Tech 
Spec Tables 4.9-1 , 4.9-2 & 4.9-5. 

GLOERSEN.W.B., ADAMOVITZ.S.S., HARRIS, J.R. Region 2. Office of Director. 85/ 
10/10. 13pp. 33296:044-33296:056. 

8511040351 Forwards. Insp Repts 50-280/85-32 & 50-281/85-32 on 850903-1 007.No 
violation or deviation identified. 

BROWNLEE, V.L Region 2, Office of Director. 85/10/28. STEWART.W.L Virginia 
Power (Virginia Electric & Power Co.). 2pp. 33298:078-33298:087. 

-8511040354 Insp Repts 50-280/85-32 & 50-281/85-32 on 850903-1 007.No violation 
or deviation noted.Major areas inspected:plant operations, operating 
records, maint, surveillance, security, emergency drill evaluation & NUREG-0737 items. 
BURKE, D.J., DAVIS, M.J., CALDWELL, J.L. Region 2, Office of Director. 85/10/28. 
8pp. 33298:080-33298:087. 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511250426 Forwards Insp Repts 50-280/85-33 & 50-281/85-33 on 851003-05.No vio- 
lations or deviations identified. 

BROWNLEE, V.L. Region 2, Office of Director. 85/11/08. STEWART.W.L Virginia 
Power (Virginia Electric & Power Co.). 2pp. 33617:061-33617:074. 

-8511250434 Insp Repts 50-280/85-33 & 50-281/85-33 on 851003-05.No violation or 
deviation noted.Major areas inspected.-emergency preparedness exercise. 
CUNNINGHAM.A.L., MARSTON.R.R., DECKER, T.R, Region 2, Office of Director. 85/ 
10/30. 12pp. 33617:063-33617:074, 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, "Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18, Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppi 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co, of New York, Inc. 134pp. 33713:123- 
33713:252. 
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8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN.EL. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 

851127020 8 Ack receipt of 850912 & 1025 Itrs informing NRC of steps taken to correct 
violations noted in Insp Repts 50-280/85-21 & 50-281/85-21. 

WALKER, R.D. Region 2, Office of Director. 85/11/20. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). Ip. 33626:362-33626:362. 

8511270257 Forwards Security Insp Repts 50-280/85-30 & 50-281/85-30 on 850909-12 
& notice of violation.On 850906, employee entered secured area w/o search & securi- 
ty badge.Notice of violation withheld ( ref 10CFR2.790(d) & 73.21). 

GRACE, J.N. Region 2, Office of Director. 85/11/21. STEWART.W.L Virginia Power 
(Virginia Electric & Power Co.). 3pp. 33627:063-33627:066. 


-8511130321 “Technical Bases for Eliminating Large Primary Loop Pipe Rupture as 
Structural Design Basis for Prairie Island Unit 2.” 

WITT.F.J., SWAMY.S.A., LEE.Y.S. Westinghouse Electric Corp. WCAP-10928. 85/09/ 
30. 58pp. 33437:1 1 6-33437:174. 

-8511130324 “Toughness Criteria for Thermally Aged Cast Stainless Steel.” 

WITT.FJ., KIM.C.C., CHIRIGOS.J.N. Westinghouse Electric Corp. WCAP-10930. 85/ 
09/30. 73pp. 33437:175-33437:247. 

8511060258 Informs of completion of program re superheated blowdowns outside 
containment.Temp envelopes for each plant to be established within min of 90 
days. List of equipment potentially affected by envelopes expected within 60 days. 
CERMAK.J.O. Westinghouse Operating Plants Owners Group. CERMAK.J.O. Stand- 
ardized Nuclear Unit Power Plant System. 85/10/28. WIGGINTON.D.L. Office of Nu- 
clear Reactor Regulation, Director (pre-851125). Ip. 33346:184-33346:184. 

8511180698 Forwards draft technical evaluation rept re response to Generic Ltr 83- 
28, Item 1.2, “Post-Trip Review.Data & Info Capability.” Request for addl info 
encI.Response within 1 wk of ltr receipt by telcon recommended. 

BUTCHER, E.J. Operating Reactors Branch 3. 85/10/30. MUSOLF.D.M. Northern 
States Power Co. 15pp. 33503:318-33503:333. 


-8511270262 Physical Security Insp Repts 50-280/85-30 & 50-281/85-30 on 850909- 
12. Violation notedrfailure to provide positive access control to protected area.Details 
withheld (ref 10CFR2.790(d) & 73.21). 

TILLMAN, A, MCGUIRE, D.R. Region 2, Office of Director. 85/10/28. Ip. 33627:066- 
33627:066. 


R. Periodic operating reports & related correspondence 

8511180787 Monthly operating repts for Aug 1985.W/850913 ltr. 

JONES, V., STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 85/08/31. 
BEEBE, M.R. Office of Resource Management, Director. 40pp. 33501:242-33501:281. 


S. Reportable occurrences, LERs & related correspondence 

8511210260 NPDES noncompliance notificatiomon 851025,analysis of grab sample 
taken from Outfall 081 (turbine sump) revealed oil & grease level of 32.7 mg.Probably 
caused by water transfer from collection pits.No corrective action needed. 

MARSHALL, B.M. Virginia Power (Virginia Electric & Power Co.). 85/11/06. 
JENKINS, R.R. Virginia, Commonwealth of. 2pp. 33578:256-33578:257. 

8511260152 LER 85-003-01:on 850423,outside recirculation spray pump A suction valve 
found degraded & pump B valve found inoperable.Caused by inadequate sector gear 
& sheared pins in extension shafts.Pins replaced. W/851 120 ltr. 

SAUNDERS, R.F. Virginia Power (Virginia Electric & Power Co.). 85/11/20. 5pp. 
33641:205-33641:209. 


8511260676 LER 85-01 1-00:on 85 1023, emergency diesel generator (EDG) automatically 
started.Caused by inadequate design change test procedure.Contro! of EDG 2 trans- 
ferred to main control room panel & diesel shut down. W/851 122 ltr. 

SAUNDERS.R.F Virginia Power (Virginia Electric & Power Co.). 85/11/2 2. 5pp. 
33620:275-33620:279. H 


Y. Dry Cask Independent Spent Fuel Storage installations 

8511110470 Summary of 851101 meeting w/General Nuclear Sys, Inc & VEPCO in 
Silver Spring, MD re status of damage analysis of nonstructural weld cracks in 
CASTOR V/2f basket at unlicensed demonstration exceeding cask design basis. 
ROBERTS, J.P. Advanced Fuel & Spent Fuel Licensing Branch. 85/11/06. 

ROUSE.LC. Advanced Fuel & Spent Fuel Licensing Branch. 3pp. 33404:006- 
33404:008. 

8511120093 Summary of 851029-30 meeting w/DOE & BNWL in Seattle, WA re com- 
mericai spent fuel mgt program. 

ROBERTS.J.P. Advanced Fuel & Spent Fuel Licensing Branch. 85/11/06. 

ROUSE.LC. Advanced Fuel & Spent Fuel Licensing Branch. 2pp. 33433:311- 
33433:312. 
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F. Security, medical, emergency & fire protection plans 

8511260033 Si'ppls 850805 request for exemption from requirements of 10CFR73,App 
B.Section IV.G re training security force personnel in shotgun firing from hip 
position.Forwards Itrs endorsing position re eliminating requirement. 

MUSOLF.D. Northern States Power Co. 85/11/18. Office of Nuclear Reactor Regula- 
tion, Director (pre-851 125). 3pp. 33616:333-33616:335. 


P. Operating license stage documents A correspondence 

8511070288 Forwards safety evaluation re util 831104 response to Generic Ltr 83- 
28,items 4.2.1 & 4.2.2 concerning periodic maint & trending of parameters of trip 

BUTCHERS! OperSngReactors Branch 3. 85/10/17. MUSOLF.D.M. Northern 
States Power Co. 2pp. 33379:281-33379:285. 

-8511070296 Safety evaluation re util 831104 response to Generic Ltr 83-28, Items 
4.2.1 & 4.2.2 concerning reactor trip breaker automatic shunt trip.Licensee position on 
items acceptable. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/17. 3pp. 
33379:283-33379:285. H 


8511070190 Notification of 851106 meeting w/util in Bethesda.MD to establish reliability 
of auxiliary feedwater sys. Requested participants listed. 

DIIANNI.D.C. Operating Reactors Branch 3. 85/10/31. DENTON, H., EiSENHUT.D., 
THOMPSON, H. NRC - No Detailed Affiliation Given. 3pp. 33381:001-33381:003. 

8511110201 Forwards analysis to demonstrate conformance of Exxon Nuclear fuel to 
Westinghouse K(z) operating envelope for facility, per 10CFR50.46 & App K,in re- 
sponse to NRC 850806 request. 

MUSOLF.D. Northern States Power Co. 85/11/04. Office of Nuclear Reactor Regula- 
tion, Director (pre-851125). 3pp. 33387:234-33387:247. 

-8511110207 “Demonstration of Conformance of Exxon Nuclear Co Fuel to Westing- 
house K(z) Operating Envelope for Prairie Island Nuclear Power Plant.” 

* Westinghouse Electric Corp. 85/10/31. 11pp. 33387:237-33387:247. 

8511140322 Forwards proprietary WCAP-10929, "Technical Bases for Eliminating Large 
Primary Loop Pipe Rupture as Structural Design Bases for Prairie Island Unit 2" & 
WCAP-10931, "Toughness Criteria...." Repts withheld (ref 10CFR2.790). 

MUSOLF.D. Northern States Power Co. 85/11/05. Office of Nuclear Reactor Regula- 
tion, Director (pre-851125). 2pp. 33450:041-33450:058. 

-8511140334 Requests that proprietary WCAP-10929, “Technical Bases for Eliminating 
Large Primary Loop Pipe Rupture...” & WCAP-10931, "Toughness Criteria...” be with- 
held from public disclosure per 10CFR2.790. 

WIESEMANN.R.A. Westinghouse Electric Corp. 85/09/27. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director (pre-851125). 7pp. 33450:043-33450:049. 

8511190222 Ack receipt of 850805 request for exemption from requirements of 
10CFR73,App B.Section I V.C. Action on request deferred for approx 2 months so that 
needed background info can be obtained. 

BUTCHER, E.J. Operating Reactors Branch 3. 85/11/08. MUSOLF.D.M. Northern 
States Power Co. 3pp. 33543:190-33543:192. 

8511250005 Notification of 851122 meeting w/utils in Bethesda,MD to monitor progress 
or development of new upper plenum injection evaluation model.Requested partici- 
pants listed. Agenda enci. 

Dl IANN1.D.C. Operating Reactors Branch 3. 85/11/12. BUTCHER, E.J. Operatinq Re- 
actors Branch 3. 5pp. 33620:220-33620:224. 

8511250220 Requests proprietary meeting w/NRC to discuss upper plenum injection 
program. Proprietary plan for compliance & RA Wiesemann 851114 ltr w/affidavit 
encT.PIan withheld (ref 10CFR2.790). 

MUSOLF.D. Northern States Power Co. MUSOLF.D. Wisconsin Electric Power Co. 85/ 
11/18. Office of Nuclear Reactor Regulation, Director (pre-851125). 27pp. 33596:278- 


-8511250225 Requests withholding proprietary info re best estimate LOCA methodolo- 

? y as applied to PWRs w/upper plenum injection from public disclosure per 
0CFR2.790.Supporting affidavit end. 

WIESEMANN, R.A. Westinghouse Electric Corp. 85/11/14. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director (pre-851125). 8pp. 33596:305-33596:312. 


8511260518 Forwards responses to NRC questions re 850419 submittal of Rev 3 to 
Topical Rept NSPNAD-8102. 

MUSOLF.D. Northern States Power Co. 85/11/19. Office of Nuclear Reactor Reaula- 
tion, Director (pre-851 125). 6pp. 33616:127-33616:132. 


Q. Inspection reports, IE Bulletins & correspondence 


8511060490 Forwards Safety Insp Repts 50-282/85-16 & 50-306/85-13 on 850811- 
1012.No violation noted.Review of items of safety concern in Insp Repts 50-282/85- 
14 & 50-306/85-11 continuing. 

NORELiUS.C.E. Region 3, Office of Director. 85/10/24. LARSON.CE Northern 
States Power Co. 2pp. 33355:030-33355:038. nionnem 


* jVT? nepu, 3U-60C/00- 1 o a o u-auo/BO -13 on 85081 1-1 01 2.No violation 
noted.Major areas- inspertedrplant operational safety.maint.surveillance, facility 
mod, meeting w/corporate mgt & safety audit committee & followuD on LERs y 

JACKIWJ.N. Region 3, Office of Director. 85/10/24. 7pp 33355?0^33355:038. 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps." Svc list 

Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 


8511130315 Requests exemption from requirements of 10CFR5O(a),GDC 4 & forwards 
nonproprietary WCAP-10928, ’Technical Bases for Eliminating Large Primary Loop 
? truct H ral Design Basis for Prairie Island Unit 2” & WCAP-10930. 
MUSOLF.D. Northern States Power Co. 85/10/21. Office of Nuclear Reactor Regula- 
tion, Director (pre-851 125). 3pp. 33437:067-33437:247. 


8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks ” Svc list 
end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering ResDonse {post 
830103). 85/10/3°. Consolidated Edison Co. of New Yo^lnc . Isepp^alleiOOS- 
33358:138. 
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8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, "Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 


8511220136 Forwards Insp Rept 50-285/85-20 on 850909-13 & notice of 
violation.Notice of violation & rept details withheld (ref 10CFR73.21). 

MARTIN, L.E. Region 4, Office of Director. 85/11/15. ANDREWS.R.L. Omaha Public 
Power District. 2pp. 33569:060-33569:062. 

-8511220141 Insp Rept 50-285/85-20 on 850909-1 3.Violation noted:fai!ure to follow 
search procedures.One unresolved item identified re search area glazing specs.Details 
withheld (ref 10CFR73.21). 

KELLY, J.A., EARNEST, A.B., YANDELL.L.A. Region 4, Office of Director. 85/11/07. 
Ip. 33569:062-33569:062. 

8511260466 Forwards "Exercise Evaluation:850724 Exercise of Radiological Emergency 
Response Plans of State of NE, Washington & Dodge Counties & State of IA, Harrison 
& Pottawattamie Counties for Fort Calhoun Nuclear Station." 

KRIMM.R.W. Federal Emergency Management Agency. 85/11/20. JORDAN.E.L. Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). 2pp. 
33616:061-33616:112. 


8511220068 Responds to NRC 851010 Itr re violations noted in Insp Repts 50-282/85- 
19 & 50-306/85-1 8. Corrective actions:isolation & restoration procedure required in- 
hand when restoring valves following maint activities. 

LARSON, C.E. Northern States Power Co. 85/11/08. SHAFER.W.D. Region 3, Office 
of Director. 2pp. 33568:273-33568:274. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings," Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, "Hazards of Inerting Atmospheres." Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co, of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, "Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 


-8511260473 "Exercise Evaluation:850724 Exercise of Radiological Emergency Re- 
sponse Plans of State of NE, Washington & Dodge Counties & State of IA, Harrison & 
Pottawattamie Counties for Fort Calhoun Nuclear Station." 

* Federal Emergency Management Agency. 85/09/18. 50pp. 33616:063-33616:112. 

8511260356 Forwards changes to radiological emergency response plan re responsibil- 
ity for planning effortdevelopment.perioaic review & distribution. 

ANDREWS, Rl. Omaha Public Power District. 85/11/21. MARTIN, R.D. Region 4, 
Office of Director. 6pp. 33616:344-33616:349. 


P. Operating license stage documents & correspondence 


8511070099 Advises that review of 831104 response to Generic Ltr 83-28, Items 3.1.3 
& 3.2.3 re post-maint testing of reactor trip sys components & other safety-related 
equipment complete. Responses to items adequate & acceptable. 

BUTCHER, E.J. Operating Reactors Branch 3. 85/10/22. ANDREWS.R.L. Omaha 
Public Power District. 2pp. 33381:093-33381:094. 

8511070412 Forwards safety evaluation re Generic Ltr 83-28,ltem 1.1, "Post-Trip 
Review (Program Description & Procedure)." Post-trip review program & procedures 
acceptable. 

BUTCHER, E.J. Operating Reactors Branch 3. 85/10/22. ANDREWS.R.L. Omaha 
Public Power District, 2pp. 33385:189-33385:195. 


8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001* 
33713:122. 


S. Reportable occurrences, LERs A related correspondence 

8511050076 LER 85-01 6-00:on 851016,minor leakage occurred from cooling water 
pipe.Caused by crack from cyclic fatigue.Temporary patch in place.Permanent repairs 
formulated, per IE Bulletin 80-24.W/851030 Itr, 

HUNSTAD.A.A., MUSOLF.D. Northern States Power Co. 85/10/30. 3pp. 33341:357- 
33341:359. 

8511070491 LER 85-014-00:on 851 001 .breaker 12M accidentally tripped making safe- 
guards bus 120 inoperable.Caused by contractor workman bumping manual trip device 
& mgt deficiency.Breaker reclosed.Adminjstrative controls tightened. W/851 031 Itr. 
HUNSTADAA., MUSOLF.D. Northern States Power Co. 85/10/31, 3pp. 33374:151- 
33374:153. 

8511210237 LER 85-01 5-00:on 851 01 2, during testing of diesel cooling water 
pump, other diesel cooling water pump started on low header pressure nonsafeguards 
actuation of safeguards equipmentProcedure will be revised. W/851 11 21tr. 
HUNSTADAA., MUSOLF.D. Northern States Power Co. 85/11/12. 3pp. 33578:131- 
33578:133. 


V. Operator Examinations 


8511050154 Fdrwards estimated schedule for operator licensing & requalification exams 
for FY86-89,in response to Generic Ltr 85-18, “Operator Licensing Beams." 
MUSOLF.D. Northern States Power Co. 85/10/31. BOGER.B. NRC - No Detailed Af- 
filiation Given. 5pp. 33327:321-33327:325. 
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F. Security, medical, emergency A fire protection plans , 

8511190425 Forwards safety evaluation approving util 850169,0408 & 0830 submittals 
re alternate shutdown capability in event of fire in Fire Area 34B-West, 

BUTCHER, EJ. Operating Reactors Branch 3, 85/11/04. ANDREWS.R.L Omaha 
Public Power District. 2pp. 33534:297-33534:298. 


-8511190430 Safety evaluation approving util, 850109,0408 & 0839 submittals re after* 
nate shutdown capability In event pf fire in Fire Area 34B-West. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/04. Ip. 
33534:299-33534:299. 

8511190167 Forwards response to 850607 request for addi confirmatoty info re SPDS 
isolation d§vfce§i<used at facility per Suppl 1,tp. NUHEG-0737.Revs tQ listed, signals $ 
respective isolation devices provided. 

ANDREW&R^ Qmaha Public Power District. 85/11/08, BUTGHERE.J, Operating 
Reactors Branch 3f. 20pp. 3351 1 '295-3351 1 ;31 4. 


-8511070414 Safety evaluation re Generic Ltr 83-28, Item 1.1, “Post-Trip Review (Pro- 
gram Description & Procedure)." Program & procedures acceptable. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/22. 5pp. 
33385:191-33385:195. 

8511040206 Advises of review of Tech Specs & intent to prepare application for amend 
in response to Generic Ltr 84-15 re diesel generator reliability.Schedule discussed w/ 
NRC project manager on 851008. 

ANDREWS.R.L Omaha Public Power District. 85/10/25. BUTCHER, E.J. Operating 
Reactors Branch 3. Ip. 33294:187-33294:187. 

8511010323 Forwards application for amend to License DPR-40, revising Tech Specs to 
incorporate updated snubber table listings & surveillance requirements re nuclear de- 
tector well cooling annulus air temp detectors.Fee paid. 

* LeBoeuf, Lamb, Lelby & MacRae. * Omaha Public Power District. 85/10/31. 
DENTON, H. Office of Nuclear Reactor Regulation, Director (pre-851125). Ip. 
33281:350-33281:357. 

-8511010330 Application for amend to License DPR-40, changing Tech Spec Section 
3.1 & Tables 2-6(a),2-6(b) & 3-3 to update snubber table listings.Certificate of Svc 
end. 

ANDREWS.R.L Omaha Public Power District. 85/10/28. 3pp. 33281:351-33281:353. 

-8511010339 Proposed changes to Tech Spec Tables 2-6(a),2-6(b) & 3-3 re snubber 
listings, accessibility of safety-related sys mechanical snubbers A min frequencies for 
checks, calibrs & testing, respectively. 

* Omaha Public Power District 85/10/28. 4pp, 33281:354-33281:357, 

8511200122 Grants interim relief until completion of detailed review, from inservice insp 
& testing program requirements of ASME Boiler & Pressure Vessel Code, Section XI. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/08. 
ANDREWS.R.L Omaha Public Power District. 5pp, 33563:041-33583:045. 

8511260218 Forwards revised response to 820121 submittal on NUREG-0612, "Control 
of Heavy Loads," Info based on analysis performed by Impel! confirming that.subj to 
lift height restrictions, support structures would not fail. 

ANDREWS.R.L Omaha Public Power District 85/11/14. BUTCHER, E.J. Operating 
Reactors Branch 3. 62pp. 33607:306-33608:192. 


Q. Inspection reports, IE Bulletins A correspondence 

8511010052 Forwards Insp Rept 50-285/85-18 on 850826-30.No violations or devi- 
atibns noted. 

JOHNSON, E.K, Region 4, Office of Director. 85/10/21. ANDREWS.R.L Omaha Public 
Power District. 2pp. 33299:072-33299:081. 

-8511010055 Insp Rept 50-285/85-18 on 850826i0.No violation or deviation 
noted.Major areas inspectedlradiatioh protection program, including organization & mgt 
controls, training & qualifications & ALARA program. 

BAER.R.E., MURRAY, B. Region 4, Office of Director. 85/10/08. 8pp, 33299:074- 

'33299:081. - yr •» /'• * 

8511040239 Aok receipt of 850919 Itr forwarding anaiytieaMipsulfcs of unknown sample 
from Radiological & Environ Sciences Lab, sent on Apr 1985, per insp Rept 50-285/ 
84-28. : * \ 

MARTIN, L.E. Region 4, Office of Director. 85/10/28. ANDREWS.R.L Omaha Public 
Power District. Ip. 33297:109-33297:111. 
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-8511040242 Responds to NRC 851024 request that Radiological & Environ Sciences 
Lab send util prepared unknown sample for analysis to complete Confirmatory Meas- 
urements Insp Rept 50-285/84-28.Resu!ts end. 

ANDREWS, R.L. Omaha Public Power District. 85/09/19. JOHNSON.E.H. Region 4, 
Office of Director. 2pp. 33297:110-33297:111. 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR.J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks." Svc list 
encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate inservice Testing of MSIVs." Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 


8511050045 LER 85-007-00:on 851 001, unplanned actuation of ventilation isolation actu- 
ation sys occurred.ESF initiated by containment stack radiation gas monitor RM- 
062.Caused by flow of containment air in ventilation stack.W/851028 Itr. 
HOLLINGSHED.M., ANDREWS.R.L. Omaha Public Power District. 85/10/30. 3pp. 
33342:029-33342:031. 

8511180370 Special rept:on 850924, UL insp rept on fire barrier fire doors received re 
nonconformance w/NFPA 80 & UL guidelines. Standing Order G-58, “Fire Barrier 
Penetrations" & Maint Procedure MP-FIREDOOR-1 incorporated in operating manu- 

ANDREWS.R.L. Omaha Public Power District. 85/10/30. MARTIN.R.D. Region 4, 
Office of Director. 2pp. 33493:007-33493:008. 

8511120227 LER 85-008-00:on 851003,unplanned actuation of ventilation isolation sys 
occurred.Caused by torn filter paper allowing particulate & gaseous activity into stack 
gas monitor. Filter paper repaired.W/851101 Itr. 

KUSEK.LT., ANDREWS.R.L. Omaha Public Power District. 85/11/01. 3pp. 
33422:078-33422:080. 

8511260368 LER 85-009-00:on 851018, while in refueling shutdown condition.potential 
nonsingle failure proof circuit identified.Cause not stated.Circuitry for MSIVs modified 
to eliminate single failure concern.W/851118 Itr. 

MUNDERLOH.D.J., ANDREWS.R.L. Omaha Public Power District. 85/11/17. 4pp. 
33641:352-33641:355. 
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8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511190207 Advises that date referenced in last line of third paragraph of cover page to 
Insp Rept 50-285/85-15 should read 850812 instead of 850802. 

MARTIN, L.E. Region 4, Office of Director. 85/11/06. ANDREWS.R.L Omaha Public 
Power District. 2pp. 33513:297-33513:298. 

8511200122 Grants interim relief until completion of detailed review, from inservice insp 
& testing program requirements of ASME Boiler & Pressure Vessel Code.Section XI. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851 125). 85/11/08. 
ANDREWS.R.L. Omaha Public Power District. 5pp. 33563:041-33563:045. 


F. Security, medical, emergency & fire protection plans 

8511050325 Confirms mgt meeting scheduled for 851030 at Region I ofc in King of 
Prussia.PA.to discuss action re NUREG-0737,ltem III.D.3.4, "Control Room Habitabil- 
ity." 

COLLINS, S.J. Region 1, Office of Director. 85/10/15. JOSIGER.W. New York Power 
Authority (formerly Power Authority of the State of New York). 2pp. 33341:274- 
33341:275. 

8511010267 Forwards Safeguards Insp Rept 50-286/85-13 on 850604-07. No violation 
noted. 

MARTIN, T.T. Region 1, Office of Director. 85/10/24. JOSIGER.W. New York Power 
Authority (formerly Power Authority of the State of New York). 2pp. 33287:268- 
33287:275. 


8511130441 IE Bulletin 85-003, "Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list encl. 

TAYLOR.J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York. Inc. 138pp. 33713:253-33714:031. 


8511220136 Forwards Insp Rept 50-285/85-20 on 850909-13 & notice of 
violation.Notice of violation & rept details withheld (ref 10CFR73.21). 

MARTIN, L.E. Region 4, Office of Director. 85/11/15. ANDREWS.R.L. Omaha Public 
Power District. 2pp. 33569:060-33569:062. 


-8511220141 Insp Rept 50-285/85-20 on 850909-1 3.Violation notedrfailure to follow 
search procedures.One unresolved item identified re search area glazinq specs Details 
withheld (ref 10CFR73.21). 

KELLY.J.A., EARNEST.A.B., YANDELL.L.A. Region 4, Office of Director. 85/11/07 
Ip. 33569:062-33569:062. 


8511150098 IE Info Notice 85-087, “Ha 2 ards of Inerting Atmospheres." Svc list encl. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 


8511150107 IE Info Notice 85-088, "Licensee Control of Contracted Svcs Providing 
T raining. " Svc list encl. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 


-8511010270 Physical Protection Insp Rept 50-286/85-13 on 850604-07.No noncompli- 
ance noted.Major areas inspected:security plan & implementing procedures, mgt effec- 
tiveness & security program.Details deleted (ref 10CFR73.21 & 2.790). 

MADDEN, W., KEIMIG.R.R. Region 1, Office of Director. 85/10/24. 6pp. 33287:270- 
33287:275. 

8511190461 Forwards "Conformance to Reg Guide 1.97, Indian Point 3 Nuclear Power 
Plant," per Suppl 1 to NUREG-0737 & Generic Ltr 82-33.Addl justification for excep- 
tions requested within 60 days of Itr receipt. 

VARGA, S. A. Operating Reactors Branch 1. 85/10/31. BRONS.J.C. New York Power 
Authority (formerly Power Authority of the State of New York). 3pp. 33534:268- 
33534:270. 

-8511010246 “Conformance to Reg Guide 1.97, Indian Point Three Nuclear Power 
Plant.” 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN A-6483. 85/10/31. NRC - No 
Detailed Affiliation Given. 20pp. 33534:271-33534:290. 

8511220303 Rev 11 to Emergency Plan Implementing Procedure IP-1021, “Radiological 
Medical Emergency” & revised Attachment 6.4 to IP-1017. 

* New York Power Authority (formerly Power Authority of the State of New York) 85/ 
11/15. 17pp. 33570:190-33570:206. 


O. Advisory Committee on Reactor Safeguards reports & correspondence 


8511150089 Suppl 1 to IE Info Notice 85-058, "Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 


8511190521 Requests review of encl 851012 Itr re comments & recommendations con- 
cerning Indian Point special proceeding & Commission Decision CLI 85-06. 
PALLADINO.N.J. Commissioners. 85/11/06. WARD.D.A. ACRS - Advisory Committee 
on Reactor Safeguards. Ip. 33563:228-33563:231. 


8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys." Svc 
list encl. “ “ 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R Periodic operating reports & related correspondence 

8511200095 Monthly operating rept for Oct 1985.W/851 113 Itr. 

MATTHEWS.T.P., ANDREWS.R.L Omaha Public Power District. 85/10/31. 
TAYLOR, J.M. Director's Office, Office of Inspection and Enforcement. 9pp 


S. Reportable occurrences, LERs & related correspondence 

8511060135 LER 85-006-0Q:on 850928, three main steam safety valves failed to lift 
within 1% of setpoint valves during test. Caused by normal drift.W/851028 Itr. 
DRAHOTA,J.A., ANDREWS.R.L Omaha Public Power District. 85/10/28. 3pp. 
33355:306-33355:308. 


P. Operating license stage documents & correspondence 


8511150018 Forwards application for amend to License DPR-64,chanqina Tech Snec 
Section 6.2 re NUREG-0737, Item I.A.1.3, "Shift Manning." Fee pkid 9 P 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 85/06/20. VARGA, S.A. Operating Reactors Branch 1. 2pp. 33466:208- 
33466:215. 


-851 115 0026 Application for amend to License DPR-64, changing Tech Spec Section 
6.2 re NUREG-0737, Item I.A.1.3, "Shift Manning." y w section 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 85/06/20. Ip. 33466:210-33466:210. y 


-8511150034 Proposed Tech Specs changes to Section 6.2 re NUREG-0737 Item 
I.A.1 .3, "Shift Manning." Safety evaluation encl. ' ltem 

* New York Power Authority (formerly Power Authority of the State of New Yorkl as/ 
06/20. 5pp. 33466:21 1-33466:215. 


8511180321 Forwards safety evaluation re Generic Ltr 83-28, Items 313 & 3 23 con 
cerning post-maint testing for Unit 3. Response re Items 3.1.3 & 3.2.3 acceotabfe 
VARGA, S.A. Operating Reactors Branch 1. 85/11/04. BRONS.J.C. New York Power 

^ U »,o (f0rmerly Power Authority of the State of New York). 3pp. 33504:314- 
33504:3 1 8. 


-8511180354 Safety evaluation re Generic Ltr 83-28, Items 3.1.3 & 3.2 3 concernina 
post-maint testing. n9 

* NRC - No Detailed Affiliation Given. 85/11/04. 2pp. 33504:317-33504*318 
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-8510310097 "Conformance to Generic Ltr 83-28, Items 3.1.3 & 3.2.3, Byron Station 
Unit 1, Callaway Plant Unit 1 .Indian Point Unit 3,Trojan Nuclear Plant & Wolf Creek 
Generating Station.” 

VANDERBEEK.R. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. 85/09/30. 
NRC - No Detailed Affiliation Given. 15pp. 33504:319-33504:333. 

8511180618 Forwards ACRS comments & recommendations re special proceeding & 
Commission Decision CLI-85-06.Review by entire ACRS requested, 

PALLADINO.N.J. Commissioners. 85/11/06. WARD.D.A. ACRS - Advisory Committee 
on Reactor Safeguards. 5pp. 33504:153-33504:168. 

-8511180628 Draft Commission paper recommending issuance of ltr to D Ward re- 
questing review by entire ACRS of recommendation that licensee & NRC develop plan 
to reduce estimated core melt frequency & uncertainties therein. 

DIRCKS.W.J. Office of the Executive Director for Operations. 85/10/25. 3pp. 
33504:164-33504:166. 

-8511180639 Forwards proposed Commission paper responding to chairman request 
for drafted ltr to ACRS re special hearing. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/24. 
DIRCKS.W.J. Office of the Executive Director for Operations. 2pp. 33504:167- 
33504:168. 

8511190271 Seeks issuance of generic ltr as short-term guidance for development of 
Tech Specs, pending NRC approval of recommendations by NRC Tech Spec Improve- 
ment Project & AIF Tech Spec Improvement Subcommittee. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 85/11/15. DENTON, H. Office of Nuclear Reactor Regulation, Director (pre- 
851 1 25). 2pp. 3351 6:298-3351 6:299. 


Q. Inspection reports, IE Bulletins & correspondence 

8511010267 Forwards Safeguards Insp Rept 50-286/85-13 on 850604-07.No violation 
noted. 

MARTIN.T.T. Region 1, Office of Director. 85/10/24. JOSIGER.W. New York Power 
Authority (formerly Power Authority of the State of New York). 2pp. 33287:268- 
33287:275. 

—8511010270 Physical Protection Insp Rept 50-286/85-13 on 850604-07.No noncompli- 
ance noted.Major areas inspected:security plan & implementing procedures, mgt effec- 
tiveness & security program.Details deleted (ref 10CFR73.21 & 2.790). 

MADDEN, W., KEIMIG.R.R. Region 1, Office of Director. 85/10/24. 6pp. 33287:270- 
33287:275. 

8510250539 IE Bulletin 85-001, "Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director's Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, "Inadequate Inservice Testing of MSI Vs." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, "Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511050080 Requests expeditious review of end proposed inservice insp relief 
requests-Requests pertain to insp of reactor coolant pump casing & welds, vessel inte- 
rior clad & valve interior surfaces.Alternative exams proposed. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 85/10/31. VARGA, S.A. Operating Reactors Branch 1. 12pp. 33318:179- 
33318:191. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511120006 Forwards Insp Rept 50-286/85-22 on 850901-1 01 5.No violations noted. 
COLLINS.S.J. Region 1, Office of Director. 85/11/06. JOSIGER.W. New York Power 
Authority (formerly Power Authority of the State of New York). 2pp. 33415:317- 
33415:327. 

-8511120015 Insp Rept 50-286/85-22 on 850901 -101 5.No violations noted. Major 
areas inspected:shift logs & records, facility operations, operational safety 

verification, reactor trip, surveillance & status of TMI action plan requirements. 
LIMROTH.D.F., KENNY, T.J. Region 1, Office of Director. 85/11/04. 9pp. 33415:319- 
33415:327. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 1 38pp. 3371 3:253-3371 4:031 . 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp, 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end, 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 


8511150089 Suppl 1 to IE Info Notice 85-058, "Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, "Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 


8511050007 Forwards “Annual Environ Protection Plan Rept for 196* & "Annual Radi- 
ological Environ Operating Rept, 1984." 

SELMAN.M. Consolidated Edison Co. of New York, Inc. 85/04/30. MURLEY.T.E. 
Region 1, Office of Director. Ip. 33342:045-33342:211. 

-8511050008 "Annual Environ Protection Plan Rept for 1984." 

* Consolidated Edison Co. of New York, Inc. 84/12/31. 9pp. 33342:046-33342:054. 

-8511050009 "Annual Radiological Environ Operating Rept.1984.” 

* Consolidated Edison Co. of New York, Inc. 84/12/31. 157pp. 33342:055-33342:211. 

8511210601 Monthly operating rept for Oct 1985.W/851115 ltr. 

KELLY.L., JOSIGER.W.A. New York Power Authority (formerly Power Authority of the 
State of New York). 85/10/31. 7pp. 33577:137-33577:143. 


S. Reportable occurrences, LERs & related correspondence 


8511120172 LER 85-004-01 :on 850320,during plant startup, failure of power fuses for 
nuclear instrumentation intermediate-range Channel 36 resulted in three reactor 
trips.Caused by intermittent current leak across test switch. W/851 101 ltr. 

ANDERSON, J.J., JOSIGER.W.A. New York Power Authority (formerly Power Authority 
of the State of New York). 85/10/28. 3pp. 33428:066-33428:068. 

8511050259 LER 85-006-00:on 85 1004, turbine trip & subsequent reactor trip initiated 
automatically by high water level in steam generator 33.Caused by malfunctioning 
valve positioner linkage assembly.W/851031 ltr. 

ANDERSON, J.J., JOSIGER.W.A. New York Power Authority (formerly Power Authority 
of the State of New York). 85/11/01. 3pp. 33328:238-33328:240. 

8511070552 Forwards list of current AEOD studies of operational events re reactor & 
nonreactor activities. Each study will be documented as technical review, engineering 
evaluation or case study rept when completed. 

HELTEMES.CJ. AEOD, Director’s Office. 85/11/05. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 24pp. 33382:160-33382:183. 

8511210545 LER 85-007-00:on 851015,main turbine generator trip initiated automatically 
by signal from main turbine high pressure control oil sys.Caused by blockage of con- 
trol oil strainers & orifices.Strainer cleaned.W/851114 ltr. 

ANDERSON, J.J., JOSIGER.W.A. New York Power Authority (formerly Power Authority 
of the State of New York). 85/11/14. 3pp. 33577:039-33577:041. 

8511250381 LER 85-008-00:on 851 01 8, results of routine chemist sample revealed boric 
acid concentration in boric acid storage tank 31 outside Tech Spec limits.Caused by 
difficulties when performing precipitation checks.W/851118 ltr. 

ANDERSON ,J.J„ JOSIGER.W.A. New York Power Authority (formerly Power Authority 
of the State of New York). 85/11/18. 3pp. 33617:296-33617:298. 

8511260634 LER 85-009-00:on 851022,two 480-volt bus degraded grid voltage timers 
did not actuate within 45 s as required by Tech Specs.Caused by instrument 
driftTimers reset. W/851 1 21 ltr. 

ANDERSON.J.J., JOSIGER.W.A, New York Power Authority (formerly Power Authority 
of the State of New York). 85/11/21. 3pp. 33620:354-33620:356. 


V. Operator Examinations 


8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1984.App A documents available in PDR.Apps 
B & C documents partially & completely withheld, respectively, (ref Exemption 5). 
FELTON, J.M. Division of Rules and Records. 85/10/17. GILINSKY.V. Affiliation Not 
Assigned. 31 pp, 33535:002-33535:068. 

-8511140076 Expresses gratitude for attendance at presentation of licenses of five en- 
gineers at plant on 830920. 

SINCLAIR, L.W. New York Power Authority (formerly Power Authority of the State of 
New York). 83/10/05. MURLEY.T. Region 1, Office of Director. Ip. 33535:197- 
33535:197. 


DOCKET 50-287 OCONEE NUCLEAR STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 

8511060172 Forwards Insp Repts 50-269/85-32,50-270/85-32 & 50-287/85-32 on 
85091 0-1 007,No violation or deviation identified. 

WALKER.R.D. Region 2, Office of Director. 85/10/24. TUCKER, H.B. Duke Power Co, 
Ip. 33355:277-33355:285. 
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-851 1060187 Insp Repts 50-269/85-32,50-270/85-32 & 50-287/85-32 on 850910- 
1007.No noncompliance or deviation noted.Major areas 
inspected:operations,surveiilance,maint,offsite review committee & startup from refuel- 
ing. 

BRYANT, J.C. Region 2, Office of Director. 85/10/23. 8pp. 33355:278-33355:285. 

8511060147 Forwards Insp Repts 50-269/85-34,50-270/85-34 & 50-287/85-34 on 
850930-1 004.No violation or deviation identified. 

BROWNLEE.V.L. Region 2, Office of Director. 85/10/25. TUCKER, H.B. Duke Power 
Co. Ip. 33355:259-33355:268. 

-8511060177 Insp Repts 50-269/85-34,50-270/85-34 & 50-287/85-34 on 850930- 
l004.No violation or deviation noted.Major areas inspected:fire protection/prevention 
& followup on previously identified items. 

MILLER, W.H. Region 2, Office of Director. 85/10/24. 9pp. 33355:260-33355:268. 

8511120249 Forwards Amends 146,146 & 143 to Licenses DPR-38.DPR-47 & DPR- 
55,respectively & safety evaluation.Amends revise Tech Specs to reflect administra- 
tive program per NUREG-0737.Addl info re listed TMI items requested to complete 
review. 

NICOLARAS.H. Operating Reactors Branch 4. 85/10/31. TUCKER.H.B. Duke Power 
Co. 3pp. 33438:103-33438:118. 


-8511040265 “Inservice Insp & Testing Program.Oconee Nuclear Station Unit 3.” Relat- 
ed info end. 

* Duke Power Co. 85/10/23. 36pp. 33295:100-33295:135. 

8511040120 Forwards revised response to NRC 850906 request for addl info re inciner- 
ator license submittal. Response addresses Request A-8 re VR sys offgas subsystem. 
TUCKER.H.B. Duke Power Co. 85/10/25. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). STOLZ.J.F. Operating Reactors Branch 4. 4pp, 
33294:070-33294:073. 

8511190124 Corrects 851021 submittal re steam generators, per Tech Spec 
4.17.6(a).Generator plugging for refueling outage completed on 850831. Generator A 
had four tubes removed from svc & Generator B had 10 tubes removed. 

TUCKER.H.B. Duke Power Co. 85/10/25. GRACE, J.N. Region 2, Office of Director. 
Ip. 33511:341-33511:341. 

8511070195 Forwards notice of withdrawal of 840213 application for amends to U- 
censes DPR-38.DPR-47 & DPR-55. Withdrawn portion of amends would have defined 
terms “accessible/ accessibility.” 

STOLZ.J.F. Operating Reactors Branch 4. 85/10/28. TUCKER.H.B. Duke Power Co. 
2pp. 33380:332-33380:335. 


-8511120256 Safety evaluation supporting Amends 146,146 & 143 to Licenses DPR- 
38.DPR-47 & DPR-55, respectively. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/31. 5pp. 
33438:114-33438:118. 

8511120077 Advises that Rev 16 to corporate crisis mgt plan dtd 850830 continues to 
meet planning stds of 10CFR50.47(b) & App E requirements. 

BROWNLEE.V.L. Region 2, Office of Director. 85/11/04. TUCKER.H.B. Duke Power 
Co. 2pp. 33423:354-33423:355. 

8511130072 Rev 85-7 to emergency plan implementing procedures, including RP/O/B/ 
1000/01, “Emergency Classification” & RP/O/B/IOOO/14, “Spent Fuel Transport 
Emergency Plan.” W/851 104 Itr. 

TUCKMAN.M.S., TUCKER.H.B. Duke Power Co. 85/11/04. GRACE, J.N. Region 2, 
Office of Director. 32pp. 33426: 1 33-33426: 164. 

8511190365 Forwards “Oconee Nuclear Station Partial Participation Exercise Conduct- 
ed on 850619-20." One deficiency observed. Approval granted per 44CFR350 re- 
mains in effect. 

KRIMM.R.W. Federal Emergency Management Agency. 85/11/06. JORDAN, E.L. Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). Ip. 
33515:223-33515:244. 

-8511190366 “Oconee Nuclear Station Partial Participation Exercise Conducted on 
850619-20.” 

* Federal Emergency Management Agency. 85/07/03. 22pp. 33515:224-33515:244. 

8511250242 Forwards Rev 16 to security plan.Rev reflects ongoing changes to security 
sys, structures & components & relocates protected area boundary.Rev withheld (ref 
10CFR73.21). 

TUCKER.H.B. Duke Power Co. 85/11/13. GRACE, J.N. Region 2, Office of Director. 
2pp. 33595:165-33595:166. 

8511250445 Forwards sanitized spent fuel route survey from Oconee Nuclear 
Station.Seneca.SC to McGuire Nuclear Station, Cornelius, NC, per NRC 850910 
approvai.Data re initial arrangement w/law enforcement agencies also end. 
MCCORKLE.G.W. Reactor & Transportation Licensing Branch. 85/11/19. 
WALDEN.G.R. Duke Power Co. 6pp. 33619:169-33619:174. 


-8511070202 Notice of withdrawal of 840213 application for amends to Licenses DPR. 
38.DPR-47 & DPR-55, revising Tech Specs to define terms “accessible/accessibility." 
STOLZ.J.F. Operating Reactors Branch 4. 85/10/28. 2pp. 33380:334-33380:335. 

8511070261 Approves util 840529 request, w/qualifications.re handling of contaminated 
sand. NRC observations on portion of request re burial within company controlled area 
sent to State of SC for issue of permit.No environ impact cited. 

LAINAS.G.C. Assistant Director for Operating Reactors. 85/10/28. TUCKER.H.B. 
Duke Power Co. 5pp. 33380:189-33380:193. 

8511110328 Forwards Amends 145,145 & 142 to Licenses DPR-38.DPR-47 & DPR. 
55, respectively & safety evaluation.Amends revise Tech Spec Table 6.1-1 to reflect 
increase in required number of nuclear equipment operators. 

NICOLARAS.H. Operating Reactors Branch 4. 85/10/31. TUCKER.H.B. Duke Power 
Co. 2pp. 33404:011-33404:022. 

-8511110390 Amends 145,145 & 142 to Licenses DPR-38.DPR-47 & DPR-55, 
respectively, revising Tech Spec Table 6.1-1 to reflect increase in required number of 
nuclear equipment operators in conformance to NUREG-0737,ltem I.A.1.3. 

STOLZ.J.F. Operating Reactors Branch 4. 85/10/31. 8pp. 33404:013-33404:020. 

-8511110393 Safety evaluation supporting Amends 145,145 & 142 to Licenses DPR- 
38.DPR-47 & DPR-55, respectively. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/31. 2pp. 
33404:021-33404:022. 

8511120249 Forwards Amends 146,146 & 143 to Licenses DPR-38.DPR-47 & DPR- 
55, respectively & safety evaluation.Amends revise Tech Specs to reflect administra- 
tive program per NUREG-0737.Addl info re listed TMI items requested to complete 

NICOLARAS.H. Operating Reactors Branch 4. 85/10/31. TUCKER.H.B. Duke Power 
Co. 3pp. 33438:103-33438:118. 

-8511120254 Amends 146,146 & 143 to Licenses DPR-38.DPR-47 & DPR-55, 
respectively, changing Tech Specs to include training of personnel, procedures for sam- 
pling & analysis & provisions for maint of sampling & analysis equipment. 

STOLZ.J.F. Operating Reactors Branch 4. 85/10/31. 8pp. 33438:106-33438:113. 


P. Operating license stage documents & correspondence 

8511070273 Forwards SER of util response to Items 3.1.3 & 3.2.3 of Generic Ltr 83- 
28.No post-maint testing requirements exist which degrade safety.Technical evaluation 
rept end. 

STOLZ.J.F. Operating Reactors Branch 4. 85/10/09. RODRIGUEZ, R.J. Sacramento 
Municipal Utility District. 2pp. 33379:286-33379:289. 

-8509260444 “Conformance to Generic Ltr 83-28, Items 3.1.3 & 3.2.3, Arkansas 1, Crys- 
tal River 3, Oconee 1,2 & 3, Rancho Seco & TMI-1." 

HAROLDSEN.R. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. 85/08/31. Divi- 
sion of Systems Integration (811005-851124). 11pp. 33379:290-33379:300. 

8511010371 Forwards environ assessment & finding of no significant impact supporting 
util 840529 submittal re disposal of containment sand within company controlled area. 
NICOLARAS.H. Operating Reactors Branch 4. 85/10/10. TUCKER.H.B. Duke Power 
Co. 3pp. 33301:156-33301:168. 


-8511120256 Safety evaluation supporting Amends 146,146 & 143 to Licenses DPR- 
38.DPR-47 & DPR-55, respectively. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/31. 5pp. 
33438: 1 1 4-33438: 1 1 8. 


8511110462 Forwards SAIC-85/1 525-5, “Review of Licensee & Applicant Responses to 
NRC Generic Ltr 83-28 (Required Actions Based on Generic Implications of Salem 
ATWS Events), Item 1.2, ‘Post-Trip Review:Data...”’ technical evaluation rept. 
STOLZ.J.F. Operating Reactors Branch 4. 85/11/01. TUCKER.H.B. Duke Power Co. 
2pp. 33404:328-33404:344. 


-8511110466 “Review of Licensee & Applicant Responses to NRC Generic Ltr 83-28 
(Required Actions Based on Generic implications of Salem ATWS EventsLItem 1.2, 
'Post-Trip Review:Data & Info Capabilities,’ for...," technical evaluation rept. 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRO 
03-82-096. SAIC-85/1 525-5. 85/11/01. NRC - No Detailed Affiliation Given 15 dP- 
33404:330-33404:344. ' vr 


-8511010373 Environ assessment & finding of no significant impact supporting util 
840529 submittal re disposal of contaminated sand within company controlled area. 
LAINAS.G.C. Assistant Director for Operating Reactors. 85/10/10. 10pp. 33301:159- 
33301:168. 


8511010299 Requests assistance in arranging meeting & site visit to discuss wrong 
unit/wrong train events.Tour will highlight labeling & identification schemes & include 
discussions w/personnel involved In eventsAgenda end. 

STOLZ.J.F. Operating Reactors Branch 4. 85/10/16. TUCKER.H.B. Duke Power Co. 
18pp. 33300:207-33300:224. 


8511010225 Summary of 851004 meeting w/B&W Owners Group Transient Assessment 
& Availability Committees in Bethesda.MD re operating experience of operating reac- 
tors & plans to improve experience.Viewgraphs end. 

VISSING.G.S. Operating Reactors Branch 4. 85/10/17. Operating Reactors Branch 4. 
94pp. 33304:239-33304:331. 


8511040230 Forwards Responses 1,6,7 & 8 inadvertently omitted from 851008 re- 
sponse to NRC 850722 request for add) info re several inservice insp relief requests 
during second 10-yr interval. 

TUCKER.H.B. Duke Power Co. 85/10/23. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). 2pp. 33295:056-33295:135. 


-8511040237 Forwards request for relief from current inservice & testing/insp proce- 
dures required following valve replacementPrompt response reauested. 

PARKER.W.O. Duke Power Co. 78/04/11. CASE, EG. < 
ulation. Director. 2pp. 33295:058-33295:059. 


s of Nuclear Reactor Reg- 


8511260078 Withdraws 841116 blanket request for relief on hydrostatic testing after 
maint or mod. 

TUCKER.H.B. Duke Power Co. 85/11/18. DENTON.H.R. Office of Nuclear Reactor 
33 l l 1 & 329 : 336 T 6 C 329 . <Pre ' 851 1 ^ ST0LZlJF - °P« rati "9 Reactors Branch 4. ip- 


Q. Inspection reports, IE Bulletins & correspondence 

8511040018 Ack receipt of 850927 Itr Informing NRC of steps taken to correct violations 
noted in Insp Repts 50-269/85-20, 50-270/85-20 & 50-287/85-20 ect v,olat,on 
° f Dir9C,0r - 85/10/11 - TUCKER.H.B. Duke Power 

“L 11 so° 270 /sl 2 , l 0 S d |n?S 7 /«<; 8 |f ?J3 L tr , re ™Ja tior,s no,ed in Insp Repts 50-269/86- 

,or dassi ' 

jS^S&S&SSm. °°- 85/10/11 ' GRACE ' J N - Re9ton 2 - «* Director. 

85,10«317Ras P onds.oNRC 8 5 09 1 9 Itr re violations noted in Insp Repts 50-269/86- 
25,50-270/85-25 & 50-287/85-25^11 requirements of 10CFR5044(b) metVtolattoP 
TU^KB5’H'B R 'Duke , pr!war P r'rt^H/^m/iA^S*J^^M r ' IJ*®nitoring sys Installed. 

2p|x 33296:081^33296:082’ 85/1 ° /14 ' QRACE ’ JN - Re9lon 2. Office of Director- 
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8511040423 Responds to NRC 850916 Itr re violations noted in Insp Repts 50-269/85- 
26,50-270/85-26 & 50-287/85-26.Corrective actions: Procedure CP/0/A/2005/06A 
will be revised by 851 101. Unit 2 E-bar calculation on 850521 recalculated & distribut- 
ed. 

TUCKER, H.B. Duke Power Co. 85/10/15. GRACE, J.N. Region 2, Office of Director. 
2pp. 33297:258-33297:259. 

8511040095 Forwards Insp Repts 50-269/85-30,50-270/85-30 & 50-287/85-30 on 
850916-20 & notice of violation. W/o notice of violation. 

BROWNLEE, V.L Region 2, Office of Director. 85/10/16. TUCKER, H.B. Duke Power 
Co. 2pp. 33308:147-33308:154. 

-8511040099 Insp Repts 50-269/85-30,50-270/85-30 & 50-287/85-30 on 850916* 
20. Violation noted:faiiure to label containers of radioactive matl. 

REVSIN.B.K., HOSEY.C.M. Region 2, Office of Director. 85/10/08. 6pp. 33308:149- 
33308:154. 

8511040127 Forwards Insp Repts 50-269/85-31,50-270/85-31 & 50-287/85-31 on 
850923-27.No violation noted. 

BROWNLEE, V.L Region 2, Office of Director. 85/10/17. TUCKER, H.B. Duke Power 
Co. ip. 33307:246-33307:253. 

-8511040129 Insp Repts 50-269/85-31,50-270/85-31 & 50-287/85-31 on 850923- 
27.No violation or deviation noted.Major areas inspected:reactor bldg tendon surveil- 
lance program & surveillance of pipe support & restraints. 

LENAHAN.J.J., JAPE.F. Region 2, Office of Director. 85/10/11. 7pp. 33307:247- 
33307:253. 

8511040508 Forwards Insp Repts 50-269/85-33,50-270/85-33 & 50-287/85-33 on 
850923-26.No violations or deviations identified. 

BROWNLEE.V.L. Region 2, Office of Director. 85/10/22. TUCKER, H.B. Duke Power 
Co. Ip. 33306:001-33306:008. 

-8511040509 Insp Repts 50-269/85-33,50-270/85-33 & 50-287/85-33 on 850923- 
26.No violation or deviation noted.Major areas inspected: Unit 3 inservice insp, review & 
record evaluation & main feedwater flow nozzle post-weld heat treatment. 
ECONOMOS.N., BLAKE, J.J. Region 2, Office of Director. 85/10/17. 7pp. 33306:002- 
33306:008. 

8511040230 Forwards Responses 1,6,7 & 8 inadvertently omitted from 851008 re- 
sponse to NRC 850722 request for addl info re several inservice insp relief requests 
during second 10-yr interval. 

TUCKER, H.B. Duke Power Co. 85/10/23. DENTON,H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). STOLZ.J.F. Operating Reactors Branch 4. 2pp. 
33295:056-33295:135. 

-8511040237 Forwards request for relief from current inservice & testing/insp proce- 
dures required following valve replacement.Prompt response requested. 

PARKER, W.O. Duke Power Co. 78/04/11. CASE.E.G. Office of Nuclear Reactor Reg- 
ulation, Director. REID.R. Operating Reactors Branch 4 (Pre 800428). 2pp. 33295:058- 
33295:059. 

-8511040247 Forwards request for relief from requirements of ASME Code Section 
XLRequest suppls 78041 1 & 0508 submittals. 

PARKER, W.O. Duke Power Co. 78/07/14. CASE.E.G. Office of Nuclear Reactor Reg- 
ulation, Director. REID,R. Operating Reactors Branch 4 (Pre 800428). 12pp. 
33295:060-33295:071. 

-8511040253 Forwards request for relief covering testing requirement following weld 
repair or mod to steam drains, vents, branch piping & valve replacement that cannot be 
isolated from hydrostatic testing of main header. 

PARKER, W.O. Duke Power Co. 78/07/21. REID.R. Operating Reactors Branch 4 (Pre 
800428). 4pp. 33295:072-33295:076, 

-8511040265 “Inservice Insp & Testing Program, Oconee Nuclear Station Unit 3," Relat- 
ed info end. 

* Duke Power Co. 85/10/23. 36pp. 33295:100-33295:135. 

8511060172 Forwards insp Repts 50-269/85-32,50-270/85-32 & 50-287/85-32 on 
850910-1 007.No violation or deviation identified. 

WALKER, R.D. Region 2, Office of Director. 85/10/24. TUCKER, H.B. Duke Power Co. 
ip. 33355:277-33355:285. 


8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 


8511110113 Forwards Insp Repts 50-269/85-35,50-270/85-35 & 50-287/85-35 on 
851 007-11. No violations or deviations noted. 

BROWNLEE.V.L. Region 2, Office of Director. 85/10/30. TUCKER, H.P. Duke Power 
Co. 1 p. 33387:001 -33387:007. 

-8511110124 Insp Repts 50-269/85-35,50-270/85-35 & 50-287/85-35 on 851007- 
1 1 .No violation or deviation noted.Major areas inspected:review & witnessing of pre & 
post-criticality tests following refueling outage & info notice followup. 

MATHIS.J.L., JAPE.F. Region 2, Office of Director. 85/10/28. 6pp. 33387:002- 
33387:007. 


8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 


8511180294 Responds to NRC 851001 Itr re violations noted in Insp Repts 50-269/85- 
27,50-270/85-27 & 50-287/85-27.Corrective actions: NCI 0-1461 issued on receiving 
errors & application of filler matl determined not to require stress relieving. 

TUCKER, H.B. Duke Power Co. 85/10/31. GRACE, J.N, Region 2, Office of Director. 
6pp. 33493:128-33493:133. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 


8511220130 Forwards supplemental request for relief from inservice insp requirements 
of 1980 Edition of ASMb Boiler & Vessel Code Section XI.Request concerns inservice 
insps during second 10-yr interval. 

TUCKER, H.B. Duke Power Co. 85/11/12. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). STOLZ.J.F. Operating Reactors Branch 4. 3pp. 
33570:001-33570:003. 

851 1250446 Ack receipt of 851014 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-269/85-25, 50-270/85-25 & 50-287/85-25. 

WALKER, R.D. Region 2, Office of Director. 85/11/12. TUCKER, H.B. Duke Power Co. 
Ip. 33617:087-33617:087. 

8511250257 Ack receipt of 851031 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-269/85-27, 50-270/85-27 & 50-287/85-27.!mplementation of 
corrective actions will be examined during future insps. 

BROWNLEE.V.L Region 2, Office of Director. 85/11/14. TUCKER, H.B. Duke Power 
Co. Ip. 33617:347-33617:347. 

8511130441 IE Bulletin 85-003, "Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres." Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103), 85/11/18. Consolidated Edison Co, of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notioe 85-088, "Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 


-8511060187 Insp Repts 50-269/85-32,50-270/85-32 & 50-287/85-32 on 850910- 
1007.No noncomplfance or deviation noted.Major areas 
inspected:operations, surveillance, maint,offsite review committee & startup from refuel- 
ing. 

BRYANT, J.C., SASSER, M.K., KING.LK Region 2, Office of Director. 85/10/23. 8pp. 
33355:278-33355:285. 

8511060147 Forwards Insp Repts 50-269/85-34,50-270/85-34 & 50-287/85-34 on 
850930-1 004.No violation or deviation identified. 

BROWNLEE.V.L Region 2, Office of Director. 85/10/25. TUCKER, H.B. Duke Power 
Co. Ip. 33355:259-33355:268. 


8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19, Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 


—8511060177 Insp Repts 50-269/85-34,50-270/8534 & 50-287/35*34 on 850930- 
1004. No violation or deviation noted.Majbr areas inspected:fire protection/prevention 
& followup on previously identified items. 

MILLER, W.H., CONLON.T.E. Region 2, Office of Director. 85/10/24. 9pp. 33355:260- 
33355:268. ^ r>- ' 

8511040342 ACk receipt of 851015 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-269/85-26, 50-270/85-26 *50-287/85-26. ^ 

WALKER, R.D. Region 2, Office of Director. 85/10/28. TUCKER.H.B. Duke Power Co. 
Ip. 33296:360-33296:360. 

8510250539 IE Bulletin 85-001 , "Steanrr Biriding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR, J.M. Director's Office, Office of Inspection and Enforcement 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 


8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 

33713:122. . ^ ; . ? 

8511270245 Forwards Insp Repts 50-269/85-37.50-270/85-37 & 50-287/85-37 on 
851008-1 1 1 1 & notice of violation. 

WALKER, R.D. Region 2, Office of Director. 85/11/2 2, TUCKER, H.B. Duke Power Co. 
2pp. 33627:170-33627:184. 

-851 1270247 Notice of violation from insp. on 851008-1 111 . . * > 

* Region 2, Office of Director. 85/11/22. ipt 33627:172-33627:172. 


8510250513' IE Into Notice 85-083; WentfafcF&ilures of GE PK-2 Test Blocks.” SVc list 
encL • ;••:••••• 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Ppst 
830103). 85/10/30: Consoiidated EdiSqa- York, Ina 136pp. 33358:003- 


-8511270251 insp Repts 50-269/85-37,50-270/85-37 & 50-287/85-37 on 851008- 
til 1 .Noncompliance nbtecfcfailure to document malfunctioning Valve 3LP-2 in reactor 
operator & senior reactor operator log, ^ 

BRYANT, J.C., SASSER, M.K., KINGjLP. Region 2, Office of Director. 85/11/21. 12pp. 
33627:173-33627:184. 
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R. Periodic operating reports & related correspondence 

8511220372 Monthly operating repts for Oct 1985.W/851 115 Itr. 

REAVIS, J.A., TUCKER.H.B. Duke Power Co. 85/10/31. 18pp. 33584:163-33584:180. 


S. Reportable occurrences, LERs & related correspondence 

8511070552 Forwards list of current AEOD studies of operational events re reactor & 
nonreactor activities. Each study will be documented as technical review.engineering 
evaluation or case study rept when completed. 

HELTEMES.C.J. AEOD, Directors Office. 85/11/05. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). TAYLOR, J.M. Director’s Office, Office of 
Inspection and Enforcement. MINOGUE.R.B. Office of Nuclear Regulatory Research, 
Director. 24pp. 33382: 1 60-33382: 1 83. 

8511150023 LER 85-001-01 :on 850723,unit tripped on high RCS pressure during sec- 
ondary feedwater transienLCaused by erroneous signal from failed integrated control 
sys module.Failed module replaced.W/851105 Itr. 

GODWIN, S.G.. TUCKER, H.B. Duke Power Co. 85/11/05. 5pp. 33465:346-33465:350. 

8511180413 PNO-) 1-85-1 07:on 851 107, plant taken out-of-svc after verification of turbine 
high bearing temp.Caused by main turbine bearing failure.Plant expected to be shut 
down for 5 to 14 days for repairs. 

BURGER, C., DANCE, H. Region 2, Office of Director. 85/11/07. Ip. 33497:160- 
33497:160. 

8511260208 LER 85-003-00:on 85 101 5, attempt to open electric motor operated valve 
3LP-2 from control room failed.Caused by low torque switch settings. Valve opened 
from valve actuator contractors by overriding limit circuit.W/851114 Itr. 

GODWIN, S.G., TUCKER.H.B. Duke Power Co. 85/11/14. 4pp. 33641:061-33641:064. 

8511270118 RO:on 8511 19,Keowee hydro Unit 2 inoperable beyond Oconee Tech Spec 
limit due to burned out laminated copper connection between two coils.Caused by 
cracked brazement. Connector & field coils will be replaced. 

TUCKER.H.B. Duke Power Co. 85/11/22. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). STOLZ.J.F. Operating Reactors Branch 4. 2pp. 
33709:280-33709:281. 


V. Operator Examinations 

8511210504 FOIA request for operator exam results from 1979 - 1982 to be placed in 
PDR. 

ENNIS, D.R. NUS Corp. 85/10/11. Division of Rules and Records. Ip. 33559:020- 
33559:020. 

8511210508 Responds to FOIA request for operator exam results to be placed in 
PDR.Forwards info listed on app.lnfo also available in PDR. Portions of info deleted. 
FELTON, J.M. Division of Rules and Records. 85/10/31. ENNIS, D.R. NUS Corp. 2pp. 
33559:021-33559:032. 

-8511210515 Exam rept results from Jul 1980 - Oct 1982. 

WILSON.B.A., BOGER.B.A., MAINES.R. Duke Power Co. 85/10/31. 10pp. 33559:023- 
33559:032. 
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F. Security, medical, emergency & fire protection plans 

8511070293 Ack receipt of 850915 revised reactor facility emergency plan.M Kay will be 
notified of plan & adequacy when review completed. 

THOMAS, C.O. Standardization & Special Projects Branch. 85/10/31. CRONYN.M. 
Reed College, Portland, OR. 3pp. 33379:152-33379:154. 


DOCKET 50-289 THREE MILE ISLAND NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8511270018 FOIA request for 810303, “Evacuation Time Estimates” & 
amends, updates, apps or addendums to rept. 

PALMER, u.S. Emergency Response Planning & Management, Inc. 85/10/18. NRC - 
No Detailed Affiliation Given. Ip. 33645:333-33645:333. 

8511110129 Temporary changes to emergency plan implementing procedures, including 
Rev 6 to 1004.15, “Post-Accident RCS Sampling,” Rev 11 to 1004.27, "Activation of 
Emergency Operations Facility” & Rev 8 to 1004.33, “Post-Accident Sample....” 
WHITEHEAD, J.L., READ.J.G., BEVELAQUA.J.J. General Public Utilities Corp. - GPU 
Service Corp. 85/10/30. 112pp. 33397:022-33397:133. 

8511130012 Forwards evaluation of 850702 justification for not submitting Tech Spec 
change request to reflect actual composition of site fire brigade of separate unit bri- 
gades, per Insp Rept 50-289/84-29.Justification acceptable. 

STOLZ.J.F. Operating Reactors Branch 4. 85/10/30. HUKILL.H.D. General Public Util- 
ities Corp. - GPU Service Corp. 4pp. 33455:318-33455:321. 

-8511130015 Evaluation of util 850702 justification for not submitting proposed changes 
to Tech Specs re site fire brigade & fire brigade training, per insp Rept 50-289/84- 
29.Tech Spec change not required. 

* NRC - No Detailed Affiliation Given. 85/10/30. 2pp. 33455:322-33455:323. 

8511130153 Temporary Change Notice 1-85-0179 for Rev 14 to Procedure 1004.4 re 
callout of duty roster personnel & Temporary Change Notice 1-85-0180 for Rev 5 to 
Procedure 1004.28 re activation of technical support ctr. 

* General Public Utilities Corp. - GPU Service Corp. 85/11/05. 50pp. 33426:187- 
33426:236. 

8511140201 Forwards Rev 7 to Vols 1,2 & attachments to "Fire Hazards Analysis Rept 
& App R Section III.G Safe Shutdown Evaluation.” Rev incorporates fire protection 
features to Train B equipment & components. 

HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 85/11/07. STOLZ.J.F. 
Operating Reactors Branch 4, 2pp. 33451:001-33454:198. 


-8511140208 Rev 7 to Vols 1,2 & attachments to “Fire Hazards Analysis Rept & App R 
Section III.G Safe Shutdown Evaluation." 

‘ General Public Utilities Corp. - GPU Service Corp. 85/11/07. 1,500pp. 33451:003- 
33454:198. 

8511270015 Responds to FOIA request for 810303, “Evacuation Time Estimates for 
Plume Exposure Pathway..." & amends, updates, apps or addendums to rept.Forwards 
rept.No other documents located.W/o end. 

FELTON.J.M. Division of Rules and Records. 85/11/07. PALMER, D.S. Emergency 
Response Planning & Management, Inc. Ip. 33645:332-33645:332. 

8511260156 Temporary change notices to revised emergency plan implementing 
procedures, including TCN 1-85-0189 to Rev 14 to Procedure 1004.6, "Addl Assist- 
ance & Notification.” 

BEAVER, J.R. General Public Utilities Corp. - GPU Service Corp. 85/11/20. 113pp. 
33609:148-33609:262. 


G. Adjudicatory correspondence 

8511050231 Answer supporting TMI Alert (TMIA) request for leave to intervene in 
hearing.Answer does not foreclose any position to be taken in future w/TMIA in 
proceeding.Certificate of Svc end. 

HENSLEY, M.C. Husted, C.A. HENSLEY, M.C. Hunton & Williams. #485 059. 85/11/ 
01. Atomic Safety and Licensing Board Panel. 4pp. 33330:231-33330:234. 

8511050276 Answer supporting GPU petition for leave to intervene in 
proceeding.Certificate of Svc end. 

HENSLEY.M.C. Husted, C.A. HENSLEY, M.C. Hunton & Williams. #485 058. 85/11/ 
01. Atomic Safety and Licensing Board Panel. 4pp. 33328:302-33328:305. 

8511070267 Forwards executed original & two conformed copies of Husted answer to 
TMI Alert request for leave to intervene in hearing granted to C Husted & answer to 
petition for leave to intervene. W/o encI.Related correspondence. 

HENSLEY.M.C. Hunton & Williams. #485 093. 85/11/01. Docketing & Services 
Branch. 1 p. 33362:270-33362:270. 

8511070338 Forwards util 851030 itr transmitting third rept of Nuclear Safety & Compli- 
ance Committee re restart remand on mgt - training.Svc list encI.Related correspond- 

BAUSER.D.B. Shaw, Pittman, Potts & Trowbridge. BAUSER.D.B. General Public Utili- 
ties Corp. - GPU Service Corp. #485 083. 85/11/04. EDLES.G.J.. JOHNSON, W.R., 
KOHL.C.N. Atomic Safety and Licensing Appeal Panel. 19pp. 33368:244-33368:262. 

8511120067 Forwards petition to join w/Ml Lewis petition to NRC for new & expanded 
hearings on leak rates.Author concerned w/correlation between cancer rates & radio- 
active releeses 

DAVENPORT.D. Affiliation Not Assigned. #485 117. 85/11/04. Commissioners. 2pp. 
33415:259-33415:265. 

-8511120076 Petition of D Davenport to join in petition of Ml Lewis for new or expand- 
ed contention re Hartman leak rate allegations. 

DAVENPORT.D. Affiliation Not Assigned. 85/11/04. Commissioners. 5pp. 33415:261- 
33415:265. 

8511150001 Response to util 851021 petition for leave to intervene.NRC does not 
oppose petition, subj to util satisfying requirements of 10CFR2.714(b). 

JOHNSON.G.E. Hearing Branch 4. #485 175. 85/11/12. Atomic Safety and Licensing 
Board Panel. 3pp. 33466:193-33466:200. 

-8511150007 Responds to TMI Alert (TMIA) 851020 petition for leave to intervene.NRC 
does not oppose petition.subj to TMIA satisfying requirements of 
10CFR2.714(b).Notice of appearance for GE Johnson & Certificate of Svc end. 
JOHNSON, G.E. Hearing Branch 4. 85/11/12. Atomic Safety and Licensing Board 
Panel. 3pp. 33466:196-33466:200. 

8511150004 Notifies that recipient undated request to join Mi Lewis petition for leak rate 
contention denied. ASLB & ASLAB ruled lack of jurisdiction in matter on 851015 & 
851025, respectively.Served on 851113. 

SMITH.I.W. Atomic Safety and Licensing Board Panel. #485 160. 85/11/12. 
DAVENPORT.D. Affiliation Not Assigned. Ip. 33466:145-33466:150. 


H. General correspondence 

8511270140 Opposes 850925 restart of facility due to chances of cancer & extensive 
medical costs & psychiatric care.Facility still unsafe. 

SMITH, M. Affiliation Not Assigned. 85/11/1 2. SNYDER, B.J. TMI Program Office. 2pp. 
33626:303-33626:304. 


I. Financial information 


8511190158 Describes changes, updating matl in GPU analyst fact book dtd 851001,re 
return of TMI-1 to svc & completion of retail rate cases in State of PA which led to 
significant changes in customer charges by operating companies. 

GRAHAM, J.G. General Public Utilities Corp. - GPU Service Corp. 85/11/13. Affiliation 
Not Assigned. 4pp. 33516:122-33516:125. 


P. Operating license stage documents & correspondence 

8511070078 FOIA request for records from 1930 to date re nuclear disasters & 
accidents, including but not limited to TMI events & info concerning actual or potential 
use or mfg of nuclear matls, weapons or related research in US. 

LAKE,E.J. Affiliation Not Assigned. 85/09/05. NRC - No Detailed Affiliation Given. Ip. 
33379:316-33379:316. 

8511070273 Forwards SER of util response to Items 3.1.3 & 3.2.3 of Generic Ltr 83- 
28.No post-maint testing requirements exist which degrade safety.Technical evaluation 
rept end. 

STOLZ.J.F. Operating Reactors Branch 4. 85/10/09. RODRIGUEZ.R.J. Sacramento 
Municipal Utility District. 2pp. 33379:286-33379:289. 



DOCKETED ITEMS 


69 


-8509260444 "Conformance to Generic Ltr 83-28, items 3.1.3 & 3.2.3, Arkansas 1 .Crys- 
tal River 3,Oconee 1 ,2 & 3, Rancho Seco & TMI-1 .” 

HAROLDSEN.R. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. 85/08/31. Divi- 
sion of Systems Integration (811005-851124). 11pp. 33379:290-33379:300. 

8511180410 Informs of change in practice concerning radiation measurements for deter- 
mining status of high radiation areas. New practice involves control of only areas 
where individual whole body dose likely to exceed 100 mrem/h. 

HEWARD.R.W. General Public Utilities Corp. - GPU Service Corp. 85/10/14. 
MURLEY.T.E. Region 1, Office of Director. 2pp. 33495:289-33495:290. 

8511070081 Responds to FOIA request for records from 1930 re nuclear disasters & 
accidents, including TMI & actual use or mfg of nuclear weapons.matls & research in 
US. Forwards 1984 Annual Rept & FOIA Request 85-145.W/0 ends. 

FELTON, J.M. Division of Rules and Records. 85/10/15. LAKE.E.J. Affiliation Not As- 
signed. 2pp. 33379:317-33379:318. 

8511010225 Summary of 851004 meeting w/B&W Owners Group Transient Assessment 
& Availability Committees in Bethesda,MD re operating experience of operating reac- 
tors & plans to improve experience. Viewgraphs end. 

VISSING.G.S. Operating Reactors Branch 4. 85/10/17. Operating Reactors Branch 4. 
94pp. 33304:239-33304:331. 

8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in JCfne 1984.App A documents available in PDR.Apps 
B & C documents partially & completely withheld, respectively, (ref Exemption 5). 
FELTON, J.M. Division of Rules and Records. 85/10/17. GILINSKY.V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

-8406060430 Advises Commission of status of remaining actions on UCS 1 0CFR2.206 
petition on TMI-1 emergency feedwater sys.Due to deficiencies identified, final decision 
will not be submitted by 840530. 

DIRCKS.W.J. Office of the Executive Director for Operations. 84/05/25. PALLADINO, 
GILINSKY, ROBERTS Commissioners. 2pp. 33537:178-33537:179. 

-8511130330 Forwards replacement of 840504 memo re TMI-1 restart recommenda- 
tions for temporary separation of addl individuals from nuclear duties.W/o end. 
MONTGOMERY, J. Office of Policy Evaluations. 84/05/08. PALLADINO, GILINSKY, 
ROBERTS Commissioners. Ip. 33535:036-33535:036. 

-8511140221 Forwards draft response to T Bevill 840531 ltr re Commission intent to 
pursue TMI-1 restart tentative schedule as announced in Apr. 

KAMMERER.C. Office of Congressional Affairs. 84/06/07. PALLADINO, GILINSKY, 
ROBERTS Commissioners. 3pp. 33535:261-33535:263. 

-8511140297 Forwards briefing paper on Ofc of Inspector & Auditor investigation of al- 
legations in UCS 2.206 petition re facility. 

HERR.F.W. Office of Inspector & Auditor. 84/Q6/20, PALLADINO Commissioners. 
3pp. 33535:295-33535:297. 

-8511180207 Notifies that Commission may be asked to give guidance to staff re pend- 
ing investigation during 840323 closed meeting. 

CHILK.S.J. Office of tne Secretary of the Commission. 84/03/23. GILINSKY Commis- 
sioners. Ip. 33536:020-33536:020. 

-8511180432 Lists documents that will be made available to public at TMI 840426 
meeting.Proprietary & personal privacy reviews only partially complete.Exhibits will not 

Ka rAlnciftiAH Si hAnrlinn rav/iou/ 

CHILK.S.J. Office of the Secretary of the Commission. 84/04/26. PALLADINO, GI- 
LINSKY, ROBERTS Commissioners. 1 p. 33536:31 1 -33536:31 1 . 

-8511180457 Advises that Commission will continue thorough review of Ofc of Investi- 
gation repts re mgt integrity before reaching final dedsion on facility restart issue.Oral 
presentations will be made on 840426 & 0522. 

DIRCKS,W.J. Office of the Executive Director for Operations. 84/04/26. PALLADINO 
Commissioners. Ip. 33536:313-33536:313. 

-8511180462 Advises that intimidation, Keaton, startup issues & changes in testimony re- 
maining four investigations,per Commission 840426 briefing on TMT.Issue described in 
Section I, Item 4 of Ofc of Secretary 840402 memo will not be pursued. 

HAYES, B.B. Office of Investigation. 84/04/30. PALLADINO, GILINSKY, ROBERTS 
Commissioners. I p. 33536:314-33536:314. 

8511060238 Forwards safety evaluation re util 831108 & 840201 responses to Generic 
Ltr 83-28 concerning Salem ATWS eventLIcensee compiled w/Actions 
3.1. 1,3. 1.2, 3.2.1, 3.2.2, 4.1 & 4.5*1 of ltr. 

STOLZ.J.F. Operating Reactors Branch 4, 85/10/28. HUKILL.H.D. General Public Util- 
ities Corp. - GPU Service Corp. 4pp. 33369:335-33369:344. 

—8511060416 Safety evaluation re util 631108 & 840201 responses to Generic Ltr 83-28 
concerning Salem ATWS event License complied w/Actions 3.1 ,1 .3.1 .2,3.2. 1 ,3.2.2,4.1 
& 4.5.1 ofltr. 

* NRC - No Detailed Affiliation Given, 85/10/28. 6pp. 33369:339-33369:344. ^ h 

8511010186 Pi)rwadS;!'HiBTu©ltarf8K40«!l : %i8 : WiFltan^s©m draftltrs & environ assess- 
ment re Duke Power Co request for approval of procedure for disposal of radioactively 
contaminated wood, for review.W/o end. 

ADENSAM.E.G. Licensing Branch 4. 85/10/30. BROWN, D. North Carolina, State of. 
ip. 33303:384^33303:354. 

8511040328" Forwards "Nuclear Safety & Compliance Committee Rept 3 ’to t&RH Board 
of Directors for Apr-Sept 1985," per JF O'Leary request 

CLARK, PiR. General Public Utilities Corp. - GPU Service Corp. 85/10/30. 
DENTON,H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). Ip. 
33296:160-33296:175. 

-8511040330 “Nudear Safety & Compliance Committee Rept 3 to GPU Nuclear Board 
of Directors for Apr-Sept 1965.” 

LANEY.R.V^ ,HUmP^ Public Utilities Corp. - GPU 

Service Corp. 85/10/15. 15pp. 33296:161-33296:175. 

8511 130377 Forwards .application ^.amencLto blcense DPR-SO.consisting of Tech 
Spec Change Request 1 prevising -tor •ottee^hre^gb generator 


-8511130379 Application for amend to License DPR-50, consisting of Tech Spec 
Change Request 1 48, revising repair limits for once-through steam generator tubes. 
HUKILL,H.D. General Public Utilities Corp. - GPU Service Corp. 85/11/06. Ip. 
33436:004-33436:004. 

-8511130383 Proposed Tech Spec Change Request 148, replacing Pages 4-80 & 82 & 
adding Page 85a re repair limits for once-through steam generator tubes.Supporting 
documentation end. 

* General Public Utilities Corp. - GPU Service Corp. 85/11/06. 315pp. 33436:005- 
33436:319. 


Q. Inspection reports, IE Bulletins & correspondence 


8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1 984.App A documents available In PDR.Apps 
B & C documents partially & completely withheld, respectively, (ref Exemption 5). 
FELTON, J.M. Division of Rules and Records. 85/10/17. GILINSKY.V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

-8511180699 Submits daily staff notes for 830722 re Salem Unit 2 restart,media inter- 
est in smoldering insulation at Hatch Unit 2 & notice of violation & proposed imposi- 
tion of civil penalties in amount of $140,000 issued on 830722 to GPU. 

DIRCKS.W.J. Office of the Executive Director for Operations. 83/07/25. PALLADINO, 
GILINSKY, ROBERTS Commissioners. 2pp. 33537:1 1 0-33537:1 1 1 . 

8511010307 Forwards listing of NRC & util activities in response to SALP identification 
of need to improve communications re priority of active issues. Previous commitment 
dates unaltered. 

HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 85/10/26. STOLZ.J.F. 
Operating Reactors Branch 4. 9pp. 33286:303-33286:311. 

8510250539 IE Bulletin 85-001, "Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp, 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, "Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 


8511110072 Forwards Special Safety Insp Rept 50-289/85-22 on 850916- 1011 & 
notice of violation. Interim corrective actions re emergency feedwater pump steam 
supply line safety valves acceptable. 

KANE,W.F. Region 1, Office of Director. 85/10/30. HUKILL.H.D. General Public Utili- 
ties Corp. - GPU Service Corp. 3pp. 33395:259-33395:306. 

-8511110077 Notice of violation from insp on 850916-1011. 

* Region 1, Office of Director. 85/10/30. Ip. 33395:262-33395:262. 

-8511110082 Special Safety Insp Rept 50-289/8 5-22 on 850916-1011. Violation 
noted.-improper storage of scaffolding in safety- related area. 

CONTE, R. Region 1, Office of Director. 85/10/30, 44pp. 33395:263-33395:306. 

8511130012 Forwards evaluation of 850702 justification for not submitting Tech Spec 
change request to reflect actual composition of site fire brigade of separate unit bri- 
gades, per Insp Rept 50-289/84-29. Justification acceptable. 

STOLZ.J.F. Operating Reactors Branch 4. 85/10/30. HUKILL.H.D. General Public Util- 
ities Corp. - GPU Service Corp. 4pp. 33455:318-33455:321. 

-8511130015 Evaluation of util 850702 justification for not submitting proposed changes 
to Tech Specs re site fire brigade & fire brigade training, per Insp Rept 50-289/84- 
29.Tech Spec change not required. 

* NRC - No Detailed Affiliation Given. 85/10/30. 2pp. 33455:322-33455:323. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 


8511010020 IE Info Notice 85-086, "Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN, E-L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511210073 Forwards Safety Insp Rept 50-289/85-24 on 85101 1-1 8.Concem ex- 
pressed re observation of worker standing on valve operator for open feedwaterisola- 
tion valvaObservation believed to reflect adverse trend in control of personnel. 
KANE.W.F. Region 1, Office of Director. 85/11/07. HUKILL,H.D. General Public Utili- 
ties Corp. - GPU Service Corp. 3pp. 33578:269*33578:302. 

-8511210083 Insp Rept 50-289/85-24 on 85101 1-1 8. Major areas inspected: power op- 
erations focusing on operator & mgt performance, related startup testing/ 
operations, DHR operational verification & operator requalification program. 

CONTE, R. Region 1 , Office of Director. 85/1 1 /04. 30pp. 33578:272-33578:302. 

8511130441 IE Bulletin 85-003, "Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list encL 
TAYLOR J.M. Director’s Office, Office of Im action and Enforcement 85/11/15. Con- 
solidated Edison Co. of New Yof^ Ibic, 160pp. 3$^|k250*33714?O3i; 

8511450098 ; IE Info Notice 85*081; “Hazards of Ipenting-Atmospherea" Svc list end. 
JORDANrE.L Division of Emergency Preparedness& Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co, of New York, Inc. 70pp. 33631:001- 
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8S1 1150107 IE Info Notice 85-088, "Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. 

A N , E . L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 


8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN , E. L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 


8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 


8511150120 IE Info Notice 85-090, "Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 

8511040395 Forwards semiannual matl status rept for Oct 1984 - Mar 1985. 

HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 85/04/30. Union Car- 
bide Corp. 5pp. 33306:076-33306:092. 

8511210158 Forwards "TMI Aquatic Study Monthly Rept for Aug 1985." 

RESSLER.W.C. General Public Utilities Corp. - GPU Service Corp. 85/10/07. 
HICKEY, C. NRC - No Detailed Affiliation Given. Ip. 33547:227-33547:240. 

-8511210161 "TMI Aquatic Study Monthly Rept for Aug 1985." 

* EA Engineering, Science & Technology, Inc. 85/08/31. 13pp. 33547:228-33547:240. 

8511060205 Forwards TMI-1 weekly status rept for wk of 851011-18. 

KANE.W.F. Region 1, Office of Director. 85/10/2 2. MURLEY.T.E. Region 1, Office of 
Director. 16pp. 33356:051-33356:066. 

8511070184 Forwards "TMI Aquatic Study Monthly Rept for Sept 1985." 

RESSLER.W.C. General Public Utilities Corp. - GPU Service Corp. 85/10/31. 
HICKEY, C. NRC - No Detailed Affiliation Given. Ip. 33363:168-33363:177. 

-8511070188 "TMI Aquatic Study Monthly Rept for Sept 1985.” 

* EA Engineering, Science & Technology, Inc. 85/09/30. 12pp. 33363:169-33363:177. 

8511260468 Forwards "TMI Aquatic Study, Monthly Rept for Oct 1985.” 

RESSLER.W.C. General Public Utilities Corp. - GPU Service Corp. 85/11/18. 
HICKEY, C. NRC - No Detailed Affiliation Given. Ip. 33616:003-33616:019. 

-8511260472 "TMI Aquatic Study, Monthly Rept for Oct 1985." 

* EA Engineering, Science & Technology, Inc. 85/10/31. 15pp. 33616:004-33616:019. 


S. Reportable occurrences, LERs & related correspondence 

8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1984.App A documents available in PDR.Apps 
B & C documents partially & completely withheld, respectively, (ref Exemption 5). 
FELTON, J.M. Division of Rules and Records. 85/10/17. GILINSKY.V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

-8511180387 Summarizes TMI Program Ofc site actions re polar crane & Parks 
issues.Action plan end. 

BARRETT.LH. TMI Program Office. 83/03/24. SNYDER.B.J. TMI Program Office. 
121pp. 33536:149-33536:271. 

8511070519 LER 81-013/01X-1:on 81 1125, bubble leakage test indicated leaking tubes 
in once-through steam generators (OTSG) A & B. Caused by inadvertent introduction 
of sulfur into RCS. Chemical agent removed & OTSGs repaired. W/85 1024 Itr. 
KOWKABANY.S., HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 85/ 
•in/n , * it J i idi cvte n — s — * OffirA nf Hirentor Snrv 33374:077-33374:083. 
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F. Security, medical, emergency & fire protection plans 

8511250113 Forwards revised Schedule B & addl items to "Long-Term Plan - Semian- 
nual Update" submitted by 850918 Itr.Revs clarify footnote on util initiated items & 
transfer emergency operations facility to Schedule B. 

HARRINGTON.W.D. Boston Edison Co. 85/11/18. VASSALLO.D.B. Operating Reac- 
tors Branch 2. 3pp. 33597:023-33597:025. 


P. Operating license stage documents & correspondence 

8511130381 Requests change to previous commitment to complete breakwater survey 
following major storm.Complete survey unnecessary expense unless initial walkdown 
indicates need. Annual breakwater survey will continue to be performed. 
HARRINGTON.W.D. Boston Edison Co. 85/10/16. VASSALLO.D.B. Operating Reac- 
tors Branch 2. 2pp. 33435:331-33435:332. 

8511110202 Requests that Commission delay recommendation in 851024 SECY 85-338 
to deny util 850923 request for extension of 851130 equipment qualification deadline 
until updated testing info provided on 851115. 

HARRINGTON.W.D. Boston Edison Co. 85/10/30. PALLADINO.NJ. Commissioners. 
2pp. 33397:267-33397:268. 

8511110181 Forwards calculations to aid in review of util 850401 response to NUREG- 
0737,ltem II.E.4.2.(7) re containment purge & vent isolation on high radiation 
signal.Signal will not contribute to significant safety increase. 

HARRINGTON.W.D. Boston Edison Co. 85/10/31. VASSALLO.D.B. Operating Rea* 
tors Branch 2. 322pp. 33393:159-33394:120. 

8511190106 Provides update on equipment qualification of 5 items (consisting of 15 in- 
dividual components),per Generic Ltr 85-1 S.Extension requested until 860208 for com- 
pleting documentation.Table of status of equipment end. 

HARRINGTON.W.D. Boston Edison Co. 85/11/15. VASSALLO.D.B. Operating Reac- 
tors Branch 2. 4pp. 33511:344-33511:347. 

8511220146 Application to amend License DPR-35, consisting of Proposed Change 85* 
12, deleting Surveillance Requirement 4.7.A.2.g re continuous monitoring of primary 
containment for gross leakage.Fee paid. 

HARRINGTON.W.D. Boston Edison Co. 85/11/15. VASSALLO.D.B. Operating Reac- 
tors Branch 2. 4pp. 33570:242-33570:246. 

-8511220148 Proposed Change 85-12 to Tech Spec 4.7. A re primary 
containment, deleting Section G. 

* Boston Edison Co. 85/11/15. Ip. 33570:246-33570:246. 

8511250179 Application for amend to License DPR-35, changing Tech Spec surveillance 
requirement for scram insertion time to require only 10% of CRDs be tested on rotat- 
ing basis at least once per 120 days of operation.Fee paid. 

HARRINGTON.W.D. Boston Edison Co. 85/11/19. VASSALLO.D.B. Operating Reac- 
tors Branch 2. 3pp. 33590:307-33590:310. 

-8511250189 Proposed Tech Specs, changing surveillance requirement for scram inser- 
tion time to require only 10% of CRDs be tested on rotating basis at least once per 
120 days of operation. 

* Boston Edison Co. 85/11/19. 3pp. 33590:310-33590:310. 


Q. Inspection reports, IE Bulletins & correspondence 

8511010056 Responds to NRC 850917 Itr re violations noted in Insp Rept 50-293/85- 
20.Corrective actions: monitor setpoints adjusted to Tech Spec limits & procedure de- 
veloped for actions when logarithmic radiation monitor readings beyond limits. 
HARRINGTON.W.D. Boston Edison Co. 85/10/15. WENZINGER.E.C. Region 1, Office 
of Director. 2pp. 33287:296-33287:297. 

8511010021 Responds to violations noted in Insp Rept 50-293/85-21. Corrective 
actions:personnel counseled re requirements of Procedure 1.3.24, "Failure & Malfunc- 
tion Rept” 

HARRINGTON.W.D. Boston Edison Co. 85/10/18. STAROSTECKI.R. Reqlon 1. Office 
of Director. 4pp. 33288:069-33288:072. 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 


8510250543 IE Jnfo Notice 85-083, "Potential Failures of GE PK-2 Test Blocks." Svc list 
end. 



8510250546 IE info Notice 85-084, “Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Enqineerina Resisonse fPost 
83010 3 l* 5/10/30 ‘ Consolidated Edison to. of New Yorklnc. 1 S 37pp ^3357*200- 
33357:336. 

85 P290039 IE- Info Notice 85-085, "Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Enqineerina Resoonse (Post 
Consolidated Edison Co. of New York, Inc. ?35pp. P 33357:063- 

33357:1 99, 

851 1010020 IE Info Notice 85-086, "Lightning Strikes at Nuclear Power Generating Sta- 
lions, ovc list enci. 

flSSn^ N, Qk L ;i?jSl i0 ?. of Preparedness & Engineering Response (Post 

Consolidated Edison Co. of New York, Inc. 139pp, 33385:198- 
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8511250304 Forwards Radiological Safety Insp Rept 50-293/85-27 on 850916-20 A 
notice of deviation.Review determined that protective conduit for detector cables of 
high-range containment sys not installed. 

MARTIN, T.T. Region 1, Office of Director. 85/11/13. HARRINGTON.W.D. Boston 
Edison Co. 2pp. 33618:096-33618:135. 

-8511250308 Notice of deviation from insp on 850916-20. 

* Region 1, Office of Director. 85/11/13. Ip. 33618:098-33618:098. 

-8511250309 Insp Rept 50-293/85-27 on 85091 6-20.Deviation noted:20 to 30 ft of re- 
dundant drywell detector cable not installed in conduit 

NIMITZ,R.L., CHEUNG.L.S., PASCIAK,W.J. Region 1, Office of Director. 85/11/07. 
37pp. 33618:099-33618:135. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, "Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, "Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness A Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 


DOCKET 50-295 ZION NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8511050236 Station Procedure Change Request A85-798, changing callout priority & 
personnel on Pages 4-7 of Rev 20 to Emergency Procedure EPIP 320-1, "Activation 
of Generating Station Emergency Plan...." Rev 24 to table of controls end. 
NYKIRK.A.W. Commonwealth Edison Co. 85/10/06. 7pp. 33327:247-33327:252. 

8511050110 Rev 4 to Emergency Plan Implementing Procedure EPIP 120-1, “Oper- 
ations Director.” Table of contents end. 

* Commonwealth Edison Co. 85/10/25. 5pp. 33320:239-33320:24 2. 

8511050124 Station Procedure Change Request A85-784 to Rev 5 to Emergency Plan 
Implementation Procedure EPIP 110-1, "Station Director," changing station superin- 
tendent title to station manager. 

* Commonwealth Edison Co. 85/10/25. 6pp. 33328:012-33328:017. 

8511050158 Revised Attachment 1, "Spill Prevention Control & Countermeasure Plans," 
to emergency plan implementing procedures, adding statement of review to indicate 
periodic review. 

* Commonwealth Edison Co. 85/10/25. 6pp. 33328:003-33328:008. 

8511050194 Rev 4 to Emergency Plan Implementing Procedure EPIP 140-1, “Maint Di- 
rector." 

* Commonwealth Edison Co. 85/10/25. 4pp. 33330:151-33330:154. 

8511050202 Station Procedure Change Request A85-785 to Emergency Plan Imple- 
menting Procedure EPIP-100-1, “Acting Station Director," indicating new commercial 
phone numbers. 

* Commonwealth Edison Co. 85/10/25. 7pp. 33324:348-33324:353. 

8511190372 Rev 5 to policy statement delineating requirements A procedures re emer- 
gency plan & procedures. 

REED.C. Commonwealth Edison Co. 85/10/29. Ip. 33511:006-33511:203. 

-8511190389 Rev 5 to "Generating Station Emergency Plan." 

GOLDEN.J.C. Commonwealth Edison Co. 85/10/28. 175pp. 33511:007-33511:203. 

8511110436 Advises that Human Factors Engineering Branch A Science Applications 
Inti plan to conduct DCRDR audit on 851112-15 & 851211 site visit to review util 
10CFR50,App R exemption request. Audit agenda end. 

VARGA, S.A. Operating Reactors Branch 1. 85/11/05. FARRAR, D.L. Commonwealth 
Edison Co. 4pp. 33404:294-33404:297. 

8511220297 Forwards Suppl 4 to “NUREG-0737 Suppl 1 DCRDR Program Plan,” com- 
prising names A qualifications of members of DCRDR team, per 830913 commitment. 
LEBLOND.P.C. Commonwealth Edison Co. 85/11/14. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). Ip. 33570:150-33570:169. 


8511180460 Rept of changes, tests A experiments performed at facility for 840122- 
850121. 

HARRINGTON, W.D. Boston Edison Co. 85/07/30. MURLEY.T.E. Region 1, Office of 
Director. 15pp. 33495:348-33495:362. 

8511220438 Monthly operating rept for Oct 1985.W/8511 13 Itr. 

HAMILTON, P., HARRINGTON.W.D. Boston Edison Co. 85/10/31. 7pp. 33584:102- 
33584:108. 

8511250113 Forwards revised Schedule B A addl items to "Long-Term Plan - Semian- 
nual Update” submitted by 850918 Itr.Revs clarify footnote on util initiated items & 
transfer emergency operations facility to Schedule B. 

HARRINGTON.W.D. Boston Edison Co. 85/11/18. VASSALLO.D.B. Operating Reac- 
tors Branch 2. 3pp, 33597:023-33597:025. 


S. Reportable occurrences, LERs & related correspondence 

8511070208 LER 85-01 2-02:on 850518,23 A 0606, HPCI sys tripped due to broken 
upper snubber, displaced concrete expansion anchors & bent piston rod on lower 
snubber.Hanger arrangement restored to as-built w/modlfied base plate. W/851 031 Itr. 
BELMONTE.G.G., HARRINGTON.W.D. Boston Edison Co. 85/10/31. 4pp. 33362:317- 
33362:320. 


8511200118 LER 85-028-00:on 851 010, discovered all active components of standby 
gas treatment sys not documented as tested-Caused by previous mgt deflciency.Tech 
Spec implementing procedure revised. W/851 112 Itr. 

BELMONTE.G., HARRINGTON.W.D. Boston Edison Co. 85/11/12, 3pp. 33556:182- 
33556:184. 

8511220008 LER 85-029-00:on 85101 8, HPCI Inverter circuit failure alarm & ATWS trou- 
ble alarm received in control room due io breaker trip.Caused by fluctuation of input 
voltaae.HPCI inverter previously modified.W/8511 15 Itr. 

BELMONTE.G.G., HARRINGTON.W.D. Boston Edison Co. 85/11/15. 3pp. 33584:284- 
33584:286. ... 


T. Hearing transcripts on non-antitrust matters 

8511040460 Transcript of 851025 meeting in Washington, DC re util requests for exemp- 
tion from environ qualification. Pp 1-76. 

* Commissioners. 85/1 0/25. 80pp. 33309:1 97-33309:279. 
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F. Security, medical, emergency A fire protection plana 

8511190479 Informs thafc851017 proposed changes Ip emergency plan do not meet te- 
drills. Plan should be revised within 60 days 


quirements for annual onsite emergency drills. I 
of Itr date. •; 

THOMAS, C.O;s ; Standardization * Special Pi. 
WILKINSON, R.E. Michigan State Univ., East Lansing, I 


Branch. 85/11/13. 


-8511220321 Suppl 4 to "NUREG-0737 Suppl 1 DCRDR Program Plan." 
HOWARD.R.E,, DAVIS, L.E. Commonwealth Edison Co. 85/11/08. 19pp. 33570:151- 
33570:169. 

8511190362 Submits updated schedule for implementation of A model.Delay encoun- 
tered in revising A model sys at Dresden, Quad Cities, LaSalle County & Zion facilities 
due to changeover from release rates to dose projections in software design. 
ALEXANDER, G. Commonwealth Edison Co. 85/11/15. DENTON.H.R. Office of Nucle- 
ar Reactor Regulation, Director (pre-851125). 2pp. 33511:242-33511:243. 


G. Adjudicatory correspondence 

8511150113 Advises that time for Commission to review Director's Decision DD-85-10 
expired.Commission declined review. Decision became final agency action on 
851 108.Served on 851113. 

CHILK.S.J. Office of the Secretary of the Commission. #485 159. 85/11/13. 
REYTBLATT.ZV. Warren Wilson College, Swannanoa, NC. Ip. 33463:012-33463:012. 


I. Financial information 

8511220452 Requests evaluation of effects of util cost curtailment program to assure 
that program does not contain elements which could affect safe operation or util com- 
mitments to NRCEvaluation results requested by 851 129. 

DIRCKS.W.J. Office of the Executive Director for Operations. 85/11/14. 
O'CONNOR, J.J. Commonwealth Edison Co. 2pp. 33601:028-33601:029. 


P. Operating license stage documents A correspondence 

8511060258 Informs of completion of program re superheated blowdowns outside 
containmentTemp envelopes for each plant to be established within min of 90 
days. List of equipment potentially affected by envelopes expected within 60 days. 
CERMAK.J.O. Westinghouse Operating Plants Owners Group. 85/10/28, 
WIGGINTON, D.L. Office of Nuclear Reactor Regulation, Director (pre-851125). Ip. 
33346:184-33346:184. * 

8511270031 FOIA request for procedures, rules A regulations inveffect in 1973-1976 re 
radiation exposure of persons working at plant 

KAPLAN, J.M. Karlan A Flel8cherv85/11/04. NBC - No Detailed Affiliation Given, Ip, 
33645:289-33645:289. 

8511220282 Forwards addl info re Generic Ltr 83-28, Item 1.2, including updated listings 
of digital ID descriptions A all sequence of events digitals A station abbreviation list, in 
response to 850829 telcon. 

ALEXANDER^. Commonwealth Edison Co. 85/11/05. DENTON.H.R. Office of Nucle- 
ar Reactor Regulation, Director (pre-851125). 37pp. 33570:038-33570:074. 

8511220126 Responds to 851023 request for extension of time to submit DOE/NRC 
Forms 742 A 742c for 6month reporting period ending 850930.Approval granted to 
extend submittal date from 851 030 to 851 1 15. 

BROWN, W.B. Material Licensing A International Activities Branch. 85/11/08. 
WEIN,E.T. Commonwealth Edison Co. Ip. 33603:255-33603:255. 
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-8511220163 Informs of licensee 851023 request to extend submittal date for DOE/ 
NRC Forms 742 & 742c from 851030 to 841115 due to problems w/ Nuclear Data 
Bank Computer Sys.Approval recommended. 

JACKSON, R.L. Division of Safeguards. 85/11/08. BROWN.W.B. Material Licensing & 
International Activities Branch. Ip. 33603:256*33603:256. 

8511220288 Application for amends to Licenses DPR-39 & DPR-48, deleting 800229 
confirmatory order in response to disproportionally high contribution to total societal 
risk from reactor accidents.Fee paid. 

REED,C. Commonwealth Edison Co. 85/11/18. DENTON.H.R. Office of Nuclear Re- 
actor Regulation, Director (pre-851125). 9pp. 33570:101-33570:109. 

8511220335 Discusses actions re claims of alleged inadequacies in containment leak 
rate tests performed at LWR plants.Matter will not be considered further. 
BERNERO.R.M. Division of Systems Integration (811005-851124). 85/11/18. 
REYTBLATT.Z.V. Illinois Institute of Technology, Chicago, IL. 3pp. 33602:122- 
33602:124. 

8511220278 Forwards comments on NRC rept on Probabilistic Safety Study, per 
850826 requestTwo suggestions in end warrant implementation.Third suggestion re 
mod of diesel-driven containment spray pumps not cost justifiable. 

REED.C. Commonwealth Edison Co. 85/11/19. DENTON.H.R. Office of Nuclear Re- 
actor Regulation, Director (pre-851125). 7pp. 33570:075-33570:081. 

8511270036 Responds to FOIA request for procedures, rules & regulations in effect in 
1973-1976 re radiation exposure at plant.App A documents end. Documents listed in 
App A & B also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 85/11/19. KAPLAN.J.M. Karlan & 
Fleischer. 3pp. 33645:290-33645:312. 


Q. Inspection reports, IE Bulletins & correspondence 

8511110257 Responds to NRC 850927 Itr re violations noted in Insp Repts 50-295/85- 
30 & 50-304/85-31. Corrective actions:daily performance checks of Eberline alpha 
counter initiated per Chemistry Procedure ZCP 531-7. 

FARRAR.D.L. Commonwealth Edison Co. 85/10/24. KEPPLER.J.G. Region 3, Office 
of Director. 3pp. 33397:250-33397:252. 

8510250539 IE Bulletin 85-001, "Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8511040153 Requests that plant drawings (Size D or larger) identified in end be for- 
warded to K McConnell by 860201 ,to aid in preparation for regulatory effectiveness 
review scheduled for 860609-13. 

HIND.J.A. Region 3, Office of Director. 85/10/29. FARRAR.D.L Commonwealth 
Edison Co. 2pp. 33293:234-33293:235. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, "Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, "Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511110215 Informs that regulatory effectiveness review scheduled for 860609-13 
canceled.Review not rescheduled.Site-specific drawings requested in 851029 Itr 
should be provided by specified date. 

AXELSON.W.L Region 3, Office of Director. 85/11/01. FARRAR.D.L Commonwealth 
Edison Co. Ip. 33397:306-33397:306. 

8511010020 IE Info Notice 85-086, "Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end, 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511110140 Forwards Exam Rept 50-295/OLS-86-01 of exam administered on 
850930,1001-03 & 16 for Units 1 & 2. 

REYES, LA. Region 3, Office of Director. 85/11/05. REED.C. Commonwealth Edison 
Co. 2pp. 33387:084-33387:179. 

-8511110149 Exam Rept 50-295/OLS-86-01 on 850930,1001-03 & IS.Exam 
resultsmine candidates passed & one failed. 

HIGGINS, R.L, HEMMING, W.C., DOYLE.P.V. Region 3, Office of Director. 85/11/04. 
94pp. 33387:086-33387:179. 

8511220313 Responds to NRC 851008 Itr re violations noted In Safety Insp Repts 50- 
295/85-34 & 50-304/85-36.Corrective actions: log to follow & trend gross amount of 
liquid waste released per quarter created & maintained. 

FARRAR, D.L Commonwealth Edison Co. 85/1 1/07. KEPPLER.J.G. Region 3, Office 
of Director. 2pp. 33570:110-33570:111. 

8511140317 Forwards Safety Insp Repts 50-295/85-31 & 50-304/85-32 on 850904- 
1007 & notice of violation. Written response to notice of violation requested. 
CHRISSOTIMOS,N. Region 3, Office of Director. 85/11/08. REED.C. Commonwealth 
Edison Co. 2pp. 33450:229-33450:243. 

-8511140319 Notice of violation from insp on 850904-1007. 

CHR1SSOTJMOS.N. Region 3, Office of Director. 85/11/07. 2pp. 33450:231- 
33450:232. 


-8511140321 Insp Repts 50-295/85-31 & 50-304/85-32 on 850904-1007. Violation 
noted:failure to meet reporting requirements of 10CFR50.72 & 50.73 for ESFAS actu- 
ations. 

HEHL.C.W. Region 3, Office of Director. 85/11/07. 11pp. 33450:233-33450:243. 

8511190042 Responds to IE Bulletin 85-02 re STA mods to Westinghouse DB-50 trip 
breakers.Zion Station Unit 1 mod completed & Unit 2 mod in progress.Byron utilizes 
different breaker, but STA mod will be installed. 

ALEXANDER, G.L. Commonwealth Edison Co. 85/11/14. KEPPLER.J.G. Region 3, 
Office of Director. 2pp. 3351 0:1 45-3351 0:1 46, 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres." Svc list end 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214* 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 


8511180312 Monthly operating repts for Oct 1985.W/851105 Itr. 

AUSTIN.G., PLIML.G.J. Commonwealth Edison Co. 85/10/31. 12pp. 33501:330- 
33501:341. 


S. Reportable occurrences, LERs & related correspondence 


8511070343 LER 85-035-00:on 84051 3, caustic contaminant accidently entered rad- 
waste sys releasing radioactive contaminant in liquid waste.Caused by maint person- 
nel performing environ insp on sys valves. Waste processed. W/851 031 Itr. 
HEMMERLE, D.P., PLIML,G.J. Commonwealth Edison Co. 85/10/31. 3pp. 33374:177- 
33374:179. 

8511070470 LER 85-032-01 :on 850909, six containment isolation phase A valves 
stroked dosed during Periodic Test PT-10, “Safeguards Actuation Unit 1”. Caused by 
personnel error. Test operators cautioned. W/851 031 Itr. 

ROHDE, J.E., PLIML.G.J. Commonwealth Edison Co. 85/10/31. 4pp. 33374:163- 
33374:166. 

8511130194 LER 85-036-00:on 851005,w/purge in progress, chart recorder for miscella- 
neous vent stack gas radiation monitor deenergized.Caused by personnel error.Purge 
terminated. W/851 104 Itr. 

KASSNER.G., PLIML.G.J. Commonwealth Edison Co. 85/11/04. 4pp. 33444:025- 
33444:028. 

8511110206 Special rept re failure to notify NRC of quarterly release of radioactive matt 
in excess of 2.5 Ci per unit on 840513. Failure to submit rept documented in LER 85- 
035-00 & insp repts. 

LEBLOND.P. Commonwealth Edison Co. 85/11/07. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 3pp. 33397:260-33397:262. 

8511180311 LER 85-037-00:on 851012,during release of OB lake discharge tank into 
discharge canal 2, isolation valve failed to dose on high radiation alarm resulting from 
detector tube failure.Cause undetermined.W/851108 Itr. 

KUECHLE.C., PLIML.G.J. Commonwealth Edison Co. 85/11/08. 3pp. 33501:173- 
33501:175. 

8511220184 LER 85-038-00:on 851015,discovered that portion of component cooling 
ASME Class III piping not tested by 10-yr hydrostatic test.Caused by personnel 
error.Review of test packages & piping diagrams performed.W/851 1 14 Itr. 
TREDWAY.J.B., PLIML,G.J. Commonwealth Edison Co. 85/11/14, 3pp. 33585:024- 
33585:026. 

8511220403 LER 85-039-00:on 851 01 5, low svc water header pressure caused auto 
start of svc water pump IB.Caused by procedural deficiency in periodic Test PT-9.Cau* 
tionary note added to PT-9.W/851114 Hr. 

BROWN, M.E., PLIML.GJ. Commonwealth Edison Co. 85/11/14. 3pp. 33584:122- 
33584:124. ■ 

8511260188 LER 85-041-00:on 851022, “1 h outside Delta 1 band in last 24 h” annund- 
atbrs found inoperabte,Caused by error in computer program.Error corrected & pro- 
gram tested. Administrative procedure implemented.W/851121 Itr. 

PETRAK.T.G., PUML.G.J. Commonwealth Edison Co. 85/11/21. 4pp, 33641:066- 

o'acyM -nfio rr 
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T. Hearing transcripts on non-antitrust matters 

8511220335 Discusses actions re claims of alleged inadequacies in containment leak 
rate tests performed at LWR plants.Matter will not be considered further. 
BERNERO.R.M. Division of Systems Integration (811005-851124). 85/11/18. 
REYTBLATT.Z.V. Illinois Institute of Technology, Chicago, IL. 3pp. 33602:122- 
33602:124. 

-8511220337 Transcript of 851017 public meeting in Glen Ellyn, IL w/Z Reytblatt re con- 
tainment leak rates.Pp 1-135.Supporting documentation end. 

* Commissioners. 85/10/17. 175pp. 33602:125-33602:317. 


V. Operator Examinations 

8511110140 Forwards Exam Rept 50-295/OLS-86-01 of exam administered on 
850930,1001-03 & 16 for Units 1 & 2. 

REYES, L.A. Region 3, Office of Director. 85/11/05. REED.C. Commonwealth Edison 
Co. 2pp. 33387:084-33387:179. 

-8511110149 Exam Rept 50-295/OLS-86-01 on 850930,1001-03 & 16.Exam 
resultsrnine candidates passed & one failed. 

HIGGINS, R.L., HEMMING, W.C., DOYLE, P.V. Region 3, Office of Director. 85/11/04. 
94pp. 33387:086-33387:179. 


DOCKET 50-296 BROWNS FERRY NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 

8511010363 Ack receipt of scope & objectives for 1985 emergency preparedness 
exercise.Submittal appears to fulfill min requirements for full-scale exercise.Complete 
scenario will be reviewed when received. 

VERRELLI.D.M. Region 2, Office of Director. 85/09/11. PARRIS, H.G. Tennessee 
Valley Authority. Ip. 33298:344-33298:344. 

8511050049 Ack receipt of scenario for emergency exercise on 851113. Submittal 
meets min requirement for full-scale exercise. 

VERRELLI.D.M. Region 2, Office of Director. 85/10/17. PARRIS, H.G. Tennessee 
Valley Authority. Ip. 33342:026-33342:026. 

8511010191 Forwards “Multi-Jurisdictional Radiological Emergency Response 
Plan, Browns Ferry Nuclear Power Plant." 

DOMER.J.A. Tennessee Valley Authority. 85/10/24. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). Ip. 33283:250-33284:070. 

-8511010205 “Multi-Jurisdictional Radiological Emergency Response Plan, Browns 
Ferry Nuclear Power Plant." 

* Tennessee, State of. 85/10/03. 180pp. 33283:251-33284:070. 

8511130105 Revised emergency plan implementing procedures, including temporary 
changes to IP-1, “Browns Ferry Implementing Procedures Document" & BFN IP-21, 
"Operations Support Ctr (OSC) Operations." W/851 107 Itr. 

MARKS, B.K., HUFHAM.J.W. Tennessee Valiey Authority. 85/11/07. GRACE, J.N. 
Region 2, Office of Director. 14pp. 33426:169-33426:182. 

8511130182 Rev 0 to Central Emergency Ctr Implementing Procedure IP-21, “Div of 
Medical Svcs, Support to CECC." Rev 1 to table of contents also encl.W/851107 Itr. 
HUFHAM.J.W. Tennessee Valley Authority. 85/11/07. GRACE, J.N. Region 2, Office of 
Director. 10pp. 33437:292-33437:301. 

8511130215 Revised radiological emergency plan implementing procedures, including 
IP-14, “Health Physics Procedure,” IP-15, “Emergency Exposure” & IP-17, “Emergen- 
cy Equipment & Supplies." W/851 107 Itr. 

HUFHAM,J.W. Tennessee Valley Authority. 85/11/07. GRACE, J.N. Region 2, Office of 
Director. 92pp. 33427:001-33427:092. 

8511200333 Notification of 851203 meeting w/util in Bethesda,MD to discuss revised 
App R plan. 

LONG.W.O. Operating Reactors Branch 2. 85/11/14. VASSALLO.D.B. Operating Re- 
actors Branch 2. 2pp. 33561:234-33561:236. 

8511260230 Forwards revised response to Reg Guide 1.97.Range for RCS pressure in- 
dication changed from 0-1,500 psig to 0-1,200 psig to increase accuracy of instru- 
ments. 

HUFHAM.J.W. Tennessee Valley Authority. 85/11/20. VASSALLO.D.B. Operating Re- 
actors Branch 2. 9pp. 33608:314-33608:322. 


P. Operating license stage documente & correspondence 

8511010006 Confirms 851004 telcon re 851023 mgt meeting at facility to review status 
of cable tray & support designProposed agenda end. 

GRACE, J.N. Region 2, Office of Director. 85/10/17. PARRIS, H.G. Tennessee Valley 
Authority. 3pp. 33299:026-33299:028. 

8511060410 Informs that NRC not anticipating any shortening of schedule presented in 
850917 Itr re restart of operating units & licensing of Watts Bar, based on need for 
special insps & for meeting w/Commission. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/28. 
PARRIS, H.G. Tennessee Valley Authority. 3pp. 33370:215-33370:217. 

851118Q412 Application for amends to Licenses DPR-33.DPR-52 & DPR-68, changing 
Tech Specs to add limitations on overtime work by plant staff per NRC policy state- 
ment. 

DOMER.J.A. Tennessee Valley Authority. 85/11/05. VASSALLO.D.B. Operating Reac- 
tors Branch 2. 2pp. 33495:219-33495:229. 

-8511180418 Proposed Tech Specs re limitations on overtime work by plant staff per- 
forming safety-related functions per Generic Ltr 82-12. 

* Tennessee Valley Authority. 85/11/05. 9pp. 33495:221-33495:229. 

8511130301 informs that listed items will be submitted to NRC by 851125 in lieu of 
summaries of closed nuclear safety review staff repts transmitted to NRC on 
850927, per recent discussions w/ EG Adensam concerning summary deficiencies. 
PARRIS, H.G. Tennessee Valley Authority. 85/11/06. DENTON, H.R, Office of Nuclear 
Reactor Regulation, Director (pre-851125). 2pp. 33437:302-33437:303. 


8511260320 Forwards requests for temporary exemption from App J testing of reactor 
bldg closed cooling water valves. Exemptions requested to accommodate schedule 
requirements.Approval by 860219 requested. 

HUFHAM.J.W. Tennessee Valley Authority. 85/11/20. VASSALLO.D.B. Operating Re- 
actors Branch 2. 8pp. 33609:263-33609:270. 

8511260404 Forwards addl info re analog trip sys instrumentation to update info submit- 
ted in 850508 Itr. Info designates which transmitters obtained from different vendors & 
provides environ interface temp & humidity data for new instruments. 

HUFHAM.J.W. Tennessee Valley Authority. 85/11/20. VASSALLO.D.B. Operating Re- 
actors Branch 2. 6pp. 33613:014-33613:019. 


Q. Inspection reports, IE Bulletins & correspondence 

8511010024 Forwards Insp Repts 50-259/85-44,50-260/85-44 & 50-296/85-44 on 
85091 0-1 4.No violation or deviation noted. 

VERRELLI.D.M. Region 2, Office of Director. 85/10/15. PARRIS, H.G. Tennessee 
Valley Authority. 2pp. 33299:038-33299:044. 

-8511010028 Insp Repts 50-259/85-44,50-260/85-44 & 50-296/85-44 on 850909- 
13.No violation or deviation noted.Major areas inspected.-refueling activity, spent fuel 
pool activity & local leak rate testing. 

MATHIS, J.L., JAPE.F. Region 2, Office of Director. 85/10/10. 5pp. 33299:040- 
33299:044. 

8511040008 Ack receipt of 851003 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-259/85-39, 50-260/85-39 & 50-296/85-39. 

WALKER, R.D. Region 2, Office of Director. 85/10/15. PARRIS, H.G. Tennessee Valley 
Authority. 1 p. 33308: 1 94-33308: 194. 

8511040227 Ack receipt of 850927 Itr informing NRC of steps taken to correct violations 
& deviations noted in Insp Repts 50-259/85-36,50-260/85-36 & 50-296/85-36. 
WALKER, R.D. Region 2, Office of Director. 85/10/16. PARRIS, H.G. Tennessee Valley 
Authority. 1 p. 33306:322-33306:322. 

8511040326 Forwards Insp Repts 50-259/85-45,50-260/85-45 & 50-296/85-45 on 
850821-0930 & notice of violation. Violation re diesel maint under consideration for es- 
calated enforcement action. 

WALKER, R.D. Region 2, Office of Director. 85/10/28. PARRIS, H.G. Tennessee Valley 
Authority. 2pp. 33296:187-33296:209. 

-8511040327 Notice of violation from insp on 850831-0930. 

* Region 2, Office of Director. 85/10/28. 3pp. 33296:189-33296:191. 

-8511040331 Insp Repts 50-259/85-45,50-260/85-45 & 50-296/85-45 on 850820- 
0930.Noncompliance noted:failure to take corrective action for diesel generator false 
start & to maintain record of diesel generator surveillance instruction. 

PAULK, G.L., PATTERSON, C.A., BROOKS, C.R. Region 2, Office of Director. 85/10/ 
23. 18pp. 33296:192-33296:209. 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, "Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511110001 Forwards Vol 1 to “Nuclear Performance Plan, Corporate” & Vol 2 to “Nu- 
clear Performance Plan, Sequoyah," in response to 850917 request to correct deficien- 
cies in SALP. 

DEAN.C.H. Tennessee Valley Authority. 85/11/01. DIRCKS.W.J. Office of the Execu- 
tive Director for Operations. 3pp. 33398:063-33400:041. 

-8511110002 Vol 1 of “Nuclear Performance Plan, Corporate." 

* Tennessee Valley Authority. 85/11/01. 204pp. 33398:066-33398:269. 

8511140078 Informs of withdrawal of violation, Item 4 from Insp Repts 50-259/85-06,50- 
260/85-06 & 50-296/85-06.Amended response providing clarification of Note 1.A re 
suspension of operations involving core alterations requested. 

GRACE, J.N. Region 2, Office of Director. 85/11/01. PARRIS, H.G. Tennessee Valley 
Authority. 2pp. 33467:245-33467:246. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc, 139pp. 33385:198- 
33385:335. 

8511130151 Forwards Insp Repts 50-259/85-47,50-260/85-47,50-296/85-47, 50-327/ 
85-33 & 50-328/85-33 on 851007-11. No violations or deviations identified. 
VERRELLI.D.M. Region 2, Office of Director. 85/11/06, PARR1S.H.G. Tennessee 
Valley Authority, 2pp. 33425:1 18-33425:128. 

-8511130159 Insp Repts 50-259/85-47,50-260/85-47,50-296/85-47, 50-327/85.33 & 
50-328/85-33 on 851 007-11. No violations or deviations noted.Major areas 
inspected:offsite support staff & onsite review committee. 

SMITH, C., MOORE.R., BELISLE.G.A. Region 2, Office of Director. 85/10/31. 9pp. 
33425:120-33425:128. 
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8511130191 Forwards Insp Repts 50-259/85-49,50-260/85-49 & 50-296/85-49 on 
851 001 -25. No violations or deviations noted. 

VERRELLI.D.M. Region 2, Office of Director. 85/11/07. PARRIS.H.G. Tennessee 
Valley Authority. 2pp. 33427:118-33427:136. 

-8511130198 Insp Repts 50-259/85-49,50-260/85-49 & 50-296/85-49 on 851001- 
25.No violations or deviations noted.Major areas inspected:operational safety, maint 
observation, ROs, mods, surveillance & regulatory performance. 

PAULK.G.L., PATTERSON, C.A., BROOKS.C.R. Region 2, Office of Director. 85/11/ 
06. 17pp. 33427:120-33427:136. 

8511260684 Forwards Insp Repts 50-259/85-50,50-260/85-50 & 50-296/85-50 on 
85101 5-1 8.No violations or deviations noted. 

VERRELLI.D.M. Region 2, Office of Director. 85/11/13. PARRIS.H.G. Tennessee 
Valley Authority. 2pp. 33620:281-33620:289. 


V. Operator Examinations 

8511220181 Forwards listing of candidates to be administered requalification exam on 
851 11 8. Random selection process used in determining identity of examinees. 
VERRELLI.D.M. Region 2. Office of Director. 85/11/07. PARRIS.H.G. Tennessee 
Valley Authority. 2pp. 33584:333-33584:334. 

8511270202 Notifies of operator license exams scheduled for wk of 860127.Ref matl 
listed in Enel 1 requested by 851206. Applications requested at least 60 days prior to 
exam. 

VERRELLI.D.M. Region 2, Office of Director. 85/11/18. PARRIS.H.G. Tennessee 
Valley Authority. 5pp. 33626:355-33626:359. 


Y. Dry Cask Independent Spent Fuel Storage Installations 


-8511260690 Insp Repts 50-259/85-50,50-260/85-50 & 50-296/85-50 on 851015- 
18.No violation or deviation noted.Major areas inspected:local leak rate testing. 
WHITENER.H.L., JAPE.F. Region 2, Office of Director. 85/11/07. 7pp. 33620:283- 
33620:289. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.'* Svc list end. 

TAYLOR, J.M. Director's Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 


8511120093 Summary of 851029-30 meeting w/DOE & BNWL in Seattle, WA re com- 
merical spent fuel mgt program. 

ROBERTS, J.P. Advanced Fuel & Spent Fuel Licensing Branch. 85/11/06. 
ROUSE, L.C. Advanced Fuel & Spent Fuel Licensing Branch. 2pp. 33433:311* 
33433:312. 
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8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19, Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 

8511180753 Monthly operating repts for Aug 1985.W/850917 itr. 

THOM.T., LEWIS, R.L. Tennessee Valley Authority. 85/08/31. 31pp. 33499:187- 
33499:219. 


S. Reportable occurrences, LERs & related correspondence 

8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1984.App A documents available in PDR.Apps 
B & C documents partially & completely withheld, respectively, (ref Exemption 5). 
FELTON, J.M. Division of Rules and Records. 85/10/17. GILINSKY.V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

-8511180215 PNO-ll-83-065:licensee informed area media that util will shut down unit 
by 830906 to conduct pipe crack insps.lnsps previously scheduled for 831111 refuel- 
inq outage. 

BUTCHER, R„ CONTRELL.F. Region 2, Office of Director. 83/08/19. Ip. 33536:021- 
33536:021. 

8511130001 Forwards input for App B of AO rept to Congress for Third Quarter 
CY85 Info re license suspensions, orders & new generic safety issues also end. 
DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/31. 
HELTEMES.C.J. AEOD, Director’s Office. 5pp. 33455:006-33455:024. 

-8510160384 Requests assistance to complete preparation of AO rept to Congress for 
Third Quarter CY85.Proposes listed events for reporting.Response requested by 

HELTEMES C J AEOD, Director’s Office. 85/10/07. DENTON.H.R. Office of Nuclear 
ReaSor Regulation, Director (pre-851125). 14pp. 33455:011-33455:024. 

8511220045 PNO-IJ-85-109:on 851113,six employees received contamination on skin or 
shoe during scheduled emergency drill.Caused by pouring less than 1 mCi Tc-99m to 

SolBnsTr" 2PP. 33569:050-33569:051 . 

8511270216 PNO-ll-85-1 09A:five employees contaminated w/Tc-99 during emergency 
drill last wkJVA successfully decontaminated four employees. Fifth individual received 

hS’sEY 4 c re Reg?on^ d Offioe of Director. 85/11/19. 2pp. 33627:185-33627:186. 

8511260595 LER 85-023-00:on 851023,inadvertent secondary containment isolation oc- 
curred during performance of surveillance instruction on reactor bldg/refuel zone radi- 
ation monitors: Caused by blown fuse.Power supply replaced.W/851122 Itr. 
STEElIrX LEWIS, R, L T ennessee Valley Authority. 85/11/22. 3pp. 33620:328- 
33620:330. 


F. Security, medical, emergency & fire protection plans 

8511070080 Revised emergency plan implementing procedures, including Rev 5 to 5.7.1, 
“Cooper Nuclear Station Emergency Plan Implementation, " Rev 5 to 5.7.24, “Medi- 
cal" & Rev 2 to 5.7.28, “Emergency Director.” W/851011 Itr. 

WINDHAM, R., PILANT.J.M. Nebraska Public Power District. 85/10/11. MARTIN, R.D. 
Region 4, Office of Director. 184pp. 33366:230-33367:053. 

8511130081 Rev 7 to Emergency Plan Implementing Procedure 5.7.9, "Activation of 
Emergency Operations Facility." W/851107 Itr. 

WINDHAM, R., SAYER.J., PILANT.J.M. Nebraska Public Power District. 85/11/07. 
MARTIN, R.D. Region 4, Office of Director. 16pp. 33426:050-33426:065. 

8511190225 Forwards FEMA 851031 Itrs to States of NE & MO re 851016 offsite radio- 
logical emergency exercise.Timely resolution of six noted deficiencies requested. 
MARTIN, L.E. Region 4, Office of Director. 85/11/14. PILANT.J.M. Nebraska Public 
Power District. 7pp. 33515:330-33515:336. 

8511260158 Ack receipt of 850930 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-298/85-22. 

MARTIN.L.E. Region 4, Office of Director. 85/11/14. PILANT.J.M. Nebraska Public 
Power District. 2pp. 33641:201-33641:204. 

-8511260164 Responds to NRC 850905 Itr re violations noted in Insp Rept 50-298/85- 
22.Corrective actions:individuals deficient in emergency training suspended from emer- 
gency planning responsibilities & methodology for training modified. 

PILANT.J.M. Nebraska Public Power District. 85/09/30. JOHNSON.E.H. Region 4, 
Office of Director. 3pp. 33641:202-33641:204. 

8511260168 Forwards Insp Rept 50-298/85-24 on 850801-0930 & notice of violation. 
MARTIN, L.E. Region 4, Office of Director. 85/11/14. PILANT.J.M. Nebraska Public 
Power District. 2pp. 33641:178-33641:200. 

—8511260176 Insp Rept 50-298/85-24 on 850801 -0930. Violation noted: inadequate op- 
erating procedures, unattended & unlocked security records storage container & failure 
to meet NRC reportability requirements & perform surveillance testing. 

DUBOIS, D.L., JAUDON.J.P. Region 4, Office of Director. 85/11/13. 19pp. 33641:182- 
33641:200. 

8511250260 Advises that addl SPDS info will not be submitted by date specified in 
841005 Itr re verification & validation testing.Start of 1,000 h test scheduled for 
860115.lnfo will be submitted by 860501. 

PILANT.J.M. Nebraska Public Power District. 85/11/15. VASSALLO.D.B. Operating 
Reactors Branch 2. Ip. 33596:259-33596:259. 


P. Operating license stage documents & correspondence 

8511260243 "Summary Technical Rept on Primary Containment Integrated Leak Rate 
Test Performed 850812-13." W/851 1 13 Itr. 

PILANT.J.M. Nebraska Public Power District. 85/08/13. VASSALLO.D.B. Operating 
Reactors Branch 2. 100pp. 33610:003-33610:138. 


Q. Inspection reports, IE Bulletins & correspondence 


8511010088 Forwards Insp Rept 50-298/85-25 on 850826-30.No violations or devi- 
ations noted. 

JOHNSON.E.H. Region 4, Office of Director. 85/10/21. PILANT.J.M. Nebraska Public 
Power District 2pp. 33299:089-33299:101. 


-8511010095 Insp Rept 50-298/85-25 on 850826-30.No violation or deviation 
noted.Major areas inspected:transportation & solid radwaste activities,including mgt 
controls, training, audit brogram.QA & procurement & selection of packages. 
NICHOLAS.J.B., MURRAY, B. Region 4, Office of Director. 85/10/16 IIdd 
33299:091-33299:101. 


8510250539 IE Bulletin 85-001, "Steam Binding of Auxiliary Feedwater Pumps.” Svc list 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 


8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks." Svc list 
end. 


JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 
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8510250546 IE Info Notice 85-084, "Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, "Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511220420 Forwards Insp Rept 50-298/85-27 on 850909-13 & notice of violation. 
MARTIN, LE. Region 4, Office of Director. 85/11/01. PILANT.J.M. Nebraska Public 
Power District. 2pp. 33584:109-33584:116. 

-8511220427 Notice of violation from insp on 850909-13. 

* Region 4, Office of Director. 85/11/01. 2pp. 33584:111-33584:112. 

-8511220433 Insp Rept 50-298/85-27 on 850909-1 3. Violation noted:failure to take ade- 
quate corrective action for conditions adverse to quality due to safety-related equip- 
ment problems. 

HARBUCK,C.C„ JAUDON.J.P. Region 4, Office of Director. 85/10/23. 4pp. 
33584:113-33584:116. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 


S. Reportable occurrences, LERs & related correspondence 

8511120010 LER 85-01 0-00:on 851 005, Group 1 isolation occurred.Caused by low main 
steam line pressure isolation signal w/reactor mode switch in run due to personnel 
error. Personnel counseled. W/851104 Itr. 

BRUNGARDT.R., THOMASON, P.V. Nebraska Public Power District. 85/11/04. 3pp. 
33428:030-33428:032. 

8511260227 LER 85-01 2-00:on 851020,HPC! sys inoperable during daily exercising of 
turbine auxiliary lube oil pump.Caused by burned commutator segments & shorted ar- 
mature coils on oil pump motor.Motor rebuilt. W/851 119 Itr. 

MACE.E.M., THOMASON, P.V. Nebraska Public Power District. 85/11/19. 3pp. 

33641:057-33641:059. 

8511260500 LER 85-01 1-0'0:on 851020.HPCI sys declared inoperable during surveil- 
lance testing.Caused by damaged disconnect switch in valve motor starter due to 
overtravel of operating handle. Switch replaced.Redesign under evaluation. W/851 1 1 9 
Itr. 

MACE.E.M., THOMASON.P.V. Nebraska Public Power District. 85/11/19. 3pp. 

33641:126-33641:128. 

8511270025 LER 85-01 3-00:on 851 022, automatic closure emergency transformer power 
supply challenged w/plant in shutdown. Caused by inadvertent opening of 125-volt dc 
feeder breaker. Breaker reclosed.Electrical lineup established.W/851121 Itr. 
BRUNGARDT.R., THOMASON.P.V. Nebraska Public Power District. 85/11/21. 3pp. 
33711:233-33711:235. 


V. Operator Examinations 


8511190194 Forwards Exam Rept 50-298/OL-85-04 of OL requalification exams admin- 
istered during wk of 850923. 

MARTIN, L.E. Region 4, Office of Director. 85/11/08. PILANT.J.M. Nebraska Public 
Power District. Ip. 33513:228-33513:290. 

-8511190204 Exam Rept 50-298/OL-85-04 on 850923-26,Exam results:four senior re- 
actor operators passed exam & one failed & two reactor operators passed exam & 
one failed. 

GRAVES, D.N., COOLEY, R.A. Region 4, Office of Director. 85/11/08. 62pp. 
33513:229-33513:290. 

8511260158 Ack receipt of 850930 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-298/85 -22. 

MARTIN, L.E. Region 4, Office of Director. 85/11/14. PILANT.J.M. Nebraska Public 
Power District. 2pp. 33641:201-33641:204. 

-8511260164 Responds to NRC 850905 Itr re violations noted in Insp Rept 50-298/85- 
22.Corrective actions:individuals deficient in emergency training suspended from emer- 
gency planning responsibilities & methodology for training modified. 

PILANT.J.M. Nebraska Public Power District. 85/09/30. JOHNSON, E.H. Region 4, 
Office of Director. 3pp. 33641:202-33641:204. 

8511260168 Forwards Insp Rept 50-298/85-24 on 850801-0930 & notice of violation. 
MARTIN, L.E. Region 4, Office of Director. 85/11/14. PILANT.J.M. Nebraska Public 
Power District. 2pp. 33641:178-33641:200. 

-8511260169 Notice of violation from insp on 850801-0930. 

* Region 4, Office of Director. 85/11/14. 2pp. 33641:180-33641:181. 

-8511260176 Insp Rept 50-298/85-24 on 850801 -0930.Violation noted: inadequate op- 
erating procedures, unattended & unlocked security records storage container & failure 
to meet NRC reportability requirements & perform surveillance testing. 

DUBOIS, D.L., JAUDON.J.P. Region 4, Office of Director. 85/11/13. 19pp. 33641:182- 
33641:200. 

8511130441 IE Bulletin 85-003, "Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 


8511050203 Forwards estimated schedule for operator licensing exams, in response to 
Generic Ltr 85-18,Schedule may require add! mod based upon final form of training 
programs submitted to INPO for accreditation. 

PILANT.J.M. Nebraska Public Power District. 85/11/01. BOGER.B. Operator Licensing 
Branch. 2pp. 33330:357-33330:359. 

8511190194 Forwards Exam Rept 50-298/OL-85-04 of OL requalification exams admin- 
istered during wk of 850923. 

MARTIN.L.E. Region 4, Office of Director. 85/11/08. PILANT.J.M. Nebraska Public 
Power District. Ip. 33513:228-33513:290. 

-8511190204 Exam Rept 50-298/ OL-85-04 on 850923-26. Exam results:four senior re- 
actor operators passed exam & one failed & two reactor operators passed exam & 
one failed. 

GRAVES, D.N., COOLEY, R.A. Region 4, Office of Director. 85/11/08. 62pp. 
33513:229-33513:290. 


DOCKET 50-301 POINT BEACH NUCLEAR PLANT, UNIT 2 


G. Adjudicatory correspondence 

8511210413 Memorandum & order granting licensee 850826 request for extension of 
deadline for environ qualification of electrical equipment to 860525 for Unit 1 & 
851231 for Unit 2.Served on 851120. 

CHILK.S.J. Office of the Secretary of the Commission. #485 256. 85/11/20. Wiscon- 
sin Electric Power Co. 3pp. 33552:291-33552:293. 


P. Operating license stage documents & correspondence 

8511010379 Forwards “Review of Licensee Responses to NRC Generic Ltr 83-28...for 
Point Beach Nuclear Plant Units 1 & 2...” Util response incomplete.Supporting info for 
preparation of addl info required also end. 

BUTCHER, E.J. Operating Reactors Branch 5. 85/10/22. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 33301:127-33301:143. 


8511150098 IE Info Notice 85-087, "Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103), 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 


851 1200272 Monthly operating rept for Aug 1 985.W/850909 Itr. 

SALISBURY, J.K., THOMASON.P.V. Nebraska Public Power District 85/08/31. 5pp. 
33555:255-33555:259. 


-8511010383 "Review of Licensee & Applicant Responses to NRC Generic Ltr 83-28 
(Required Actions Based on Generic Implications of Salem ATWS Events), Item 
1 .2...for Point Beach Nuclear Plant, Units 1 & 2," technical evaluation rept. 

* Science Applications International Corp, (formerly Science Applications, Inc.). NRC* 
03-82-096. SAIC-85/1519-4, 85/10/22. NRC - No Detailed Affiliation Given. 15pp. 
33301:129-33301:143. 

8511070174 Forwards Amends 98 & 102 to Licenses DPR-24 5 DPR-27, respectively & 
safety evaluation.Amends revise reactor vessel surveillance capsule removal sched- 
ules in Tables 15.3.1-1 & 15.3.1-2 & related bases. 

COLBURN, T.G. Operating Reactors Branch 3. 85/10/22. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 33381 :01 7-33381:031 . 

-8511070178 Amends 98 & 102 to Licenses DPR-24 & DPR-27, respectively, revising 
reactor vessel surveillance capsule removal schedules in Tables 15.3.1-1 & 15.3.1* 
2, respectively & related bases. 

BUTCHER, E.J. Operating Reactors Branch 3. 85/10/22. 11pp. 33381:019-33381:029. 

-8511070183 Safety evaluation supporting Amends 98 & 102 to Licenses DPR-24 & 
DPR-27, respectively. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/22. 2pp. 
33381:030-33381:031. 

8511070420 Forwards safety evaluation re util 831107 & 850910 responses to Generic 
Ltr 83-28, Item 1.1, “Post-Trip Review Program Description & Procedures." Program & 
procedures acceptable, 

BUTCHER, E.J. Operating Reactors Branch 3. 85/10/22. FAY,C.W. Wisconsin Electric 
Power Co. 2pp.33385: 167-33385:1 73, 

-8511070423 Safety evaluation re util 831107 & 850910 responses to Generic Ltr 83- 
28, Item 1.1, “Post-Trip Review Program Description & Procedures.” Program & proce- 
dures acceptable. 

* Office of ; Nuclear Reactor Regulation, Director (pre-851125). 85/10/22. 5pp. 
33385:169-33385:173. 
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8511070089 Forwards safety evaluation re util response to Generic Ltr 83-28, Items 
3.1.1,3.12 & 4.5.1 concerning required actions based on generic implications of 
Salem ATWS events. 

BUTCHER.E.J. Operating Reactors Branch 3. 85/10/24. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 33381:095-33381:098. 

-8511070100 Safety evaluation supporting util response to Generic Ur 83-28, Items 
3.1.1,3.12,4.1 & 4.5.1 re post-maint testing (reactor trip sys components) & reactor 
trip sys reliability. Programs outlined in 831107 ltr acceptable. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/24. 2pp. 
33381:097-33381:098. 

8511110271 Responds to 850906 request for addl info re Tech Spec Change 103 con- 
cerning reactor coolant pump operation.Upon loss of both reactor coolant pumps 
(RCP) reactor will be shut down if one RCP not restarted within 1 h. 

FAY.C.W. Wisconsin Electric Power Co. 85/11/01. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). BUTCHER, E. Operating Reactors Branch 
3. 6pp. 33387:281-33387:286. 

8511180464 Forwards Rev 4 to “Inservice Testing Program," revising valve tables & 
Relief Request 16 to correct designation for Vaive 3200 A CHK to 3200 AA. 

FAY.C.W. Wisconsin Electric Power Co. 85/11/12. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). BUTCHER, E. Operating Reactors Branch 
3. Ip. 33495:196-33495:200. 

-8511180482 Rev 4 to "lnservice Testing Program." 

* Wisconsin Electric Power Co. 85/10/04. 4pp. 33495:197-33495:200. 

8511250005 Notification of 851122 meeting w/ utils in Bethesda.MD to monitor progress 
or development of new upper plenum injection evaluation model.Requested partici- 
pants listed. Agenda end. 

Dl iANNI.D.C. Operating Reactors Branch 3. 85/11/12. BUTCHER, EJ. Operating Re- 
actors Branch 3. 5pp. 33620:220-33620:224. 

8511250123 Notifies of Commission approval of 850826 & 1008 requests for extension 
beyond 851130 to complete environ qualification of electrical equipment.Order detail- 
ing Commission reasons for action will be issued. 

CHILK.S.J. Office of the Secretary of the Commission. 85/11/14. FAY.C.W. Wisconsin 
Electric Power Co. Ip. 33619:323-33619:323. 

8511260635 Transcript of Commission 851119 affirmation/discussion & vote in 
Washington, DC re SECY-330(a) on Point Beach & SECY-225(a) on Sequoyah. Pp 1-5. 

* Commissioners. 85/11/19. 8pp. 33645:278-33645:286. 


Q. Inspection reports, IE Bulletins & correspondence 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR, J.M. Director's Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks." Svc list 
end. 

JORDAN, EL. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate lnservice Testing of MSIVs.” Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511060024 Forwards safety evaluation granting util 840706 relief requests for second 
10-yr inservice insp interval.Relief from performance of volumetric exam of regenera- 
tive HX nozzle contingent upon visual exam for leakage. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/31 
FAY.C.W. Wisconsin Electric Power Co. 2pp. 33373:196-33373:197. 

-8511060026 Safety evaluation granting util 840706 relief requests for second 10-yr in- 
service insp interval.Review of requests for relief from ASME Code Section XI require- 
ments summarized in end tables. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/31. 3pp. 
33373:198-33373:200. 

8511110047 Forwards Special Team Insp Repts 50-266/85-13 & 50-301/85-13 on 
850722-26.Discussion of potential enforcement/unresolved items end. 

ZECH.G.G. Vendor Program Branch. 85/11/01. FAY.C.W. Wisconsin Electric Power 
Co. 4pp. 33387:063-33387:081 

-8511110051 insp Repts 50-266/85-13 & 50-301/85-13 on 850722-26.Major areas 
inspected:implementation of program per 10CFR50.49 for establishing & maintaining 
qualification of electric equipment. 

WILSON, R.C. Director’s Office, Office of Inspection and Enforcement ZECH.G.G. 
Vendor Program Branch. 85/10/29. 15pp. 33387:067-33387:081 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511150060 Informs that due to unavailability, some participants of 851202-06 regulatory 
effectiveness review changed.Encl list updates 851001 ltr. 

AXELSON.W.L. Region 3, Office of Director. 85/11/07. FAY.C.W. Wisconsin Electric 
PowerCo. 2pp. 33466:247-33466:248. 

8511130441 lE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 1 38pp. 3371 3:253-3371 4:031 . 


3511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list end 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, "Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 

8511200091 Monthly operating repts for Oct 1985.W/851111 ltr. 

KRAUSE.C.W., FAY.C.W. Wisconsin Electric Power Co. 85/10/31. 9pp. 33556:169- 
33556:177. 


S. Reportable occurrences, LERs & related correspondence 

8511060282 Summary of Operating Reactors Events Meeting 85-19 on 851007 w/ofc 
directors.div directors & representatives on events which occurred since last meeting 
on 851007. 

CRUTCHFIELD.D. Assistant Director for Safety Assessment. 85/10/21, 
THOMPSON, H.L. Division of Licensing (800428-851124). 24pp. 33371:015-33371:038, 

8511130268 Followup Part 21 & deficiency rept re signal failure potential in safety injec- 
tion recirculation path. Initially reported on 850724.Control logic for valves will be 
chanaed 

FAY.C.W. Wisconsin Electric Power Co. 85/10/30. KEPPLER.J.G. Region 3, Office of 
Director. 2pp. 33427:289-33427:290. 

8511250466 LER 85-004-00:on 851 028, failed fuel rod cladding discovered in assemblies 
L56 & L59.Caused by vibration of rods against grid, grid springs & baffle plate due to 
water impingement through core baffle joint openings.W/851118 ltr. 

FAY.C.W. Wisconsin Electric Power Co. 85/11/18. KEPPLER.J.G. Region 3, Office oi 
Director. 10pp. 33617:120-33617:129. 

8511250476 LER 85-003-00:on 851 022, exam of steam generator tubes revealed 53 
tubes degraded equal to or greater than 40% & one tube w/undefined signal.Cause 
unstated.Tubes plugged. W/851118 ltr. 

FAY.C.W. Wisconsin Electric Power Co. 85/11/18. KEPPLER.J.G. Region 3, Office of 
Director. 9pp. 33617:159-33617:167. 


T. Hearing transcripts on non-antitrust matters 

8511040460 Transcript of 851025 meeting in Washington, DC re util requests for exemp- 
tion from environ qualification.Pp 1-76. 

* Commissioners. 85/10/25. 80pp. 33309:197-33309:279. 


DOCKET 50-302 CRYSTAL RIVER NUCLEAR PLANT, UNIT 3 


F. Security, medical, emergency & fire protection plans 

8511250060 Rev 1 to Procedure AP-521, “High Control Rod Stator Temp." 
WtTTMAN.R. Florida Power Corp. (subs, of Florida Progress Corp.). 85/10/18. 3pp. 
33592:140-33592:142. 

8511010121 Forwards "Conformance to Reg Guide 197, Crystal River Unit 3," technical 
evaluation rept Responses to open items requested by 851 115. 

STOLZ.J.F. Operating Reactors Branch 4. FIN A-6483. 85/10/24. WILGUS.W.S. Flori- 
da Power Corp. (subs, of Florida Progress Corp.). 2pp. 33304:113-33304:114. 

-8507080402 “Conformance to Reg Guide 1.97, Crystal River, Unit 3.” 

STOFFEL.J.W, EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN A-6483. 85/05/31 NRC- 
No Detailed Affiliation Given. 21pp. 33304:115-33304:135. 

8511070075 Rev 5 to Procedure AP-1076, "Violent Weather.” 

COLE.M., BOLDT.G. Florida Power Corp. (subs, of Florida Progress Corp.). 85/10/25. 
25pp. 33362:232-33362:256. 

8511070241 Rev 2 to Procedure AP-403, "Probabilistic Safety Analysis H Annunciator 
Response.” 

* Florida Power Corp. (subs, of Florida Progress Corp.). 85/10/25. 12pp. 33359:351- 


8511150075 Rev 2 to Administrative Procedure AP-403, “Probabilistic Safety Analysis H 
Annunciator Response” & Rev 25 to Emergency Plan Implementing Procedure EM- 
202, “Duties of Emergency Coordinator.” 

COLLINS, M. Florida Power Corp. (subs, of Florida Progress Corp.). 85/10/25. 63pp. 
33466:013-33466:075. 
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8511040208 Provides documented summary of programs & improvements re util emer- 
&UREG 0737 ater SyS re,iabi,ity - Review initiated due to recent industry events & 

nnS^%u*D nS- ida Ro ^ er , Cor P- ( subs - of Florida Progress Corp.). 85/10/29. 

of Nuc,ear Reactor Regulation, Director (pre-851 125). 8pp. 

33294: 1 79-33294: 1 86. 

8511110164 Forwards Insp Rept 50-302/85-37 on 85081 7-0925.No violation or devi- 
ation noted. 

BROWNLEE, V.L. Region 2, Office of Director. 85/10/30. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 2pp. 33394:347-33394:360. 


8511220508 Forwards SSER 1 accepting conformance w/criteria of Item II.B.3 of 
NUREG-0737, "Post-Accident Sampling sys," per util 850927 Itr. 

STOLZ.J.F. Operating Reactors Branch 4. 85/11/12. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 8pp. 33585:335-33585:342. 

8511200322 Summary of 851031 meeting w/util & B&W in Bethesda,MD re requested 
exemption from GDC 4 requirements for reactor coolant pump supports. Viewgraphs 
end. 

SILVER, H. Operating Reactors Branch 4. 85/11/13. Operating Reactors Branch 4. 
27pp. 33561:265-33561:292. 


-8511110175 Insp Rept 50-302/85-37 on 85081 7-0925. No violation or deviation 
noted.Major areas inspected:plant operations, security, radiological controls, LERs & 
nonconforming operations repts & plant startup from mods. 

filial - J?ii9 ,ERA,V - W - Re 9 |on 2, Office of Director. 85/10/29. 12pp. 
33394:349-33394:360 ^ 


8511110234 Forwards changes to modified amended security plan (Rev 4), reflecting 
rln9 const of new bldfi|S & detailed evaluation of plan.Changes withheld 
(ref 10CFR73.21). 

WESTAFER.G.R. Florida Power Corp. (subs, of Florida Progress Corp.). 85/11/01 
GRACE, J.N. Region 2, Office of Director. Ip. 33397:314-33397:314. 

8511190302 Responds to 851024 request for addl info to support justification for excep- 
tions to Reg Guide 1.97 items « Suppl 1 to NUREG-0737 covering pressurizer 
level, pressurizer heater status & component cooling water flow to ESF sys. 
WES, T AFER,G.R. F,orida Power c o r P- (subs, of Florida Progress Corp.). 85/11/15. 
STOLZ.J.F. Operating Reactors Branch 4. 3pp. 33515:346-33515:348. 


8511250163 Provides revs to commitments in response to 850628 Generic Ltr 85-11 on 
NUREG-0612 re control of heavy loads. Installation of rail stops for intake gantry 
crane unnecessary. 

!?I?J£F. ER ’ G * R * Florida Power Corp. (subs, of Florida Progress Corp.). 85/11/19. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851 125). 2pp. 
33592:296-33592:297. K 


Q. Inspection reports, IE Bulletins & correspondence 

8511010524 Forwards Insp Rept 50-302/85-34 on 850826-30 & notice of violation. 
WALKER, R.D. Region 2, Office of Director. 85/10/15. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 2pp. 33292:311-33292:312. 

-8511010525 Notice of violation from insp on 850826-30. 

* Region 2, Office of Director. 85/10/15. 2pp. 33292:313-33292:314. 


J. Insurance & indemnity information 


8511050106 Forwards Endorsement 69 to NELIA Policy NF-195 & Endorsement 53 to 
MAELU Policy MF-91. 

HOGGE.S.D Marsh & McLennan, Inc. 85/10/25. DINITZ.I. Assistant Director for State 
& Licensee Relations. 3pp. 33318:156-33318:158. 


P. Operating license stage documents & correspondence 

8511040115 Forwards review of Science Applications, Inc Dec 1981 "Crystal River 3 
Safety Study." Critique identifies dominant accident sequences & sys failures & in- 
sights gained through process of PRA. 

STOLZ.J.F. Operating Reactors Branch 4. 85/10/09. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 25pp. 33337:038-33337:067. 


—8511010530 Insp Rept 50-302/85-34 on 850826-30.Violations noted:failure of person- 
nel to frisk properly & lack of calculation procedure for max permissible concentration- 
h for cases of radioactive matl digestion. 

COOPER, W.T., HOSEY.C.M. Region 2, Office of Director. 85/10/08. 8pp. 33292:315- 


8510250539 IE Bulletin 85-001, "Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR.J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 


8511040251 Forwards Insp Rept 50-302/85-40 on 850930-1 004.No violation or devi- 
ation noted. 

BROWNLEE, V.L Region 2, Office of Director. 85/10/29. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 2pp. 33297:112-33297:122. 


8511070273 Forwards SER of util response to Items 3.1.3 & 3.2.3 of Generic Ltr 83- 
28.No post-mamt testing requirements exist which degrade safety.Technical evaluation 
rept end. 

STOLZ,J F Operating Reactors Branch 4. 85/10/09. RODRIGUEZ, R.J. Sacramento 
Municipal Utility District. 2pp. 33379:286-33379:289. 

-8509260444 "Conformance to Generic Ltr 83-28, Items 3.1.3 & 3.2.3, Arkansas 1, Crys- 
tal River 3, Oconee 1 ,2 & 3, Rancho Seco & TMI-1." y 

HAROLDSEN.R, EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. 85/08/31 Divi- 
sion of Systems Integration (811005-851124). 11pp. 33379:290-33379:300. 

8511040073 Advises of extension of previously granted interim relief for inservice testing 
program first 10-yr interval, based on NRC preliminary review. Requests implementation 
of proposed program to meet ASME Code requirements. 

DENTON,H.R. Office of Nuclear Reactor Regulation, Director (pre-851 125). 85/10/22. 
WILGUS.W.S. Florida Power Corp. (subs, of Florida Progress Corp.). 4pp. 33337:003- 
33337:006. 

8511010393 Advises that util 831104 response to Generic Ltr 83-28 does not meet 
guidelines for post-trip review.Requests action to correct deficiencies & addl info 
within 30 days of Itr receipt.SER end. 

STOLZ.J.F. Operating Reactors Branch 4. 85/10/24. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 3pp. 33301:293-33301:300. 

-8511 0 1°39 8 SER re Generic Ltr 83-28, Item 1.1 “Post-Trip Review Program Description 
& Proceoure. Util 831104 response to Generic Ltr 83-28 does not meet guidelines for 
post-trip review. Acceptable responses required. 

* NRC - No Detailed Affiliation Given. 85/10/24. 5pp. 33301:296-33301:300. 

8511050223 Application for amend to License DPR-72,consi$ting of Tech Spec Change 
Request 139,reducing frequency of diesel generator cold fast start tests from monthly 
to semiannually.Certificate of Svc end.Fee paid. 

WESTAFER.G.R. Florida Power Corp. (subs, of Florida Progress Corp.). 85/10/28. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851 125). 5pp. 
33330:262-33330:269. ' ’ 

-8511050227 Proposed Tech Spec Change Request 139,reducing frequency of diesel 
generator cold fast start tests from monthly to semiannually. 

* Florida Power Corp. (subs, of Florida Progress Corp.). 85/10/28. 3pp. 33330:267- 
33330:269. 

8511040033 Forwards "Assessment of Crystal River 3 Reactor Coolant Leak Detection 
Sys," action item labeled in 850201 request for exemption from 10CFR50,App A, GDC 
4 re RCS leakage detection sys capability. 

Power Cor P- ( 8ubs * of Florida Progress Corp.). 85/10/29. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851 125). 2pp. 
33294:044-33294:063. 

"*K112SSP? Gr V stal River 3 Reactor Coolant Leak Detection Sys." 

MASEPA.J., IWACHOW.R. Florida Power Corp. (subs, of Florida Progress Corp.). 
LITTLE, P. Babcock & Wilcox Co. 85/10/25. 18pp. 33294:046-33294:063. 

8511200176 Notification of 851118 meeting w/util, B&W & Science Applications Inti Corp 
in Bethesda,MD to discuss auxiliary feedwater reliability & related staff activities. 
SILVER, H. Operating Reactors Branch 4. 85/11/04. STOLZ.J.F. Operating Reactors 
Branch 4. Ip, 33562:273-33562:282. 

8511110134 Requests that ESFAS components be deleted from requirement for ESFAS 
actuation.Requests response by 851231 to permit proper Refuel VI project scheduling. 
WESTAFER.G.R, Florida Power Corp. (subs, of Florida Progress Corp.). 85/11/05, 
STOLZ.J.F. Operating Reactors Branch 4, Ip. 33394:344-33394:344. 


—8511040255 Insp Rept 50-302/85-40 on 850930-1 004. No violation or deviation 
noted.Major areas inspected:licensee action on previous enforcement matters, QA/QC 
administration, procurement & receipt, storage & handling. 

MOORMAN.J.H., BELISLE.G.A. Region 2, Office of Director. 85/10/22. 9pp. 
33297:114-33297:122. 

8510250543 IE Info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks." Svc list 
end. 

Divisio " of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:1 38. 

8510250546 IE Info Notice 85-084, "Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

P™ of Emergency Preparedness & Engineering Response (Post 
C° ns °l |dated Edison Co. of New York, Inc. 137pp. 33357:200- 

33357:336. 

8511110164 Forwards Insp Rept 50-302/85-37 on 85081 7-0925.No violation or devi- 
ation noted. 

BROWNLEE, V.L Region 2, Office of Director. 85/10/30. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 2pp. 33394:347-33394:360. 

- 85 ! 1 110 75 Insp Rept 50-302/85-37 on 85081 7-0925.No violation or deviation 
noted.Major areas inspected:plant operations, security, radiological controls,LERs & 
nonconforming operations repts & plant startup from mods. 

333 E 9™34^ ReSl0n 2 ’ 0ff,C& ° f Director ' 85/10/29. 12pp. 

8510290039 IE info Notice 85-085, "Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction/' Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineerina Resoonse /Pn«t 
33357 3 199 85/10/31, ConSOlidat ® d Co. of New YoTSrTSSpTSS^SS! 

85 tions 1 " 0 |vc l Hstenc| JOtiCe 85 ‘ 086, ' <Ughtning Strikes at Nuclear Power Generating Sta- 

o2n R ^oMr L ;.P^! io 2, of Emergency Preparedness & Engineering Response (Post 
Conso,,dated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. * 

8511110232 Ack receipt of 850917 Itr informing NRC of steps taken to correct violations 

PSjAre i1? P n? ept 50 o 3< o«? 5 ’ 1 5 i V i° lation 1 re QA audit findings occurred as stated 
GRACE, J.N. Region 2, Office of Director. 85/11/05. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 3pp. 33395:307-33395:309. w r 

8511220267 Responds to violations noted in insp Rept 50-302/85-15 Corrective 
actionsjfour HPI valves replaced w/qualified valves during Refuel V outage end?ng^n 
Aug I yoo. ® 

WtSTAFER.G.R, Florida Power Corp. (subs, of Florida Proaress Corn* as/h /nc 
GRACE, J.N. Region 2, Office of Director! Ip. 33570:091 -3357§:091. P,) * 86/11/ ° 6 ’ 

851 1 270183 Forwards response to violations noted in Insp Rept 50-302/85-34 Correc- 
f0r ca,c ; u ialrng max permissible concentration hours implement- 
® d Sl* d ' at,on contro1 area entrance & exit rerouted. K 

[inNCOCK.J.A. Florida Power Corp. (subs, of Florida Progress Corp.). 85/1 1/14 
GRACE, J.N. Region 2, Office of Director, 4pp. 33626:344-33626:347. H 
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8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings/' Svc list end. 

TAYLOR. J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys." Svc 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 

8511140010 "Semiannual Radioactive Effluent Release Rept,Jan- June 1985." W/ 
850828 itr. 

HOWARD, E.M., WESTAFER.G.R. Florida Power Corp. (subs, of Florida Progress 
Corp.). 85/06/30. GRACE.J.N. Region 2, Office of Director. 80pp. 33467:278- 
33467:357. 

8511180316 Forwards monthly operating rept for Oct 1985 & corrected page to monthly 
operating rept for Sept 1985. 

WESTAFER.G.R. Florida Power Corp. (subs, of Florida Progress Corp.). 85/11/08. 
TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement Ip. 33501:176- 
33501:181. 

-8511180323 Corrected page to monthly operating rept for Sept 1985. 

GRAHAM.D. Florida Power Corp. (subs, of Florida Progress Corp.). 85/09/30. Ip. 
33501:177-33501:177. 

-8511180328 Monthly operating rept for Oct 1985. 

STEWART, S.A. Florida Power Corp. (subs, of Florida Progress Corp.). 85/10/31. 4pp. 
33501:178-33501:181. 


S. Reportable occurrences, LERs &. related correspondence 

8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1 984.App A documents available in PDR.Apps 
B & C documents partially & completely withheld, respectively, (ref Exemption 5). 
FELTON.J.M. Division of Rules and Records. 85/10/17. GILINSKY.V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

-8511180667 Submits daily staff notes for 83071 3.0n 83071 3, imposition of civil penalty 
in amount of $4,000 issued to Advanced Medical Sys.lnc, based on violation concern- 
ing failure to conduct adequate survey. 

DIRCKS.W.J. Office of the Executive Director for Operations. 83/07/14. PALLADINO, 
GILINSKY, ROBERTS Commissioners. 9pp. 33537:099-33537:107. 

8511060282 Summary of Operating Reactors Events Meeting 85-19 on 851007 w/ofc 
directors, d'rv directors & representatives on events which occurred since last meeting 
on 851007. 

CRUTCHFIELD, D. Assistant Director for Safety Assessment. 85/10/21. 
THOMPSON.H.L. Division of Licensing (800428-851124). 24pp. 33371:015-33371:038. 

8511140381 LER 85-01 8-00:on 85041 2, technicians failed to note in appropriate spaces 
of transmittal document that seismic trigger removed & surveillance procedure did not 
meet acceptance criteria.Personnel counseled.W/851104 Itr. 

BANDHAUER.W.K., WESTAFER.G.R. Florida Power Corp. (subs, of Florida Progress 
Corp.). 85/11/04. 4pp. 33456:339-33456:342. 

8511110021 LER 85-021 -00:on 851 006, NRC notified health physics personnel of two 
unmarked & unposted waste drums which met criteria for high radiation areas.Caused 
by personnel error.Technicians counseled.W/851105 Itr. 

BANDHAUER.W.K., WESTAFER.G.R. Florida Power Corp. (subs, of Florida Progress 
Corp.). 85/1 1 /05. 3pp. 33387:21 0-33387:21 2. 

8511180144 LER 85-019-00:on 851 008, unplanned automatic actuation of emergency 
diesel generator A occurred.Caused by electrician error. Electrician counseled to read 
drawings & warning labels more carefully.W/851 1 07 Itr. 

BANDHAUER.W.K., WESTAFER.G.R. Florida Power Corp. (subs, of Florida Progress 
Corp.). 85/11/07. 3pp. 33502:105-33502:107. 

8511180162 LER 85-020-00:on 851 009, both MSIVs from steam generator B automati- 
cally closed due to spurious emergency feedwater initiation & control 
actuation.Caused by low steam generator level indication.Trip module replaced. W/ 
851107 Itr. 

BANDHAUER.W.K., WESTAFER.G.R. Florida Power Corp. (subs, of Florida Progress 
Corp.). 85/11/07. 4pp. 33502:125-33502:128. 

8511180292 LER 85-022-00:o n 851 01 3, half-trip signal received on Channel B of emer- 
gency feedwater initiation & control sys for main steamiine isolation from once-through 
steam generator B. Source of signal could not be determined. W/851 1 08 Itr. 
BANDHAUER.W.K., WESTAFER.G.R. Florida Power Corp. (subs, of Florida Progress 
Corp.). 85/11/08, 4pp. 33501:312-33501:315. 


8511210614 LER 83-023/01 X-4:on 83061 3,fire damper FD-86 discovered 
missing.Subsequent investigation revealed that other fire dampers had 1-1/2 h fire 
rating rather than 3 h fire rating. Caused by personnel & design drawing errors.W/ 
851115 Itr. ~ , , , „ . . „ 

POWELL, S.C., WESTAFER.G.R. Florida Power Corp. (subs, of Florida Progress 
Corp.). 85/11/15. 10pp. 33570:284-33570:293. 

8511220248 Advises that suppl to LER 84-023-00 will be submitted by 860115 rather 
than 851115 due to detailed review required of administrative controls for low temp 
overpressurization protection. % 

WESTAFER.G.R. Florida Power Corp. (subs, of Florida Progress Corp.). 85/11/15. 
Record Services Branch (Document Control Desk). Ip. 33585:044-33585:044. 

8511270230 PNO-ll-85-110:on 851 11 9, Hurricane Kate centered slightly inland over 
north central Cuba, about 150 miles south of Key West.FLDiesel generators at all 
three sites operable.Turkey Point declared unusual event on 851118. 

SARTOR, W. Region 2, Office of Director. 85/11/19. 2pp. 33626:329-33626:331. 


V. Operator Examinations 


8511110091 Confirms arrangements made in 851028 telcon re requalification exam 
schedule & designation of examinees. Eight individuals identified in end will be admin- 
istered written requalification exam by NRC on 851 118. 

BROWNLEE, V.L. Region 2, Office of Director. 85/10/31. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 3pp. 33387:027-33387:029. 

8511190251 Forwards request for addl info re licensed operator training & 
requalification.Response requested within 45 days of Itr receipt. 

STOLZ.J.F. Operating Reactors Branch 4. 85/11/05. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 7pp. 33534:331-33534:337. 

8511220488 Requests fee for 850315 request for review of updated licensed operator 
requalification training program. 

DIGGS, R.M. License Fee Management Branch. 85/11/19. WILGUS.W.S. Florida 
Power Corp. (subs, of Florida Progress Corp.). Ip. 33585:360-33585:360. 
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F. Security, medical, emergency & fire protection plans 


8511050236 Station Procedure Change Request A85-798, changing callout priority & 
personnel on Pages 4-7 of Rev 20 to Emergency Procedure EPIP 320-1, “Activation 
of Generating Station Emergency Plan....” Rev 24 to table of controls end. 
NYKIRK.A.W. Commonwealth Edison Co. 85/10/06. 7pp. 33327:247-33327:252. 

8511050110 Rev 4 to Emergency Plan Implementing Procedure EPIP 120-1, “Oper- 
ations Director." Table of contents end. 

* Commonwealth Edison Co. 85/10/25. 5pp. 33320:239-33320:242. 

8511050124 Station Procedure Change Request A85-784 to Rev 5 to Emergency Plan 
Implementation Procedure EPIP 110-1, “Station Director,” changing station superin- 
tendent title to station manager. 

* Commonwealth Edison Co. 85/10/25. 6pp. 33328:012-33328:017. 

8511050158 Revised Attachment 1, “Spill Prevention Control & Countermeasure Plans,” 
to emergency plan implementing procedures.adding statement of review to indicate 
periodic review. 

* Commonwealth Edison Co. 85/10/25. 6pp. 33328:003-33328:008. 

8511050194 Rev 4 to Emergency Plan Implementing Procedure EPIP 140-1, “Maint Di- 

* Commonwealth Edison Co. 85/10/25. 4pp. 33330:151-33330:154. 

8511050202 Station Procedure Change Request A85-785 to Emergency Plan Imple- 
menting Procedure EPIP-100-1, "Acting Station Director,” indicating new commercial 
phone numbers. 

* Commonwealth Edison Co. 85/10/25, 7pp. 33324:348-33324:353. 

8511190372 Rev 5 to policy statement delineating requirements & procedures re emer- 
gency plan & procedures. 

REED.C. Commonwealth Edison Co. 85/10/29. 1 p. 3351 1 :006-3351 1 :203. 

-8511190389 Rev 5 to “Generating Station Emergency Plan.” 

GOLDEN, J.C. Commonwealth Edison Co. 85/10/28. 175pp. 33511:007-33511:203. 

8511110436 Advises that Human Factors Engineering Branch & Science Applications 
Inti plan to conduct DCRDR audit on 851112-15 & 851211 site visit to review util 
1 QCFR50,App R exemption request Audit agenda end. 

VARGA.S.A. Operating Reactors Branch 1. 85/11/05. FARRAR, D.L. Commonwealth 
Edison Co. 4pp. 33404:294-33404:297. 

8511220297 Forwards Suppl 4 to “NUREG-0737 Suppl 1 DCRDR Program Plan,” com- 
prising names & qualifications of members of DCRDR team, per 830913 commitment 
LEBLOND.P.C. Commonwealth Edison Co. 85/11/14. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). Ip. 33570:150-33570:169. 


-8511220321 Suppl 4 to “NUREG-0737 Suppl 1 DCRDR Program Plan." 

HOWARD, R.E., DAVIS, LE. Commonwealth Edison Co. 85/11/08. 19pp. 33570:151- 
33570:169. 

8511190362 Submits updated schedule for implementation of A model.Delay encoun- 
tered in revising A model sys at Dresden, Quad Cities, LaSalle County & Zion facilities 
due to changeover from release rates to dose projections in software design. 
ALEXANDER, G. Commonwealth Edison Co. 85/11/15. DENTON, H.R. Office of Nucle- 
ar Reactor Regulation, Director (pre-851125). 2pp. 33511:242-33511:243. 
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i. Financial information 

8511220452 Requests evaluation of effects of util cost curtailment program to assure 
that program does not contain elements which could affect safe operation or util com- 
mitments to NRC.Evaluation results requested by 851129. 

DIRCKS.W.J. Office of the Executive Director for Operations. 85/11/14. 
0'CONNORJ.J. Commonwealth Edison Co. 2pp. 33601 :028-33601 :029. 


P. Operating license stage documents & correspondence 

8511060258 Informs of completion of program re superheated blowdowns outside 
containment.Temp envelopes for each plant to be established within min of 90 
days.List of equipment potentially affected by envelopes expected within 60 days. 
CERMAKJ.O. Westinghouse Operating Plants Owners Group. 85/10/28. 
WIGGINTON.D.L. Office of Nuclear Reactor Regulation, Director (pre-851125). Ip. 
33346:184-33346:184. 

8511270031 FOIA request for procedures, rules & regulations in effect in 1973-1976 re 
radiation exposure of persons working at plant. 

KAPLAN, J.M. Karlan & Fleischer, 85/11/04. NRC - No Detailed Affiliation Given. Ip. 
33645:289-33645:289. 

8511220282 Forwards addl info re Generic Ltr 83-28, Item 1 .2, including updated listings 
of digital ID descriptions & all sequence of events digitals & station abbreviation list, in 
response to 850829 telcon. 

ALEXANDER, G. Commonwealth Edison Co. 85/11/05. DENTON, H.R. Office of Nucle- 
ar Reactor Regulation, Director (pre-851125). 37pp. 33570:038-33570:074. 

8511220126 Responds to 851023 request for extension of time to submit DOE/NRC 
Forms 742 & 742c for 6-month reporting period ending 850930.Approval granted to 
extend submittal date from 851 030 to 851 1 1 5. 

BROWN, W.B. Material Licensing & International Activities Branch. 85/11/08. 
WEIN.E.T. Commonwealth Edison Co. Ip. 33603:255-33603:255. 

—8511220163 Informs of licensee 851023 request to extend submittal date for DOE/ 
NRC Forms 742 & 742c from 851030 to 841115 due to problems w/Nuclear Data 
Bank Computer Sys.Approval recommended. 

JACKSON, R.L Division of Safeguards. 85/11/08. BROWN, W.B. Material Licensing & 
International Activities Branch. Ip. 33603:256-33603:256. 

8511220288 Application for amends to Licenses DPR-39 & DPR-48, deleting 800229 
confirmatory order in response to disproportionally high contribution to total societal 
risk from reactor accidents.Fee paid. 

REED.C. Commonwealth Edison Co. 85/11/18. DENTON, H.R. Office of Nuclear Re- 
actor Regulation, Director (pre-851125). 9pp. 33570:101-33570:109. 

8511220278 Forwards comments on NRC rept on Probabilistic Safety Study, per 
850826 requestTwo suggestions in end warrant implementation.Third suggestion re 
mod of diesel-driven containment spray pumps not cost justifiable. 

REED.C. Commonwealth Edison Co. 85/11/19. DENTON, H.R. Office of Nuclear Re- 
actor Regulation, Director (pre-851125). 7pp. 33570:075-33570:081. 

8511270036 Responds to FOIA request for procedures.rules & regulations in effect in 
1973-1976 re radiation exposure at plantApp A documents end. Documents listed in 
App A & B also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 85/11/19. KAPLAN, J.M. Karlan & 
Fleischer. 3pp. 33645:290-33645:312. 


Q. Inspection reports, IE Bulletins & correspondence 

8511110257 Responds to NRC 850927 ltr re violations noted in Insp Repts 50-295/85- 
30 & 50-304/85-31 .Corrective actions:daily performance checks of Eberline alpha 
counter initiated per Chemistry Procedure ZCP 531-7. 

FARRAR, D.L. Commonwealth Edison Co. 85/10/24. KEPPLER.J.G. Region 3, Office 
of Director. 3pp. 33397:250-33397:252. 

8510250539 IE Bulletin 85-001, "Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR, J.M. Director's Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 


8511110140 Forwards Exam Rept 50-295/OLS-86-01 of exam administered on 
850930,1001-03 & 16 for Units 1 & 2. 

REYES, L. A. Region 3, Office of Director. 85/11/05. REED.C. Commonwealth Edison 
Co. 2pp. 33387:084-33387:179. 

-8511110149 Exam Rept 50-295/OLS-86-01 on 850930,1001-03 & 16.Exam 
results: nine candidates passed & one failed. 

HIGGINS, R.L, HEMMING, W.C., DOYLE, P.V. Region 3, Office of Director. 85/11/04. 
94pp. 33387:086-33387:179. 

8511220313 Responds to NRC 851008 ltr re violations noted in Safety Insp Repts 50- 
295/85-34 & 50-304/85-36.Corrective actions: log to follow & trend gross amount of 
liquid waste released per quarter created & maintained. 

FARRAR, D.L. Commonwealth Edison Co. 85/11/07. KEPPLER.J.G. Region 3, Office 
of Director. 2pp. 33570:1 1 0-33570:1 11. 

8511140317 Forwards Safety Insp Repts 50-295/85-31 & 50-304/85-32 on 850904- 
1 007 & notice of violation.Written response to notice of violation requested. 
CHRISSOTIMOS.N. Region 3, Office of Director. 85/11/08. REED.C. Commonwealth 
Edison Co. 2pp. 33450:229-33450:243. 

-8511140319 Notice of violation from insp on 850904-1007. 

CHRISSOTIMOS.N. Region 3, Office of Director. 85/11/07. 2pp. 33450:231- 
33450:232. 

-8511140321 Insp Repts 50-295/85-31 & 50-304/85-32 on 850904-1007. Violation 
noted:failure to meet reporting requirements of 10CFR50.72 & 50.73 for ESFAS actu- 
ations. 

HEHL.C.W. Region 3, Office of Director. 85/11/07. 11pp. 33450:233-33450:243. 

8511190042 Responds to IE Bulletin 85-02 re STA mods to Westinghouse DB-50 trip 
breakers,Zion Station Unit 1 mod completed & Unit 2 mod in progress.Byron utilizes 
different breaker, but STA mod will be installed. 

ALEXANDER, G.L. Commonwealth Edison Co. 85/11/14. KEPPLER.J.G. Region 3, 
Office of Director. 2pp. 33510:145-33510:146. 

8511210176 Requests fee for 851015 application transmitting Rev 5 to first 10-yr inserv- 
ice insp program for review.Util will be billed for addl review costs. 

DIGGS, R.M. License Fee Management Branch. 85/11/14. FARRAR, D.L. Common- 
wealth Edison Co. 1 p. 33558:329-33558:329. 

8511130441 IE Bulletin 85-003, "Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR.J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres." Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 


8511040153 Requests that plant drawings (Size D or larger) identified in end be for- 
warded to K McConnell by 860201, to aid in preparation for regulatory effectiveness 
review scheduled for 860609-13. 

HIND, J A Region 3, Office of Director. 85/10/29. FARRAR, D.L Commonwealth 
Edison Co. 2pp. 33293:234-33293:235. 

8510250543 IE Info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks." Svc list 
end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc, f36pp. 33358:003- 
33358:138. 


8510250546 IE Info Notice 85-084, "Inadequate Inservice Testing of MSJVs." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end 1 . ... 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison CO. of New York, Inc. T35pp. 33357:063- 
33357:199. 


8511110215 Informs that regulatory effectiveness review scheduled for 860609-13 
canceled.Review not rescheduled.Site-specific drawings requested in 851029 ltr 
should be provided by specified date. 

AXELSON.W.L Region 3, Office of Director. 85/11/01. FARRAR, D.L. Commonwealth 
Edison Co. Ip. 33397:306-33397:306. 


8511010020 IE Info Notice 85-086, "Lightning Strikes at Nuclear Power Generating Sta- 


tions.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/11/05. ConsoOdated Edison Co. of New York, Inc, 139pp. 33385:198- 
33385335. , 


8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 

8511180312 Monthly operating repts for Oct 1985.W/851105 ltr. 

AUSTIN.G., PLfML,G.J. Commonwealth Edison Co. 85/10/31. 12pp. 33501:330- 
33501:341. 


S. Reportable occurrences, LERs & related correspondence 

8511110206 Special rept re failure to notify NRC of quarterly release of radioactive matl 
in excess of 2.5 Ci per unit on 840513. Failure to submit rept documented in LER 85- 
035-00 & insp repts. ,, . v , 

LEBLOND.P. Commonwealth Edison Co. 85/11/07. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pi;e-851 125). 3pp. 33397:260-33397:262. 

8511180078 LER 85-021 -00:on 851 010, inadvertent containment purge trip due to spuri- 
ous U-2 containment separate particulate iodine & noble gas monitor 2RIA-PR40 high 
radiation alarm occurred. Caused by defective accessory receptacle.W/851108 ltr. 
KASSNER.G., PLIML.G.J. Commonwealth Edison Co. 85/11/08. 4pp. 33502:282- 
33502:285. : 

8511220220 LER 85-020-00:on 850527, safeguards Train A isolation valves inadvertently 
dosed 6 could not be reopened during Periodic Test PT-I O.Caused by missed proce- 
dure step.Memo re resetting of circuit components issued.W/851114 ltr. 

ROHDE, J.E., PLIML.G.J. Commonwealth Edison Co. 85/11/14. 4pp. 33585:037- 
33585:040. 
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8511210598 LER 85-G24-G0:on 851 01 6, during performance of special procedure involv- 
ing ESr component alignment prior to dropping bus 248,component cooling pump OB 
restarted after manual trip.Caused by low pressure spike. W/851 115 Itr. 

FANNING, G., PLLML.G.J. Commonwealth Edison Co. 85/11/15. 3pp. 33577:144- 
33577:146. 

8511220011 LER 85-023-00:on 851 01 6, during performance of technical staff special 
procedure involving dropping ESF electrical buses, containment isolation valves 
cicsed.Gaused by procedure deficiency.W/851 1 1 5 Itr. 

FANNING, 3., PLIML.GJ. Commonwealth Edison Co. 85/11/15. 3pp. 33585:021- 
33585:023. 


V. Operator Examinations 

8511110140 Forwards Exam Rept 50-295/OLS-86-01 of exam administered on 
850930,1001-03 & 16 for Units 1 & 2. 

REYES.LA Region 3, Office of Director. 85/11/05. REED.C. Commonwealth Edison 
Co. 2pp. 33387:084-33387:179. 

-8511110148 Exam Rept 50-295/OLS-86-01 on 850930,1001-03 & 16.Exam 
resulfs:nine candidates passed & one failed. 

HlGGiNS.R.L, MCMILLEN.J.i. Region 3, Office of Director. 85/11/04. 94pp. 
33387:086-33387:179. 


DOCKET 50-305 KEWAUNEE NUCLEAR POWER PLANT 


F. Security, medical, emergency & fire protection plans 


8511050032 Updates status of design change activities re 850628 DCRDR summary 
reptCommittee organized to process & prioritize proposed mods to control room 
panels-Formal methodology necessary to implement changes. 

H!NT2,D.C. Wisconsin Public Service Corp. 85/10/31. THOMPSON, H.L Division of Li- 
censing (800428-851124). 4pp. 33318:231-33318:234. 

8511050074 Forwards Reg Guide 1.97 review committee progress rept re instrument 
qualifications necessary to monitor plant conditions during & following accident, per 
850628 commilmentNext progress rept will be forwarded in May 1986. 

HINTZ.D.C. Wisconsin Public Service Corp. 85/10/31. VARGA, S.A. Operating Reac- 
tors Branch 1 . 63pp. 33319:021-33319:083. 


8511190414 Forwards Safety Insp Rept 50-305/85-12 on 851021-24.No noncompliance 
noted. 

SHAFER, W.D. Region 3, Office of Director. 85/11/12. HINTZ.D.C. Wisconsin Public 
Service Corp, 2pp. 3351 5:056-3351 5:073. 


—8511190418 Insp Rept 50-305/85-12 on 851021-24.No violation, deficiency or deviation 
noted.Major areas inspected:emergency preparedness exercise. 

SHELL, W., 8 ROWN.G., PHiLLIPS.M. Region 3, Office of Director. 85/11/08. 16pp 


8511260132 Forwards add! info re DCRDR in response to NRC 851029 
requestExpresses concern that NRC evaluating results of review against SRP Section 
18 instead of util program plan prepared to satisfy Suppl 1 to NUREG-0737,ltem 
uD.I.b. 


HINTZ.D.C. Wisconsin Public Service Corp. 85/11/20. THOMPSON.H.L. Division of Li- 
censing (800428-851124). 9pp. 33609:354-33609:362. 


8510290039 IE Info Notice 85-085, "Sys Interaction Event Resulting in Roan* e 
Safety Relief Valve Opening Following Fire Protection Deluge Sys MalfunS £ 
list end. „ , *'■ 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Resoonsa^ 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. f 35 pp. 333576 
33357:199. 

8511010020 IE Info Notice 85-086, "Lightning Strikes at Nuclear Power Generating 
tions." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering ResDonw 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. asK 


noo oc.oqc 


8511190414 Forwards Safety Insp Rept 50-305/85-12 on 851021-24.No noncomnh- 
noted. m 

SHAFER, W.D. Region 3, Office of Director. 85/11/12. HINTZ.D.C. Wisconsin^. 
Service Corp. 2pp. 3351 5:056-3351 5:073. 8,n m 


-8511190418 Insp Rept 50-305/85-12 on 851021 -24.No violation, deficiency or date 
noted.Major areas inspected:emergency preparedness exercise. 

SHELL, W., BROWN, G., PHILLIPS.M. Region 3, Office of Director. 85/11/08 
33515:058-33515:073. 


8511220245 Discusses 851107 reactor trip breaker tests in response to IE Bulletin!' 
002.Two of five reactor trip breakers failed at 20-oz level, but all tripped % 
demand.Written rept will be provided within 30 days as required. 

HINTZ.D.C. Wisconsin Public Service Corp. 85/11/14. KEPPLER.J.G. Reqion 3 0 iw 
of Director. 2pp. 33570:138-33570:139. a ’ ® 

8511130441 IE Bulletin 85-003, "Motor-Operated Valve Common Mode Failures to 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR.J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15 0 ?. 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list be 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response te 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 3363lt" 


8511150107 IE Info Notice 85-088, "Licensee Control of Contracted Svcs Provkfo 
Training.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Pcs 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 336310ft 
33631:151. 


8511150089 Suppl 1 to IE Info Notice 85-058, "Failure of GE Type AK-2-25 Reacte 
Trip Breaker.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (PoS 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:1ft 
33713:252. 

8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation FeP 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (PoS 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:2ft 
33712:346. 

8511150120 IE Info Notice 85-090, "Use of Sealing Compounds in Operating Sys." S k 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (PoS 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp, 33713:001' 
33713:122. 


R. Periodic operating reports 8 related correspondence 


P. Operating license stage documents & correspondence 

85 hrll?°??J'? equ ^ StS 4 fee for J 5 . 10 °? 3 pp(ication providing reanalysis of Exxon large 
ECCS A^Sysis/^ Uat *° n m0de 10 XN ' 85 ‘ 98 > "Kewaunee Limiting Break K(Z) LOCA/ 

DIGGS R.M. License Fee Management Branch. 85/11/13. HINTZ.D.C Wisconsin 
Public Service Corp. Ip. 33534:357-33534:357. Wisconsin 

8511260293 Summary of 851016 meeting w/utils & C-E re status on develooment of 
upper plenum injection evaluation model & utils 850418 & 19 program plans°Plans ac- 
Kptate.w/consideraScn of feted comments.Ust of attendees enc? 

^p“384S:?3lSSai38 eaCt0rS Bra ™ h 3 ' 85/1 1/19 ' Operating Reactors Branch 3. 

Q. Inspection reports, IE Bulletins & correspondence 

85M25Q$39 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 

2®, 08 ^inspection and Enforcement 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:1 39-33358:277. 

Ack ***!# * 850731 «r informing NRC of steps taken to correct & Dre- 

^ 85/10/29 - HINTZ ' D ' C - ^ sco " s,n Publte 
^end 5054312 ,nf ° NOtiCe 85 " 083, “ Pot€mtiaI ^lures of GE PK -2 Test Blocks.” Svc list 

85 ^ 50546 E m N 0 *** 85 ' 08A > “inadequate Inservice Testing of MSlVs." Svc list 


V/pwiCUMiy M3(Jl IWl Wlil I IUO Ilf, 

RUITER.G.H. Washington Public Power Supply System. HINTZ.D.C. Wisconsin Pii 
Service Corp. 85/10/31. 5pp. 33531:027-33531:031. 

S. Reportable occurrences, LERs & related correspondence 

8511140081 PNO-lll-85-094:on 851 107, bypass reactor trip breaker B failed to open® 
during performance of tests per IE Bulletin 85-002.Cau$e not stated.Plant restored 
in w !l ich both main reactor trip breakers operable. 

JACKIW.N., CHRISSOTIMOS.N. Region 3, Office of Director. 85/11/07. If 
33449:063-33449:063. 

DOCKET 50-306 PRAIRIE ISLAND NUCLEAR STATION, UNIT 2 

F. Security, medical, emergency & fire protection plans 

8511260033 Suppls 850805 request for exemption from requirements of 10CFR7MJ 
B, Section IV.C re training security force personnel in shotgun firing from W 
towards Itrs endorsing position re eliminating requirement. ■ _ . 
MUSOLF.D. Northern States Power Co. 85/11/18. Office of Nuclear Reactor Beg* 
tion, Director (pre-851 1 25). 3pp. 3361 6:333-3361 6:335. 

P. Operating license stage documents 8 correspondence 

«11070288 Forwards^ safety evaluation re util 831104 response to Generic LJ ^ 
4,2,1 * 4,2,2 concerning periodic malnt & trending of parameters oft! 
breaks.Responses acceptable. 

BUTCHER, E.J Operating Reactors Branch 3. 85/10/17. MUSOLF.D.M. Norite 

States Power Co. 2pp. 33379:281-33379:285, 

"‘ 8 f 9 1 i°A°? 9 o 6 o Safety e . va,uation re util 831104 response to Generic Ltr 83-28JJ 
items acceplatrie Cemin9 reactor trip breaker automatic shunt trip.Licensee positfontf’ 

3337^-2^3433379-285 ReaCt ° r Re 9 u,ation * Director (pre-851 125). 85/10/17 . W 
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8511130315 Requests exemption from requirements of 10CFR50(a),GDC 4 & forwards 
nonproprietary WCAP-10928, “Technical Bases for Eliminating Large Primary Loop 
Pipe Rupture as Structural Design Basis for Prairie Island Unit 2 & WCAP-10930. 
MUSOLF.D. Northern States Power Co. 85/10/21. Office of Nuclear Reactor Regula- 
tion, Director (pre-851125). 3pp. 33437:067-33437:247. 

—8511130321 “Technical Bases for Eliminating Large Primary Loop Pipe Rupture as 
Structural Design Basis for Prairie Island Unit 2.” 

WITT.FJ., SWAMY.S.A., LEE.Y.S. Westinghouse Electric Corp. WCAP-10928. 85/09/ 
30. 58pp. 33437: 1 1 6-33437: 174. 

8511060258 Informs of completion of program re superheated blowdowns outside 
containment.Temp envelopes for each plant to be established within min of 90 
days.List of equipment potentially affected by envelopes expected within 60 days. 
CERMAK.J.O. Westinghouse Operating Plants Owners Group. 85/10/28. 
WIGGINTON.D.L. Office of Nuclear Reactor Regulation, Director (pre-851125). Ip. 
33346:184-33346:184. 

8511180698 Forwards draft technical evaluation rept re response to Generic Ltr 83- 
28,ltem 1.2, “Post-Trip Review:Data & Info Capability.” Request for addl info 
encI.Response within 1 wk of ltr receipt by telcon recommended. 

BUTCHER.EJ. Operating Reactors Branch 3. 85/10/30. MUSOLF.D.M. Northern 
States Power Co. 15pp. 33503:318-33503:333. 

8511070190 Notification of 851106 meeting w/util in Bethesda,MD to establish reliability 
of auxiliary feedwater sys.Requested participants listed. 

DIIANNI.D.C. Operating Reactors Branch 3. 85/10/31. DENTON, H., EISENHUT.D., 
THOMPSON, H. NRC - No Detailed Affiliation Given. 3pp. 33381:001-33381:003. 

8511110201 Forwards analysis to demonstrate conformance of Exxon Nuclear fuel to 
Westinghouse K(z) operating envelope for facility, per 10CFR50.46 & App K,in re- 
sponse to NRC 850806 request. 

MUSOLF.D. Northern States Power Co. 85/11/04. Office of Nuclear Reactor Regula- 
tion. Director (pre-851125). 3pp. 33387:234-33387:247. 

-8511110207 “Demonstration of Conformance of Exxon Nuclear Co Fuel to Westing- 
house K(z) Operating Envelope for Prairie Island Nuclear Power Plant." 

* Westinghouse Electric Corp. 85/10/31. 11pp. 33387:237-33387:247. 

8511140322 Forwards proprietary WCAP-10929, “Technical Bases for Eliminating Large 
Primary Loop Pipe Rupture as Structural Design Bases for Prairie Island Unit 2” & 
WCAP-10931, “Toughness Criteria....” Repts withheld (ref 10CFR2.790). 

MUSOLF.D. Northern States Power Co. 85/11/05. Office of Nuclear Reactor Regula- 
tion, Director (pre-851125). 2pp. 33450:041-33450:058. 

-8511140334 Requests that proprietary WCAP-10929, “Technical Bases for Eliminating 
Large Primary Loop Pipe Rupture...” & WCAP-10931, “Toughness Criteria...” be with- 
held from public disclosure per 10CFR2.790. 

WIESEMANN.R.A. Westinghouse Electric Corp. 85/09/27. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director (pre-851125). 7pp. 33450:043-33450:049. 

8511190222 Ack receipt of 850805 request for exemption from requirements of 
10CFR73,App B, Section IV.C. Action on request deferred for approx 2 months so that 
needed background info can be obtained. 

BUTCHER.EJ. Operating Reactors Branch 3. 85/11/08. MUSOLF.D.M. Northern 
States Power Co. 3pp. 33543:190-33543:192. 

8511250005 Notification of 851122 meeting w/utils in Bethesda,MD to monitor progress 
or development of new upper plenum injection evaluation model.Requested partici- 
pants listed Agenda end 

Dl IANNI.D.C. Operating Reactors Branch 3. 85/11/12. BUTCHER.EJ. Operating Re- 
actors Branch 3. 5pp. 33620:220-33620:224. 

8511250220 Requests proprietary meeting w/NRC to discuss upper plenum injection 
program-Proprietary plan for compliance & RA Wiesemann 851114 ltr w/affidavit 
encl.Plan withheld (ref 10CFR2.790). 

MUSOLF.D. Northern States Power Co. MUSOLF.D. Wisconsin Electric Power Co. 85/ 
11/18. Office of Nuclear Reactor Regulation, Director (pre-851125). 27pp. 33596:278- 
33596:312. 

-8511250225 Requests withholding proprietary info re best estimate LOCA methodolo- 
gy as applied to PWRs w/upper plenum injection from public disclosure per 
1 0CFR2.790.Supporting affidavit end. 

WIESEMANN, R.A. Westinghouse Electric Corp. 85/11/14. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director (pre-851125). 8pp. 33596:305-33596:312. 

8511260518 Forwards responses to NRC questions re 850419 submittal of Rev 3 to 
Topical Rept NSPN AD-81 02. 

MUSOLF.D. Northern States Power Co. 85/11/19. Office of Nuclear Reactor Regula- 
tion. Director (pre-851125). 6pp. 33616:127-33616:132. 


Q. Inspection reports, IE Bulletins & correspondence 

8511060490 Forwards Safety Insp Repts 50-282/85-16 & 50-306/85-13 on 850811- 
1012.No violation notedReview of items of safety concern in Insp Repts 50-282/85- 
14 & 50-306/85-11 continuing. 

NORELIUS.C.E. Region 3, Office of Director. 85/10/24. LARSON, C.E. Northern 
States Power Co. 2pp. 33355:030-33355:038. 

-8511060495 Insp Repts 50-282/85-16 & 50-306/85-13 on 85081 1-1 01 2,No violation 
noted.Major areas inspected:plant operational safety, maint, surveillance, facility 
mod, meeting w/coiporate mgt & safety audit committee & followup on LERs. 
JACKIW.I.N. Region 3, Office of Director. 85/10/24. 7pp. 33355:032-33355:038. 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks." Svc list 
end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103), 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 


8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511010020 IE Info Notice 85-086, "Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511220068 Responds to NRC 851010 ltr re violations noted in Insp Repts 50-282/85- 
19 & 50-306/85-1 8.Corrective actions:isolation & restoration procedure required in- 
hand when restoring valves following maint activities. 

LARSON, C.E. Northern States Power Co. 85/11/08. SHAFER.W.D. Region 3, Office 
of Director. 2pp. 33568:273-33568:274. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR J.M. Director’s Office, Office of Inspection and Enforcement 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, "Hazards of Inerting Atmospheres." Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, "Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, "Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


V. Operator Examinations 

8511050154 Forwards estimated schedule for operator licensing & requalification exams 
for FY86-89,in response to Generic Ltr 85-18, “Operator Licensing Exams." 
MUSOLF.D. Northern States Power Co. 85/10/31. BOGER.B. NRC - No Detailed Af- 
filiation Given. 5pp. 33327:321-33327:325. 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PLANT 


F. Security, medical, emergency & fire protection plans 

8511050100 Requests that final implementation date for completion of operator training 
for SPDS be extended to 860701, revising commitment in 850306 Itr.Schedule revised 
to have concurrent training in SPDS & revised emergency operating procedures. 
WHITTIER, G.D. Maine Yankee Atomic Power Co. 85/10/31. BUTCHER.EJ. Operating 
Reactors Branch 3. 2pp. 33319:003-33319:004. 

8511110128 Revised emergency plan implementing procedures, including Rev 7 to 
2.50.0, "Declaration & Categorization of Emergency Condition," Rev 9 to 2.50.2, 
“Alert" & Rev 10 to 2.50.3, “Site Area Emergency." 

* Maine Yankee Atomic Power Co. 85/11/04. 194pp. 33394:121-33394:314. 


G. Adjudicatory correspondence 

8511180373 Forwards Director's Decision DD-85-17 under 10CFR2.206 re State of ME 
840626 comments on equipment qualification deficiencies at facility-Alleged deficien- 
cies satisfactorily addressed. 

EISENHUT.D.G. Office of Nuclear Reactor Regulation, Director (pre-851125). #485 
191. 85/11/12. STERN.P. Maine, State of. Ip. 33493:345-33494:007. 

-8511180383 Director’s Decision DD-85-17 under 10CFR2.206 re environ qualification 
of electrical equipment.Overall state of equipment qualification at facility adequate to 
assure public health & safety.Safety evaluation dtd 841213 end. 

EISENHUT.D.G. Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/ 
12. 8pp. 33493:346-33494:005. 

-8511180389 Notice of issuance of Director’s Decision DD-85-17 under 10CFR2.206 re 
alleged equipment qualification deficiencies at facility, Concerns identified in State of 
ME 840626 comments adequately addressed. 

EISENHUT.D.G. Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/ 
12. 2pp. 33494:006-33494:007. 
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...Ananias Fnrwards SER for final resolution of environ qualification of electric equip- 
proposed resolution of each environ quaiification 

Kn!ht!j £“/£££* Director for Comp. & Structures En^nea»w ffo^OMI)- 
84/ 1/26. LA1NAS.G.C. Assistant Director for Operating Reactors. 10pp. 33587.005 
33587:014. 


P. operating license stage documents & correspondence 

Reactors Branch 3. 2pp. 33294:295-33294:296. 

8511180795 Forwards SAIC-85/1524-10, “Review of Licensee & Applicant Responses 
to NRC Generic Ltr 83-28 (Required Actions Based....)” Add! info requested for areas 
found to be incompJete.Teteon requested 1 wk ^Itrrec^pL 
BUTCHER, EJ. Operating Reactors Branch 3. 85/10/30. RANDAZZA.J.B. Maine 
Yankee Atomic Power Co. 2pp. 33503:096-33503:1 12. 

-£511180800 "Review of Licensee & Applicant Responses to NRC ■ Generic Ltr 83-28 
{Required Actons Based on Generic Implications of Salem ATWS Events),ltem 1 .2, 
'Post-Trip Review.Data & info Capabilities, for Maine Yankee Atomic Power Plant. 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-82-096 SAIC^5/1524-10. 85/10/30. NRC - No Detailed Affiliation Given. 15pp. 
33503:098-33503:112. 


8511110037 Forwards responses to final 43 
RELAPSYA.Requests that E Throm be retained as 


questions re YAEC-1300P on 
reviewer of RELAP5YA computer 


KSffi* Yankee Atomic Electric Co. 85/11/01. ZWOL1NSKI.J.A. Operating Reac- 
tors Branch 5. 98pp. 33392:085-33392:183. 


8511130251 Forwards payment for 850807 application for relief from ASME Code in- 

Co. 85/11/04. Office of Nuclear Reac- 
tor Regulation, Director (pre-851125). 2pp. 33434:247-33434:248. 


8511120086 Responds to 840511 request for addl info re YAEC-130OP, “RELAP5YA- 
Computer Program for LWR Sys Thermal-Hydraulic Analysis." Figures Vl.9-1 to VI.9- 
9, inadvertently omitted from 851101 response, end. 

PAPAN1C.G. Yankee Atomic Electric Co. 85/11/05. ZWOLINSKi.J.A. Operating Reac- 
tors Branch 5, 7pp. 33415:244-33415:250. 


8511250224 Notifies thatafier detailed reevaluation of steam generator blowdown 
valves during 1985 refueling outage, util concurs w/NRC position.Containment leak 
testing program will be revised to require Type C testing by 860701 . 

WHITTIER.G.D. Maine Yankee Atomic Power Co. 85/11/14. BUTCHER, E.J. Operating 
Reactors Branch 3. Ip. 33595:045-33595:045. 


8511260110 Advises that pump trip criterion revised to require tripping of reactor cool- 
ant pumps w/RCS subcoofing equal to or less than 25 F.Procedures being changed 
to reflect revised criterion 

WHITHER, G.D. Maine Yankee Atomic Power Co. 85/11/20, BUTCHER.EJ. Operating 
Reactors Branch 3. Ip. 33616:328-33616:328. 


851126Q295 Requests comments on util 850731 submittal detailing design re mods to 
prevent & mitigate effects of ATWS everrts,by 860101. 

WHITHER, G.D. Maine Yankee Atomic Power Co. 85/1 1 Z22. BUTCHER.EJ. Operating 
Reactors Branch 3. Ip. 33617:060-33617:060. 


O. inspection reports, IE Bulletins & correspondence 


8511110060 Responds to violations noted in Insp Repts 50-309/85-19 & 50-309/85- 
27.Corrective acbons:root valves verified as open & procedures ensuring correct valve 
positioning in sys realignment reviewed. 

WHITTIER.G.D. Marne Yankee Atomic Power Co. 85/10/15. MURLEY.T.E. Region 1, 
Office of Director. 9pp. 33397:189-33397:197. 

8511010111 Submits insp fees for 841223-850330. 

WHITTIER.G.D. Maine Yankee Atomic Power Co. 85/10/18. MILLER, W.O. License 
Fee Management Branch. Ip. 33288:149-33288:149. 


8511040313 EN-85-C74:on 851029,notoe of violation & proposed imposition of civil pen- 
alty in amount of $80,000 wffi be issued based on inoperable root valves causing inop- 
erable generator presstffe channels. 

POINDEXTER, T.C., ALEXRADJ. Director’s Office, Office of Inspection and Enforce- 
ment 85/10/24. Ip. 33295.-051-33295.-051. 

^encf 053 ^ ^ Bdtoiini 85-001, “Steam Stating of Auxiliary Feedwater Pumps." Svc list 

SmffilSSSS 85/10/2a Con - 

"lESttSS ^4“ " & un - 

RAN0AZZAJ - B - 

8510238643 IE Mb Notice 8$m “Potential Failures of GE PK-2 Test Blocks.” Svc list 


JORDANJEJL Division of I 

smm. mum. consoWatecTi 


j Response (Post 

, Inc. 136pp. 33358:00 

m *** Noice 85 ^ “Inadequate Inservice Tesfing of MSIVs.” Svc li 

Engtoeering Response (Pc 

830103^85/10/30. Consoidated Edfeon Co. of New YoriClnc. 137pp. 33357:20 


8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511070335 Forwards Safety Insp Rept 50-309/85-22 on 85091 6-1 9.No violations 
noted. 

EBNETER.S.D. Region 1. Office of Director. 85/11/04. RANDAZZA.J.B. Maine 
Yankee Atomic Power Co. 2pp. 33368:263-33368:269. 

-8511070340 Insp Rept 50-309/85-22 on 85091 6-1 9.No violations noted. Major areas 
inspected:welding activities, condenser replacement, diesel generator brush 

details.stellite surfacing.eddy current exam & controls on QA evaluation. 
GRAY.E.H., WIGGINS.J.T. Region 1, Office of Director. 85/11/30. 5pp. 33368:265- 
33368:269. 


8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511120104 Forwards draft NRR input to SALP evaluation for Jul 1984 * Oct 
1985.Review & comments received by 851112 will be considered in final rept. 
SEARS, P.M. Operating Reactors Branch 3. 85/11/07. THOMPSON, H.L. Division of Li- 
censing (800428-851124). BERNERO.R.M. Division of Systems Integration (811005- 
851124). KNIGHT, J.P. Division of Engineering (pre-851125). 10pp. 33433:301- 
33433:310. 


8511140035 Forwards Safety Insp Rept 50-309/85-29 on 851007-11. No violation noted. 
EBNETER.S.D. Region 1, Office of Director. 85/11/07. RANDAZZA.J.B. Maine 
Yankee Atomic Power Co. 2pp. 33449:171-33449:184. 

-8511140037 Insp Rept 50-309/85-29 on 851007-11. No violation noted.Major areas 
inspected:fuel load verification,startup testing of modified sys, surveillance testing & 
calibr of plant equipment. 

PETRONE.C., BISSETT.P., D£V,M. Region 1, Office of Director. 85/11/01. 12pp. 
33449:173-33449:184. 


8511180691 Forwards safety evaluation re review of response to 841022 safety evalua- 
tion concerning IE Bulletin 80-11, “Masonry Wall Design.” Consequence analysis con- 
cludes that no wall upgrading required. , _ .. . 

BUTCHER.EJ. Operating Reactors Branch 3. 85/11/08. RANDAZZA.J.B. Maine 
Yankee Atomic Power Co. 3pp. 33504:140-33504:144. 

-8511180700 Safety evaluation supporting response to safety evaluation concerning IE 
Bulletin 80-11, “Masonry Wall Design." , „ 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/08. 2pp. 
33504:143-33504:144. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant T ransients Due to Improper Switch Settings.” Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres/’ Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering i Response Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631.001- 
33631:017. 

8511150107 IE Info Notice 85-088, "Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. „ 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (poh 
830103). 85/11/18. Consolidated Edison Co. of New York. Inc. 130pp. 33631.018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. . 

Division °f Emergency Preparedness & Enaineering Response (P 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713.123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
^.Control Room Cooling." Svc list end. „ , Post 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response Iroa 
830103). 85/11/19. Consolidated Edison Co ol New Yor?, Inc. 133pp. 337122W- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys." Svc 
list end. . Dac , 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response ( 
830103). 85/11/19. Consolidated EdisonCo St New Yort, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 

85 cm B £ S 5 6 5 for Au 9 1985.W/850912 ltr. ofi/nft/q1 5dp . 

WHITTI ER ,G.D. Marine Yankee Atomic Power Co. 85/08/31. &PP 


input for App B of AO rept to Congress for Third Quart* 
HELTEMES.CJ. AEOD, Director’s Office. 5pp. 33455:006-33455:024. 
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-8510160384 Requests assistance to complete preparation of AO rept to Congress for 
Third Quarter cY85.Proposes listed events for reporting. Response requested by 
851018. 

HELTEMES.C.J, AEOD, Director’s Office. 85/10/07. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 14pp. 33455:011-33455:024. 

8511190295 LER 85-01 3-00:on 851 010, during refueling outage, Rosemount 1153 Series 
D pressure transmitters determined improperly installed.Caused by installation in 1982 
prior to completion of equipment qualification tests.W/851113 Itr. 

MCDOUGOLD.D.P., WHITTIER, G.D. Maine Yankee Atomic Power Co. 85/11/13. 4pp. 
33531:226-33531:229. 

8511190458 LER 85-01 4-00:on 851 01 2, Type A test performed per 10CFR50, App J de- 
termined to have failed.Caused by failure of Type C test on two primary component 
cooling valves inside & outside containment isolation barriers.W/851113 Itr. 
MCDOUGOLD.D.P., WHITTIER, G.D. Maine Yankee Atomic Power Co. 85/11/13. 3pp. 
33530:357-33530:359. 

8511270091 LER 85-005-01 :on 850508, administrative controls found lacking on primary 
component cooling piping vents & drains. New class of valves added to containment 
integrity procedure list.W/851 120 Itr. 

MCDOUGOLD.D.P., WHITTIER, G.D. Maine Yankee Atomic Power Co. 85/11/20. 3pp. 
33711:160-33711:162. 

8511270097 LER 85-01 5-00:on 851 022, inadvertent Train A safety injection actuation sys 
signal occurred.Caused by closed contact that should be open in Westinghouse NBFD 
control relay due to energized relay.Relay replaced.W/851121 Itr. 

TAYLOR, J.M., WHITTIER, G.D. Maine Yankee Atomic Power Co. 85/11/21. 4pp. 
33711:153-33711:156. 

8511270333 LER 85-016-00:on 851 023, reactor tripped due to low steam generator 
level.Caused by regulating feedwater by nonstd method & operator error.Disc seating 
adjusted & stem locking device tightened.W/851121 Itr. 

MCDOUGOLD.D.P., WHITTIER, G.D. Maine Yankee Atomic Power Co. 85/11/21. 3pp. 
33712:011-33712:013. 


V. Operator Examinations 

8511050100 Requests that final implementation date for completion of operator training 
for SPDS be extended to 860701 .revising commitment in 850306 Itr.Schedule revised 
to have concurrent training in SPDS & revised emergency operating procedures. 
WHITTIER, G.D. Maine Yankee Atomic Power Co. 85/10/31. BUTCHER, E.J. Operating 
Reactors Branch 3. 2pp. 33319:003-33319:004. 
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F. Security, medical, emergency & fire protection plans 

8511180804 Forwards comments from review of program for upgrading emergency op- 
erating procedures & request for addl info re open items from procedures generation 
packages audit. 

VARGA, S.A. Operating Reactors Branch 1. 85/10/30. MCNEILL, C.A. Public Service 
Electric & Gas Co. of New Jersey. 45pp. 33503:051-33503:095. 

8511260289 Forwards Rev 7 to contingency plan.Rev withheld (ref 10CFR73.21). 
MCNEILL, C.A. Public Service Electric & Gas Co. of New Jersey. 85/11/12. 
MURLEY.T, Region 1, Office of Director. Ip. 33608:357-33608:357. 

8511250235 Forwards response to NRC 851030 request for addl info re emergency op- 
erating procedures & procedure generation package. Phase II program 

underway.Phase III will begin following NRC approval of writers guide rev. 

MCNEILL, C.A. Public Service Electric & Gas Co. of New Jersey. 85/11/18. 
VARGA, S.A. Operating Reactors Branch 1. 4pp. 33595:144-33595:147. 


P. Operating license stage documents & correspondence 

8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1984.App A documents available in PDR Apps 
B & C documents partially & completely withhe1d,respectively,(ref Exemption 5). 
FELTON, J.M. Division of Rules and Records. 85/10/17. GILINSKY, V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

-8308290073 Forwards excerpts from SER (NUREG-0517),in response to 830720 re- 
quest for info re basis for Interim resolution of ATWS issues at time unit licensed. 
DIRCKS.W.J. Office of the Executive Director for Operations. 83/08/17. 
ASSELSTINE,J. Commissioners. 6pp. 33541:001-33541:224. 

-8511140227 Forwards draft staff responses to JR Biden 840601 questions re plant for 
comment by 840620.Questlons will be included In Senate Subcommittee on Nuclear 
Regulation 840223 hearing records. 

KAMMERER.C. Office of Congressional Affairs. 84/06/13. PALLADINO, GILINSKY, 
ROBERTS Commissioners. 17pp. 33535:264-33535:280. 

8511010221 Application for amends to Licenses DPR-70 & DPR«75,revising Tech Specs 
re boron Injection tank & contained voLboron concentration $ temp & heat tracing of 
tank & associated piping.Fee paid. > 

MCNEILL, C.A. Public Servtee Electric & Gas €o. of New Jersey. 85/10/25. 
VARGA, S.A. Operating Reactors Branch 1. 8pp. 33284:071-33284:235.* 

-8511010226 Proposed Tech Specs re boron injection tank & contained vol, boron con- 
centration & temp & heat tracing of tank; & associated piping. 

* Public Service Electric & Gas Co. of -New Jersey. 85/10/25. 157pp. 33284:079- 
33284:235. 

• , •> ■ ■ * j • • * * «■ i 

8511010276 Advises that changes to QA program description acceptable, based on Ini- 
tial review & addl Info per 851 0Q8 Itr. 

EBNETER.SvD. Region 1, Office of Director, 85/10/28. MCNBLL.CA Public Service 
Electric & Gas Co. of New Jersey. 2pp. 33286:353-33286:354. 

851 122044S Notification bfl 851203 meeting w/qti|, in Bethes^&MP to discuss realtor 
vessel level instrumentation sys Tech Specs 6 commitment rp core exit tfiarmocou- 

PifeHER,D.C. Operating Reactors Branch 1 , 85/1 1 /18. VABtAGA- Qperatj^ Reac- 
tors Branch 1. 2pp. 33587:355-33587:356. 


8511250339 Application for amends to Licenses DPR-70 & DPR-75,deleting existing 
ETS & replacing specs w/environ protection plan for both units.App A only app to 
Tech Specs.Fee paid. 

MCNEILL, C.A. Public Service Electric & Gas Co. of New Jersey. 85/11/19. 
VARGA, S.A. Operating Reactors Branch 1. 6pp. 33596:019-33596:071. 

-8511250343 “Environ Protection Plan." 

* Public Service Electric & Gas Co. of New Jersey. 85/11/19. 15pp. 33596:025- 
33596:037. 


-8511250347 "Environ Monitoring Program 1974-1984 on Diamondback Terrapin Nest- 
ing & Osprey Nesting/Bald Eagle Occurrence in Vicinity of Artificial lsland:Summary.” 
SCHULER, V.J. V.J. Schuler Associates, Inc. 85/03/28. 34pp. 33596:038-33596:071. 


Q. Inspection reports, IE Bulletins & correspondence 


8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1984.App A documents available in PDR.Apps 
B & C documents partially & completely withheld, respectively/ref Exemption 5). 
FELTON, J.M. Division of Rules and Records. 85/10/17. GILINSKY, V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

-8511140179 Forwards documents requested during Commission 840410 
briefing, including Mgt Analysis Co mgt assessment of plan for improvement of plant 
operation & latest SALP rept.Util will submit comparative rept by 840430. 

DIRCKS.W.J. Office of the Executive Director for Operations. 84/04/23. PALLADINO, 
GILINSKY, ASSELSTINE Commissioners. Ip. 33535:219-33535:219. 

-8511180201 Forwards.for review, second draft responses to Senator Bider Questions 1 
& 2 re SALP evaluation & NRC ability to anticipate problems in plant operation. 
KAMMERER.C. Office of Congressional Affairs. 84/06/22. PALLADINO, GILINSKY, 
ROBERTS Commissioners. 9pp. 33536:011-33536:019. 

-8511180615 Advises that Commission may be asked to vote on 830425 plant enforce- 
ment package during 830504 meeting. 

CHILK.S.J. Office of the Secretary of the Commission. 83/05/03. GILINSKY Commis- 
sioners. Ip. 33537:054-33537:054. 

-8511180699 Submits daily staff notes for 830722 re Salem Unit 2 restart,media inter- 
est in smoldering insulation at Hatch Unit 2 & notice of violation & proposed imposi- 
tion of civil penalties in amount of $140,000 issued on 830722 to GPU. 

DIRCKS.W.J. Office of the Executive Director for Operations. 83/07/25. PALLADINO 
Commissioners. 2pp. 33537:110-33537:111. 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 !E Info Notice 85-084, “Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, "Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 


8511070534 Notification of SALP Board Meeting 85-111 on 851119 w/util in King of 
Prussia, PA. 

NORRHOLM.L.J. Region 1, Office of Director. 85/11/05. Region 1, Office of Director. 
Ip. 33382:198-33382:198. 

8511200315 Ack receipt of 850829 Itr informing NRC of steps taken to corrept violations 
noted in Insp Repts 50-272/85-01 & 50-311/85-04. 

EBNETER.S.D. Region 1, Office of Director, 85/11/07. UDERITZ,RA Public Service 
Electric & Gas Co. of New Jersey. Ip. 33555:338-33555:341. 

8511130080 Forwards Safety Insp Repts 50-272/85-23 & 50-311/85-24 on 851001- 
31 .No violations noted Jncreased mgt attention in waste gas analyzer sys operation 
warranted. , . , >- ■ .» 

COLLINS, S.J. Region 1, Office of Director. 85/11/98. MCNSLL,CA Public Service 
Electric & Gas Co. of New Jersey. 2pp. 33426:066-33426:079. 

-8511 130086 insp Repts 50-272/85-23 & 50-311/85-24 on 851 001 -31 .No* violations 
noted.Major areas inspectedifollowup on outstanding insp items.operational' safety ver- 
ification, maint observations & cold weather preparations. 

LIMROTH.D.F., KENNY, T.J. Region 1, Office of Director. 85/11/06. 12pp. 33426:068- 
33426:079. 

8511130441 IE Bulletin 85-QQ3, "Motor-Operated Valve Common Mode Failures During 
Plant Transients Due tp Jmbroper Switch Settings." Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 
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8511250289 Responds to NRC 851017 Itr re violations noted in Insp Repts 50-272/85- 
20 & 50-31 1 /85-22.Corrective actionsrappropriate training programs will incorporate 
discussion of failure to follow procedure re classification of containment leakage. 
MCNEILL.C.A. Public Service Electric & Gas Co. of New Jersey. 85/11/15. 
COLLINS.S.J. Region 1, Office of Director. 2pp. 33597:026-33597:027. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, "Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 

8511050316 "Semiannual Radioactive Effluent Release Rept,Jan-June 1985." W/ 
850830 Itr. 

MCNEILL, C.A. Public Service Electric & Gas Co. of New Jersey. RERR-18. 85/06/30. 
MURLEY.T.E. Region 1, Office of Director. 50pp. 33341:282-33341:332. 

8511210049 Monthly operating rept for Oct 1985.W/851110 Itr. 

WHITE, P., ZUPKO.J.M. Public Service Electric & Gas Co. of New Jersey. 85/10/31. 
9pp. 33579:019-33579:027. 

8511190241 Forwards response to nuclear oversight committee Oct quarterly rept cov- 
ering sys engineering program, INPO findings & commitment tracking sys. 

MCNEILL, C.A. Public Service Electric & Gas Co. of New Jersey. 85/11/13. 
VARGA, S.A. Operating Reactors Branch 1. 5pp. 33513:349-33513:353. 


S. Reportable occurrences, LERs & related correspondence 

8511180440 RO:on 850805,07 & 10, three Atlantic loggerhead sea turtles found im- 
pinged on trash bars of circulating water sys intake.One turtle survived.Trash bars ob- 
served once per 8 h shift & cleaned at least once per day. 

MCNEILL, C.A. Public Service Electric & Gas Co. of New Jersey. 85/09/04. 
MURLEY.T.E. Region 1, Office of Director. 4pp. 33495:038-33495:041. 

8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1 984.App A documents available in PDR.Apps 
B & C documents partially & completely withheld, respectively,(ref Exemption 5). 
FELTON.J.M. Division of Rules and Records. 85/10/17. GILINSKY.V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

-8305170032 Discusses corrective actions taken in response to 830222 & 25 failure of 
undervoltage attachments. 

DIRCKS.WJ. Office of the Executive Director for Operations. 83/05/04. AHEARNE.J. 
Commissioners. 2pp. 33537:321-33537:322. 

“8308160145 Suggests clarifying changes to Salem AO rept to Congress. Section on 
failure of undervoltage trip devices should be changed since Westinghouse visual 
exam of one Unit 1 device inadequate to determine equipment wear. 

DIRCKS.W.J. Office of the Executive Director for Operations. 83/08/05. GILINSKY.V. 
Commissioners. 4pp. 33538:003-33538:006. 

“8511180630 Advises that Commission may be asked to give guidance to staff on 
planned actions outlined in SECY-83-248 re evaluation of implications of plant event 
during 830713 meeting. 

CHILK,$.J. Office of tne Secretary of the Commission. 83/07/12. GILINSKY Commis- 
sioners. Ip. 33537:057-33537:057. 

-8511180637 Advises that paper/briefing describing staff actions undertaken as result 
of findings of Part I of NRC review of generic implications of plant event will be provid- 
ed by 830620.ACRS briefing will follow, 

DIRCKS.W.J. Office of the Executive Director for Operations. 83/05/20. PALLADINO, 
GILINSKY, AHEARNE Commissioners. 1 p. 33537:058-33537:058. 

8511180397 RO:on 850930,discovered dead Atlantic loggerhead sea turtle impinged on 
circulating water sys intake trash bars.Caused by deep carapace slashes indicative of 
ship propeller cut. Turtle removed for autopsy & disposal. 

MCNEILL, C.A. Public Service Electric & Gas Co. of New Jersey. 85/10/25. 
MURLEY.T.E. Region 1, Office of Director. 4pp. 33495:240-33495:242. 

8511140403 LER 85-021-00:on 851 006, diesel generator 2B output breaker 
tripped.Caused by voltage regulator control power transformer output failing 
low.Transformer returned to mfg. W/851 1 05 Itr. 

RUPP.J.L,, ZUPKO.J.M. Public Service Electric & Gas Co. of New Jersey. 85/11/05. 
5pp. 33456:268-33456:272. 

8511140232 LER 85-022-00:on 851 007, reactor trip & safety injection initiated by spuri- 
ous actuation of bistables & contacts resulting from voltage spike on vital instrument 
bus 20, Caused by technical miswiring receptacle. W/851 105 itr. 

RUPPiJ.L,, 2UPKQ.J.M. Public Service Electric & Gas Co. of New Jersey. 85/11/06. 
5pp. 33466:352-33466:356. 


V. Operator Examinations 

8511120073 Forwards response to Generic Ltr 85-18, “Operator Licensing Exams." 
MCNEILL, C.A. Public Service Electric & Gas Co. of New Jersey. 85/10/29. 
THOMPSON, H.L. Division of Licensing (800428-851124). 4pp. 33413:359-33413:362. 


DOCKET 50-312 RANCHO SECO NUCLEAR GENERATING STATION 


F. Security, medical, emergency & fire protection plans 

8511190539 Forwards 841108 attendance sheet for Emergency Plan Training Modules 
1-9, in response to 850917 telcon w/F Thompson. 

PARMAN.L Sacramento Municipal Utility District. 85/09/18. PRENDERGAST.K. 
Region 5, Office of Director. 2pp. 33522:236-33522:237. 

8511120057 Forwards Insp Rept 50-312/85-25 on 850801 -0927.NO violations or devi- 
ations noted. 

KIRSCH.D.F. Region 5, Office of Director. 85/10/22. RODRIGUEZ, R.J. Sacramento 
Municipal Utility District. Ip. 33428:089-33428:096. 

-8511120066 Insp Rept 50-312/85-25 on 850801 -0927.NO violation or deviation 
noted. Major areas inspected:operational safety verification, maint, reactor 

startup, essential safety feature sys walkdown & emergency preparedness drill. 
ECKHARDT.J.H., PEREZ.G.P., ALBERT, W. Region 5, Office of Director. 85/10/21. 
7pp. 33428:090-33428:096. 

8511120043 Forwards Insp Rept 50-312/85-26 on 850826-30.No significant deficiencies 
or violations identified.Potential inconsistencies in emergency plan & implementing 
procedures re protective action recommendations noted. 

WENSLAWSKI.F.A. Region 5, Office of Director. 85/10/23. RODRIGUEZ, R.J. Sacra- 
mento Municipal Utility District 2pp, 33428:097-33428:109. 

“8511120051 Insp Rept 50-312/85-26 on 850826-30. No significant deficiencies or viola- 
tions noted.Major areas inspected: emergency preparedness exercise & associated 
critique & followup on previous exercises/driils & shift training. 

PRENDERGAST.K., TEMPLE.G.M., FISH.R.F. Region 5, Office of Director. 85/10/22. 

1 1 pp. 33428:099-33428:1 09. 

8511050004 Submits addl info re alternative shutdown capabililty for computer & control 
room.Procedure C.13B to change pressurizer level as required by analysis will be re- 
vised by 860201. 

RODRIGUEZ.R.J. Sacramento Municipal Utility District. 85/10/30. THOMPSON, H.L. 
Division of Licensing (800428-851124). Ip. 33318:286-33318:286. 

8511040281 Forwards response to request for addl info re conformance to Reg Guide 
1.97.Utif will widen indicated quench tank temp range during Cycle 8 refueling outage 
to include 50 F lower limit. 

RODRIGUEZ, R.J, Sacramento Municipal Utility District. 85/10/31. THOMPSON, H.L 
Division of Licensing (800428-851124). 13pp. 33295:273-33295:285. 

8511110222 Forwards Special Safeguards Insp Rept 50-312/85-29 on 850926- 
1024.Major areas inspected:circumstances & corrective actions associated w/recent 
security event, including physical protection.Rept withheld (ref 10CFR73.21 & 2.790). 
SCARANO.R.A. Region 5, Office of Director. 85/11/05. RODRIGUEZ.R.J. Sacramen- 
to Municipal Utility District. 2pp. 33387:369-33387:360. 

8511120027 Forwards revised requests for exemptions from requirements of 
10CFR50,App R, including update of previous requests list of required mods & respec- 
tive schedule for installation &. addl request re lack of suppression in control room, 
RODRIGUEZ, R.J, Sacramento Municipal Utility District. 85/11/07. THOMPSON, H.L. 
Division of Licensing (800428-851124). 60pp. 33415:346-33416:043. 


I. Financial information 


8511220339 informs that review of financial info submitted for 1985 in 851101 itr satis- 
fies requirements of 10CFR140 that licensee maintain approved guarantee of deferred 
premiums for each operating reactor wholly or partially owned. 

SALTZMAN.J. Assistant Director for State & Licensee Relations, 85/11/19, 
RODRIGUEZ, R.J, Sacramento Municipal Utility District tp, 33602:1 21 -33602:121. 


J. Insurance & Indemnity information . 

851101043$ Forwards Amend 8 to Indemnity Agreement B-66 reflecting change in site 
description. ■ ■ ■ 1 ■ ‘ ' 

DINITZ.I. Office of State Programs, Director. 85/10/29. RODRIGUEZ, R.J. Sacramento 
Municipal Utility District 2pp. 33301:325-33301:326. 


P. Operating license stage documents & correspondence 

8511070273 Forwards SER of utH response fa Items 3.1.3 8 3.2.3 of Generic Ltr 83- 
28.No post-maint testing requirements exist which degrade safety.Technical evaluation 
rept end. 

STOLZ,J.F. Operating Reactors Branch 4: 85/10/09. RODRIGUEZ, R.J. Sacramento 
Municipal Utility District 2pp. 33379:286-33379:289. 

“8511070279 SER accepting licensee response to Items 3.1.3 & 3.2.3 of Generic Ltr 
83-28. No post-maint test requirements found in Tech Specs that degraded safety. 

* Operating Reactors Branch 4. 85/10/09. 2pp. 33379:288-33379:289. 

“8509260444 “Conformance to Generic . Ltr 83-28, Items 3.1 .3 & 3.2.3, Arkansas 1, Crys- 
tal River 3,Oconee f,2 8r3^iwchtf : ' 

HAROLDSEN,R. EG&G idahpv Inc. (sg^s, ofEG&G, fnc.). FIN 0-6001. 85/08/31. Divi- 
sion of Systems Integrator $ >05-8511 24X Ttpp. 33379:290-33379:300. 

8511010225 Summary of 851004 meeting w/B&W Owners Group Transient Assessment 
& Availability Committees in Efethesd&MD re operating experience of operating reac- 
tors & planstoirnprowexperferite:^^ 

VISSING.G.S. Ej^ariph. 4, 85/10/17: Operating Reactors Branch 4. 



DOCKETED ITEMS 85 


8511040261 Rev 2 to application for amend to License DPR-54,changing Tech Specs to 
establish spent fuel pool temp as principal parameter to be controlled & incorporating 
NRC recommended duration limit on use of DHR sys. 

RODRIGUEZ, R.J. Sacramento Municipal Utility District 85/10/30. THOMPSON.H.L, 
Division of Licensing (800428-851124). 4pp. 33295:267-33295:272. 


8510250543 IE Info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks." Svc list 
end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 


—8511040267 Proposed Tech Spec Section 3.9 re adequate cooling of spent fuel pool 
to ensure pool temp low enough to prevent boiling & incorporating NRC recommend- 
ed duration limit on use of DHR sys as alternate means of cooling. 

* Sacramento Municipal Utility District. 85/10/30. 2pp. 33295:271-33295:272. 

8511040367 Revised application for Amend 107 to License DPR-54, changing Tech 
Specs to define operability & surveillance requirements for auxiliary feedwater sys. 
RODRIGUEZ, R.J. Sacramento Municipal Utility District. 85/10/30. THOMPSON.H.L. 
Division of Licensing (800428-851124). 4pp. 33297:350-33298:012. 

-8511040397 Proposed Tech Spec defining operability & surveillance requirements for 
auxiliary feedwater sys. 

* Sacramento Municipal Utility District. 85/10/30. 21pp. 33297:354-33298:012. 


8510250546 IE Info Notice 85-084, "Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, "Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 


8511110045 Forwards addendum to Attachment 5, Part II, Rev 1 to auxiliary feedwater/ 
main feedwater failure analysis contained in 851025 Itr. 

RODRIGUEZ, R.J. Sacramento Municipal Utility District. 85/11/01. THOMPSON.H.L. 
Division of Licensing (800428-851124). 2pp. 33387:082-33387:083. 

8511200121 Forwards Rev 24 to “Status of LRS Recommendations,” per J Eckhardt 
requestRept to be used internally for tracking status of resolution of recommenda- 
tions. 

RODRIGUEZ, R.J. Sacramento Municipal Utility District. 85/11/07. MARTIN, J.B. 
Region 5, Office of Director. Ip. 33527:152-33527:175. 

-8511200123 Rev 24 to “Status of LRS Recommendations." 

* Sacramento Municipal Utility District. 85/11/05. 23pp. 33527:153-33527:175. 

8511150033 Rev 1 to proposed Amend 114 to License DPR-54, revising Tech Specs to 
reflect provisions for testing shunt trip attachments & silicon controlled rectifier relays, 
RODRIGUEZ, R.J. Sacramento Municipal Utility District. 85/11/08. THOMPSON.H.L. 
Division of Licensing (800428-851124). 3pp. 33466:127-33466:144. 

-8511150042 Proposed Tech Specs reflecting provisions for testing shunt trip attach- 
ments & silicon controlled rectifier relays. 

* Sacramento Municipal Utility District. 85/11/08. 15pp. 33466:130-33466:144. 

8511180435 Forwards Rev 2 to Attachment 2 & Addendum NRC-5150 re HPI "A” flow 
anomoly.Rev 1 to Attachment 5, Parts I & II re auxiliary feedwater/ main feedwater fail- 
ure analysis & Attachment 8 re oil levels on safety-related pumps. 

RODRIGUEZ, R.J. Sacramento Municipal Utility District. 85/11/13. THOMSON, H.L. Di- 
vision of Licensing (800428-851 1 24). 32pp. 33495:042-33495:073. 


8511190248 Application for Amend 127 to License DPR-54, revising limiting conditions 
for operation statement for main steam safety valves.W/o significant hazards 
evaluation.Fee paid. 

RODRIGUEZ, R.J. Sacramento Municipal Utility District. 85/11/14. THOMPSON.H.L 
Division of Licensing (800428-851124). 3pp. 33516:200-33516:224. 

-8511190252 Proposed Tech Spec changes re limiting conditions for operation of tur- 
bine cycle equipment necessary to assure required steam relief capacity during 
normal operation 8 capability to remove decay heat from reactor core. 

* Sacramento Municipal Utility District. 85/11/14. 2pp. 33516:203-33516:204. 

-8511190258 “Rancho Seco:Main Steam Safety Valve Analysis, Overpressure Protec- 
tion Requirements for Number of Main Steam Safety Valves for Rancho Seco Unit.” 

* Babcock & Wilcox Co. 86-1153322-00. 85/11/14. 20pp. 33516:205-33516:224. 


8511190315 Grants exemption from 10CFR1 70.1 1(b) fee requirements for 830922 appli- 
cation to extend time for implementing shift staffing requirements.List of applications 
re facility, fees paid & final fee determination for each encl. 

MILLER, W.O. License Fee Management Branch. 85/11/14. RODRIGUEZ, R.J. Sacra- 
mento Municipal Utility District. 3pp. 33534:320-33534:322. 


Q. Inspection reports, IE Bulletins & correspondence 

8511120057 Forwards Insp Rept 50-312/85-25 on 850801 -0927.NO violations or devi- 
ations noted. 

KIRSCHAF. Region 5, Office of Director, 85/10/22. RODRIGUEZ, RJ. Sacramento 
Municipal Utility District 1 p. 33428:089-33428:096. 

-8511120066 Insp Rept 50-312/85-25 on 850801 -0927.NO violation or deviation 
noted.Major areas inspected;operational safety verification.maint, reactor 

startup.essential safety feature sys walkdown & emergency preparedness drill. 
ECKHARDT, J.H., PEREZ,G.P., ALBERT.W. Region 5, Office of Director. 85/10/21. 
7pp. 33428:090-33428:098. 

8511120043 Forwards Insp Rept 50-312/85-26 on 850826-30.No significant deficiencies 
or violations identified.Potential inconsistencies in emergency plan & implementing 
procedures re protective action recommendations noted. 

WENSLAWSKLF.A. Region 5, Office of Director. 85/10/23. RODRIGUEZ, RJ. Sacra- 
mento Municipal Utility District 2pp. 33428:097-33428:1 09. 


i on 850826-30.No significant deficiencies or viola- 
d: emergency preparedness exercise & associated 
l exerdses/arilis & shift training. 

FfSH,R.F; Region 5, Office of Director. 85/10/22. 


-8511120051 Insp Rept 5043TS 
tions noted.Major areas 1 — 
critique & followup onj 
PRENDERGAST.K., Tl 
11pp. 33428:099-33428:109. 
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TAYLOR, J.M. Directors Office, Office of Iriisipectfon dnd Enforf^n^ Con- 

solidated 339BBfe1 39^f|33OT^i7T. - 



imposition of civil 
to ensure that mod 


r J0/25i Directors Office, 


8511010020 IE Info Notice 85-086, "Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 


8511110222 Forwards Special Safeguards Insp Rept 50-312/85-29 on 850926- 
1024.Major areas inspected:circumstances & corrective actions associated w/recent 
security event, including physical protection.Rept withheld (ref 10CFR73.21 & 2.790). 
SCARANO.R.A. Region 5, Office of Director. 85/11/05. RODRIGUEZ, R.J. Sacramen- 
to Municipal Utility District. 2pp. 33387:359-33387:360. 

8511130243 Advises that 850717 commitment to upgrade four procedures re battery 
testing of 125-volt dc sys by 851015 in response to violation noted in Insp Rept 50- 
312/85-08 not met due to unexpected increased workloadCompletion expected by 
851213. 

RODRIGUEZ.R.J. Sacramento Municipal Utility District. 85/11/05. MARTIN, J.B. 
Region 5, Office of Director. MARTIN, J.B. Record Services Branch (Document Control 
Desk). Ip. 33426:032-33426:032. 

8511260061 Forwards Insp Rept 50-312/85-27 on 85091 8-1 01 7.No violations noted. 
KIRSCH.D.F. Region 5, Office of Director. 85/11/06. RODRIGUEZ, RJ. Sacramento 
Municipal Utility District. 2pp. 33641:320-33641:331. 

-8511260067 insp Rept 50-312/85-27 on 85091 8-1 01 7.No violations or deviations 
noted.Major areas inspected:QA program changes & followup of LER & operations 
program open items. 

MYERS, C.J., MILLER.L.F. Region 5, Office of Director. 85/11/05. 10pp. 33641:322- 
33641:331. 


8511180657 Ack receipt of 851025 Itr & payment of $50,000 for civil penalty proposed 
in NRC 850926 Itr. 

AXELRADJ.A. Enforcement Staff. 85/11/13. RODRIGUEZ, R.J. Sacramento Municipal 
Utility District 2pp. 33503:244-33503:245. 

8511130441 IE Bulletin 85-003, "Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list encl. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Fnc. 138pp. 33713:253-33714:031. 


8511150098 IE Info Notice 85-087, "Hazards of Inerting Atmospheres.” Svc list encl. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, "Licensee Control of Contracted Svcs Providing 
Training.” Svc list encl. 

JORDAN,E.L. Division of Emergency Preparedness A Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 


8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type Ak-2-25 Reactor 
Trip Breaker.” Svc list encl. 

JORDANyE.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list encl. ^ 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712;214- 
33712:346. -viw 

8511150120 IE Info Notice 85-090, "Use of Sealing Compounds in Operating Sys.” Svc 
list encl. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. . 


R. Periodic operating reports & related correspondence 


8511220030 Monthly operating rept for Oct 1985.W/851115 ttr. 

COLOMBO^.. RODRIGUEZ, RJ. Sacramento Municipal Utility District 85/10/31. 
10pp. 30585.;O7O-3358§:O79. " ’ * 


851 4200289 Forwards info re 



i Request 

District 85/11/13- MARTIN, J J. 
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S. Reportable occurrences, LERs & related correspondence 

8511060282 Summary of Operating Reactors Events Meeting 85-19 on 851007 w/ofc 
directors, div directors & representatives on events which occurred since last meeting 
on 851007. 

CRUTCHFfELD,D. Assistant Director for Safety Assessment 85/10/21. 
THOMPSONS. L Division of Licensing (800428-851124). 24pp. 33371:015-33371:038. 

8511070053 LER 85-020-00:on 851 007, internal occurrence description rept indicated 
that flow controllers for control room/technical support ctr essential HVAC filtration 
units maifunctioning. Caused by design error.Correction made. W/851 031 Itr. 
COLOMBO, R.W., RODRIGUEZ, RJ. Sacramento Municipal Utility District. 85/10/23. 
MARTIN, J.B. Region 5, Office of Director. 3pp. 33374:356-33374:358. 

8511010230 Forwards summary & supplemental info re 851002 transient, per 851025 
teiconJtems in plan include pre- & post-startup actions to determine root cause of 
event & initiation of corrective programs. 

RODRIGUEZ, R.J. Sacramento Municipal Utility District. 85/10/25. THOMPSON, H.L. 
Division of Licensing (800428-851 1 24). 53pp. 33287:1 35-33287:1 87. 

8511070511 LER 85-01 9-00:on 851 002, reactor trip occurred & RCS temp decreased to 
approx 70 F.Caused by excessive steam loads due to two open relief valves on feed 
water heater 4A.HPI flow manually initiated to maintain pressure. W/851 031 Itr. 
COLOMBO.R.W., RODRIGUEZ, R.J. Sacramento Municipal Utility District. 85/10/29. 
MARTIN, J.B. Region 5, Office of Director. 6pp. 33374:071-33374:076. 

8511110287 PNO-V-85-075:on 851 102, plant attained criticality & commenced power op- 
eration on 851103.Plant has been shut down since 851002 due to loss of main feed- 
water event 

ECKHARDTJ,, MILLER, L. Region 5, Office of Director. 85/11/04. Ip. 33386:241- 
33386:241. 

8511130030 Summary of 851023 meeting w/util, Arkansas Power & Light Co & B&W re 
auxiliary feedwater sys mods-Meeting requested following 851002 inadvertent reactor 
trip necessitating initiation of feedwater sys & failure of sys pump. 

KALMAN, G. Operating Reactors Branch 4. 85/11/04. Operating Reactors Branch 4. 
5pp. 33455:001-33455:005. 

8511120103 Part 21 rept re potential defect in DSR or DSRV standby diesel generator 
intake & exhaust valve springs mfg by Betts Spring Co. Users recommended to inspect 
engines for broken springs & identify original mfg. 

GUNTRUM.B.C. Transamerica Delaval, Inc. 85/11/06. Director's Office, Office of In- 
spection and Enforcement. 5pp. 33413:293-33413:297. 

8511200086 Part 21 & deficiency rept re Rev B to Rosemont Instruction Manual 4302 
not addressing zero shift due to process pressure in Model 1153 alphaline nuclear 
pressure transmitter. 

RODRIGUEZ.RJ. Sacramento Municipal Utility District. 85/11/08. MARTIN, J.B. 
Region 5, Office of Director. 2pp. 33527:305-33527:306. 

8511200110 Part 21 & deficiency rept re unreliable porthole oil level gauge for auxiliary 
feedwater pumps supplied by B&W.Metal insert behind sight glass trapped oil causing 
false level indication.Meta! insert removed. 

RODRIGUEZ.RJ. Sacramento Municipal Utility District 85/11/08. MARTIN, J.B. 
Region 5, Office of Director. 2pp. 33527:185-33527:186. 

8511200113 PNS-V-85-005:on 851113,two contractors from Nuclear Power Svc allowed 
access to proctected area w/o being searched or badged.Contractors discovered by 
Nuclear Power Svc supervisor & escorted to access control area. 

SCHUSTER, M.D., MCQUEEN, A.D. Region 5, Office of Director. 85/11/14. Ip. 
33527:184-33527:184. 

8511260670 LER 84-Q16-01:on 840425, RCS pump seal return line isolation valve ex- 
ceeded Tech Spec stroke time limitCaused by weaknesses in documentation & sur- 
veillances of equipment. Valve restroked.Surveillance procedure revised.W/851121 Itr. 
COLOMBO.R.W., LATHAM.W.K. Sacramento Municipal Utility District 85/11/14. 
MARTIN, J.B. Region 5, Office of Director. 4pp. 33620:323-33620:326. 

8511190267 Forwards latest rev to action ^.describing program plan to resolve con- 
cerns stemming from 851002 transientAil startup required items completed. All power 
escalation items will be completed by full power operation. 

RODRIGUEZ, R.J. Sacramento Municipal Utility District 85/11/15. THOMPSON, H.L 
Division of Licensing (800428-851124). 13pp. 33516:144-33516:156. 


U. Congressional/Executive Correspondence 

8511250390 Forwards response to J Curtiss request for info re 851120 markup of low 
level waste act amends by Senate Subcommittee on Nuclear Regulation forwarded to 
EDO by J Gom on 851 1 13. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/18. 
REHM,T. Office of the Executive Director for Operations. 8pp. 33619:180-33619:191. 

-8511250402 Submits J Curtiss (Senate Subcommittee on Nuclear Regulation) request 
for info re low level waste amends markup.Legal definition of commercial nuclear 
power plants, including PWR.BWR & Fort St Vrain requested. 

GORN.J. NRC - No Detailed Affiliation Given. 85/11/13. REHM.T. NRC - No Detailed 
Affiliation Given. 4pp. 33619:188-33619:1 91. 

DOCKET 50-313 ARKANSAS NUCLEAR ONE, UNIT 1 


F. Security, medical, emergency & fire protection plane 

8511250105 Rev 5 to Emergency Plan implementing Procedure 1904,07, "Protective 
Action Recommendations.'* 

* Arkansas Power & Light Co. 85/08/23. 2pp. 33592:189-33592:190. 

8511010159 Rev 3 to Emergency Plan Implementing Procedure 1903.03, "Assignment 
of Personnel to Emergency Response Organization." 

LEVINE, J.M. Arkansas Power & Light Co. 85/10/24. 28pp. 33288:100-33268:127. 

8511080505 Ack receipt of 850614 response to NRC 850510 Itr re changes to emer- 
gency plan.Requests addl info addressing planning guidance elements of NUREG- 

JOHNSON.E.H. Region 4, Office of Director. 85/1 0/28. GR1FFINJ.M. Arkansas Power 
& Light Co. 2pp. 33355:051 -33355:066. 


8511110160 Forwards Insp Repts 50-313/85-23 & 50-368/85-24 on 850901-30 & no- 
tices of violation & deviation. 

MARTIN, L.E. Region 4, Office of Director. 85/10/29. GRIFFIN, J.M. Arkansas Power & 
Light Co. 2pp. 33387:314-33387:336. 

-8511110180 Insp Repts 50-313/85-23 & 50-368/85-24 on 850901-30. Violation 
noted:failure to maintain operating procedure in up-to-date status.Deviation 
noted:failure to implement B&W Safe-End Task Force recommendation. 
JOHNSON.W.D., HARRELL, P.H., HUNNICUTT.D.M. Region 4. Office of Director. 85/ 
10/24. 18pp. 33387:319-33387:336. 

8511070086 Forwards revised NUREG-0737,Suppl 1 integrated implementation 
plan.Status & tasks performed in last 6 months described, including control room 
design review, Reg Guide 1.97.SPDS & emergency operating procedures. 

ENOS.J.T. Arkansas Power & Light Co. 85/10/30. THOMPSON, H.L Division of Li- 
censing (800428-851124). 4pp. 33366:165-33366:169. 

8511050044 Rev 1 to Emergency Plan Implementing Procedure 1905.001, “Emergency 
Radiological Controls." 

LEVINE, J.M. Arkansas Power & Light Co. 85/11/01. 16pp. 33319:162-33319:177. 

8511140235 Rev 1 to emergency plan.W/851107 Itr. 

ENOS.J.T. Arkansas Power & Light Co. 85/11/01. 180pp. 33448:189-33449:058. 

8511180056 Revised emergency radiation protection procedures, including Rev 2 to Pro- 
cedure 1905.002, “Offsite Emergency Monitoring” & Rev 1 to Procedure 1905.004, 
“Emergency Operations Facility Radiological Controls.” 

LEVINE, J.M. Arkansas Power & Light Co. 85/11/01. 30pp. 33493:075-33493:104. 

8511180286 Rev 8 to Emergency Plan Implementing Procedure 1903.43, “Duties of 
Emergency Radiation Team." 

LEVINE, J.M. Arkansas Power & Light Co. 85/11/01. 9pp. 33493:145-33493:153. 

8511180516 Rev 1 to Emergency Plan Implementing Procedure 1905.030, “Airborne I* 
131 Determination Using MS-2/SPA-3.” 

LEVINE, J.M. Arkansas Power & Light Co. 85/11/01. 7pp. 33496:187-33496:193. 

8511220228 Forwards “Audit Rept of DCRDR for Arkansas Nuclear One, Unit 1," for 
850916-20 audit.Rept identifying corrective actions for human engineering discrepan- 
cies requested by 851018. 

STOLZ.J.F. Operating Reactors Branch 4. 85/11/07. GRIFFIN, J. Arkansas Power 4 
Light Co. 3pp. 33603:164-33603:166. 

—8511060161 “Audit Rept of DCRDR for Arkansas Nuclear One, Unit 1," for Oct 1985. 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-82-096. 85/10/31. NRC - No Detailed Affiliation Given. 52pp. 33603:167- 
33603:218. 

8511190313 Rev 1 to Emergency Plan Implementing Procedure 1905.30, “Airborne I- 
131 Determination Using MS-2/SPA-3,” redistributing cover sheet only. 

* Arkansas Power & Lignt Co. 85/11/12. 2pp. 33515:354-33515:355. 

8511120046 Page 11 to Rev 11 to Emergency Plan Implementing Procedure 1903.23, 
"Personnel Emergency Checklist,” for redistribution only. 

* Arkansas Power & Light Co. 86/02/15. 2pp. 3341 5:305-3341 5:306. 


I. Financial information 


8511110308 Advises that financial info submitted for 1985 in 851028 Itr satisfies require- 
ments of 10CFR1 40.21. 

SALTZMAN.J. Assistant Director for State & Licensee Relations. 85/11/07. 
LANGSTON, N.E. Arkansas Power & Light Co. Ip. 33407:215-33407:215. 


P. Operating license stage documents & correspondence 

8511070273 Forwards SER of util response to Items 3.1.3 & 3.2.3 of Generic Ltr 83- 
28.No post-maint testing requirements exist which degrade safety.Technical evaluation 
rept end. 

STOLZ.J.F. Operating Reactors Branch 4. 85/10/09. RODRIGUEZ.RJ. Sacramento 
Municipal Utility District. 2pp. 33379:286-33379:289. 

-8509260444 "Conformance to Generic Ltr 83-28, Items 3.1.3 & 3.2.3, Arkansas I.Crys- 
tai River 3,Oconee 1,2 & 3,Rancho Seco & TMI-1.” 

HAROLDSEN.R. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. 85 / 08 / 31 . Divi- 
sion of Systems Integration (811005-851124). 11pp. 33379:290-33379:300. 

8511010154 Forwards safety evaluation supporting alternate sampling methods for 
borons & chlorides in reactor coolant samples. Methods meet criteria of NUREG- 
0737, Item II.B.3 & acceptable. 

STOLZ.J.F. Operating Reactors Branch 4. BUTCHER, E.J. Operating Reactors Branch 
3. 85/10/16. GRIFFIN, J.M. Arkansas Power & Light Co. 2pp. 33304:053-33304:056. 

-8511010164 Safety evaluation supporting alternate sampling methods for borons & 
chlorides in reactor coolant samples.Method$ meet criteria of NUREG-0737,ltem 11.8.3 
& acceptable. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/16. 2pp. 
33304:055-33304:056. . 

8511010225 Summary of 851004 meeting w/B&W Owners Group Transient Assessment 
& Availability Committees in Bethesda,MD re operating experience of operating reac- 
tors & plans to improve experience. Viewgraphs end. 

V1SSING,G.S. Operating Reactors Branch 4. 85/10/17. Operating Reactors Branch 4. 
94pp. 33304:239-33304:331. 

8511150014 Forwards draft “Review of Licensee & Applicant Responses to NRC Ge- 
neric Ltr 83-28...." Util response incomplete in five areas evaluated-Addl info request- 
ed by telcon within 1 wk of rept receipt 

STOLZ.J.F. Operating Reactors Branch 4. 85/10/30. GRIFFIN, J.M. Arkansas Power & 
Light Co. 2pp. 33468:033-33468:051 . 
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-8511150066 “Review of Licensee & Applicant Responses to Generic Ltr 83-28 (Re- 
quired Actions Based on Generic Implications of Salem ATWS Events), Item 1.2, Arkan- 
sas Nuclear One, Units 1 & 2...,” technical evaluation rept. 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-82-028. SAIC-85/1 527-1. 85/10/30. NRC - No Detailed Affiliation Given. 17pp. 
33468:035-33468:051. 

8511070171 Notification of 851114 meeting w/util in Bethesda.MD to discuss auxiliary 
feedwater sys.Requested participants listed.Tentative agenda end. 

LEE.R.S. Operating Reactors Branch 3. VISSING.G.S. Operating Reactors Branch 4. 
85/10/31. BUTCHER, E.J. Operating Reactors Branch 3. STOL2.J.F. Operating Reac- 
tors Branch 4. 4pp. 33381 :032-33381 :035. 

8511220265 Summarizes utils responses to NRC request for info re effects of recent 
cost curtailment program at facilities. Curtailment impacts received appropriate licens- 
ee mgt attention.No special NRC action warranted at present. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/08. 
DIRCKS,WJ. Office of the Executive Director for Operations. 3pp. 33603:134- 
33603:136. 

8511220088 Advises that transmittal of regulatory effectiveness review rept 
premature, per 851104 Itr.NRR will officially transmit rept.Response request should be 
disregarded. 

MARTIN.L.E. Region 4, Office of Director. 85/11/18. GRIFFIN, J.M. Arkansas Power & 
Light Co. 2pp. 33568:267-33568:268. 

8511260165 Discusses installation of hydrogen recombiners in combustible gas control 
sys.Benefits of installation listed. Meeting to discuss sys upgrades & to seek NRC ap- 
roval requested. 

NOS.J.T. Arkansas Power & Light Co. 85/11/20. STOL2.J.F. Operating Reactors 
Branch 4. 2pp. 33616:290-33616:291. 


Q. Inspection reports, IE Bulletins & correspondence 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8511110160 Forwards Insp Repts 50-313/85-23 & 50-368/85-24 on 850901-30 & no- 
tices of violation & deviation. 

MARTIN.L.E. Region 4, Office of Director. 85/10/29. GRIFFIN, J.M. Arkansas Power & 
Light Co. 2pp. 33387:314-33387:336. 

-8511110167 Notice of violation from insp on 850901-30. 

* Region 4, Office of Director. 85/10/29. 2pp. 33387:316-33387:317. 

-8511110171 Notice of deviation from insp on 850901-30. 

* Region 4, Office of Director. 85/10/29. Ip. 33387:318-33387:318. 

-8511110180 Insp Repts 50-313/85-23 & 50-368/85-24 on 850901-30. Violation 
noted:failure to maintain operating procedure in up-to-date status. Deviation 
noted:failure to implement B&W Safe-End Task Force recommendation. 

JOHNSON, W.D., HARRELL, P.H., HUNNICUTT.D.M. Region 4, Office of Director. 85/ 
10/24. 18pp. 33387:319-33387:336. 

8510250543 IE Info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp, 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
83Q103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511250037 Ack receipt of 850920 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-313/65-1 9 & 50-368/85-20. 

JOHNSON, E.H. Region 4, Office of Director. 85/10/31. GRIFFIN,J.M. Arkansas Power 
& Ught Co. Ip. 33618:046-33618:049. 

-851 1250042 Responds to NRC 850822 Hr re violation noted in Insp Repts 50-313/85- 
19 & 50-368/85-20.Corrective actions:post-accident sampling sys installed & capabili- 
ties functional & isolation valves repaired, 

ENOS.J.T. Arkansas Power & Light Co. 85/09/20. DENISE, R.P. Region 4, Office of 
Director. 3pp. 33618:047-33618:049. 

8511260101 Ack receipt of 850515 & 0628 Itrs informing NRC of steps taken to correct 
deviations noted in Insp Repts 50-313/85-02 & 50-368/85-02. 

JOHNSON, E.H. Region 4, Office of Director. 85/10/31, GRIFFINJ.M. Arkansas Power 
& Ught Co. ip. 33641:240-33641:244. 

8511010020 IE Info Notice 85-086, "Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11705. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

851 1220480 Forwards Insp Rept 50-313/84-34 on 841 1 26-30. 

JOHNSON, E.H. Region 4, Office of Director. 85/11/07. CAVANAUGH, W. Arkansas 
Power & Ught Co. 2pp. 3361 7:352-3361 7:358. 

“8511220495 Insp Rept 50-313/84*34 on 841 126 t30.No violation or deviation 
noteXMajor areas inspected:containment Type B A G leak testsjnserviqe insp data & 
facility mods. 

STEWART.R.C., NORMAN, D.E., IRELAND,R.E. Region 4, Office of Director. 85/11/ 
05. 5pp. 33617:354-33617:358. 


8511260588 Ack receipt of 850906 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-313/83-26 & 50-368/83-26. 

MARTIN, L.E. Region 4, Office of Director. 85/11/14. GRIFFIN.J.M. Arkansas Power & 
Light Co. Ip. 33641:023-33641:033. 

“8511260596 Responds to NRC 850528 ltr re violations noted in Insp Repts 50-313/83- 
26 & 50-368/83-26.Corrective actions:util will provide ANSI-qualified individual on-call 
in event of interruption in full qualified shift coverage. 

ENOS.J.T. Arkansas Power & Light Co. 85/09/06. JOHNSON.E.H. Region 4, Office of 
Director. 10pp. 33641:024-33641:033. 

8511130441 IE Bulletin 85-003, "Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 !E Info Notice 85-088, “Licensee Control of Contracted' Svcs Providing 
Training.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, "Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 

8511180780 Monthly operating rept for Aug 1985.W/850915 ltr. 

CONVERSE, W.E., ENOS.J.T. Arkansas Power & Light Co. 85/08/31. BASSETT, H.S. 
Division of Automated Information Services. 7pp. 33501:235-33501:241. 


S. Reportable occurrences, LERs & related correspondence 

8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1984.App A documents available in PDR.Apps 
B & C documents partially & completely withheld, respectively, (ref Exemption 5). 
FELTON, J.M. Division of Rules and Records. 85/10/17. GILINSKY.V, Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

-8511180667 Submits daily staff notes for 830713.0n 83071 3, imposition of civil penalty 
in amount of $4,000 Issued to Advanced Medical Sys, Inc, based on violation concern- 
ing failure to conduct adequate survey. 

DIRCKS.W.J. Office of the Executive Director for Operations. 83/07/14. PALLADINO 
Commissioners. 9pp. 33537:099-33537:107. 

8511110377 LER 85-009-00:on 841 127, mechanical shock suppressor failed during in- 
service insp surveillance functional testing.Caused by prolonged exposure to vibration 
& heat.Failed or degraded snubbers repaired or replaced.W/851031 ltr. 

LOMAX, D.B., ENOS.J.T. Arkansas Power & Light Co. 85/10/31. 5pp. 33401:234- 
33401:238. 

8511180152 LER 85-01 1-00:on 851 001 .manual reactor trip occurred on inadvertent clo- 
sure of main steam block valve.Caused by loose relay cover resulting from wiring ter- 
minations to relays. Wiring corrected. 

JOHNSON, D.J., ENOS, XT. Arkansas Power & Light Co. 85/11/01. 3pp. 33502:111- 
33502:113. 
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F. Security, medical, emergency A fire protection plans 

8511130286 Change Sheet 1 tp Rev 1 to Emergency Plan Procedure PMP 
Z08t.EPP.029, "Post-Accident Core Damage Assessment" Revised index end. 

* Indiana & Michigan Electric Co. 85/1 1 /02. 5pp. 33434:31 1-33434:31 5. 

8511120180 Application for amends to Licenses DPR-58 & DPR-74, changing Tech 
Specs re installation of containment hydrogen monitors per NUREG-0737,ltem 
II.F. 1.6, Generic Ltr 83-37 & Reg Guide 1.97. 

ALEXICH.M.P. Indiana & Michigan Electric Co. 65/11/04. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (pre-851 125). 3pp. 33413:344-33413:351. 

8511190002 Discusses review of Rev 4 to emergency plan.Plan changes do not down- 
grade effectiveness. Listed clerical errors & ommissions discussed. 

SHAFER, W.D. Region 3, Office of Director. 85/11/12, DOLAN, J.E. American Electric 
Power Sen/ice Corp. DOLAN, XE. Indiana & Michigan Electric Co. 2pp. 33510:185- 
33510:186. 

8511200229 Ack repeipt of 851025 ftr & check for $100,000 in payment for cM penal- 
ties proposed in 850925 ltr re failure to rept security eventCorrective actions will be 
examined in future Insp. 

AXELRADj.A. Enforcement Staff. 85/11/14. ALEXICH,M.P. Indiana & Michigan Elec- 
tric Co. I p. 33561 :332-33561 :332. 
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P. Operating license stage documents & correspondence 

8511010118 Forwards NPDES Permit Ml 0005827, issued by State of Ml. 

ALEXICH.M.P. Indiana & Michigan Electric Co. 85/10/24. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (pre-851125). 24pp. 33299:103-33299:125. 

8511060258 Informs of completion of program re superheated blowdowns outside 
containment.Temp envelopes for each plant to be established within min of 90 
days. List of equipment potentially affected by envelopes expected within 60 days. 
CERMAK.J.O. Westinghouse Operating Plants Owners Group. 85/10/28. 
WIGGINTON.D.L. Office of Nuclear Reactor Regulation, Director (pre-851125). Ip. 
33346:184-33346:184. 

8511120180 Application for amends to Licenses DPR-58 & DPR-74, changing Tech 
Specs re installation of containment hydrogen monitors per NUREG-0737,ltem 
II.F.1. 6, Generic Ltr 83-37 & Reg Guide 1.97. 

ALEXICH.M.P. Indiana & Michigan Electric Co. 85/11/04. DENTON, H.R, Office of Nu- 
clear Reactor Regulation, Director (pre-851125). 3pp. 33413:344-33413:351. 

-8511120192 Proposed Tech Spec 3/4.6.4 re containment sys combustible gas control 
hydrogen analyzers. 

* Indiana & Michigan Electric Co. 85/11/04. 5pp. 33413:347-33413:351. 

8511140357 Confirms 851106 telcon between CE Norelius & J Feinstein re 851106 re- 
quest for Region III concurrence on plans for plant restart.Concurrence granted on 
851106.Containments confirmed in 851030 ltr listed. 

KEPPLER.J.G. Region 3, Office of Director. 85/11/08. DOLAN, J.E. American Electric 
Power Service Corp. DOLAN, J.E. Indiana & Michigan Electric Co. Ip. 33450:107- 
33450:107. 

8511200117 Notification of 851205 meeting w/util in Bethesda.MD to discuss hydrogen 
control inside containment & efforts to meet 10CFR50.44. 

WIGGINTON.D.L. Operating Reactors Branch 1. 85/11/12. VARGA, S.A. Operating 
Reactors Branch 1 . 2pp. 33563:046-33563:047. 

8511190087 Requests remittance of fee for 851002 application re code error in Exxon 
LOCA/ECCS analysis. 

DIGGS, R.M. License Fee Management Branch. 85/11/13. DOLAN, J. American Elec- 
tric Power Service Corp. Ip. 33543:223-33543:223. 

8511210618 Accepts util 851001 response to Generic Ltr 83-27, Item II.F.1.4.NUREG- 
0737, “Containment Pressure Monitor." Current Tech Specs adequate.Review com- 
plete. 

VARGA, S.A, Operating Reactors Branch 1. 85/11/13. DOLAN, J. Indiana & Michigan 
Electric Co. DOLAN, J. American Electric Power Service Corp. 2pp. 33583:309- 
33583:310. 


8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres." Svc list end 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering. Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 

8511250368 Forwards Safety Insp Repts 50-315/85-31 & 50-316/85-31 on 851001- 
28.No violation noted. 

CHRISSOTIMOS.N. Region 3, Office of Director. 85/11/19. DOLAN, J.E. American 
Electric Power Service Corp. DOLAN.J.E. Indiana & Michigan Electric Co. 2pp. 
33596:116-33596:117. 

-8511250376 Safety Insp Repts 50-315/85-31 & 50-316/85-31 on 851001-28. No viola- 
tions or deviations noted.Major areas inspected: operational safety 
verification,surveillance,maint, independent insp activities & LERs. 

HEHL.C.W. Region 3, Office of Director. 85/11/19. 7pp. 33596:118-33596:124. 


Q. Inspection reports, IE Bulletins & correspondence 


R. Periodic operating reports & related correspondence 


8510250539 IE Bulletin 85-001, "Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR.J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8511130225 Forwards Safety Insp Repts 50-315/85-29 & 50-316/85-29 on 850903- 
30.Apparent violations under review. 

CHRISSOTIMOS.N. Region 3, Office of Director. 85/10/29. DOLAN.J.E. American 
Electric Power Service Corp. DOLAN.J.E. Indiana & Michigan Electric Co. 2pp. 
33434:222-33434:236. 


-8511130233 Insp Repts 50-315/85-29 & 50-316/85-29 on 850903-30.Two apparent 
violations re unit startup & operation w/required safety equipment inoperable & con- 
tainment air lock test noted. 

HEHL.C.W. Region 3, Office of Director. 85/10/25. 13pp. 33434:224-33434:236. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 


8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 


8510290039 IE info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

•*. 

8511060314 Discusses end proposed improvement program for correcting weaknesses 
in radiation protection program,presented at 851003 meeting at Region III 

HINt^ 85/11/01. DOLAN, J.E. American Electric 

Power Service Corp. DOLAN.J.E. Indiana & Michigan Electric Co. 2pp. 33347:001- 
33347:011. 

-5511060319 “DC Cook Plant Radiation Protection Program Presentation," presented 
at NRG Region HI ofc on 851003. 

* Indiana 8 l Michigan Electric Co. 85/10/03. 9pp. 33347:003-33347:011. 

3511010020 IE Info Notice 85-086, "Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
836103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 


8511200229 Ack receipt of 851025 ltr & check for $100,000 in payment for civil penal- 
ties proposed in 850925 ltr re failure to rept security event.Corrective actions will be 
examined in future insp. 

AXELRAD.J A Enforcement Staff. 85/1 i/14. ALEXICH.M.P. Indiana & Michigan Elec- 
tric Co. Ip. 33561:332-33561:332. 


8511200267 Monthly operating rept for Aug 1985.W/850907 ltr. 

CLIMER, SVENSSON.B.A., SMITH, W.G. Indiana & Michigan Electric Co. 85/08/31. 
6pp. 33555:237-33555:243. 


S. Reportable occurrences, LERs & related correspondence 

8511050260 NPDES noncompliance notification:on 85071 6, plant heating boiler started 
while both NSSS out of svc.Blowdown sample taken on 851022,contained suspended 
solids concentration of 169 ppm.On 851 023, sample contained 195 ppm. 
MENGE.R.C. Indiana & Michigan Electric Co. 85/10/24. ZUGGER.P.D, Michigan, 
State of. 4pp. 33328:174-33328:177. 

8511060306 NPDES noncompliance notification:on 851 023, sample taken of suspended 
solids concentration elevated.Caused by chemical shock due to batch addition of 
chemical treatment 

MENGE.R.C. Indiana & Michigan Electric Co. 85/10/24. ZUGGER.P.D. Michigan, 
State of. 2pp. 33346:284-33346:285. 

8511040448 LER 85-049-00:on 850926, channel function testing of manual steam line 
isolation circuits not performed per Tech Spec 4.3.2. 1.1. Master surveillance schedule 
revised.W/851028 ltr. 

BLIND, A. A., SMITH, W.G. Indiana & Michigan Electric Co. 85/10/28. 2pp. 33306:064- 
33306:065. 

8511040193 Confirmatory Action Ltr CAL-RIII-85-16 re 851029 telcon concerning appar- 
ent improper response of reactor protection sys during 851029 reactor trip.Formal rept 
requested within 30 days. 

KEPPLER.J.G. Region 3, Office of Director. 85/10/30. DOLAN, J.E. American Electric 
Power Service Corp. DOLAN.J.E. Indiana & Michigan Electric Co. 2pp. 33294:203* 
33294:204. 

8511070244 LER 85-05D-00:on 851 002, power range neutron rate trip setpoints discov- 
ered set at nonconservative values, per Tech Spec Table 2.2-1 .Caused by incorrect 
interpretation of Westinghouse documents.Procedures corrected.W/851101 ltr. 
GIBSON, L.S., SMITH, W.G. Indiana & Michigan Electric Co. 85/11/01. 5pp. 
33374:277-33374:281. 

8511070446 Notification of 851114 & 15 meetings w/util in Stevensville, Ml to discuss 
wrong unit/wrong train events at facilities for use in developing industry guidance for 
prevention. Agenda end. 

WIGGINTON.D.L. Operating Reactors Branch 1. 85/11/04. VARGA, S.A. Operating 
Reactors Branch 1. 3pp. 33385:148-33385:150. 

8511140246 LER 85-051 -00:on 851 004, Fire Door 345 found open w/o fire watch sta- 
tioned while in an inoperable condition for 4 h. Caused by personnel error.Clearance 
will remain w/door shut. One h fire watch per Tech Specs established.W/8511Q4ltr. 
BLIND.A.A., SMITH, W.G. Indiana & Michigan Electric Co. 85/11/04. 4pp. 33467:174- 
33467:177. 

8511140097 PNO-lii-85-093C:on 851 106, licensee submitted request for restart 
concurrence, per 851030 confirmatory action Itr.lnsp & testing of reactor trip breakers 
completed.Failed breakers shipped to vendors for testing & evaluation. 

HEHL.C., CHRISSOTIMOS.N. Region 3, Office of Director. 85/11/07. Ip. 33449:265- 
33449:265. 
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8511210537 Forwards LERs 85-052-00 & 85-053-00. 

SMITH.W.G. Indiana & Michigan Electric Co. 85/11/11. Record Services Branch (Doc- 
ument Control Desk). Ip. 33566:336-33566:338. 

—8511210539 LER 85-052-00:on 851012,failure of critical control room power inverter 
resulted in momentary loss of 120-volt regulated control room power.Caused by short- 
ed diode & capacitor & blown fuses.Components replaced. 

GIBSON, L.S. Indiana & Michigan Electric Co. 85/11/11. Ip. 33566:337-33566:337. 

—8511210541 LER 85-053-00:on 85101 1 determined that in event of actuation of C02 
suppression sys protecting Fire Zones 41 or 45, fire dampers not designed to close 
allowing gas to flow out of zone.Openings closed permanently. 

STIETZEL,J.F. Indiana & Michigan Electric Co. 85/11/11. Ip. 33566:338-33566:338. 

8511200104 Notification of 851204 meeting w/util in Bethesda.MD to discuss steam 
generator tube leaks, tube plugging & corrosion rate for surveillance requirements. 
WIGGINTON.D.L. Operating Reactors Branch 1. 85/11/12. VARGA.S.A. Operating 
Reactors Branch 1 . 2pp. 33563:048-33563:049. 

8511270192 LER 85-048-01 :on 85091 7, incorrect solenoid installed on turbine driven 
feedwater pump trip & throttle valve. Evaluation results of solenoid will be 
provided.Correct solenoid installed.W/851121 Itr. 

BLIND, A.A., SMITH.W.G. Indiana & Michigan Electric Co. 85/11/21. 4pp. 33646:291- 
33646:294. 

8511270289 Forwards LERs 84-036-00,85-054-00,85-055-00 & 85-056-00. 

SMITH.W.G. Indiana & Michigan Electric Co. 85/11/21. Record Services Branch (Doc- 
ument Control Desk). Ip. 33712:209-33712:213. 

-8511270290 LER 84-036-00:on 84071 7, personnel access hatch remained open for 1 h 
& 20 minutes.Caused by personnel negligence. Personnel made aware of Tech Spec 
3.6.S.5 & hatch labeled w/info re Tech Spec requirements. 

ALLARD, J.D. Indiana & Michigan Electric Co. 85/11/21. Ip. 33712:210-33712:210. 

—8511270297 LER 85-054-00:on 851 026, reactor trip signal received from steam genera- 
tor 11 hi-hi level.Caused by inadvertent overfill & personnel error.Level returned to 
normal & personnel counseled on attention to duties. 

BLIND, A.A. Indiana & Michigan Electric Co. 85/11/21. Ip. 33712:211-33712:211. 

-8511270298 LER 85-055-00:on 851025, lower containment airborne monitor particulate 
channel Train A high alarmed, resulting in ESF actuation signal.High alarm & alert 
alarm setpoint readjusted. 

KRIESEL.T.A. Indiana & Michigan Electric Co. 85/11/21. Ip. 33712:212-33712:212. 

-8511270299 LER 85-056-00:on 850530, defective fire seal discovered in control room 
cable vault ceiling.Cause undetermined. Continuous fire watch coverage established & 
seal repaired & declared operable. 

STIETZEL.J.F. Indiana & Michigan Electric Co. 85/11/21. Ip. 33712:213-33712:213. 


V. Operator Examinations 

8511070223 Forwards schedule for operator licensing exams & requalification exams for 
FY86-89,per Generic Ltr 85-18. 

ALEXICH.M.P. Indiana & Michigan Electric Co. 85/11/04. BOGER.B. Operator Licens- 
ing Branch. 2pp. 33362:336-33362:337. 


8511050163 Informs that XN-NF-85-64, "Plant Transient Analysis...” & Tech Spec 
changes resulting from LOCA/ECCS analysis, plant transient analysis & disposition of 
SRP Chapter 15 events will be submitted on 851115 & 1231,re$pectively.Fee paid. 
ALEXICH.M.P. Indiana & Michigan Electric Co. 85/10/29. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (pre-851125). 2pp. 33328:207-33328:208. 

8511120180 Application for amends to Licenses DPR-58 & DPR-74, changing Tech 
Specs re installation of containment hydrogen monitors per NUREG-0737,ltem 
II.F. 1.6, Generic Ltr 83-37 & Reg Guide 1.97. 

ALEXICH.M.P. Indiana & Michigan Electric Co. 85/11/04. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (pre-851125). 3pp. 33413:344-33413:351. 

-8511120192 Proposed Tech Spec 3/4.6.4 re containment sys combustible gas control 
hydrogen analyzers. 

* Indiana & Michigan Electric Co. 85/11/04. 5pp. 33413:347-33413:351. 

8511140357 Confirms 851106 telcon between CE Norelius & J Feinstein re 851106 re- 
quest for Region III concurrence on plans for plant restartConcurrence granted on 
851 1 06.Containments confirmed in 851 030 Itr listed. 

KEPPLER.J.G. Region 3, Office of Director. 85/11/08. DOLAN, J.E. American Electric 
Power Service Corp. DOLAN, J.E. Indiana & Michigan Electric Co. Ip. 33450:107- 
33450:107. 


8511200117 Notification of 851205 meeting w/util in Bethesda,MD to discuss hydrogen 
control inside containment & efforts to meet 1 0CFR50.44. 

WIGGINTON.D.L. Operating Reactors Branch 1. 85/11/12. VARGA, S.A. Operating 
Reactors Branch 1. 2pp. 33563:046-33563:047. 

8511210618 Accepts util 851001 response to Generic Ltr 83-27, Item II.F.1.4.NUREG- 
0737, “Containment Pressure Monitor.” Current Tech Specs adequate.Review com- 
plete. 

VARGA.S.A. Operating Reactors Branch 1. 85/11/13. DOLAN, J. Indiana & Michigan 
Electric Co. DOLAN, J. American Electric Power Service Corp. 2pp. 33583:309- 
33583:310. 

8511260216 Informs of Commission approval of 850930 & 1021 requests for extension 
of time beyond 851130 to complete environ qualification of electrical equipmentOrder 
detailing Commission reason for action will be issued. 

CHILK.S.J. Office of the Secretary of the Commission. 85/11/14. DOLAN, J. Indiana & 
Michigan Electric Co. DOLAN, J. American Electric Power Service Corp. Ip. 
33639:317-33639:317. 

8511190380 Forwards proprietary XN-NF-85-64(P), “Plant Transient Analysis for DC 
Cook Unit 2 W/10% Steam Generator Tube Plugging." Rept withheld (ref 
1 0CFR2.790(h)). 

COPELAND, R. A. Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). 85/11/15. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 5pp. 
33511:001-33511:005. 

8511250048 Notifies that plant-related parameter values in Cycle 6 transient analysis 
rept submitted on 851015 reviewed by American Electric Power Svc Corp.lnfo will be 
reviewed by plant committees prior to 851231 Tech Spec submittal. 

ALEXICH.M.P. Indiana & Michigan Electric Co. 85/11/15. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (pre-851125). 2pp. 33592:020-33592:021. 
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Q. Inspection reports, IE Bulletins & correspondence 


F. Security, medical, emergency & fire protection plans 

8511130286 Change Sheet 1 to Rev 1 to Emergency Plan Procedure PMP 
2081 .EPP.029, “Post-Accident Core Damage Assessment.” Revised index end. 

* Indiana & Michigan Electric Co. 85/11/02. 5pp. 33434:311-33434:315. 

8511120180 Application for amends to Licenses DPR-58 & DPR-74, changing Tech 
Specs re installation of containment hydrogen monitors per NUREG-0737,ltem 
H.F.1.6,Generic Ltr 83-37 & Reg Guide 1.97. 

ALEXICH.M.P. Indiana & Michigan Electric Co. 85/11/04. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (pre-851125). 3pp. 33413:344-33413:351. 

8511190002 Discusses review of Rev 4 to emergency plan.Plan changes do not down- 
grade effectiveness. Listed clerical errors & ommissions discussed. 

SHAFER, W.D. Region 3, Office of Director. 85/11/12. DOLAN, J.E. American Electric 
Power Service Corp. DOLAN, J.E. Indiana & Michigan Electric Co. 2pp. 33510:185- 
33510:186. 

8511200229 Ack receipt of 851025 Itr & check for $100,000 in payment for civil penal- 
ties proposed in 850925 Itr re failure to rept security eventCorrective actions will be 
examined in future insp. .. 

AXELRAD.J.A. Enforcement Staff. 85/11/14. ALEXICH.M.P. Indiana & Michigan Elec- 
tric Co. Ip. 33561:332-33561:332. 


G. Adjudicatory correspondence 

8511210375 Memorandum & order granting util 850917 request for extension of 851130 
deadline for environ qualification of electrical equipment, until planned Feb 1986 refuel- 

SSlLK S 9 l ^ffice d oHhe Secretary of the Commission. #485 259. 85/11/20. Indiana & 
Michigan Electric Co. 4pp. 33552:226-33552:229. 


P. Operating license stage documents & correspondence 

851 10101 18 Forwards NPDES Permit Ml 0005827, issued by State of ML 
ALEXICH.M.P. Indiana & Michigan Electric Co, 85/1 0/ 24.DENTON,H.R. Office of Nu- 
clear Reactor Regulation, Director (pre-851125). 24pp. 33299:103-33299.125. 

8511060258 Informs of completion of program re superheated blowdowns < outside 
containmentTemp envelopes for each plant to be established within min of 90 
days. List of equipment potentially affected by envelopes expected within 60 days. 
CERMAK.J.O. Westinghouse Operating Rants Owners Group. 85/10/28. 
WIGGINTOND.L. Office of Nuclear Reactor Regulation, Director (pre-851125). Ip. 
33346:184-33346:184. 


8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR.J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8511130225 Forwards Safety Insp Repts 50-315/85-29 & 50-316/85-29 on 850903- 
30.Apparent violations under review. 

CHRISSOTIMOS.N. Region 3, Office of Director. 85/10/29. DOLAN, J.E. American 
Electric Power Service Corp. DOLAN, J.E. Indiana & Michigan Electric Co. 2pp. 
33434:222-33434:236. 


—8511130233 Insp Repts 50-315/85-29 & 50-316/85-29 on 850903-30.Two apparent 
violations re unit startup & operation w/required safety equipment inoperable & con- 
tainment air lock test noted. 

HEHL.C.W. Region 3, Office of Director. 85/10/25. 13pp. 33434:224-33434:236. 

8510250543 IE Info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, "Inadequate Inservice Testing of MSlVs.” Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 


8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list end 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 


8511060314 Discusses end proposed improvement program for correcting weaknesses 
in radiation protection program, presented at 851003 meeting at Region 111 
ofcJmprovement program acceptable. 

HIND.J.A. Region 3, Office of Director. 85/11/01. DOLAN, J.E. American Electric 
Power Service Corp. DOLAN, J.E. Indiana & Michigan Electric Co. 2pp. 33347:001- 
33347:011., 


-8511060319 "DC Cook Plant Radiation Protection Program Presentation," presented 
at NRC Region III ofc on 851003. 

* Indiana & Michigan Electric Co. 85/10/03. 9pp. 33347:003-33347:011. 
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JSHSlXM 5 rf- \z 12 s 55-CSS. "ijghtrang Stakes at Nuclear Power Generating Sta- 

.a\ , E-T'5'vs.cc cf Emergency Preparedness & Engineering Response (Post 
H-iDf Tift?. oil Consolidated Edison Cc. of New York, inc. 139pp. 33385:198- 


8511110061 PNO-li!-85-093B:on 85 1029 , reactor trip breaker & associated undervoltago 
trip actuating device failed. Breaker mods expected to be completed on 851 105. ele- 
ments of confirmatory action Itr met except for cause of device failure. 

HEHL.C., CHRISSOTIMOS.N. Region 3, Office of Director. 85/11/04. Ip. 33397:151- 
33397:151. 


&k?«2QC229 Acs receipt :? S51C25 Itr & check tor $100,000 in payment for civil penal- 
-rcccsec r. S50S25 :*r re failure to rept security eventCorrective actions will be 

ax-' =AD~ A.'=Vsrc€?rent Staff. 85/11/14. ALEX!CH,M.P. Indiana & Michigan Elec- 
;r:clc -p. 33561:232-22561:322. 


8511140097 PNO-lll-85-093C:on 851 106 , licensee submitted request for restart 
concurrence, per 851030 confirmatory action Itr.lnsp & testing of reactor trip breakers 
completed. Failed breakers shipped to vendors for testing & evaluation. 

HEHL.C., CHRISSOTIMOS.N. Region 3, Office of Director. 85/11/07. Ip. 33449:255- 
33449:265. 


8511130441 E Sul: etr, S5-0C3, "Motor-Operated Valve Common Mode Failures During 
Piart Transients Due to Improper Switch Settings." Svc list end. 

TA v LCF.L M. Directors Office, Office cf inspection and Enforcement. 85/11/15. Con- 
solidated riser: Cc. of New York, Snc. 138pp. 33713:253-33714:031. 

8511150098 £ info Notice S5-C87, “Hazards of Inerting Atmospheres.” Svc list end. 
vC.S0AN.E~. Civisicn of Emergency Preparedness & Engineering Response (Post 
33C1C3'. S5'“i.-13. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 

S5t 1150107 E ' 0*3 Notice 85-C38, “Licensee Control of Contracted Svcs Providing 

:r.irq ’ Svc 'is! end. 

.CFCAN.5.L. Divider cf Emergency Preparedness & Engineering Response (Post 
5 20113!. 55.' *1/15. Ccnsdidated Edison Co. of New York, inc. 130pp. 33631:018- 


1511150089 Supci 1 to E info Notice 85-058, "Failure of GE Type AK-2-25 Reactor 

”’ip Breaker/’ Svc list end 

*CFDAN£.L Division cf Emergency Preparedness & Engineering Response (Post 
33G1C3;. 55/11*13. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 

33*?1 2:252. 

8511150114 E ,-rfc Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
■emm Failure of Centre 1 . Room Cooling.” Svc list end. 

.CPDAN EL. Divsicr of Emergency Preparedness & Engineering Response (Post 
521’ 12 55 V '5 Dense iiOated Edison Cc. of New York, inc. 133pp. 33712:214- 

33712:346. 


8511190450 LER 85-029-00:on 851 010, during Mode 5, safety-related Fire Door 388 
found inoperable due to loose sequencer arm assembly preventing closure.Caused by 
missing screws on mounting plate.New screws staked.W/851108 Itr, 

ALLARD, J.D., SMITH, W.G. Indiana & Michigan Electric Co. 85/11/08. 4pp. 
33531:165-33531:168. 

8511190102 Summary of Operating Reactor Events Meeting 85-22 on 851 104. List of 
attendees, events discussed & status of assignments end. 

CRUTCHFIELD, D. Assistant Director for Safety Assessment. 85/11/12. 
THOMPSON, H.L. Division of Licensing (800428-851124). 15pp. 33543:208-33543:222. 

8511200104 Notification of 851204 meeting w/util in Bethesda.MD to discuss steam 
generator tube leaks, tube plugging & corrosion rate for surveillance requirements. 
WIGGINTON.D.L. Operating Reactors Branch 1. 85/11/12. VARGA, S.A. Operating 
Reactors Branch 1. 2pp. 33563:048-33563:049. 

8511250259 LER 85-030-00:on 851 01 9, lower containment airborne monitor particulate 
channel Trains A & B high alarmed.Caused by packing leak in reactor temp detector 
bypass loop valve RC-1 11. Valve re paired. W/851 115 Itr. 

KRIESEL.T.A., SMITH, W.G. Indiana & Michigan Electric Co. 85/11/15. 2pp. 
33617:330-33617:331. 

8511270292 Forwards LERs 85-031-00,85-032-00,85-033-00 & 85-034-00. 

SMITH, W.G. Indiana & Michigan Electric Co. 85/11/21. Record Services Branch (Doc- 
ument Control Desk). Ip. 33711:268-33711:273. 


9511150120 E info Notice 35-090, "Use of Sealing Compounds in Operating Sys.” Svc 

-list enez 

_D-DA.\£— Division cf Emergency Preparedness & Engineering Response (Post 
— Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 


-8511270295 LER 85-031-00:on 851027.ESF actuated as result of lower containment 
airborne monitor particulate channel Train A high alarm.Caused by monitors trending 
upward.Setpoints readjusted. 

KRIESEL.T.A. Indiana & Michigan Electric Co. 85/11/21. Ip. 33711:269-33711:269 


3511250368 Forwards Safety' Snsp Repts 50-315/85-31 & 50-316/85-31 on 851001- 
25 No v'caticr noted. 
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' MDS.V Region 3, Office of Director. 85/11/19. DOLAN, J.E. American 
'- ,or P- DOLAN, J.E. Indiana & Michigan Electric Co. 2pp. 


“3511250376 Safety msp Repts 50-315/85-31 & 50-316/85-31 on 851001-28. No viola 
.sons or deviations noted. Major areas inspected: operational safeh 
.surveillance, maint, independent insp activities & LERs. 5 

r»E»u,w.w. negjon 3, Office cf Director. 85/11/19. 7pp. 33596:118-33596:124. 


ft Periodic operating reports & related correspondence 

^l^^O Mcnthiy operating rept for Aug 1985.W/850907 itr. 

SM5TH,W ' G ’ fndiana & Michi 9 an Electric Co. 85/08/31 


-8511270296 LER 85-032-00:on 851 022, upper containment area radiation monitor 
failed, resulting in ESF actuation signal.Caused by failure of two internal electronic 
modules. Failed modules replaced & monitor declared operable. 

GIBSON, L.S. Indiana & Michigan Electric Co. 85/11/21. Ip. 3371 1:270-33711:270, 

-8511270312 LER 85-033-00:on 851 023, lower containment airborne monitor high-range 
noble gas channel gave spurious high alarm signal resulting in ESF actuation 
signal.Caused by software errors. Errors being evaluated by mfg. 

KRIESEL.T.A. Indiana & Michigan Electric Co. 85/11/21. 2pp. 33711:271-33711:272 

“8511270320 LER 85-034-00:on 851024 & 30, high alarms received on lower contain- 
ment airborne particulate radiation monitor Train B, resulting in ESF actuation 
signal.Caused by monitor trending upward.Setpoints readjusted. 

KRIESEL.T.A. Indiana & Michigan Electric Co. 85/11/21. Ip. 33711:273-33711:273, 


T. Hearing transcripts on non-antitrust matters 


S. Reportable occurrences, LERs & related correspondence 

851 I? 5 S? noncompiiance notificationron 85071 6, plant heatinq boiler startei 

svc. Blowdown sample taken on 851022 contained susDendei 
^dsccncentr^n of 169 ppm.On 851023^Umple 

3fe EleCWC C0 ' 85/10/24 - ZUGSER ' P -D- Michigar 

8 ®3 019 ^ team generator found t 
“““ eoneentration of 2,442 ppm. Caused by recent steam genera 


C °- 85/10/24 - ZUGGER.P.D. Michigar 

sS?«:^.^laL^^ 5 . aeCWc 85/10/24 - ^SER.P.D. Michiga, 

00 spurious low flow signal in pr 

E^sssst: 

Co nfircnatery Action Itr CAL-Rlll-85-16 re 851029 teicon concerning anna 
react0r pro,ec *’ n 81,8 during 851029 reactor trip.F«S^ 

SSU'W/SS*- American Elec« 

33294m UfJLANJ ’ E ,rxfiana & Michigan Electric Co. 2pp. 



"■JSSSSSSb 1 ewrt? at Ml *° * 

1. 85/11/04. VARGA.SA Opel 


8511040460 Transcript of 851025 meeting in Washington, DC re util requests for exemp- 
tion from environ qualification.Pp 1-76. 

* Commissioners. 85/10/25. 80pp. 33309:197-33309:279. 


V. Operator Examinations 

85 cv2I°i? 3 fr °!? vard s schedule for operator licensing exams & requalification exams for 
rrub-tJ9,per Genenc Ltr 85-18. 

ALEXICH.M.P. Indiana & Michigan Electric Co. 85/11/04. BOGER.B. Operator Licens- 
ing Branch. 2pp. 33362:336-33362:337. 


utrot/ v. ML. vert I ULirrs NUCLEAR POWER PLANT, 
F. Security, medical, emergency & fire protection plans 




5 ~-~ori ^opW^?— n 4 8 ^ 


Srtil Ipp^g^sf^? 0 - 85/10/23 - BUTCHER, E. Operating Re* 

**MaasSra? Hydrogen/'* 0 ReV ° to Prooedure ERPIP 4 - 1 - 3 - 4 - ‘'Sampling Conditions « 
e Gas & 


* Baltimore 


Electric Co. 85/10/23. 3pp. 33387:202-33387:205. 


85 8 1 ^2^6 F N“o R nS 0al Sa,ety lnSP Re P* s 50-317/83-27 & S0-318/8S-2S 04 
8E™c T ^. 85/1 0/29 - WNDVALLAE Baltimore Gu 


*22±22«« «»" »«*9B«aL No «tati 




DOCKETED 


8511040159 Forwards supplemental info, including marked-up Tech Spec pages per 
850909 application for amend to Licenses DPR-53 & DPR-69.Chemistry procedures 
will be used to describe use of post-accident sampling sys during normal operations. 
* Baltimore Gas & Electric Co. 85/10/29. THADANI.A.C. Office of Nuclear Reactor 
Regulation, Director (pre-851125). 21 pp. 33294:274-33294:294. 



8511110250 Change 1 to Rev 12 to Emergency Plan Implementing Procedure ERPIP 
3.0, “Radioactivity Release - Dose Estimate," 

• Baltimore Gas & Electric Co. 85/10/30. 6pp. 33387:218-33387:223. 

8511120053 Forwards Rev 3 to training & qualification plan.Rov withheld (ref 
10CFR73.21). 

BOWMAKER.N.J. Baltimore Gas & Electric Co. 85/11/01. MURLEYJ.E. Region 1, 
Office of Director. DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre- 
851125). Ip. 33415:295-33415:295. 

8511120099 Forwards “Supplemental Program Plan for DCRDR," per 850920 commit- 

LUNDVALL.A.E. Baltimore Gas & Electric Co. 85/11/01. BUTCHER, E.J. Operating 
Reactors Branch 3. Ip. 33413:249-33413:286. 

—8511120105 “Supplemental Program Plan for DCRDR." 

Baltimore GasTEIectric Co. §6/11/01. 37pp. 33413:250-33413:286. 

8511140292 Responds to notice of violation & proposed imposition of civil penalties in 
amount of $5oS)00 noted in Insp Repts 50-317/85-16,50-318/85-14,50-317/85-18 & 
50-318/85-16. Corrective actions:mods made to hardware layout & piping. 
LUNDVALL.A.E. Baltimore Gas & Electric Co. 85/11/07. TAYLOR, J.M. Director's 
Office, Office of Inspection and Enforcement. 8pp. 33450:283-33450:290. 

8511190431 Requests exemption from 10CFR50.47(c)(2) & lOCFRSO.App E, Section I 
re radius of plume exposure pathway emergency Panning i paid. 

LUNDVALL.A.E. Baltimore Gas & Electric Co. 85/11/18. BUTCHER, E.J. Operating 
Reactors Branch 3. 32pp. 33515:185-33516:216. 

P. Operating license stage documents & correspondence 

8511010391 REVIEW OF TRAC CALCULATIONS FOR CALVERT CLIFFS PTS STUDY. 
JOJ H. ROHATGI.U.S. Brookhaven National Laboratory, FIN A-3266. NUREG/CR- 
4253. $5/04/30. Division of Accident Evaluation. 114pp. 33300:231-33300:340. 

8511130278 Application for amends to Licenses DPR-53 & DPR-69, changing Tech 
Specs re design bases for providing containment pressure signal input to reactor pro- 
tective sys. Fee paid. 

LUNDVALL.A.E. Baltimore Gas 8 Electric Co. 85/10/25. THADANI.A. Office of Nucle- 
ar Reactor Regulation, Director (pro-851125). 14pp. 33434:256-33434:304, 

-8511130284 Proposed Tech Specs re design bases for providing containment pres- 
sure signal input to reactor protective sys. 

* Baltimore Gas & Electric Co. 85/10/25. 35pp. 33434:270-33434:304. 

8511180401 Updates 850828 Itr re status of post-accident sampling sys A follows up 
850923 telcon.NSSS sample sink 8 lab sample station being modifiod.Plans 8 de- 
scription of analytical methods will be submitted in approx 1 wk. 

RUSSELL, L.B, Baltimore Gas 8 Electric Co. 85/10/25. MURLEYJ.E. Region 1, Office 
of Director. 2pp. 33495:089-33495:090. 

8511110290 Forwards descriptions of how alternate post-accident sampling sys will 
meet 11 NUREG-0737 criteria, discussion of items addressed in util 850212 Itr, graphs 
of analysis accuracies 8 one oversize P8ID. 

LUNDvALLAE, Baltimore Gas 8 Electric Co. 85/10/31. THADANI.A, C, Office of Nu- 
clear Reactor Regulation, Director (pro-661125). 23pp. 33393:056-33393:070. 

8511200178 Forwards “Review of Licensee 8 Applicant Responses to NRC Generic Ur 
83-28, (Required Action Based on Generic Implications of Salem ATWS Events), Item 
1...,” technical evaluation rept 

BUTCHER, E.J. Operating Reactors Branch 3. 85/10/31. LUN0VALL,A,E, Baltimore 
Gas 8 Electric Co. 2pp. 33582:256-33562:272. 

-8511200181 “Review of Licensee 8 Applicant Responses to NRC Generic Ur 83-28 
(Required Actions Based on Generic implications of Salem ATWS EventsWtern 1.2, 
'Post-Trip Review,.., 1 ” technical evaluation rept. 

* Science Applications International Corp. (formerly Science Applications. Inc,) NRC* 
03-82-096. SAIC-85/ 1525-3. 85/10/31. NRC - No Detailed Affiliation Given, 15pp. 
33562:258-33562:272. 

8511110187 Application for amende to Licenses DPR-53 8 DPFWg.cbangmg Tech 
Specs to eliminate vice president-supply 8 vice president-engineering 8 const post* 
tions 8 add vice president-nuclear energy.Fee paid. 

LUNDVALL.A.E. Baltimore Gas 8 Electric Co. 85/11/01. BUTCHER, EJ, Operating 
Reactors Branch 3. 4pp. 33387:249-33387:278. 

-8511110195 Proposed Tech Spec changes eliminating vice president- supply 8 vice 

8511220414 Forwards safety evaluation granting reliaf from ASME Boiler 8 Pressure 
Vessel Code, Section XI requirement re pressure tasting of Class 2 piping associated 
w/RCS,per 850828 request. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-85! 125), 86/11/14 
LUNDVALL.A.E. Baltimore Gas 8 Electric Co. 2pp. 33601:001*33601:002 

-8511220422 Safety evaluation granting relief from ASME Boiler 8 Pressure Vessel 
Code, Section XI requirement re pressure testing of Class 2 piping associated w/RCS. 

* Office of Nuclear Reactor Regulation, Director (pre-851 1 26). 85/11/14 5pp 
33601:003-33601:007. 

8511250101 Responds to request for amend which would permit us# of existing hydro* 
gen purge exhaust line as containment venting sys during normal 
operations-Description of how eye meets listed criteria included, 

* Baltimore Gas 8 Electric Co. 65/11/15. JAFFE.D.H, Operating Reactors Branch 3, 
3pp. 33592:183-33592:185. 
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8511260443 Requests access to facility f° r p J^^etti for Purpose 

rity clearance! 3 ' ° rientati °" trainin9 Part# 1 haS not * 

Operating Reactors Branch 3. 85/11 /21 . RUSsell. Lr b S6CU ' 
8 Electric Co. 2 pp. 33635:224-33635:225. ’ L,B - Baltimore Q as 


Q. Inspection reports, IE Bulletins 8 correspondence 

8511010093 Advises that time to respond to notice of violation & nron« 

Post-accident sampfcg s y s r e ?| / n 1 ‘o / d 2 8 0 ni 1 ,?, 9 - WS6<I im P°sition of 
MURLEYJ.E. Region 1, Office of Director. 85/10/28. LUNDVALLAc ~ 

8 Electric Co. 2 pp. 33288:090-33288:091. ' Baltimore Gas 

8510250539 IE Bulletin 85-001 “Steam Binding of Auxiliary Feedwater & 
end. H ump s ." c V r 

TAYLOR, J.M. Director's Office Office of Inspection and Enforcement „ 
soiidated Edison Co. of New York, Inc. 139pp. 33358:1 39-33358:277!‘ 85/10/ 29. Con- 

8511040088 Forwards Radiological Safety Insp Repts 50-317/85-27 & c n 0 
850923-26.No violations noted. „*,<*,* * s °-3l 8/85-25 on 

MARTIN, T.T. Region 1 , Office of Director. 85/10/29. LUNDVALL,Ap d 
8 Electric Co. 2pp. 33293:160-33293:167. Baltimore Gas 


program, control room habitability.preplannmg.procedures.posting & t r '£ IOn 

CLEMONS.P., TUCCINARDI.T., SHANBAKY.M. Region 1, Office of 

18. 6 pp. 33293:162-33293:167. Ulr ector. 85/ 10 / 

8510250543 IE Info Notice 85-083, "Potential Failures of GE PK -2 Test ru , 
end. O| ocks. ’ Svc list 

JORDAN.E.L. Division of Emergency Preparedness 8 Engineered 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. ? 36 nn p °™ 
33358:138. 


(POSt 

136 PP- 33358:003- 

8510250546 IE Info Notice 85-084, "Inadequate Inservice Testing 0 f u**. „ e 
end. . 0 _ lvs - s ^c list 

JORDAN.E.L. Division of Emergency Preparedness 8 Engineering r P c - 
830103). 85/10/30. Consolidated Edison Co. oi New York, Inc. 137 “W"se (Post 
33357:336. *”357:200- 

>10290039 IE Info Notice 85-085, "Sys Interaction Event Resulting j n e 
Safety^Relief Valve Opening Following Fire Protection Deluge Sy s Malfunction 0 ’’ |v? 


JORDAN.E.L. Division of Emergency. Pre P^ ed n n f e ^ v E ft n H ,n f er 'ng Resoonse 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp P §S35 7 -063- 


33357:199. 


8511010020 IE Info Notice 85-086, "Lightning Strikes at Nuclear Power Generate 
tions." Svc list end. „ « — ■ . nerat,ng sta ' 

JORDAN.E.L. Division of Emergency Preparedness & Eng ,n eering Response /p** 
830103). 85/11/05. Consolidated Edison Co. of New York. l nc . 139pn 


33385:335. 


8511190435 Advises that insp of reactor coolant pumps per ASME Code Case Section 
XI, 1974 Edition w/Addenda through 1975, .Article IWA-5240 & 851015 Itr,m2ts S 

insp requirements in 850918 safety evaluation. 

BUTCHER, E.J. Operating Reactors i Branch i 3. 85/11/06. LUNDVALL.A.E Baltimore 
Gas 8 Electric Co 2 pp. 13534:222-33534:223. ,c ‘ oammore 

8511140292 Responds to notice of of cM Penalties in 

amount of $50,000 noted In Insp Repts 

50-318/85-18, Corrective actions:mods made tol nmm layort & P j P j ngi 
LUNDVALL.A.E. Baltimore Gas & Ete ejnc Co. 85/11/07 TAYLOR jfo|. Director's 
Office, Office of Inspection and Enforcement. 8pp. 33450:283-33450:290 0 

8811130441 IE Bulletin 85-003, M °de Failures During 

Plant Transients Du# to Improper Switch Settings, bvc list end. unny 

TAYLOR, J.M. * 

sofldated 


I Edison Co. of New York, Inc. 138pp. 3371 3.253-33714:031. 

H1 1800*6 IE Info Notice 85-087, “n^tarednessT PnS heres; ’ Svc “* end. 
JORDAN.E.L. Division of Emergency Preparedness 8 ^'Peering Response (Post 
830103], 85/11/18. Consolidated Edison uo. ot New York, lnc. 70pp. 33631 -not - 
33631:017. 


8811180107 IE Info Notice 85 - 088 , “Licensee Control of Contracted Svcs Providing 

IoRDAfi.E S L DMsion' Of (Post 

830103). 85/11/18. Consolidated Edison uo. oi mew York, Inc. 130dd. 3363i*ois- 

33631:151. 


851118006* Sural 1 to IE Info Notice 85-058, Failure of GE Type AK-2-25 Reactor 

JORDAN, 1 !e!L Division o^Ne^ YwIm ® rin ? Response ( Post 
830103), 86/11/19. Consolidated Edison uo. ot New York, Inc. 134pp. 33713:123- 

33713:282. 

3811180114 IE Into Notice a 5 * 0 ®? JEWsS ctiste $ So,id ’ St * ta Instrumentation Fol- 

(POf 

830103). 05/11/19. Consolidated Edison oo. ot New York, lnc. 133 pp. 33712:214- 
33712:348 


8511150120 If Info Notice 86-000, “Use of Sealing Compounds in Operating Sys." Svc 
33713:122. 
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R. Periodic operating reports & reiated correspondence 


-8511120105 “Supplemental Program Plan 
* Baltimore Gas & Electric Co. 85/11 /01 . 


for DCRDR," 

37pp. 33413:250-33413:286. 


8511180509 Monthly operating repts for Oct 1 985.W/851 106 Itr. 

PORTER.R., RUSSELLLB. Baltimore Gas & Electric Co. 85/10/31. 11pp. 33498:203- 
33498:213. 


S. Reportable occurrences, LERs & related correspondence 


8511040440 LER 85-O11-Q0:on 850930,reactor automatically tripped on loss of load due 
to main turbine ioss.Caused by intermittent ground or high level alarm in circuitry actu- 
ating feedwater heater. W/851 029 Itr. 

TEYNORJ.K., RUSSELL, LB. Baltimore Gas & Electric Co. 85/10/29. 4pp. 
33306:070-33306:073. 


8511060192 LER 85-01 2-0Q:on 851002,main turbine tripped on erroneous feedwater 
heater 12C hi-hi signal to turbine trip circuit. Caused by grounded feedwater heater 
level control switch. Ground control switch repaired. W/851 031 Itr. 

TEYNORJ.K., RUSSELL, LB. Baltimore Gas & Electric Co. 85/10/31. 6pp. 
33355:286-33355:291. 


8511180136 LER 85-013-00:on 85 1009, unidentified RCS leakage determined to be 
greater than 1.0 gpm.Caused by cracked weld between reactor coolant pump shaft 
seal & control bleedoff line.Une & flanges replaced.Design mod implemented.W/ 
851 105 itr. 

KNOETGEN.P.M., RUSSELLLB. Baltimore Gas & Electric Co. 85/11/05. 4pp. 
33502:093-33502:096. 


8511140292 Responds to notice of violation & proposed imposition of civil penal!:-?; 
amount of $50,000 noted in Insp Repts 50-31 7/85-16,50-318/85-14, 50-317/85-t! 
50-318/85-16. Corrective actions:mods made to hardware layout & piping. 
LUNDVALL.A.E. Baltimore Gas & Electric Co. 85/11/07. TAYLORJ.M. Dirocii 
Office, Office of Inspection and Enforcement. 8pp. 33450:283-33450:290. 


8511190431 Requests exemption from 10CFR50.47(c)(2) & 10CFR50,App E, Secb 
re radius of plume exposure pathway emergency planning zone.Fee paid. 
LUNDVALL.A.E. Baltimore Gas & Electric Co. 85/11/18. BUTCHER, E.J. Opera 
Reactors Branch 3. 32pp. 33515:185-33515:216. 


P. Operating license stage documents & correspondence 


8511010391 REVIEW OF TRAC CALCULATIONS FOR CALVERT CLIFFS PTS ST U 
JO.J.H., ROHATGI.U.S. Brookhaven National Laboratory. FIN A-3266. NUREG/ 
4253. 85/04/30. Division of Accident Evaluation. 1 14pp. 33300:231-33300:340 


8511130278 Application for amends to Licenses DPR -53 & DPR-69, changing T 
Specs re design bases for providing containment pressure signal input to reactc* 
tective sys.Fee paid. 

LUNDVALLA.E. Baltimore Gas & Electric Co. 85/10/25. THAOANI.A. Office of Hi 
ar Reactor Regulation, Director (pre-851 125). 14pp. 33434:256-33434:304. 


8511180166 LER 82-078/03X-1 :on 821218 & 20, containment particulate radiation moni- 
tor declared inoperable due to low count rate. Caused by failed detector. Detector 
replaced.W/851108 Itr. 

SYDNOR.R.B., RUSSELL, LB. Baltimore Gas & Electric Co. 85/11/08. 3pp. 

33502:137-33502:139. 

8511180230 LER 82-049/03X-1 :on 82081 6,containment particulate radiation monitor 
failed low.Caused by lead detached from pulse developing transformer in Westing- 
house component board assembly.Transformer replaced.W/851108 itr. 

SYDNOR.R.B., RUSSELL.LB. Baltimore Gas & Electric Co. 85/11/08. 3pp. 

33501:120-33501:122. 

8511180259 LER 82-085/03X-1:on 821230, ESFAS AL sequencer inoperable during sur- 
veillance testing & handswitch for CTMT spray pump 1 1 placed in pull-to-lock.Caused 
of failure unknown.Module replaced. Failed module returned to vendor. W/851 108 Itr. 

SYDNOR.R.B., RUSSELLLB. Baltimore Gas & Electric Co. 85/11/08. 2pp. 

33501:135-33501:136. 

8511250108 RO:on 851023,Channel B containment high-range radiation monitor inoper- 
able due to damaged panel selector switch. Switch repaired & returned to svc on 
851 109.Channel A remained operabie.Altemate monitoring method employed. 
RUSSELLLB. Baltimore Gas & Electric Co. 85/11/15. Record Services Branch (Doc- 
ument Control Desk). Ip. 33617:362-33617:362. 
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F. Security, medical, emergency & fire protection plans 


-8511130284 Proposed Tech Specs re design bases for providing containment ; 
sure signal input to reactor protective sys. 

* Baltimore Gas & Electric Co. 85/10/25. 35pp. 33434:270-33434:304. 


8511180401 Updates 850828 Itr re status of post-accident sampling sys 8 follow 
850923 telcon.NSSS sample sink & lab sample station being modified.Plara -3 
scription of analytical methods will be submitted in approx 1 wk. 

RUSSELLLB. Baltimore Gas & Electric Co. 85/10/25. MURLEY.T.E. Region 1, C 
of Director. 2pp. 33495:089-33495:090. 


8511110290 Forwards descriptions of how alternate post-accident sampling *si 
meet 1 1 NUREG-0737 criteria, discussion of items addressed in util 850212 (tf.gr 
of analysis accuracies & one oversize P&ID. 

LUNDVALL.A.E. Baltimore Gas & Electric Co. 85/10/31. THAOANI.A.C. Office : 
clear Reactor Regulation, Director (pre-851 125). 23pp. 33393:056-33393:079. 

8511200178 Forwards "Review of Licensee & Applicant Responses to NRC Gmm* 
83-28,(Required Action Based on Generic Implications of Salem ATWS Evte» 
1 technical evaluation rept. 

BUTCHER, EJ. Operating Reactors Branch 3. 85/10/31. LUNDVALLA.E. Bait 
Gas & Electric Co. 2pp. 33562:256-33562:272, 


-8511200181 “Review of Licensee & Applicant Responses to NRC Generic Lr ! 
(Required Actions Based on Generic implications of Salem ATWS Events). tfcw 
‘Post-Trip Review...,”’ technical evaluation rept. 

* Science Applications International Corp. (formerly Science Applications, Inc \ 
03-82-096. SAIC-85/ 1525-3. 85/10/31. NRC - No Detailed Affiliation Qiw 
33562:258-33562:272. 


8511110245 Rev 0 to Emergency Response Plan Implementing Procedure ERPIP 
4.4.7.S, “Wide-Range Noble Gas Monitor Post-Accident Sampling." 

* Baltimore Gas & Electric Co. 85/10/16. 8pp. 33397:007-33397:014. 


851 1040309 Responds to 850807 request for addt info re procedures generation pack- 
age covering training of operations personnel on philosophy & use of emergency op- 
erating procedures. 

LUNDVALLA.E. Baltimore Gas & Electric Co. 85/10/23. BUTCHER, E. Operating Re- 
actors Branch 3. 9pp. 33297:023-33297:031. 


8511110098 Change 1 to Rev 0 to Procedure ERPIP 4.1. 3.4, “Sampling Conditions & 
Measured Hydrogen.” 

* Baltimore Gas a Electric Co. 85/10/23. 3pp. 33387:202-33387:205. 

Forwards Radiological Safety Insp Repts 50-317/85-27 & 50-318/85-25 on 
850923-26.No violations noted. 

MARTIN J.T. Region 1, Office of Director. 85/10/29. LUNDVALL.A.E. Baltimore Gas 
& Electric Co. 2pp. 33293:1 60-33293: 167. 


-8511040094 Safety Insp Repts 50-317/85-27 a 50-318/85-25 on 850923-26. No viola- 
tions noted.Major areas inspected:outage preparation, including radiation protection 
!£ 0 i£?£r ,( ? ntro1 room habitability, preplanning, procedures, posting a training. 

CLEMONS, P. Region 1, Office of Director. 85/10/18. 6pp. 33293:162-33293:167. 

85 JJ? 40159 Forwards supplemental info.including marked-up Tech Spec paqes per 
850909 application for amend to licenses DPR-53 a OPR-69.Chemistry procedure, 
wifi be used to describe use of post-accident sampling sys during normal operations 
Baltimore Gas a Electric Co. 85/10/29. THADANI,A.C. Office of Nuclear Reactor 
Regulation, Director (pre-851 125). 21pp. 33294:274-33294:294. 

Change 3 to Rev 3 to Emergency Plan Implementing Procedure ERPIP 
Dtl’cccn n?^f u,w8y /? f "W f00m hy onsite monitoring team. 
RUSSELLD.B, Baltimore Gas & Electric Co. 85/10/30. 3pp. 33397:256-33397:258. 

^n t ‘S^ C SS e QL t0 Re V 2 to Emergency Plan Implementing Procedure ERPIP 
3.0, Radioactivity Release - Dose Estimate. 

* Baltimore Gas a Electric Co. 85/10/30. 6pp. 33387:218-33387:223. 

i5 10^^21)° Wan:,S RSV 3 t0 trainin9 & qua!lfication Pfan.Rev withheld (ref 
BOWMA b KER,NJ. Baltimore Gas a Electric Co. 85/11/01. MURLEYTE Reaion 1 

85?^ ° f NUCleSr ReaCt ° r Re9Ulati0 "- Direct ° r (prel 


8S | ^ 20099 Forwards "Supplemental Program Plan for DCRDR,” per 850920 comm 
J iectric c °- 85/11/01. BUTCHER, EJ. Operatii 

Reactors Branch 3. Ip. 33413:249-33413:286. K 


8511110187 Application for amends to Licenses DPR-53 & DPR-SS.changsr**; 
Specs to eliminate vice president-supply & vice president-engineering & corn* 
tions a add vice president-nuclear energy. Fee paid. 

LUNDVALL.A.E. Baltimore Gas & Electric Co. 85/11/01. BUTCHER, EJ. ©«» 
Reactors Branch 3. 4pp. 33387:249-33387:278. 

-8511110195 Proposed Tech Spec changes eliminating vice president-sup^ i 
president-engineering a const positions & adding vice president-nuclear energy 
* Baltimore Gas a Electric Co. 85/1 1 /01 . 26pp. 33387:253-33387:278. 


8511220414 Forwards safety evaluation granting relief from ASMS Boiler & Pr i 
Vessel Code, Section XI requirement re pressure testing of Class 2 piping mm 
w/RCS,per 850828 request. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851 125), 85 
LUNDVALL.A.E. Baltimore Gas a Electric Co. 2pp. 33601:001-33601:002. 


-SS 1 1220422 Safety evaluation granting relief from ASME Boiler & Pressure 
CodeSection XI requirement re pressure testing of Class 2 piping associated * 
3360? C o e 03°3360 C ^ R ® aCt0r Re 9 u,a tion, Director (pre-851 125). 85/11/ *4 


8511250101 Responds to request for amend which would permit use of existan 
gen purge exhaust line as containment venting svs during 
operations. Description of how sys meets listed criteria included, 

ap^SimtslaiM. C °' 85/11/1s - JAFFE ’ D - H - Operating Reactor, a 


85 oc??£f 43 Req , ue ® ts ac . cess to facility for R Perfetti for purpose of psr&aea 
rity clearance* onentat ‘ on trainin 9 Parts 1 & 2.R Perfetti has not received iSS 


BUTCHER^ J. Operating Reactors Branch 3, 85/11/21. RUSSELl.L.B. Battimt 
a Electric Co. 2pp. 33635:224-33635:225. ’ 


8 S JJivI res P°. n ® e to question re effect of out-of-spec main &im 
va 7® set PO |n ts discovered during surveillance testlng.C-E determined that n 
?A?n e , t Y A a ^I ,y . s ? s i )C |H nded ^ toss of load event 9 ** 

Baltimore Gas & Electric Co. 85/1 1 /25. JAFFE.D.H Division t 
mg (800428-851124). 3pp. 33627:056-33627:058. ’ « 


Q. Inspection reports, IE Bulletins & correspondence 


i luuaoMuvises mat time to respond to notice of violation & oronoaerf bw 
a V a eZnded “l09. proposed ilT1 * 

8s/io/28 - u******* b *» 
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aS Gncl S ° S3 ® ' E BU " et ' n 85 ' 001 ’ " Steam 8indin9 of Auxiliar * Fe edwater Pumps." Svc list 

^iHa22’pIl!;i2! r ?S! Or ’* s »? ,,i0 S’ ? ,,ice of lns Pection and Enforcement. 85/10/29 Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. * ° 

® S 8S®lN~«ons d S^ ^ '" SP ReP ' S 50 - 317/8S - 27 & 50-3,8/85-25 on 

& ^tectncJ Cco. 8S/10/2a LUNDVALLA E - G “ 

—8511040094 Safety Insp Repts 50-317/85-27 & 50-318/85-25 on 850923-26 No viola- 
tions noted.Major areas inspected:outage preparation, including radiation protection 
D trO U?^,^ abitability ^ replannin 9’P rocedures -P 0Stin 9 & training. P 
?8. 1 3pp N 33293-162S3293°67’ BHANBAKY ’ Ml Re 9 ion ^ 0ffice of Director. 85/10/ 

85 enc| 5 ° 643 ,E ,nf ° Notice 85 ' 083 - “Potential Failures of GE PK-2 Test Blocks.” Svc list 

A?nin^ N Rk L ;i?^n j °?. ° f Emergency Preparedness & Engineering Response (Post 
Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 

® 5 ™250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs." Svc list 

of Emergency Preparedness & Engineering Response (Post 
oo2c?3oi? 5/ 1 0/ 30 ' Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290Q39 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

of Emergency Preparedness & Engineering Response (Post 
85/1 0/31 * Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generatina Sta- 
tions." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 


8511190435 Advises that insp of reactor coolant pumps per ASME Code Case Section 
XI, 1974 Edition w/ Addenda through 1975, Article IWA-5240 & 851015 Itr, meets visual 
insp requirements in 850918 safety evaluation. 

BUTCHER, EJ. Operating Reactors Branch 3. 85/11/06. LUNDVALL.A.E. Baltimore 
Gas & Electric Co. 2pp. 33534:222-33534:223. 


8511140292 Responds to notice of violation & proposed imposition of civil penalties in 
amount of $50,000 noted in Insp Repts 50-317/85-16,50-318/85-14,50-317/85-18 & 
50-318/85-16. Corrective actions:mods made to hardware layout & piping. 
LUNDVALL.A.E. Baltimore Gas 8 Electric Co. 85/11/07. TAYLOR, J.M. Director’s 
Office, Office of Inspection and Enforcement. 8pp. 33450:283-33450:290. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR.J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 


8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 


8511150089 Suppl 1 to IE Info Notice 85-058, "Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 


8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, "Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


^260600 J-E R 85.011.00:on 851 01 9, while in Mode 3 shutdown, surve*' :, »—« *es* 

determined 11 of 16 main steam safety valve <MSSV‘ L/'g* 

setpoints reset & hydroset sent to vendor.W/851 113 Str ' “ 

3362m 1 E 33620; 3 35 L ' E ' Bal,im0re Q8S * EecWc ^ 5pp. 

85 izerXfetv vflre^RC^RV , su ™ eillan g® tesMetermined tha! pressuf- 

out °'spec.Setpoint resetW/851116 !s. 

3^T 3 39-33Ml'-341 L,LB ' ° GaS * BeCtriC C =' 55/11/19. 3pp. 
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. . mcuiwi, emergency & tire protection plans 

8511270018 FOIA request for 810303, “Evacuation Time Estimates” & 
amends, updates.apps or addendums to rept 

f, A L r^rf£ S A *f,™v r9e £ cy Re ®P°f} se Planning & Management, inc. 85/10/18. NRC - 
No Detailed Affiliation Given. Ip. 33645:333-33645:333 

85 «'a 21 0 ? 02 - *? ev 1_ 2°toJ m ® r 9ency Plan Implementing Procedure 4001 -IMP-1300 C6 
of contenlsJncI 6 & Notrf,catlon * Revised emergency plan implementing manual table 

3^294^131 -33294*16?’ PUb ’ iC ^ * GPU ServiC ® ^ 85/1 0/29 - 30pp. 

8511110052 Forwards Safety insp Rept 50-320/85-18 on 850907-1 007.No violations 
noted.Ack receipt of 850927 Itr re insp Rept 50-320/84-04. 1 mpiementation of revs to 
nuclear radiation protection plan will be examined during future insp 
TOYERSWO. THM! _ Pr0 9 ram Office. 85/11/04. STANDERFER.F.R. Genera! Public 
Utilities Corp. - GPU Service Corp. 2pp. 33397:348-33397:360. 

-8511110058 Insp Rept 50-320/85-18 on 850907-1 007.No violations noted. Major 
areas mspected:long-term shutdown.including exam of welding on canister storaoe 
modules, defueling operator training & health physics. a 

ODOK’R*, MOSLAK.T., BELL.J. TMI Program Office. 85/10/31. 11pp. 33397:350- 
33397:360. 


8511250075 Temporary Change Notice 6400-3651-85-282 to Rev 3 to Emergency Plan 
Implementing Procedure EPIP 1054.7, “Offsite/ Onsite Dose Projections," replacinq 
entire procedure w/ attached marked-up version. 

EHERTS.R.F. General Public Utilities Corp. - GPU Service Corp. 85/11/06 38 dd 
33592:314-33592:351. P PP ' 


8511270015 Responds to FOIA request for 810303, “Evacuation Time Estimates for 
Plume Exposure Pathway...” 8 amends, updates, apps or addendums to reptForwards 
rept.No other documents located.W/o end. 

FELTON, J.M. Division of Rules and Records. 85/11/07. PALMER, D.S. Emergency 
Response Planning & Management, Inc. Ip. 33645:332-33645:332. 

8511150099 Revised emergency plan administrative & implementing 
procedures, including Rev 1-00 to Procedure 4000-ADM-1 300.01, "Maintaining Emer- 
gency Preparedness” 8 Rev 0 to Procedure 4000-ADM-1 300.02, “Emergency Pre- 
paredness Training." 

* General Public Utilities Corp. - GPU Service Corp. 85/11/12. 82pp. 33462:287- 
33463:006. 


8511260528 Temporary change to Rev 1 to Emergency Plan Implementing Procedure 
4000-IMP-1 300.34, “Activation of Recovery Technical Support Ctr." 

* General Public Utilities Corp. - GPU Service Corp. 85/11/19. 14pp. 33615:181- 
33615:194. 


8511260156 Temporary change notices to revised emergency plan implementing 
procedures, including TCN 1-85-0189 to Rev 14 to Procedure 1004.6, “Add! Assist- 
ance & Notification. 

BEAVER.J.R. General Public Utilities Corp. - GPU Service Corp. 85/11/20. 113pp. 
33609:148-33609:262. 


G. Adjudicatory correspondence 


8511010490 Response to NRC 851022 motion to conform proposed Tech Specs in ac- 
cordance w/851018 amend of 800211 order establishing formal license requirements 
re post-accident conditions. Motion unopposed.W/Certificate of Svc. 

RIDGWAY.D.A. General Public Utilities Corp. - GPU Service Corp. RIDGWAY.DA 
Shaw, Pittman, Potts & Trowbridge. #485 005. 85/10/30. Atomic Safety and Licens- 
ing Board Panel. 5pp. 33290:155-33290:159. 


R Periodic operating reports & related correspondence 


8511180509 Monthly operating repts for 
PORTER, R., RUSSELL, L.B. Baltimore 
33498:213. 


Oct 1985.W/851106 Itr. 

Gas 8 Electric Co. 85/10/31. 11pp. 33498:203- 


S. Reportable occurrences, LERs & related correspondence 

8511180284 LER 83-01 1/03X-1:on 830207.ESFAS A logic sequencer failed, rendering 
diesel generator 12 out of svc.Cause undetermined. Sequencer replaced.Failed 
module sent to vendor for repair & testing.W/851 108 Itr. 

SYDNOR.R.B., RUSSELL, LB. Baltimore Gas 8 Electnc Co. 85/11/08. 2pp. 
33501:316-33501:317. 

8511220382 LER 85-009-00:on 851 Of 5, svc water subsystem 21 declared 
inoperable.Caused by partial blockage of saltwater sys flow through svc water HX 
21. HX cleaned & returned to svc. W/851114 Itr. , , 

FINLEY.M.T., RUSSELLL.B. Baltimore Gas & Electric Co. 85/11/14. 4pp. 33584:138- 
33584:141. 


851 1 130219 Order granting NRC 851022 notice of issuance of amend to order 8 motion 
to conform proposed Tech Specs w/851018 amend of order.Served on 851112. 
WOLFE, S.J., PARIS,O.H., SHQN.F.J. Atomic Safety and Licensing Board Panel. #485 
153. 85/11/07. Office of the Executive Legal Director. 2pp, 33426:030-33426:031. 

8511130266 Order approving 851022 joint stipulation re settlement of Environ Coafition 
on Nuclear Power proposed contentions, dismissing Environ Coalition from proceeding 
8 dismissing proceeding,Served on 851112. 

WOLFE, S.J7, PARIS, O.H., SHON.F.J. Atomic Safety ar 
132. 85/11/08. Office of the Executive Legal Director. 


H. General correspondence 


id Licensing Board Panel. #48 5 
3pp. 33427:291-33427:293. 


8511010001 Expresses interest in meeting w/redpieni to ( exanwe plant 
abnormajities.Lack of travel funds predudes inviting J Gunckel on field irip.G LaRoche 

MAsfflSjl^^Program Office. 85/10/29. OSBORN, M. Affiliation Not Assigned. 
3pp. 33305:045-33305:047. 
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P. Operating license stage documents & correspondence 

8511070078 FOIA request for records from 1930 to date re nuclear disasters & 
accidents, /nckidrsg but not limited to TM1 events & info concerning actual or potential 
use orr?g of nuctear mads, weapons or related research in US. 

Aff‘i«ircr Not Assignee. 85.'09.'i}5. NEC - No Detailed Affiliation Given. Ip. 
33079:3 1 6-33379:3 1 6. H 

8511180410 informs of change in practice concerning radiation measurements for deter- 
mining status of high radiation areas. New practice involves control of only areas 
where individual whole body dose fikeiy to exceed 100 mrem/h. 

3eneral PlMc ytities ' GPU Service Corp. 85/10/14. 

MURLEY.i.E Region 1, Office of Director. 2pp. 33495:289-33495:290. 

8511070081 Responds to FOIA request for records from 1930 re nuclear disasters & 
accdents.rxduding TM1 & actual use or mfg of nuclear weapons, matte & research in 
^Forwards 1964 Annual Bepi & FOIA Request 85-145.W/0 ends. 

FELTON.J.M. Dmsion of Rules and Records. 85/10/15. LAKE.E.J. Affiliation Not As- 
signed. 2pp. 33379:31 7-33379018. 

8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
bpn of term as Commissioner in June 1984.App A documents available in PDR.Apps 
let completed withheld, respectively, (ref Exemption 5). 

FELTON , JM Division of Rules and Records. 85/10/17. GIUNSKY.V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

t f^ t T iCai [ easons for disapproval of polar crane Test Proce- 
2ndh 4 Ser^' 83 PC ' AM f0Ur S& ” 9S may 001 have factor of 5 due to sling 

™ i ?°9 raro 0ffce - 83/04/07. LARSON, J.E. General Public Utilities 
Corp. - GPU Service Corp. 22pp. 33537:122-33537:143. 

funding for ciearxip. Funding for cleanup slightly im- 

ES5» a9WfiCanllyNRC *■ HboutWistry 

GIHHRKV ^ Execu6ve tor Operations. 84/05/04. PALLADINO, 

GiLINSKY, ROBERTS Commissioners. 9pp. 33537:113-33537:121. 

^^o^Pr^osed agenda Herns for 840530 Commission 
*? Decontammafion ofTMi-2.W/o end. 

° PeraSOnS - 84/05/24 - PALlADIN0 

5*** 31 for Decontanw^ion of TMI-2 840503 meetinq 

S®" ^ to Pro8famma,i0 E,i 
un « «■ m™**. 

allegations to w 

LINSK'/llOBEFn'S 11 ^omn^ssiooers. PALWD,N0 ' Gl ‘ 

pauad.no. GI. 

^ * ** **“"* *> staff re pend- 

^-Ip.Ss^SS' 04 ** C0 "“' 84/03/23 ' G'UNSKY Commis- 

^ 1 teRCS^S lg aPProVal 01 Pr0Cedure 2104^-QA re SDS operational guide- 
SS^SaSSlST"' “*“• 82/04/3 °- “WK*W TU Program Office. Ip. 

13Se™“-“!«aa 

S.SiSlcSSSSf.^atffiiKf"" 1 rmtan or 



/TSt” '-**™i*ssJOn £ 

ulycc f^eaBlary 840402 memo wi notlje Dur^d! 

«£35££% P^*0®SKY. ROBERTS 

comp«- 

sKSied upon Cartstefs - Res pc«^e to Com- 

Corp. 85/10/28. 

*- >. - ... . . .. 


- ^ 85/10/29 ' 

* *gs fia pee. 

U8lies Corp. - GPU 


* NRC- No E 


Aft? 

R Sen8ral 


General Public 


8511010454 Requests addl info on cancer mortality & morbidity study presented at Ad- 
visory Panel on TMI-2 851016 meeting. 

MASNIK.M.T. TMI Program Office. 85/10/30. MULLER, H. A. Pennsylvania, Common 
wealth of. Ip. 33301:329-33301:329. 

8511050075 Discusses Rev 2 to SER re heavy load handling inside containmentlnfo no 
longer required based on Generic Ltr 85-11. Util already provided info required bv Gtf 
neric Ltr 81-07. 

STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 85/10/31 
TRAVERS.W.D. TMI Program Office. 4pp. 33318:192-33318:195. 

8511070064 Forwards 851101 trip rept.documenting ultrasonic test results for first lour 
filter canisters. Ultrasonic test meets ASME Code requirements.Submittal completes 
outstanding issues. 

STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 85/11/04 
TRAVERS.W.D. TMI Program Office. 3pp. 33359:312-33359:314. 

8511070167 Forwards Rev 3 to Checklist M-10 for first four NES fabricated filter 
canisters.Rev deletes ref to Bechtel Purchase Order TC-018139. 

STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 85/11/04 
TRAVERS.W.D. TMI Program Office. 7pp. 33362:338-33362:344. 

8511110043 Forwards addl info on canister handling bridge shield collar design A 
test,per NRC 851029 request.Shield collars should not be considered as heavy load 4 * 
in context of NUREG-0612. 

aKcI? u?S ,F 4?;. S eneral 5i b,ic uti,ities Cor P' • GPU Service Corp. 85/11/06 
TRAVERS.W.D. TMI Program Office. 4pp. 33386:032-33386:035. 

85 0 1 e 1 J n 1 ?? 8 0 5 f,°™' ard ® safet y evaluation re defueling canister design. Revised design, par 
850815 & 0910 submittals.acceptable. y a ,F 

n«iv V !r« ,W - D nlM l c . Pro 9 ra ^ 0ffice - 85/11/05. STANDERFER.F.R. General Public 
Utilities Corp. - GPU Service Corp. 3pp. 33416:066-33416:088. 

evaluation supporting defueling canister design.Use of canisters 
contingent on approval of procedures per Tech Spec 6.8.2. 

NRC - No Detailed Affiliation Given. 85/11/05. 9pp. 33416:069-33416:077. 

~ 8 i 5 -<Vniw 2 n 2 #£ iS S?i S o S ^ cr i tlC r lity review of Technical Evaluation Rept 15737-2-G03- 
mended ° * ™ " 2 defuelin 9 canisters. Acceptance of criticality analysis recorn 

Branch - 8S/08/19 - WELLER ' RA TMi 

~ 8 n 5 fVnVw°iH 6 .?i SC + USseS 4 ana f ys ! s of critica,jt y aspects of accidental dropping of contents 
hazard^ ca ster on 0 s,milar loaded stored canister. Accident poses no criticality 

PrZ°™m£: Branch - 85/10/3 °- WELLEaRA ™ ! 

85 rl 1 ^£nSini tS H P 4 0p P Sed topics i0 S Gommission 851119 meeting w/TMI-2 Advise- 

stuKTJwBesl^SSWnffis.’ SChedU ' e '° r ,uel removal ' resul,s of hoal,fl 

PALLADINO.N.J. Commissioners. 85/11/06. MORRIS A E Advisorv Cnunril for rv»„ 
contamination of TMI Unit 2. MORRIS, A.E. Lancaster,’ PA. Ip. 33534:160-33534:160 

85 from°?9io to^e^entXccepfs^eslgratfon' 3 *' 011 ,0r SS,Vin9 aS adviSOry panel momber 
3356^326-33561 :328 mmiSSi0nerS ' 85/11/06 - R E'D.R.G. Middletown, PA. 2pp 

^ro“us 2 Mmm°Ste resi9na,ion ,rom advisor y P anel a '<e«ive immediately due to 
n^on R o B TM| i 'unrt t 2 W 1p. P 3356^3264f356 A 328 K ’ W T " for D — 

on QA issues re defue,in « 
TRAVERS.W.D F f Ml §££ SSS. °°» 85/11/08 

85 F40?-F4 8 4.o r A n £ues?e a uJe r o1 S canisters e resol\/BSa,fri^ S (NE !! P e,ue,ir S CanW * ra 

,n encl -° A rBv,am 

Utilities Co're B GPU Serv 3r eCore f 0pp 8 33561 , :3 8 8S'^61:325 =BB ' F ' B ' General 

^^oTra 8 ^ o> NRC 851108 ltr granting 

gTANDERFER e F R bi ITiS 1 insp & a^ptonce S fl defUeli ' 10 Cani8,erS 

TRAVERS, W.D. TMI Program Office. Corp ’ 85/1 1/12 ' 

* 8 2,rav 8 Teehnicar^ d aluaBon 2 Ra)t^for 8 WMrte B |tonrir 0n 5T l 573 T-2-G03-107, "TMI. 

stoSderTe^f R d ? ,ety T^p^iocfrIS^" 9 & packa9,n9 Faci,i,y " Subi 01 

TRAVERS,W.d: TMI Program Office. C ° rp - 85/11/12 

'™ 1 ' 2, Div T8Ch ‘ 

85/10/11. 37pp. 33495:2^2^33495:288^' " GPU Se,V,Ce Corp ' 15737-2-G03-107 R02. 

TRAVERiKc 3 No 8 gX ip 0 ^^^^ 8 !/ 1 1/12 

>11200288 Pnnuar#4e 


a f tM * i pper850KO S & WCU8aueste a Am'iu» approvin9 P r °POsed early defuellm 

Tf5A^^w.Q ef ^i|' 9 pP™P® dur ® a . per Ta;h S^c ,1 a^.2. 0rr ' menCe Up0n N ^* C app ^ 
Utilities Corp. - GPU ServSeCoto^ipp.^sgf^^j^g^^lR^ER.F.R. Genera. Pub»t 

~^TW < ^^| 1 r ^Q^ l 2^[^°P 1 ^ , Pf°^ 3 PrWi»^a^y defua|| n g actMties 
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6511210320 Disagrees w/ulil 8S1031 position that rosponso to NRC 851018 request for 
addl info ro hoavy load handling inside containment unnecessary, per Gonoric Ltr 85- 
11. Info required for review of util 86091 1 SER, 

TRAVERS.W.D. TMI Program Office. 86/11/12. STANDERFER.F.R, General Public 
Utilities Corp. - GPU Service Carp. 3pp. 33558:341-33558:343. 

8511150013 Notifies of change to environ sample location indicated in Table 5 of offsite 
dose calculation manual, per ETS 3.2.1. Chango will become offoctivo on 851 114. 
STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 85/11/13 
TRAVERS, W.D. TMI Program Office. Ip. 33466:201-33466:201. 


8511220405 Forwards safety evaluation for heavy load handling inside containment & 
fuol handling bldg, Rev 2, per review of util 85091 1 SER. Heavy loads can be handled 
ovor fuol bearing canisters w/o significant risk to public. 

TRAVERS, W.D. TMI Program Office. 85/11/15. STANDERFER.F.R. Gonoral Public 
Utilities Corp. ■ GPU Service Corp, Ip. 33583:350-33583:350. 


-8511220413 Safety evaluation approving implementation of Rev 2 to util program for 
hoavy load handling inside containment & fuol handling bldg. 

* Office of Nuclear Reactor Regulation, Director (pro-851125). 85/11/15. 6pp. 
33583:351-33683:356, 


8511220000 Forwards responses to 851002 concerns ro 850618 Tech Spec Chango 
Roquosts 49 & 31 A n-covery operations plan, roapoctivoly.Controls ro respirator 
usage, iodine protection & mamt of control room envelope discussed. 
STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 85/11/20. 
TRAVERS.W.D. TMI Program Office. 7pp. 33569:039-33569:045. 


Q. Inspection reports, IE Bulletin* A correspondence 


8511050252 Responds to NRC 860011 Hr re violations noted in Insp Rept 50-320/85- 

15. Correctivo actions, temporary change notice to Procedure 4214-ADM-4450.01 Im- 
plemented requiring separate waste classification for each nonroutine waste package. 
STANDERFER.F.R General Public Utilities Corp. GPU Service Corp. 85/10/10. 
MURLEY.T.E. Region 1, Office of Director, 4pp. 33330:258 33330:261. 

8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of form as Commissioner in Juno 1984. App A documents available In PDR.Apps 
B & C documents partially A completely withheld, respectively, (ref Exemption 5). 
FELTQN.J.M, Division of Rules and Records. 86/10/17. GIUNSKY.V. Affiliation Not 
Assigned. 31pp 39696 068. 

-8404280280 Forwards list of talking points re highlights of cleanup status for use at 
840418 meeting w/Middfetown Mothers 

DIRCKS.W.J. Office of the Executive Director for Operations, 84/04/13, 
PAH ADINO.N.J Commissioners 4pp. 33638:035-33638:038. 

-8511180690 Submits daily staff notes for 830/22 re Salem Unit 2 restart, media inter- 
est in smoldering insulation at Hatch Unit ?, A notice of violation & proposed imposi- 
tion of civil penalties in amount of $140,000 issued on 830722 to GPU. 

DIRCKS.W.J, Office Of the f xeeutivo Director for Operations. 83/07/25. PALLADINQ 
Commissioners J?pp. 3363/ 1 1t) 3363/ 11 1, 

8511040188 Responds to NRC 850925 Hr re violations noted in Insp Rept 50-320/85- 

16. Corroctive actions temporary change notice to Rev 0 to Procedure 4213-ADM- 
4020.01 issued to require that respirators w/expirod inspa bo returned to maint facility. 
STANPFRM IU H General Public Utilities Corp - GPU Service Corp. 85/10/25. 
MURi.FY.l t Region I, Office of Director, 4pp. 33284:205 -33294:208. 

8510250539 If: Bulletin 864)01, "Steam Binding of Auxiliary Feedwater Pumps/’ Svc list 
end. 

TAYLOR, JM. Director's Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:130 33358:277. 

8510250543 IE Info Notice 86-083, "Potential Failures of GE PK-2 Test Blocks.” Svc list 
end, 

JORDAN, E . L Division of Emergency Preparedness A Engineering Rosponso (Post 
830103), 86/10/30 Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE info Notice 86-084, "Inadequate Inservice Testing of MSIVs." Svc list 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/30 Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 


8510290039 IE Info Notice 85-086, "Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end, 

JORDAN, EX, Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31, Consolidated Edison Go, of New York, Inc. 135pp. 33357:063- 
33357:199. 


8511050250 Discusses methods used to assess extremity doses, per insp Rept 50-320/ 
84-21 on 84 1 2 1 3. Implementation of new, less conservative method will not be com- 
pleted until 661001. 

STANDERFER.f R General Public Utilities Corp. - GPU Service Corp- 85/10/31. 
TRAVERS.W.D. TMI Program Office. 2pp. 33330:236-33330:236. 


8511110052 Forwards Safety Inap Rept 50-320/85-18 on 8509pM007.No violations 
noted, Ack receipt of 850927 ltr re Insp Rept 6O-3^/84.04Jmp*eroent*tion of revs to 
nuclear radiation protection plan will be examined d^no future insp. 

TRAVERS, W.O. TMI Program Office, 85/11/04. STARDERf ER.F.R. General Public 
Utilities Corp, - GPU Service Corp 2pp, 33397:348-33397:360. 

-6511110068 Into Rent 50-320/85-18 on 850907-1 007.No violations noted. Major 
areas mspectSdong-terrn shutdown, irrciuding exam of welding on canister storage 
modules, defueling operator training & health phyatea. 

COOK.R, MOSLAiCT, BELL.J, TMI Program Office. 85/10/31. 11pp. 33397:350- 
33397:380. 


8511010020 IE info Notice 85-088, "Light nlng Strikes at Nuclear Power Generating Sta- 

JOffi»N|.L'SlSion of Em*rfl«wy Pwptwtlnwf * Enaln^no Rwporaw (Pff 
630103V 86/11/06. Comoikjtf* Edtaort Co. Of York, Inc. 139pp. 33385:188- 
33385:336. 


8511130291 Discusses Insp Rept 50-320/85-20 on 850930-1002 & forwards notice of 
violation. Procedure for conversion of beta spectometer to Sr-90 in error. Violation cate- 
gorized as Severity Level IV. 

MARTI N,T.T. Region 1, Office of Director. 85/11/05. STANDERFER.F.R. General 
Public Utilities Corp. - GPU Service Corp. 3pp. 33434:320-33434:324. 

-8511130296 Notice of violation from insp on 850930-1 002. Violations noted:shipments 
of radwaste to licensed land disposal facility accompanied by incorrect 
manifests, incorrect classification of waste 8 inaccurate shipping papers. 

* Region 1. Office of Director. 85/11/05. 2pp. 33434:323-33434:324. 

8511150067 Forwards info in compliance w/requirements of NRC 851108 ltr granting 
approval for use of initial four-filter defueling canisters. Remaining defueling canisters 
planned for use subj to final receipt insp & acceptance. 

STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 85/11/12. 
TRAVERS.W.D. TMI Program Office. 6pp. 33466:099-33466:104. 

8511210345 Forwards Exam Rept 50-320/85-17 conducted during wks of 850813 & 
1021. Preliminary results of exams discussed at exit interview on 850814-1022. 
KISTER.H.B. Region 1, Office of Director. 85/11/13. STANDERFER t F. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 33545:089-33545:156. 

—8511210354 Exam Rept 50-320/85-17 on 850813 & 14,1018,21 & 22.Exam 
results:one reactor operator & five of six limited fuel handling senior reactor candi- 
dates passed. 

DUDLEY, N.F., KELLER.R.M., KISTER.H.B. Region 1, Office of Director. 85/11/12. 
68pp. 33545:091-33545:156. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR, J.M. Director's Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, "Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85*088, "Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, "Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN, E,L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 05-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, "Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122, 


R, Periodic operating report* 6 related correspondence 


8511210158 Forwards "TMI Aquatic Study Monthly Rept for Aug 1985." 

RESSLERW.C. General Public Utilities Corp. - GPU Service Corp. 85/10/07. 
HICKEY, C. NRC - No Detailed Affiliation Given. Ip. 33547:227-33547:240. 

-8511210161 "TM! Aquatic Study Monthly Rept for Aug 1985.” 

’ EA Engineering, Science & Technology, Inc. 85/08/31. 13pp. 33547:228-33547:240. 

8511080519 Submits TMI Program Ofc weekly status rept for wk of 851021*27. 
TRAVERS, W.D. TMI Program Office. 85/10/28. DENTON, H.R. Office of Nuclear Re- 
actor Regulation, Director (pre-851 125). 4pp. 33369:244-33369:247, 

8511070184 Forwards "TMI Aquatic Study Monthly Rept for Sept 1985.” 
RESSLER.W.C. General Public Utilities Corp. - GPU Service Corp. 85/10/31. 
HICKEY, C. NRC • No Detailed Affiliation Given. Ip. 33363:168-33363:177. 


*8511070188 "TMI Aquatic Study Monthly Rept for Sept 1985." 
* EA Engineering, Science 8 Technology, Inc. 85/09/30. 12pj 


12pp. 33363:169-33363:177. 

8511120151 TMI Program Qfo weekly status rept for wk of 851028-1103. 

TRAVERS, W.D, TMI Program Office. 85/11/04. DENTON, H.R. Office of Nuclear Re- 
actor Regulation, Director (pre-851 125), 5pp. 33433:349-33433:353. 

8511190126 Submits weekly statue rept for wk of 851104-08. 

TRAVERS, W.D. TMI Program Office. 85/11/08. DENTON, H.R. Office of Nuclear Re- 
actor Regulation, Director (pre-851 125). 5pp. 33543:193-33543:197. 

8511250039 Submits TMI Prigram Ofc weekly status rept for wk of 851109-17. 
TRAVERS, W.D. TMI Program Office. 85/11/18. DENTON, H.R. Office of Nuclear Re- 
actor Regulation, Director (pre-851 125). 5pp. 33619:333-33619:337. 

8511280468 Forwards "TMI Aquatic Study, Monthly Rept for Oct 1985." 

RESSLER.W.C. General Public Utilities Corp. - GPU Service Corp. 85/11/18. 
H!CKEY ( C. NRC - No Detailed Affiliation Given. 1 p. 3361 6:003-3361 6:01 9. 


- 8511 ; 
* EA 


Jnc. 85/10/3 if 15pp. 3361 6:004-3361 6:01 9. 
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S. Reportable occurrences, UEffs & related correspondence 


3511372221 JEF £4-31 7-33; or 34lC24,scnar insp of flood protection dike revealed deg- 
'Sdatcr of submerged toe in vicinity of river water pump houses.Sept 1 985 insp re- 
-?a =: s~-e oeo'aoat : on Easeto.e derradaiton criteria changed. W/851 010 Itr. 

3= M. STA.\D£FFEF.?F. Ge-era. Fjoiio Utilities Corp. - GPU Service Corp. 85/ 

-M2 VUnL=Y.T.E. Fegier 1. Office of Director. 4pp. 33374:288-33374:291. 

3511130254 Sesprnss to C C'A rscuest for all documents in NRC custody upon expira- 
t.cn of :srr. as DcmT.ssc-.er * ,-ne 1984.App A documents available in PDR.Apps 
ESC oo cu-erts o=n:=. '. 5 oomolete’v whtoheto,respect!veSv,(ref Exemption 5). 
F5LTCS- V to F.es a no Fecords. 55/10/ 17. GiLINSKV.V. Affiliation Not 

Assigned 3 1pp. 33535:302*32535:068. 

-8511180692 Requests response to end proposed Itr to Udali transmitting repts re 
**-C_> v est.gat:cr of allegations in administrative deficiencies in facility cleanup by 

Cd j£s.c. Cflice of toe Secretary of toe Commission. 84/05/01. PALLADINO, Gl- 
LNSKY, ROBERTS Commissioners. Spp. 33535:354-33535:356. 

-351118C238 Forwards notice cf initiation cf investigation re improper mgt influence on 
two facility cc-too: room oceratc's during testimony concerning 790328 HPI actuation. 
PALLACINC.N .. Commissione's. £4. 34/03. GIUNSKY, ROBERTS. ASSELSTINE 
Corrmissicners. Ip. 33538:331-33536:031. 

-8511180247 Notifies cf Cfc cf investigation opening new investigation re improper mgt 
.nfiuence on two fad'd/ centre! room operators during testimony concerning 790328 
r- aqtuador. Ccmp.eoon date est.rn.aicC for 54G515. 

2.E. Cmde cf investigation. 84/04/02. PALLADINO Commissioners. 2pp. 
22£2-5. ZSi-jScSS',' 


-8511180387 Summarizes TMi Program Cfc site actions re polar crane & Parks 
.ssues.Action dan enci. 

BARREL, LH. TMi Program Office. 33/03/24. SNYDER.B.J. TMI Program Office. 
121pp. 33536:149-33536:271. y 

-8511180646 Expresses concern re QA in nuclear industry & NRC inability to control 
" staff Re P ts t0 President’s Commission on Accident at TMI" end. 
.-wRSv,HeR 1 r. Human Factors & Safeguards Branch. 82/06/18. PALLADINO Com- 
missioners. 12pp. 33537:059-33537:070. 


T. Hearing transcripts on non-antitrust matters 

3511220153 Ack receipt of transcript of TMI Advisory Panel 851016 meeting in 
Lancaster,? A, Requests record of statement be corrected as (isted & sent to all parties 
in iimeiv fashion. r 

F ^^n-n ri-^-f 8011 NK Assi3Red - 85/10/31 - Ace-Federal Reporters. Inc. 2pp. 


8511040290 Forwards Insp Repts 50-321/85-27 & 50-366/85-27 on 850831 -1011. No 
violation noted. 

BROWNLEE, V.L. Region 2, Office of Director. 85/10/28. KELLY.R.J. Georgia Power 
Co. 2pp. 33295:344-33295:349. 

-8511040301 Insp Repts 50-321/85-27 & 50-366/85-27 on 850831-1011. No violation 
or deviation noted.Major areas inspected: Tech Spec compliance, operator 

performance.overall plant operations.QA practices, station & corporate mgt practices & 
site security. 

HOLMES-RAY.P., NEJFELT.G., PANCIERA.V.W. Region 2, Office of Director. 85/10/ 
28. 4pp. 33295:346-33295:349. 

8511140301 Advises that 851010 rev to physical security plan consistent w/provl$iom 
of 10CFR50.54(p) & acceptable. 

WALKER.R.D. Region 2, Office of Director. 85/10/31. KELLEY, R.J. Georgia Powr: 
Co. 2pp. 33457:055-33457:056. 

8511050151 Revised emergency implementing procedures.including Rev 0 to 62RP- 
RAD-003-OS, "Use & Care of Respirators” & Rev 1 to 62HI-OCB-OS4-OS, "PCM-J 
Portal Monitor Operation & Calibr." W/851 101 Itr. 

SORRELL, E.C. Georgia Power Co. 85/11/01. 50pp. 33328:078-33328:127. 

8511250112 Revs 1 to Procedures 62RP-RAD-01 1-OS re shipment & receipt of radioac- 
tive matl & 62RP-RAD-005-0S re decontamination of protective clothing & hara 
hats.W/851119 Itr. 

SORRELL, E.C. Georgia Power Co. 85/11/19. 25pp. 33592:232-33592:257. 


P. Operating license stage documents & correspondence 

8511250357 Responds to request for addl info re 850913 application for amends to t> 
censes DPR-57 & NPF-5, allowing 60 s closure time limit for scram discharge vol vent 
& drain valves.Figure 6.2.2 from GE NEDO-24342 re scram sys pipe breaks enci, 
GUCWA.LT. Georgia Power Co. 85/11/18. STOLZ.J.F. Operating Reactors Branch 4 
3pp. 33595:360-33595:362. 


Q. inspection reports, IE Bulletins & correspondence 

8511040305 Forwards Insp Repts 50-321/85-28 & 50-366/85-28 on 850923-28,No vk> 
lation noted.W/o repts. 

BROWNLEE, V.L. Region 2, Office of Director. 85/10/16. KELLY, RJ. Georgia Powtr 
Co. 2pp. 33306:213-33306:214. 

8511060044 Forwards Insp Repts 50-321/85-28 & 50-366/85-28 on 850923-27.NO vis* 
lations or deviations identified 

BROWNLEE.V.L. Region 2, Office of Director. 85/10/16. KELLY, RJ. Georgia Power 


8511270029 ; raneerwt of Commission 851119 penodic meetina w/Advisorv Panel nn 
Decontamination of TMI-2 in Washington, DC.Pp 1-50 9 ^ Panel on 

Commissioners. 85/11/19. 53pp. 33646:046-33646:101. 


-8511060047 Insp Repts 50-321/85-28 & 50-366/85-28 on 850923-27.No violations or 
areas inspected:fire protection & prevention. 

ooo«!^%c C £ S^ ILON ’ T - E * Re 9 ion 2 > of Director. 85/10/10. 

33355:338-33355:349. 


12PP 


U. Congressional/Executive Correspondence 

85 iUefia^e F i^mfnwt S 2 Cn | e to * re C uest f ° r info re 851120 markup of low 

foo bfjQvr Ss5?1 1 3 y Se " ae on Nuclear Regulation fowkrded to 

R 2? ctor Re 9 u| ation, Director (pre-851125). 85/11/18. 
EHM,T. Office of toe Executive Director for Operations. 8pp. 33619:180-33619:191. 

^ ^ U ^ ss ^ nate Subcommittee on Nuclear Regulation) request 
of °“ al " Udl - 

^a^iSKssMsr 8S/11/13 - rehmj - nrc - n ° ° aMed 

V. Operator Examinations 

Forwards fuel handling senior reactor operator licenses ner 01 s. 

ee^^STS^Ifar'S 0 ' ° perat0re oonduoted after de,ue «"9 P™- 

“ PdMd 

conducted ^ng WKS of 850813 & 

bBSSSSFS-- 

KISTERH - B - Ra ^> t. Oto 0. Director. 85/11/12. 

DOCKET 50-321 EDWIN I. HATCH NUCLEAR PLANT, UNIT 1 

F. Security, medical, emergency A fire protection plans 

50*321/85-28 & 50-366/85-28 on 850923-27.No vio- 
Qffice of Director. 85/10/16. KELLY, RJ. Georgia Power 


8511060044 Forwards 
gtom or deviate 
BROWNLEE.V.L r 
Co. Ip. 33355:337* 


t***™ 2. 0«fce of Director. 85/10/10. 12pp. 


cai q Uf uml 7 te,con re 851104 mgt meeting at util corporate ofes to review 
SALP results for Nov 1983 - June 1985.SALP Board rept will be forwarded to m 
approx 2 wks prior to meeting.Proposed agenda end. 

4pp M299:'029^32 n 99;03^ ° f Dir8Ct ° r * 85/10/18 ' KELLY - RJ ‘ Georgia P °*<* ^ 

85 oJ^ 30217 v Re ®P? nds I 0 violations noted in Insp Repts 50-321/85-24 & 50-366/85 
24.Corrective actions:Standing Order 85-45 revised as Standing Order 85-57 to be 
n?rS/!7 y /Proce ? ur e 40AC-REG-002-0 re ESF actuation. 

5ppP 33434T2 l7 8 33434-22i er C °* 85/10/21 * GRAC E.d*N. Region 2, Office of Director 

“ for 785 ’^ 1 ■®®‘266/85-21 ,50-424/85-27 4 50- 

4(^33355:1 ^^3355:220^ ° 8 °' DireCt0r - 85/10/2a KELLY.R.J. Georate Power Co 

-851 106 01 38 SALP Repts 50-321/85-21 & 50-366/85-21 for Nov 1983 - Jurm Ififi* 
Region 2, Office of Director. 85/06/30. 37pp. 33355:158-33355:194. 

3V* *° ^oc/ 85 "/ 27 & 50-425/85-26 for Nov 1983 - June 1986 
Region 2, Office of Director. 85/06/30. 26pp. 33355:195-33355:220. 

85 v 1 io°a1ton 9 note 0 d WardS ' n8P ReptS 50 ' 321/85 - 27 «■ 50-366/85-27 on 850831-101 t.Nc 
°' Direotor - 85/10/28 ' KELLY ’ aj - *0™ 

“S3raaa.Ks®Bi 

PANCIERA.V.W. Region 2, Office of Director. 85 / 10 ; 
851M50539 IE Bulletin 85-001, "steam Binding of Auxiliary Feedwater Pump..- Svc M 

85/1o/20 - 

85 enc| 50543 IE ,nf ° Notice 85 ‘ 083, * <p °tential Failures of GE PK-2 Test Blocks.” Svc M 
8S enc| 5 ° 546 ,E lnf ° Notice 8 5-084, “Inadequate Inservice Testing of MSIVs.” Svc M 
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8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 


8511180143 Responds to violations noted in Insp Repts 50-321/85-26 & 50-366/85- 
26,Corrective actions:ltr issued to all inspectors to reemphasize signing off insp docu- 
ments & consulting procedure for accept/reject criteria. 

GUCWA.L.T. Georgia Power Co. 85/11/04. GRACE, J.N. Region 2, Office of Director. 
3pp. 33493: 1 60-33493: 1 62. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511150071 Responds to B Trouvlin request for addl info re 850718 request for relief 
from ASME,Section XI Code requirements to support inservice insp during upcoming 
maint/refueling outage.CRD.RCIC & feedwater sys makeup flow rates listed. 
GUCWA.LT. Georgia Power Co. 85/11/05. STOLZ.J.F. Operating Reactors Branch 4. 
2pp. 33466:097-33466:098. 

8511110274 Forwards Exam Rapt 50-321/01-85-03 of exam administered on 851015- 
17 for Units 1 & 2. 

BROWNLEE, V.L. Region 2, Office of Director. 85/11/08. KELLY, R.J. Georgia Power 
Co. 2pp. 33386:201-33386:204. 

-8611110278 Exam Rept 50-321 /OL-86-03 on 851 01 5-1 7. Exam results:one candidate 
passed simulator exam & two failedSix candidates passed written exam. 

BROCKMAN, K.E., WILSON, B.A. Region 2, Office of Director. 85/10/30. 2pp. 
33386:203-33386:204. 


8511250035 Forwards SER re 850718 requests for relief from inservice insp 
requirements.Change in insp program acceptable based on listed condition, Summary 
tabulation end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/07. 
BECKHAM, J.T. Georgia Power Co. 3pp. 33620:118*33620:159. 


-8511250036 SER supporting request for relief from certain ASME Code inservice insp 
requlrements.Relief granted & alternate methods imposed give assurance of piping & 
component pressure boundary & support structural Integrity. 

* NRC - No Detailed Affiliation Given. 85/11/07. 39pp. 33620:121-33620:159. 


8511200149 Forwards Insp Repts 50-321/86-31 & 50-366/85-31 on 851007-1 1.No vio- 
lation or deviation noted. 

BROWNLEE, V.L Region 2, Office of Director. 85/11/08. KELLY, R.J. Georgia Power 
Co. Ip. 33556:089-33556:099. 


-851120015$ Insp Repts 50-321/85-31 & 50-368/85-31 on 851007-11. No violation or 
deviation noted. Major areas inspacted:QA program, QA/QC administration & tests & 

s3oTT,m!a.’, BEL1SLE.G.A. Region 2, Office of Director. 85/10/31. 10pp. 33556:090- 
33556:099. 


8511190099 Ack receipt of 851021 Itr Informing NRC of steps taken to correct violations 
noted in Insp Repts 50-321/85-24 & 50-366/85-24. Response aoceptable.Manually 
started ESF, although considered actuation, would not be reportable. 

WALKER, R.D. Region 2, Office of Director. 85/11/12. KELLY, R.J. Georgia Power Co. 
ip. 33511:348-33511:348. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. ^ 

TAYLOR.J.M. Director’s Office, Office of Inspection and Enforcement. 86/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511210617 Notification of 851119 dally highlight meeting w/util In Bethesda,Mp to dis- 
cuss justification for several Ineervloe Insp code relist requests that util plans to resub- 

R!VENBARK,G. Operating Reactors Branch 4. 85/11/15. D0OTW.H., EISENHUT.D., 
LYONS, J, Nfta - NO Detailed Affiliation Given. 2pp. 33583:311-33583:312. 

8511150098 
JORDAN," 

83010$! 

33631 #17, 

8511150107 IE Info Notice 85-088, “Licensee Contml of Contracted Syce Providing 

Tralnfnn " Sturt (tat Mrwil 


Training.” Svc 
JORDAN, r ‘ 


M,E.L Division of Emergency Preparedness & EnglnMringResponse(Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. $3831:018- 
:151. 


33631 


8511150089 Supjpi 1 to IE Info Notice 85-088, “Failure of GE Type AK-2-25 Reactor 

Trip Breaker/ Svc Hat end. _ • _ „ ■: ~ „ • 

JORDAN, E.L. DMsIon of Emergency Preparedness & Engineering Response (Post 
830103), 85/11/19. Consolidated Edison Cp. of New York, Inc, '34pp. 33713.123- 
33713:262. • » 



851115OT80 IE Info Notice 65.(»0, nJse of SeaBf^ Oompounds In Operating Sys,” Svc 

Gonso^S^kh 



^ f5^1/2Q. Georgy Power 


R. Periodic operating reports & related correspondence 


8511010438 Advises of completion of review of proposal to suspend submission of spe- 
cial quarterly update Itrs re groundwater tritium activity at faciiity.Proposai does not 
change program substance & therefore acceptable. 

WALKER, R.D. Region 2, Office of Director. 85/09/12. KELLY, R.J. Georgia Power Co. 
Ip. 33298:172-33298:172. 

8511180255 Monthly operating repts for Oct 1985.W/851110 Itr. 

KOERBER.G.M., NIX.H.C. Georgia Power Co. 85/10/31. 11pp. 33501:039-33501:049. 


S. Reportable occurrences, LERs & related correspondence 


8511120140 Special Rept 50-321 /1 985-003:on 85091 3,negative 12-volt power supply 
on seismic acceleration recorders 1L51-R600A & 1L51-R600B read approx negative 2 
volts.Caused by bad voltage control oscillator board. 

NIX.H.C. Georgia Power Co. 85/10/23. GRACE.J.N. Region 2, Office of Director. 3pp. 
33421:321-33421:323. 


8511050322 LER 85-033-00:on 851 004, control room ventilation sys isolated.Caused by 
spurious spike on control room A chlorine monitor 1 241 -N022A.W/85 1028 Itr. 
TIPPS,S.B., NIX.H.C. Georgia Power Co. 85/10/28. 2pp. 33341:280-33341:281. 


8511130001 Forwards input for App B of AO rept to Congress for Third Quarter 
CY85.lnfo re license suspensions, orders & new generic safety issues also end. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Diredor (pre-851125). 85/10/31. 
HELTEMES.C.J. AEOD, Director’s Office. 5pp. 33455:006-33455:024. 

-8510160384 Requests assistance to complete preparation of AO rept to Congress for 
Third Quarter CY85.Proposes listed events for reporting.Response requested by 
851018. 

HELTEMES.C.J. AEOD, Director’s Office. 85/10/07. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 14pp. 33455:011-33455:024. 


8511140129 Confirms 851028 telcon re 851108 mgt meeting at Region II ofc to discuss 
Unit 1 nitrogen inerting & purge line crack discovered on 841215 & response to Svc 
Info Ltr 402.Proposed agenda end. 

WALKER, R.D. Region 2, Office of Director. 85/11/01. KELLY, R.J. Georgia Power Co. 
2pp. 33458:113-33458:114. 


8511180088 LER 85-034-00:on 851014, plant personnel received RWCU isolation when 
pump inboard & outboard isolation valves isolated on high differential.Caused by inter- 
mittent spiking flow transmitter.W/851108 Itr. 

TIPPS.S.B., NIX.H.C. Georgia Power Co. 85/11/08. 4pp. 33502:276-33502:279. 


8511200127 LER 85-035-00:on 851016.HPCI turbine isolated due to high exhaust dia- 
phragm pressure.Caused by leaking inboard ruptured diaphragm. Inboard & outboard 
diaphragms replaced. W/851112 Itr. 

TIPPS.S.B., NIX.H.C. Georgia Power Co. 85/11/12. 3pp. 33556:166-33556:168. 


8511250384 LER 85-037-00:on 851 024, high chlorine concentration alarm 

received, followed by main control room environ isolation. Caused by chlorine monitor 

P rinted circuit board relay closing momentarily.W/851118 Itr. 

IPPS.S.B., NIX.H.C. Georgia Power Co. 85/11/18. 3pp, 33617:240-33617:242. 

8511260693 LER 85-034-01 :on 851014,21,23,28 & 29, RWCU isolation occurred.Caused 
by intermittently spiking main condenser & waste collection flow 
transmltter.T ransmitter replaced per approved design change requestW/851 122 Itr. 
TIPPS.S.B., NIX.H.C. Georgia Power Co. 85/11/22. 4pp. 33620:298-33620:302. 


V. Operator Examinations 


8511010279 Requests fee for 850924 application for amend to licensed operator requa- 
lification training program. . . . , „ ^ 

DIGGS.R.M. License Fee Management Branch. 85/10/25. BECKHAM, J.T. Georgia 
Power Co. Ip. 33303:303-33303:303. 


8511110203 Responds to Generic Ltr 85-18, “Operator Licensing Exam Site Visit Re- 
quirements Through Sept 1989." NRC site visits to conduct operator licensing/instruc- 
tor exams as indicated on end schedules requested. 

GUOWA.LT. Georgia Power Co. 85/10/25, BOGER.B. Operator Licensing Branch. 
5pp. 33388:001-33388:005. 

8511040339 Ack receipt of 851017 Itr demonstrating that MC Carter, HJ Russell, CA 
Tyre & RE Varnadore have satisfactory knowledge & understanding of plant 

B^WNLE^.L^egion^S^e' d ^ ^^tor! t 85/^ r 0/29? , KELLY, R.J. Georgia Power 
Co. 1 p. 33296:362-33296:362. 

8511070148 Remits application fee for 850924 licensed operator requalification training 
Droaram in response to NRC 851025 Itr. 

GUCWA,LT. Georgia Power Co. 85/10/29. STOLZ.J.F. Operating Reactors Branch 4. 
Ip. 33362:362-33362:362. 

8511110274 Forwards Exam Rept 50-321 /OL-85-03 of exam administered on 851015- 

BROWNLEElvX 2 Region 2, Office of Director. 85/11/06. KELLY, R.J. Georgia Power 
Co. 2pp. 33386:201-33386:20* / 

-8511110278 Exam Rept 50-321 /OL-85-03 bn 851015-17.Exam rpsults:one candidate 
i simulator exam & two fatled.Six candidates passed written exam. 

^ , WJLSOHBA Region 2,. Office oU Director. $5/1 0/30. 2pp. 
6:204. „• -. .. . ... •“*» 


DOCKET 50-322 SHOREHAM NUCLEAR POWER STATION 
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F. Security, medical, emergency & fire protection plans 

8511140289 Responds to 850620 request to proceed w/FEMA exercise to test offsite 
preparedness capafciiities.Definitive exercise scope requested by 851115 to avoid pro- 
hibitive costs. 

SPECK, S.W. Federal Emergency Management Agency. 85/10/29. D1RCKS.W.J. 
Office of the Executive Director for Operations. 2pp. 33450:291-33450:292. 

8511050344 Discusses FEMA findings on utii transition plan for facility.FEMA finds that 
six inadequate elements still remain in Rev 5 & notes that five elements identified as 
inadequate in Regional Assistance Committee review of Rev 4. 

SUTLER, W.R. Licensing Branch 2. 85/10/30. LEONARD.J.D. Long island Lighting Co. 
5pp. 33339:307-33339:313. 

8511060329 Forwards SW Speck 851008 memo transmitting results of FEMA regional 
assistance committee review of Rev 5 to offsite transition plan & RW Krimm 851024 
memo containing correction to Page 49 of evaluation.Six inadequacies remain in Rev 
5. 

SUTLER, W.R. Licensing Branch 2. 85/10/30. LEONARD.J.D. Long Island Lighting Co. 
4pp. 33371:106-33371:191. 

8511070385 Forwards FEMA 851029 Itr to NRC re proposed offsite emergency re- 
socnse plan exercise at faciiity.Reiated correspondence. 

30RDENJCK.B.M. Hearing Branch 3. #485 075. 85/11/05. ROSENTHAL, A.S., 
EDLES,G.J., WILBER, H.A. Atomic Safety and Licensing Appeal Panel. 3pp. 
33368:065-33368:067. 

8511150086 Requests that all proposals for exercise of facility emergency plan be 
rejectedPlan ruled illegal & not implementable by State of NY Supreme CourtSuffolk 
County 851 1 12 Itr to FEMA & Certificate of Svc end. 

ASHARE.M.B. Suffolk County, NY. #485 166. 85/11/12. PALLADINO.N.J., 
R03ERTS.T.M., ASSELSTINE.J.K. Commissioners. 7pp. 33463:024-33463:030. 

8511210366 Forwards WJ Dircks 851112 Itr to SW Speck re emergency response plan 
exercise at facility 

30RDENICK.B.M. Hearing Branch 3. #485 237. 85/11/15. ROSENTHAL, A.S., 
WILBER, H.A., EDLES.G.J. Atomic Safety and Licensing Appeal Panel. 2pp. 
33552:186-33552:187. ' 

8511200204 Forwards application to amend License NPF-36, consisting of License 
Change Application 2, increasing & relocating fire detectors & modifying reactor cool- 
ant leakage detection sys surveillance requirementFee paid. 

LEONARD, J.D. Long Island Lighting Co. 85/11/16. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 2pp. 33530:039-33530:040. 

-8511200207 Application to amend License NPF-36, consisting of License Change Ap- 
plication 2,increasing & relocating fire detectors & modifying reactor coolant leakage 
surveillance requirement 

LEONARD.J.D. Long Island Lighting Co. 85/11/16. 5pp. 33530:041-33530:045. 

-8511200210 Proposed Tech Specs increasing & relocating fire detectors & modifying 
reactor coolant leakage detection sys surveillance requirement 
* Long Island Lighting Co. 85/11/16. 5pp. 33530:046-33530:050. 


G. Adjudicatory correspondence 


8511130287 Opposes any exercise of util emergency plan w/o county or stale 
participation.County Resolution 111-1983 forbids county participation in evacuation 
Dlanninq or exercise of plan.NRC requested to abide by county position. 

COHALAN.P.F. Suffolk County, NY. #485 125. 85/11/07. PALLADINO.N. Commis- 
sioners. Ip. 33426:049-33426:049. 


8511150025 Comments on 851029 Itr to W Dircks re proposal to schedule exercise of 
Rev 5 to emergency plan.Proposal for exercise of Rev 5 should be immediately 
withdrawn. Related correspondence. 

LANG.M. Southampton, NY. #485 172. 85/11/12. SPECK.S.W. Federal Emergency 
Management Agency. 2pp. 33466:216-33466:217. 

8511150086 Requests that all proposals for exercise of facility emergency plan be 
rejected.Plan ruled illegal & not implementable by State of NY Supreme Court.Suffolk 
County 851112 Itr to FEMA & Certificate of Svc end. 

ASHARE.M.B. Suffolk County, NY. #485 166. 85/11/12. PALLADINO.NJ., 
ROBERTS.T.M., ASSELSTINE.J.K. Commissioners. 7pp. 33463:024-33463:030. 


8511150109 Brief in opposition to util 851007 brief on appeal of ASLB 850826 partial 
initial decision on emergency planning & relocation ctr issues.Certificate of Svc end. 
LETSCHE.K.J. Suffolk County, NY. LETSCHE.KJ. Kirkpatrick & Lockhart. 
PALOMINO, F.G. New York, State of. #485 178. 85/1 1/12. Atomic Safety and Licens- 
ing Appeal Panel. 25pp. 33462:223-33462:249. 

8511150028 Requests rejection of util offsite emergency exercise plan proposal.State of 
NY Supreme Court & ASLAB have held plan to be invalid & any assistance from NRC 
would be w/o legal basis & would violate NRC-FEMA MOU.Served on 851 1 14. 
CUOMO.M.M. New York, State of. #485 156. 85/11/13. Commissioners. 3pp. 
33464:259-33464:261. 


8511210366 Forwards WJ Dircks 851112 Itr to SW Speck re emergency response plan 
exercise at facility. 

BORDENICK.B.M. Hearing Branch 3. #485 237. 85/11/15. ROSENTHAL, A.S.. 
WILBER, H.A., EDLES.G.J. Atomic Safety and Licensing Appeal Panel. 2pp. 
33552:186-33552:187. 


8511250270 Requests that Kirkpatrick & Lockhart.Washington.DC.be restored to svc list 
as legal advisors to Suffolk County, NY atty. 

ASHARE.M.B. Suffolk County, NY. #485 274. 85/11/15. PALLADINO.NJ.. 

ROBERTS.T.M., ASSELSTINE.J.K. Commissioners. Ip. 33595:184-33595:184. 

8511210368 Response opposing util 851104 petition for review of ALAB-818 re legal 
authority to implement offsite radiological emergency plan. 

TURK.S.E. Hearing Branch 3. #485 247. 85/11/18. 12pp. 33552:299-33552:316. 

-8511210376 Response supporting util 851104 motion for page limit extension on peti- 
tion for review of ALAB-818, in interest of averting denial of petition. W/Certificate of 
Svc. 

TURK.S.E. Hearing Branch 3. 85/11/18. 6pp. 33552:311-33552:316. 

8511250360 Response opposing util petition for review of ALAB-818, stating that utii 
has no legal authority to implement offsite emergency plan.Commission review unwar- 
ranted & unnecessary.Certificate of Svc end. 

BROWNLEE.D.A. Suffolk County, NY. BROWN LEE.D.A. Kirkpatrick & Lockhart. #485 
272. 85/11/18. Commissioners. 51pp. 33595:309-33595:359. 


8511190213 Forwards LILCO second set of interrogatories & request for production of 
documents to TDI. 

ROLFE.R.M. Hunton & Williams. ROLFE.R.M. Long Island Lighting Co. 84/11/07 
SMITH.R.E. Rosenman, Colin, Freund, Lewis & Cohen. MILLSTEINJ.M., QUINN.J W 
Weil, Gotsha!& Manges. 9pp. 33513:299-33513:307. 


8511010480 Joint appiicant/NRC motion for extensions until 851213 for util & 851223 
for NRC to provide emergency planning briefs on factual issues.Certificate of Svc 
encl.Granted for ASLAB on 851030 by CJ Shoemaker. 

IRW1N.D.P. Long Island Lighting Co. IRWIN.D.P. Hunton & Williams. #485 987. 85/ 
10/30. Atomic Safety and Licensing Appeal Panel. 7pp. 33290:187-33290:193. 

8511050217 Joint motion by LILCO & NRC for extensions of time & page limits on 
emergency planning briefs on factual issues. Certificate of Svc end. 

IRWIN.D.P. Long Island Lighting Co. IRWIN.D.P. Hunton & Williams. #485 062. 85/ 
10/30. Atomic Safety and Licensing Appeal Panel. 6pp. 33327:043-33327:048. 



r. p ^° n for review of 851018 Decision ALAB-818 per 
1 0CFR2.786.Decision conflicts w/statutory & decisional precedent & could have ad- 
verse consequences for NRC & nuclear industry.Certificate of Svc end. 

IRWIN.D.P. Long Und Lghtirx | Co IRWIN, D.P. Hunton & Williams. 85/11/04. Com- 
missioners. 24pp. 33368:278-33368:301. 

8511070385 Forwards FEMA 851029 Itr to NRC re proposed offsite emergency re- 
sponse plan exercise at facilrty.Fi elated correspondence. 9 y 

BORDENICK.B.M. Hearing Branch 3. #485 075. 85/11/05. ROSENTHAL AS 
Atomic Safety and licensing 3p S p! 


85 « J! 1 ? 022 , Forwards 851105 reprinted petition for review of ALAB-818 to replao 
851 104 edition due to typos. 

Hunton & Williams. IRWIN, D.P. Long Island Lighting Co. #485 097. 85 
11/05. Office of the Executive Legal Director. Ip. 33397:318-33397:342. 

-851111 0026 Reprinted petition for review & reversal of ALAB-818 which denied ut 

™ asures required b 

SS: 24pp. Humo " * Mlliams - 85/1 1/05 - 

a? i f 50826 concluding partial initial decision on emer 

^^P^gHQ^SLB^red in multiple respects.Certificate of Svc end. 

* Kirkpatrick & Lockhart PALOMINO, F.G. New York, State oi 

7x°^ki atham & Shea * #485 147. 85/11/06. Atomic Safety and Li 
censing Appeal Panel 80pp. 33427:149-33427:228. 


8511260387 Forwards memorandum supporting defendant motion to dismiss util com- 
plaint against TDI for failure to state claim & stay discovery. 

ROLFE.R.M. Hunton & Williams. 85/11/20. CARUSO, R. NRC - No Detailed Affiliation 
Given. 91pp. 33612:285-33613:013. 

8511250195 Decision ALAB-824, affirming ALAB 850614 partial initial decision that TDI 
emergency diesel generators installed at facility satisfy GDC 17 requirements for first 
fuel cycle. Served on 851121. 

SHOEMAKER, C.J. Atomic Safety and Licensing Appeal Panel. #485 264. 85/11/21. 
15pp. 33590:328-33590:342. 


8511270121 Brief supporting util 851007 brief in support of appeal of ASLB 850826 par- 
tial initial decision, requiring util estimate & plan for number of evacuees who will come 
to relocation ctr. W/Certificate of Svc. 


TURK.S.E., BOR DENICK, B.M. Hearing Branch 3. #485 312. 85/11/21. Atomic Safely 
and Licensing Appeal Panel. 24pp. 33624:314-33624:336. 


n. uenerai correspondence 

8511060016 Responds to 851007 request for reply to end AW Nadler 850920 Hr re 
plant licensing Licensing delayed due to State of NY determination that util prohibited 
from implementingoffsite emergency plan. 

a PS 56 of , ^ he Executive Director for Operations. 85/10/30. 
BEILENSON.A.C. House of Rep. 5pp. 33373:228-33373:232. 

-8511060018 Forwards AW Nadler 850920 Itr re lack of utilization of plant built w t 
stockholders money.Reply requested. 

f337M33-3M73-2& USe ° f R8P ' 85/10/07 - NRC ' No Detailed Affiliation Given. 2pp. 


P. Operating license stage documents & correspondence 

t0 ^ 0lA re£ *V est f ° r al1 documents in NRC custody upon expire 
n°2 n JflJH a ® p 0Cni 3). ls j® ,0 ^ er ,r > June 1984.App A documents available in PDR.Apoj 
FELTn^ U w e r?£iSJ?^i y a f ' withheld, respectively, (ref Exemption 5). ***** 
^g^3V33ra5:002^5!M8 ReCOrdS - 85/10/17 ' GILINSKY - V - Affiliation No 

of conduo,ln9 " QA 

SSSSfe 

""discuss reLi£ H Jrf^L«^ ,f h2S, uirBm9n,s n ? emo re Commission 840426 meeting « 

^Wcg M W2^rpix nera ' councH * judse g Ge “ i, -° te sw 

th ° CommiS8ion - 84/05/17 - pauadino Com 
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-851 1130322 Staff requirements memo re Commission 840426 meeting in 
Washington, DC to discuss draft order directing parties & Board to establish new 
schedule for further proceedings. Proposed order should be issued. 

CHILK.S.J. Office of the Secretary of the Commission. 84/05/02. Office of the Secre- 
tary of the Commission. Ip. 33535:034-33535:034. 


8511220275 Forwards Vols 1 & 2 of "Colt Emergency Diesel Generator Info to be Incor- 
porated in FSAR," in response to NRC 850228 Itr.Response suppls util 850531 sub- 
mittal. 

LEONARD.J.D. Long Island Lighting Co. 85/11/14. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 2pp. 33588:001-33589:054. 


-8511130327 Forwards draft order, insert paragraph on exceptional circumstances & 
table showing OL exemptions granted since TMI for consideration at Commission 
84051 1 meeting.W/o ends. 

PLAINE,H.E. Office of the General Counsel. 84/05/11. PALLADINO, GILINSKV, ROB- 
ERTS Commissioners. Ip. 33535:035-33535:035. 


-8511140193 Forwards proposed order providing guidance to ASLAB in response to 
two issues Board certified to Commission re terms “important to safety" & “safety- 
related." 

CHILK,S.J. Office of the Secretary of the Commission. 84/05/31. Office of the Secre- 
tary of the Commission. 8pp. 33535:239-33535:246. 

-8511140476 Staff requirements memo re Commission 840510 continuation of 840509 
discussion of 840507 oral argument in Washington, DC on facility. No final action 
taken. 

CHILK.S.J. Office of the Secretary of the Commission. 84/05/16. Office of the Secre- 
tary of the Commission. Ip. 33535:341-33535:341. 

-8511140485 Staff requirements memo re Commission 840427 meeting in 
Washington, DC on proposal to vacate 840426 unissued order & to issue new order to 
provide for oral argument that GDC 17 applicable to low power operation. 

CHILK.SJ. Office of the Secretary of the Commission. 84/05/16. Office of the Secre- 
tary of the Commission. Ip. 33535:342-33535:342. 

-8511140486 Staff requirements memo re Commission 840424 meeting in 
Washington, DC on Representative Markey 840424 Itr on facility proceeding & request 
for documents.Commission will not provide documents. 

CHILK.S.J. Office of the Secretary of the Commission. 84/05/17. Office of the Secre- 
tary of the Commission. Ip. 33535:343-33535:343. 

-8511180089 Provides followup to 840427 memo re telcon w/Hodel.On 840503, S 
Greenleigh informed that ASLB scheduling order vacated by Commission. Matter set 
for oral argument before Commission on 840507. 

MALSCH'M.G. Office of the General Counsel. 84/05/03. PALLADINO Commissioners, 
ip. 33535:353-33535:353. 

-8511180099 Notifies that Commission will be asked to guide staff on draft order re 
facility proceeding during 840509 meeting. Guidance will be only first steps to prepar- 
ing order. 

CHILK.S.J. Office of the Secretary of the Commission. 84/05/09. GILINSKY Commis- 
sioners. Ip. 33535:357-33535:357. 

-8511180179 Staff requirements memo re Commission 840509 meeting in 
Washington, DC on merits of 850507 oral argument concerning applicability of GDC to 
util proposal to operate facility at low power.No action taken. 

CHILK.S.J. Office of the Secretary of the Commission. 84/05/09. Office of the Secre- 
tary of the Commission. Ip. 33536:005-33536:008. 

-8511180192 Informs that Commission may be asked to give guidance to staff on pro- 
posed order (SECY-84-209) during 840522 closed meeting. 

CHILK.S.J. Office of the Secretary of the Commission. 84/05/21. GILINSKY Commis- 
sioners. Ip. 33536:009-33536:009. 

-8511180275 Informs of House Subcommittee on Energy & Environ 840517 vote to re- 
lease 840423,24,25 & 27 transcripts in entirety. Transcripts placed in PDR on 840521. 
CHILK,S.J. Office of the Secretary of the Commission. 84/05/23. Office of the Secre- 
tary of the Commission. Ip. 33536:070-33536:122. 

-8511180290 Staff requirements memo re Commission 840522 meeting in 
Washington.DC on two certified questions by ASLAB concerning facility 
proceeding.Ofc of General Council requested to revise proposed order attached to 
SECY-84-206, 

CHILK.S.J. Office of the Secretary of the Commission. 84/05/23. PLAINE.H.H. Office 
of the General Counsel. Ip. 33536:123-33536:125. 

-8511180380 Responds to request re author conversations w/ Judge Cotter concerning 
appointment of new facility licensing board.Draft notice of appointment received on 
840329.GPU 830223 interofc memo re polar crane safety evaluation end. 
MALSCH.M.G. Office of the General Counsel. 84/05/03. PALLADINO Commissioners. 
4pp. 33536:1 45-33536:1 48. 


-8511180441 Requests closed meeting to issue end order for facility low power hearing 
schedule.W/o end. 

PALLADHMO.N.J. Commissioners, 84/04/26. GILINSKY, ROBERTS, ASSELSTINE 
Commissioners. Ip. 33536:312-33536:312. 


-8511180487 Lists communications NRC has had re facility ¥ per Markey 840412 Itr. 
PALLADINO, N.J. Commissioners. 84/04/30. MALSCH.M.G. Office of the General 
Counsel. Ip. 33536:318-33536:319. 


8511070413 Further response to FOIA request for documents re presence & influence 
of organized crime at facility during const. Forwards App B documents.App C docu- 
ment withheld (ref FOIA Exemption 5).App B documents also available in PDR. 
FELTON, J.M. Division of Rules and Records. 85/10/23. BELAIR.R.R. Kirkpatrick & 
Lockhart 3pp. 33382:21 7-33382:225. 


-8511070416 Responds to 850326 request for summary rept re actions concerning al- 
leged const problems broadcast of "Sixty Minutes." 

CONNELLY AR. Office of Inspector & Auditor. 85/04/09. PALLADINO, ROBERTS, 
ASSELSTINE Commissioners. 2pp. 33382:222-33382:223. 


-8511220280 Vols 1 & 2 of "Colt Emergency Diesel Generator Info to be Incorporated 
in FSAR." W/11 oversize drawings. 

* Long Island Lighting Co. 85/11/30. 250pp. 33588:003-33589:054. 

8511250216 Notifies of Commission agreement to extend deadline for completion of en- 
viron qualification of electrical equipment to 851 231, per 850926 & 1021 
requests. License amended extending deadline to 851231 will be issued. 

CHILK.SJ. Office of the Secretary of the Commission. 85/11/14. LEONARD.J.D. 
Long Island Lighting Co. Ip. 33619:322-33619:322. 

8511200203 Responds to request for summary & documentation of supplemental info re 
unisolated LOCA outside drywell.Velan valve designed to avoid being subj to phenom- 
ena which could preclude valve closure. 

LEONARD.J.D. Long Island Lighting Co. 85/11/16. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 4pp. 33530:051-33530:054. 

8511200204 Forwards application to amend License NPF-36,consisting of License 
Change Application 2, increasing & relocating fire detectors & modifying reactor cool- 
ant leakage detection sys surveillance requirementFee paid. 

LEONARD.J.D. Long Island Lighting Co. 85/11/16. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 2pp. 33530:039-33530:040. 

-8511200207 Application to amend License NPF-36, consisting of License Change Ap- 
plication 2, increasing & relocating fire detectors & modifying reactor coolant leakage 
surveillance requirement. 

LEONARD.J.D. Long Island Lighting Co. 85/11/16. 5pp. 33530:041-33530:045. 

-8511200210 Proposed Tech Specs increasing & relocating fire detectors & modifying 
reactor coolant leakage detection sys surveillance requirement. 

* Long Island Lighting Co. 85/11/16. 5pp. 33530:046-33530:050. 

8511260276 Forwards “Shoreham Nuclear Power Station Startup Test Rept." Rept ad- 
dresses startup tests identified in FSAR Chapter 14 to be performed in test conditions 
of open vessel & heatup. 

LEONARD.J.D. Long Island Lighting Co. 85/11/22. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). Ip. 33609:001-33609:068. 

-8511260282 "Shoreham Nuclear Power Station Startup Test Rept." 

STEIGER, W.E. Long Island Lighting Co. 85/11/15. 66pp. 33609:002-33609:068. 


Q. Inspection reports, IE Bulletins & correspondence 

8511040038 Responds to NRC 850926 Itr re violations noted in Insp Rept 50-322/85- 
31. Corrective actions:procedure changes initiated, friction testing repeated on Rod 18- 
27 w/cooling water valve fully closed & test data evaluated. 

LEONARD, J.D. Long Island Lighting Co. 85/10/25. MURLEY.T.E. Region 1, Office of 
Director. 5pp. 33293:199-33293:203. 

8511010077 Forwards Safety Insp Rept 50-322/85-36 on 850901-30.No noncompliance 
noted. 

KISTER.H.B. Region 1. Office of Director. 85/10/28. LEONARD, J.D. Long Island 
Lighting Co. 2pp. 33288:080-33288:089. 

-8511010082 Insp Rept 50-322/85-36 on 850901-30.No violations noted. Major areas 
inspected:power ascension test program, including startup, shutdown & sys testing.Two 
new items opened. 

BERRY, J.A., CONNER.E.L, STROSNIDER.J.R. Region 1, Office of Director. 85/10/ 
25. 8pp. 33288:082-33288:089. 

8510250539 IE Bulletin 85-001, "Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, "Inadequate Inservice Testing of MSIVs.” Svc list 
end, 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30, Consolidated Edison Co. of New York, Inc. 137pp, 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, "Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list end. 

JORDAN, E.L Division of Emergency Preparedness 6 Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New Yore, Inc. 135pp. 33357:063- 
33357:199. 

8511010020 IE Info Notice 85-086, ‘lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. " ' 


1511070419 Discusses 800301 telcon w/J McCrystal re investigation of allegations 
concerning inftuence of organized crime. 

GALLINA,c:Q. NRC- No entailed Affixation Given. 80/03/05. NRC - No Detailed Af- 
ffliation Given, 2pp, 3336^224-33382:225, 

8511190031 Informs that ASME Code Case N-253-2 acceptable for use in const of 
diesel exhaust piping for Colt emergency djeeel engines, Lise of Code Case should be 
documented in FSAR. 

BUTLER.W.R, Licensing^ranch Z 85/f 1 /05. LEONARD.J.D. Long Island Lighting Co. 


8511130369 Forwards Safety Insp Rept 50-322/85-37 on 85091 6-1 008,Np violation 
noted. 

EBNETER.S.D. Region 1, Office of Director. 85/11707. LEONARD.J.D. Long Island 
Lighting Co. 4pp. 33435:14343435:156. 

-8511130375 Insp Rept 50-322/85-37 on 85091 6-1 008.No violation noted. Major areas 
inspectedstertup test ^ogram during test condrtion heatup.main turbine initial oper- 

FLOREKA, 6 pItRON^^WEN.D. Region 1, Office of Director. 85/11/05. 10pp. 
3&435:1 47-33435:1 56. 
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SS11130441 S 85-373 "Vzto'-Dzs ratsz' Valve Common Mode Failures During 


’■ay 1 Z z - M D"ector’s Office! 'Office of Inspection and Enforcement. 85/1 1/15. Con- 
sulates Ssiscr Cc. cf New York, Inc. 188pp. 33713:253-33714:031. 


8511150098 .E nfo Notice 85-037, “Hazards of Inerting Atmospheres.” Svc list end. 
.OHDAN = L Divisic- r Eme'cenov Preparedness A Engineering Response (Post 
SSC105 1. S5-’i1.’ 13. Dcrsc.:ca:ic Edison Co. of New York, Inc. 70pp. 33631:001- 


851115C187 is info Notice 85-CSS, “Licensee Control of Contracted Svcs Providing 

T-airrg." Sue ;ist ena. 

JCRCAN.E.L Division cf Emergencv Preparedness A Engineering Response (Post 
SSCfCS). 35/11. '£. Dc*so:.d=‘.=o Edison Co. of New York, Inc. 130pp. 33631:018- 

23651:151. 


8511150089 Suppi 1 to is Info .Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Srsajtsr." Svc list end. 

JORDAN, EL Division Eme-gency Preparedness & Engineering Response (Post 
S5C1C3'. £5/11/ IS. Cons c.:cs:ed Edison Co. of New York, Inc. 134pp. 33713:123- 

237*2:252. 


8511150114 IE info Notice 55-089, “Potential Loss of Solid-State Instrumentation Fol- 
\ow' “c r a. ; ure o* Centre’ Pccm Ceding.” Svc list end. 

-CPDANE.- D-.sicr: c* Ererge.-.ry Preparedness & Engineering Response (Post 
Ill'll, 55 t' 19. Cc -sc ."dated Edscn Co. cf New York, Inc. 133pp. 33712:214- 

33712:546. 

8511150120 ?E info Notice £5-090, “Jse of Sealing Compounds in Operating Sys." Svc 

list end. 

JCRDAN.S.L Divisior! cf Emergency Preparedness A Engineering Response (Post 
33C12S). 85.- 11/15. Dc.nsc. darsc Ec: sen Cc. of New York, Inc. 135pp. 33713:001- 
33713:122. 

8511260314 Forwards Safety Insp Rept 50-322/85-39 on 851 001-31 .No noncompliance 

noted 

KlSTER.rf.8. Region 1, Office of Director. 85/11/20. LEONARD, J.D. Long Island 
Lighting Cc. 5pp. 3361 7:035-3361 7:055. 

-8511260323 insp Rept 50-322/85-39 on 851 001 -31. No unacceptable conditions 
wtedMajor areas inspectedPart 21 diesel generator notification from American Air 
Kite* re 7D' deeds A 5 e = pewsr ascension test program. 

SERF.- v. A. CONNER, 5.L., STROSN!DER,J.R. Region 1, Office of Director. 85/11/ 
14. “£cc 336 1 7. C4C-336 1 7’C55 


R. Periodic operating reports 8 related correspondence 

8511180815 Monthly operating rept for Aug 1S85.W/85090S Itr 
KEUW. S7E13ERW.E Long Island Lighting Co. 85/08/31. 4pp. 33499:134- 


S. Reportable occurrences, LERs & related correspondence 

^awards TDI Owners Group Phase II rept specific to Shoreham.Rept 
finat,sua to confirmatory QA review by ufil. 

S~RDL'?E,C.L Hunter & Williams DSB 094. 84/06/29. BRENNER, L Atomic Safety 
anc jcers-rg scare ^ane.. Ip. 33571:030-33576:246. y 

-8511220306 “TDI Diesel Generator Design Review & Quality Revalidation Rept,” Vols 

4^^33571 33576-246 {TranSam€rica Delaval - lnc *) 0wners Gr °up. 84/06/29. 

testing of AE Rev O pistons in R5-V12 engines at 
aSSi er ^ ines : Rev E drawings include beefed-up structure as does 

mathfw? S ® Analysis Associates strain gauge test work. 

B ™ER.C.H. DMsion o. 


“8511260139 Forwards summary of operating experience in response to request in sup 
port of upcoming Commission meeting re facility.Frequency of events very low since 
issuance of fuel load license. 

HOLAHAN.G.M. Operating Reactors Assessment Branch. 85/02/08. M1RAGL1A.F J 
Division of Licensing (800428-851124). 3pp. 33643:309-33643:311. 

8511070219 LER 85-045-01 :on 850925, Loop B of LPCI sys of RHR sys declarer 
inoperable.Possibly caused by min flow control valve vibration due to cavitation in sup 
pression pool test return line.Studies being performed.W/851103 Itr. 

GRUNSEICH.B., STEIGER.W.E. Long Island Lighting Co. 85/11/03. 4pp. 33362:354- 
33362:357. 

8511120103 Part 21 rept re potential defect in DSR or DSRV standby diesel generator 
intake & exhaust valve springs mfg by Betts Spring Co.Users recommended to inspect 
engines for broken springs & identify original mfg. 

GUNTRUM.B.C. Transamerica Delaval, Inc. 85/11/06. Director’s Office, Office of In* 
spection and Enforcement. 5pp. 33413:293-33413:297. 

8511180336 LER 85-036-01 :on 850903,25,27,1001,07 & 08.RWCU sys isolations 
occurred. Isolations on 850927,1001 & 07 caused by closure of inboard & outboard 
RWCU valves.Cause of remaining isolations unknown. W/851 106 Itr. 

GRUNSEICH.R.W., STEIGER.W.E. Long Island Lighting Co. 85/11/06. 4pp. 

33501:342-33501:345. 

8511180041 LER 85-048-00:on 851 009, reactor bldg standby ventilation sys side B initi- 
ation occurred.Caused by technician error in opening breaker. Incident discussed */ 
technician re proper way to deenergize circuits. W/851 108 Itr. 

GRUNSEICH.R.W., STEIGER.W.E. Long Island Lighting Co. 85/11/08. 3pp. 

33502:354-33502:356. ~ “ 


8511180139 LER 85-049-00:on 851009 & lO.two local leak rate tests showed leakage 
in excess of allowable limits.Cause under investigation. Details to be providad.WV 
851 108 Itr. 

GRUNSEICH.R.W., STEIGER.W.E. Long Island Lighting Co. 85/11/08. 
33502:097-33502:098. 


8511260314 Forwards Safety Insp Rept 50-322/85-39 on 851G01-3l.No noncomplianen 
noted. 

KISTER.H.B. Region 1, Office of Director. 85/11/20. LEONARD, J.D. Long Islam! 
Lighting Co. 5pp. 3361 7:035-3361 7:055. 

“8511260323 Insp Rept 50-322/85-39 on 851 001 -31. No unacceptable conditions 
noted.Major areas inspected:Part 21 diesel generator notification from American Ay 
F ilter re TDI diesels & 5% power ascension test program. 

BERRY, J.A., CONNER, E.L., STROSNIDER.J.R. Region 1, Office of Director. 85/11 
1 4. 1 6pp. 3361 7:040-3361 7:055. 


8511220331 Board Notification 85-090:forwards TDI 851106 Part 21 rept re potential 
problem w/emergency diesel generator engine intako & exhaust valve springs fur- 
nished by Betts Springs Co. Issue resolved. 

5S^S N ;St.25(H^ of Licensin 9 (800428-851124). 85/11/21. PALLADINO 
ROBERTS, ASSELSTINE Commissioners. 5pp. 33614:113-33614:122. 

8511220333 Board Notification 85-091 submits info re Grand Gulf TDI emergency dies# 
generator overspeed condition on 851106. Probably caused by malfunction of Wood 
Ti a .^?S vernor mechan *sm.Damage being assessed A evaluated. 

° f Licensing (800428-851124). 85/11/21. PALLADINO 
ROBERTS, ASSELSTINE Commissioners. 2pp. 33614:123-33614:124, 


T. Hearing transcripts on non-antitrust matters 

35 +H?t 0460 Transcript of 851025 meeting in Washington, DC re util requests for exerop 
tion from environ qualification. Pp 1-76. 

* Commissioners. 85/10/25. 80pp. 33309:197-33309:279. 


w. w, .y, mi/ caquuu ve correspondence 

85 +inn 13 rS 2 tifm R !! p ? nse t0 ^° ,A W® 84 documents in NRC custody upon exp**- 
BA c °SSST 3 2 er ,n J . u ? e . 19 ®1- A PP A documents available inPDR.Appt 

ipq TnN 0< i M e n!wi5«? «l y D p om P , ® te jy withheld, respectively, (ref Exemption 5). 

8s/io/i7 - ^ iunsky ' v - **» 

~mlit\ S. * * 8 * * rnn!iH R ^S e ^L-? n ^ r . ipts & documents re facility by 840507. Portions of docy 
OTTINGER R L Ho?^^ 11 ^ s c ns,t,ve by Commission should be identified. 
CommSSs 1p 3353e:00?&536^ Cora ™»'“- M/05/05. PALLADINO, N J. 


OOCKET 50-323 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 2 
F. Security, medical, emergency & fire protection plans 

85 procedures includkfoRev K fp emergency plan implementing 

85 SoVs 0 incfuding ^io 8 ‘ ‘S&P * Dent ^ 0f i I evl ® e< * emergency response plan 

Plan f^orP^cetime Emwgenctes " Rete?S ^ cnrS!2^ri ,,, ■ 24 ' Di8aster P%P*r*to%m 

MARTIN, J.B. Region 5. 
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-8511 1 1 0378 Public version of revised emergency response plan SOPs, including 111.10, 
SOP Dept of General Svcs & 111.24, "Disaster Preparedness Plan for Peacetime 
Emergencies. Related correspondence. 

* Pacific Gas & Electric Co. 85/01/31. 341pp. 33401:253-33402:233. 

8511110407 Forwards public version of revised emergency plan implementing 
procedures, including table of contents & Rev 0 to EP E-0, "Reactor Trip or Safety 
Injection.” Privacy/ proprietary info identified in encI.Related correspondence 
SHIFFER.J.D. Pacific Gas & Electric Co. #485 486. 85/04/08. MARTIN, J.B. Region 5, 
Office of Director. 5pp. 33404:345-33406:332. 9 1 


—8511110418 Revised emergency plan implementing procedures.including table of 
contents, Rev 0 to EP E-0, “Reactor Trip or Safety Injection,” Rev 0 to EP E-0.1, “Re- 
actor Trip Response” & Rev 1 to EP E-0.2, “Natural Circulation Cooldown ” 

* Pacific Gas & Electric Co. 85/04/08. 703pp. 33404:350-33406:332 


8511110380 Forwards public version of revised emergency plan implementing 
procedures.including Rev 15 to EP R-1, “Personnel Injury or Illness (Radiologically 
Related) &/or Overexposure." Related correspondence. 

SHIFFER.J.D. Pacific Gas & Electric Co. #485 414. 85/05/29. MARTIN, J.B. Region 5 
Office of Director. 4pp. 33403:029-33403:333. 


-8511110384 Public version of revised emergency plan implementing 
procedures, including Rev 15 to EP R-1, “Personnel Injury or Illness (Radiologically 
Related) &/or Overexposure.” Related correspondence. 

* Pacific Gas & Electric Co. 85/02/25. 301pp. 33403:033-33403:333. 

8511110260 Forwards public version of revised emergency response plan implementing 
procedures, including Rev 3 to 1.1, "Activation of Corporate Emergency Response Or- 
ganization." W/one oversize organization chart.Related correspondence. 
SHIFFER.J.D. Pacific Gas & Electric Co. #485 340. 85/05/31. MARTIN.J.B. Region 5, 
Office of Director. 7pp. 33416:105-33416:146. 


—8511110270 Public version of revised emergency response plan implementing 
procedures, including Rev 3 to 1.1, "Activation of Corporate Emergency Response Or- 
ganization.” Related correspondence. 

MACK, CARROLL, J.C., SHIFFER.J. Pacific Gas & Electric Co. 84/04/01. 35pp. 
33416:112-33416:146. 


8511120266 Forwards public version of revised emergency plan implementing 

g rocedures, including Rev 9 to EP M-4, "Earthquake” & Rev 5 to EP OR-1, “Offsite 
upport & Assistance." Related correspondence. 

SHIFFER.J.D. Pacific Gas & Electric Co. #485 004. 85/07/18. MARTIN.J.B. Region 5, 
Office of Director. 4pp. 33431:116-33431:208. 

-8511120269 Public version of revised emergency plan implementing 

procedures, including Rev 9 to EP M-4, “Earthquake” & Rev 5 to EP OR-1, “Offsite 
Support & Assistance." W/revised tables of contents. 

* Pacific Gas & Electric Co. 85/07/18. 89pp. 33431:120-33431:208. 

8511120095 Forwards public version of revised emergency plan implementing 

procedures.including Rev 4 to M-10 re fire protection of safe shutdown 
equipment.Related correspondence. 

SHIFFER.J.D. Pacific Gas & Electric Co. #485 247. 85/08/08. MARTIN.J.B. Region 5, 
Office Of Director. 2pp. 33432:001-33432:262. 

—8511120102 Public version of revised emergency plan implementing 

procedures, including Rev 4 to M-1 0 re fire protection of safe shutdown equipment & 
Rev 7 to EF-5 re emergency equipment, instruments & supplies. Related correspond- 
ence. 

* Pacific Gas & Electric Co, 85/08/08. 268pp. 33432:003-33432:262. 

8511200034 Forwards final scenario manuals for 851030 facility emergency prepared- 
ness exercise.W/o ends. 

SHIFFER.J.D. Pacific Gas 8 Electric Co. 85/08/30. MARTIN.J.B. Region 5, Office of 
Director. Ip. 33556:074-33556:074. 

8511200227 Advises that 1985 facility dress rehearsal will be held on 850927. Partici- 
pants will include util, County of San Luis Obispo & State of CA. Participants at emer- 

P ency response facilities & field monitoring teams will start in-place. 

UJIMOTO.W.H. Pacific Gas & Electric Co. 85/09/09. GRANT, J. San Luis Obispo, 
CA. ip. 33556:029-33556:029. 

8511200295 Advises that 1985 facility dress rehearsal will be held on 850927. Partici- 
pants will include util, County of San Luis Obispo & State of CA. Participants at emer- 
gency response facilities & field monitoring teams will start in-place. 

FUJIMOTO.W.H. Pacific Gas & Electric Co. 85/09/09. KEARNS, J.J. California, State 
Of. ip. 33555:298-33555:298. 

8511010116 Forwards revs to 1985 field exercise scenario manual, incorporating 
changes in listed subsections.W/o ends. 

SHIFFER.J.D. Pacific Gas & Electric Co. 85/09/18. MARTIN.J.B. Region 5, Office of 
Director. Ip. 33288:099-33288:099, 

8511200275 Forwards facility emergency response plan booklet for 1985-1986 which 
contains consolidated util & County of San Luis Obispo comments.Primary booklet dis- 
tribution to residences & businesses will begin on 850930. W/o end. 

FUJIMOTO.W.H. Pacific Gas & Electric Co. 85/10/03. BRIAM.W. San Luis Obispo, 
CA. Ip. 33555:268-33555:268. 


8511010416 Forwards public version of Rev 6 to Emergency Plan Implementing Proce- 
dure EP EF-1, "Emergency Procedure Activation & Operation of Technical Support 
Ctr." 

SHIFFER.J.D. Pacific Gas & Electric Co. 85/10/15. MARTIN, J.B. Region 5, Office of 
Director. 5pp. 33301:207-33301:229. 

-8511010418 Public version of Rev 6 to Emergency Plan Implementing Procedure EP 
EF-1, "Emergency Procedure Activation & Operation of Technical Support Ctr." W/ 
851030 release memo. 

* Pacific Gas & Electric Co. 85/08/05. 18pp. 33301:212-33301:229. 

8511040119 Forwards SALP Repts 50-275/85-29 & 50-323/85-26 for Jui 1984 - Jul 
1985. Performance of licensed activities found satisfactory. Areas evaluated include ra- 
diological controls, maint, surveillance & fire protection. 0 

MARTINJ.B. Region 5, Office of Director. 85/10/18, SHIFFER.J.D. Pacific Gas & 
Efectric Co. 2pp. 33308:104-33308:144. 

-8511040124 SALP Repts 50-275/85-29 & 50-323/85-26 for Jul 1984 - Jul 1985. Per- 
formance of licensed activities satisfactory. 

* Region 5, Office of Director. 85/10/18. 39pp. 33308:106-33308:144. 


8511200108 Lists tentative schedule for medical emergency drill for auxiliarv medical 
svc in San Francisco, CA on 851112-13. Participating organizations include St Francis 
Memonal Hosp & San Franeiso Ambulance Svc. 

CARROLL, J.C. Pacific Gas & Electric Co. 85/10/31. FISH,R. Reqion 5 Office of Di- 
rector. 2pp. 33527:187-33527:188. S ‘ 0T U ‘ 

8511120133 Comments on draft NUREG-1032, “Evaluation of Station Blackout Acci- 
dents at Nuclear Power Plants.” Potentially expensive backfits for station blackout 
event cannot be justified. 

SHIFFER.J.D. Pacific Gas & Electric Co. 85/11/05. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 2pp. 33413:321-33413:322. 

8511210371 Partial response to FOIA request for documents on NRC proposed rule on 
earthquakes & emergency planning.Documents identified on App A being placed in 
PDR.Documents identified on App B available in PDR.Search continuing a 
FELTON, J.M. Division of Rules and Records. 85/11/06. BELL.N. Nuclear Information 
& Resource Service. 4pp. 33583:102-33583:105. 

-8411030064 Comments on mods to notice of proposed rulemaking on emergency 
planning which would codify Commission decisions on plants re need for consider- 
ation of earthquakes.No objections indicated except for listed proposed deletion. 
DIRCKS.W.J. Office of the Executive Director for Operations. 84/10/25 ZERBEJE 
Office of Policy Evaluations. 9pp. 33583:124-33583:132. ' ,v 

8511130008 Concurs w/850930 response to Generic Ltr 85-15 that no extension neces- 
sary re environ qualification.lnfo concerning when boric acid charging flow meter & 
radioactive concentration monitor will be installed requested. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851125) 85/11/07 
SHIFFER.J.D. Pacific Gas & Electric Co. 2pp. 33455:329-33455:330. 

8511180422 Advises that 850816 rev to security training & qualification consistent w/ 
provisions of 10CFR50.54(p) & acceptable. 

SCHUSTER.M.D. Region 5, Office of Director. 85/11/12. SHIFFER.J.D. Pacific Gas & 
Electric Co. 3pp. 33495:291-33495:293. 

8511180468 Advises that Rev 13 to physical security plan conditionally consistent w/ 
provisions of 10CFR50.54.(p).Previously approved plan should be followed re unac- 
ceptable portions. Enel withheld (ref 10CFR73.21). 

SCHUSTER.M.D. Region 5, Office of Director. 85/11/12. SHIFFER.J.D. Pacific Gas & 
Electric Co. 3pp. 33495:1 93-33495:1 95. 

8511260446 Ack receipt of 850822 ltr forwarding Rev 3 to corporate emergency re- 
sponse plan.Rev compatible w/provisions of 10CFR50.47 & requirements of 
10CFR50,App E. 

FISH.R.F. Region 5, Office of Director. 85/11/22. SHIFFER.J.D. Pacific Gas & Electric 
Co. Ip. 33613:063-33613:063. 


H. General correspondence 

8511110260 Forwards public version of revised emergency response plan implementing 
procedures.including Rev 3 to 1.1, “Activation of Corporate Emergency Response Or- 
ganization.” W/one oversize organization chartRelated correspondence. 
SHIFFER.J.D. Pacific Gas & Electric Co. #485 340. 85/05/31. MARTIN.J.B. Region 5, 
Office of Director. 7pp. 33416:105-33416:146. 

-8511110264 PG&E organization chartRelated correspondence. 

* Pacific Gas & Electric Co. 85/02/01. Ip. 

8511050029 Lists new address for util Washington, DC ofc.Telephone number remains 
unchanged 

SHIFFER.J.D. Pacific Gas & Electric Co. 85/10/31. KNIGHTON, G.W. Licensing 
Branch 3. Ip. 33319:187-33319:187. 


O. Advisory Committee on Reactor Safeguards reports & correspondence 

8511040411 Summarizes ACRS 219th meeting on 840614-16 w/NRC,util & USGS to 
review proposed license condition that would require util to perform seismic study to 
reassess facility design bases. 

EBERSOLE.J.C. ACRS - Advisory Committee on Reactor Safeguards. 84/06/26. 
PALLADINO.N.J. Commissioners. 4pp. 33309:317-33309:320. 


P. Operating licenae stage documents & correspondence 

8507170602 Board Notification 85-064:forwards NUREG/CR-4077 & Westinghouse 
Owners Group 850103 ltr re Westinghouse reactor coolant pump seals,updating info 
provided In Board Notifications BN-83-139 & BN-84-076.Refated correspondence. 
THOMPSON,H.L Division of Uqensing (800428-851124). #485 647. 85/06/24. PAL- 
LADINO Commissioners. 82pp. 31630:192-31630:293. 


851 1216298 Final response to FOIA request for five categories of documente re pollu- 
tion control bonds forjpIant&Forwards App E documents.Documents listed in App F & 
App E available tn PDR. 

FELTON J.M. Division of Rules and Records. 85/10/11. BELL.N. Nuclear Information 
& Resource Service. 3pp. 33559:1 08-33559:1 12. 


-8511210348 Informs that pollution control certificate cannot be interpreted as NRC ap- 
proval for fuel pool expansion,UtiI has not applied for expansion. 

* NRC - No Detailed Affiliation Given. 85/03/21. DENTON.H.R., E1SENHUT.D.G. NRC 
- No Detailed Affiliation Given. Ip. 33559:163-33559:163. 

851 1 130254 Response to (fOIA request for all documents In NRC custody upon expira- 
tion of term as Commfssfoner in June 1984. App A documents available in PDR.Apps 
B & C documents partially & completely withheld,respectively,(ref Exemption 5). 
FELTONJ.M. Division of Rulesand Records. 85/10/17. GILINSKY.V. Affiliation Not 
Assigned. 31pp. 33535:00243535:068. 

511140116RequestestaftlM prepared to address issues raised in Board Notification 
34-069 j re fellov^ acfibrto Tollman Co & PG&E took in response to deficiencies found 
s_since Const began during Commission 840413 meeting. 


UUIIIIU VSUIIIIIIIS9HJII liwcuny. 

wriimis«m?r!jwrs. 84/04/10. DIRCKS.W.J. Office of the Executive Di- 
■ector for Operations. Ip. 33535:214-33535:21 4. 
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-8511140139 Informs that DC Circuit Court denied Joint Intervenor motion for en banc 
reconsideration of Commission refusal to stay facility low power operation. 
SLAGGIE.E.L. NRC - No Detailed Affiliation Given. 84/04/20. PALLADINO, GILINSKY, 
ROBERTS Commissioners. Ip. 33535:218-33535:218. 

8511050082 Submits results of exam & disposition of listed items from 851028 allega- 
tion review board meeting.AII allegations closed. 

KIRSCH.D.F., CHAFFEE, A. EEm JOHNSON,A.D. Region 5, Office of Director. 85/10/29. 
Region 5, Office of Director. 2pp. 33318:327-33318:328. 

8511110282 Forwards response to 850905 Itr on Allegations 1722,1723, 1724 & 
1 725. Allegations resolved. 

SHIFFER.J.D. Pacific Gas & Electric Co. 85/10/29. MARTIN, J.B. Region 5, Office of 
Director. 8pp. 33385:336-33385:343. 


8511250298 Notification of 851105 meeting w/licensee in Bethesda.MD to discuss 
status of util masonry wall analysis. 

SCHIERLING.H. Licensing Branch 3. 85/10/29. KNIGHTON, G.W. Licensing Branch 3. 
4pp. 33619:264-33619:267. 

8511040370 Forwards application for amends to Licenses DPR-80 & DPR-82, changing 
Tech Specs to limit movement of spent fuel shipping cask in fuel handling areas of 
auxiliary bldg.Fee paid. 

BRAND, D.A. Pacific Gas & Electric Co. 85/10/30. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). Ip. 33709:223-33709:240. 

-8511040372 Application for amends to Licenses DPR-80 & DPR-82, changing Tech 
Specs to limit movement of spent fuel shipping cask in fuel handling area of auxiliary 
bldg. 

BRAND, D.A. Pacific Gas & Electric Co. 85/10/30. 8pp. 33709:224-33709:231. 


-8511040374 Proposed Tech Spec changes limiting movement of spent fuel shipping 
cask in fuel handling area of auxiliary bldg & reflecting installation of new spent fuel 
storaqe racks 

* Pacific Gas & Electric Co. 85/10/30. 9pp. 33709:232-33709:240. 


8511110078 Forwards proposed schedule for yard storm drain & storm water discharge 
characterization repts.Best mgt practice will be implemented to minimize potential re- 
lease toxic pollutants.Diablo Creek study final rept expected by 870630. 
THORNBERRY.R.C. Pacific Gas & Electric Co. 85/10/31. JONES, K.R. California, 
State of. 95pp. 33389:217-33389:310. 


8511200068 Forwards revised schedule for full implementation of revised FSAR Chapter 
17 re QA program.Schedule reflects 5-month delay until 860401, due to 
review, clarification & approval process. 

SHIFFER.J.D. Pacific Gas & Electric Co. 85/11/01. MARTIN, J.B. Region 5, Office of 
Director. 2pp. 33527:307-33527:308. 


8511130008 Concurs w/850930 response to Generic Ltr 85-15 that no extension neces- 
sary re environ qualification.lnfo concerning when boric acid charging flow meter & 
radioactive concentration monitor will be installed requested. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/07. 
SHIFFER.J.D. Pacific Gas & Electric Co. 2pp. 33455:329-33455:330. 


8511190523 Summary of 851021 meeting w/consultants for soil structure interaction to 
discuss long-term seismic program for reevaluation of seismic design 
bases. Viewgraphs end. 

SCHIERLING.H. Licensing Branch 3. 85/11/07. Licensing Branch 3. 8pp. 33534:193- 
33534:219. 


8511220436 Notification of 851212 meeting w/util & LLL in San Francisco, CA to discuss 
util theoretical numerical ground motion modelling efforts w/NRC & LLL Advisory 

SChflERLING.H. Licensing Branch 3. 85/11/14. KNIGHTON, G.W. Licensing Branch 3. 
5pp. 33600:352-33600:356. 

8511270221 Forwards proprietary & nonproprietary versions of draft “Verification of 
Diablo Canyon Energy Balance Technique Using San Onofre Nuclear Generating Sta- 
tion-1 Masonry Wall Tests." Proprietary rept withheld (ref 10CFR2.790). 

SHIFFER.J D Pacific Gas & Electric So. 85/11/15. KNIGHTON, G.W. Ucensing 
Branch 3. Ip. 33627:082-33627:115. 

-8511270241 Nonproprietary draft "Verification of Diablo Canyon Energy Balance Tech- 
nique Using San Onofre Nuclear Generating Station-1 Masonry Wall Tests." 

* Pacific Gas & Electric Co. 85/11/30. 40pp. 33627:083-33627:115. 

8511220407 Summary of 851105 meeting w/util, NRC consultants & Bechtel re util ap- 
proach to justify use of energy-balance technique to qualify masonry walls.List of at- 
tendees & request for addl info end. . __ _ 

SCHIERLING.H. Licensing Branch 3. 85/11/18. Licensing Branch 3. 7pp. 33587:220- 
33587:226. 

8511220475 Notification of 851205 meeting w/licensee in Bethesda,MD to discuss util 

^cS?ERLIhlG,H. f Lteens?ng e B^and?3. 85/11/18. KNIGHTON, G.W. Ucensing Branch 3. 
4pp. 33587:213-33587:216. 

8511260008 Responds to NRC question on verification of area replacement for branch 
connections on Design Class 1 piping (pressurizer relief valve pipmg).Pipmg satisfies 

code requirements for area replacement.per 850308 Itr. 

SHIFFER J D. Pacific Gas & Electric Co. 85/11/21. KNIGHTON.G.W. Licensing 
Branch 3. Ip. 33606:336-33606:336. 


Q„ Inspection reports, IE Bulletins & correspondence 

8511040213 Forwards Insp Repts 50-275/85-32 & 50-323/85-29 on 850818-0928 & 

ICRSCKD.F^Region 5, Office of Director. 85/10/16. SH1FFER.J.D. Pacific Gas & 
Electric Co. 2pp. 33306:326-33306:343. 

—8511040216 Notice of violation from insp or '®50S1 8-0928. 
dODDS.R.T. Region 5, Office of Director. 85/10/16. Ip. 33306.328-33306.328. 

—8511040220 Insp Repts 50-275/85-32 & 50-323/85-29 on 850818-0928. Violation 
noted:NRC inspector, not on approved access list, entered Class 1 safety-related mat! 

MEN2oNCA,M.a? < PADbVAN 1 M.L, ROSS.T.M. Region 5, Office of Director. 85/10/ 
08. 15pp. 33306:329-33306:343. 


8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1984.App A documents available in PDRApps 
B & C documents partially & completely withheld, respectively, (ref Exemption 5). 
FELTON, J.M. Division of Rules and Records. 85/10/17. GILINSKY.V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 


-8406260626 Supports Director’s Decision DD-84-8 re matl false statement charged to 
util for failure to rept results of audit of QA practices & selection of Severity Level IV 
classification in 1 977. 

DiRCKS.W.J. Office of the Executive Director for Operations. 84/06/14. PALLADINO, 
GILINSKY, ROBERTS Commissioners. 4pp. 33538:044-33538:047. 


8511040119 Forwards SALP Repts 50-275/85-29 & 50-323/85-26 for Jul 1984 - Jul 
1985. Performance of licensed activities found satisfactory. Areas evaluated include ra- 
diological controls, maint, surveillance & fire protection. 

MARTIN, J.B. Region 5, Office of Director. 85/10/18. SHIFFER.J.D. Pacific Gas & 
Electric Co. 2pp. 33308:104-33308:144. 


-8511040124 SALP Repts 50-275/85-29 & 50-323/85-26 for Jul 1984 - Jul 1985.Per- 
formance of licensed activities satisfactory. 

* Region 5, Office of Director. 85/10/18. 39pp. 33308:106-33308:144. 


8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps." Svclist 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 


8510250543 IE Info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks." Svclist 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 


8510250546 IE info Notice 85-084, “Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 


8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511010020 IE Info Notice 85-086, "Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. „ _ . _ . 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 

830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 

830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. „ 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, "Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. . „ _ , 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. . _ , 

JORDAN.E.L. Division of Emergency Preparedness & Engmeenng Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346, 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys.* r Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 

8511190091 Monthly operating repts for Aug 1985.W/850909 Itr. 

KANICK.B., THORNBERRY.R.C. Pacific Gas & Electric Co. 85/08/31. 8pp. 
33531:235-33531:242. 

8511260079 "Rept on Discharge Monitoring at Diablo Canyon Power Plant During 
Month of Oct 1 985." W/851 1 20 Itr. 

THORNBERRY.R.C. Pacific Gas & Electric Co. 85/10/31. JONES, K.R. California, 
State of. 31 pp. 33641 :257-33641 :307. 


& Reportable occurrences, LERs & related correspondence 

8511190249 NPDES noncompliance notification:$creenwash discharge header located 
at intake structure of plant became biofouled w/mussel growth & must be periodically 
heat treated along w/intake tunnels.Unit 1 will be heat treated on 851106. 

H0WE.H.M. Pacific Gas & Electric Co. 85/11/05. JONES, K.R. California, State of. 
2pp. 33530:360-33530:361. 
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8511260592 LER 85-012-00:on 851017,review of completed surveillance test procedure 
data sheet determined three feedwater control valves had exceeded closure time re- 
quirements of Tech Spec Table 3.3-5.Caused by personnel error. W/851 1 18 Itr. 
SISK,D.P., SHIFFER.J.D. Pacific Gas & Electric Co. 85/11/18. 6pp. 33641:034- 
33641:039. 

8511260687 LER 85-009-00:on 851 022, generator & reactor trip occurred. Caused by 
technician inadvertently actuating current test block of main generator differential 
relay.Technician counseled & instructions installed on panel.W/851121 Itr. 

SISK.D.P., SHIFFER.J.D. Pacific Gas & Electric Co. 85/11/21. 4pp. 33620:290- 
33620:293. 


-8511210004 Safety evaluation supporting Amends 93 & 118 to Licenses DPR-71 & 
DPR-62,respectively. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/07. 2pp. 
33558:318-33558:319. 

8511270055 Staff requirements memo re 851114 affirmation/discussion & vote in 
Washington, DC.Orders granting & denying extension of 851130 equipment qualifica- 
tion deadline for Nine Mile Point & Brunswick, respectively, approved. 

CHILK.S.J. Office of the Secretary of the Commission. 85/11/21. DIRCKS.W.J. Office 
of the Executive Director for Operations. PLAINE.H.E. Office of the General Counsel. 
6pp. 33646:033-33646:038. 


V. Operator Examinations 


Q. inspection reports, IE Bulletins & correspondence 


8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1 984.App A documents available in PDR.Apps 
B & C documents partially & completely withheld, respectively, (ref Exemption 5). 
FELTON, J.M. Division of Rules and Records. 85/10/17. GILINSKY.V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 


8511120418 Submits update of mods & clamp replacements, per IE Info Notice 83-13, 
“Pipe Clamps for Snubbers/Struts Oriented in Off-Axis Direction.” Accessible clamps 
replaced during 1 983 refueling/maint outage. 

DIETZ, C.R. Carolina Power & Light Co. 85/10/11. GRACE, J.N. Region 2, Office of 
Director. Ip. 33423:016-33423:016. 


-8511140109 Discusses Ofc of General Counsel 840406 response to Commissioner Gi- 
linsky re licensed reactor operator exams. Meeting suggested prior to resolving ques- 
tion of validity of reactor operator licenses issued for plant. 

ASSELSTINE.J.K. Commissioners. 84/04/09. PALLADINO Commissioners. Ip. 
33535:213-33535:213. 


DOCKET 50-324 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8511010384 Discusses 850829 meeting at Region II ofc re proposed 10CFR50.54(p) 
changes to training/qualification & safeguards contingency plans.Meeting beneficial & 
provided better understanding of forthcoming plan changes. 

WALKER, R.D. Region 2, Office of Director. 85/09/12. UTLEY, EE. Carolina Power & 
Light Co. 4pp. 33298:222-33298:225. 

8511040215 Forwards addl info re alternate shutdown capability rept, including photo- 
graphs of Fire Area DG-1 .drawings of sprinkler sys & characterization of separation of 
Functions in Fire Area DG-I.W/five oversize drawings. 

CUTTER, A.B. Carolina Power & Light Co. 85/10/28. VASSALLO.D.B. Operating Reac- 
tors Branch 2. 54pp. 33321 :1 1 6-33321 :1 71 . 

8511140248 Advises that 850725 rev to physical security plan consistent w/provisions 
of 10CFR50.54(p) & acceptable. 

WALKER.R.D. Region 2, Office of Director. 85/10/31. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 33467:178-33467:179. 

8511190399 Forwards exercise rept for 850710 exercise of offsite radiological emergen- 
cy preparedness plan.One deficiency noted can be corrected through training & addl 
resources. Approval granted on 820317 remains in effect. 

KRIMM.R.W. Federaf Emergency Management Agency. 85/11/06. JORDAN, E.L. Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). Ip. 
33515:106-33515:128. 

-8511190403 "Brunswick Nuclear Power Plant Exercise Conducted on 850710." 

* Federal Emergency Management Agency. 85/07/31. 22pp. 33515:107-33515:128. 

8511260233 Rev 20 to radiological emergency plan, "Effective Page Listing." 

* Carolina Power & Light Co. 85/11/12. 2pp. 33609:349-33609:350. 

8511130307 Forwards revs to emergency plan & procedures, including Rev 20 to “Emer- 
gency Response Plan," Rev 15 to Procedure PtP 02.1, "Initial Emergency Actions" & 
Rev 8 to Procedure PEP 02.2, "Emergency Control - Unusual Event.” 

HOWE.P.W. Carolina Power & Light Co. 85/11/13. GRACE, J.N. Region 2, Office of 
Director. 2pp. 33435:001-33435:139. 

-8511130309 Rev 20 to Vol XIII, Book 1, “Emergency Response Plan." 

BOYER, L.E. Carolina Power & Light Co. 85/10/30. 45pp. 33435:003-33435:047. 

-8511130319 Revised plant emergency procedures, including Rev 15 to Procedure PEP 
02.1, “Initial Emergency Actions, Rev 8 to Procedure PEP 02.2, “Emergency Control 
- Unusual Event" & Rev 8 to Procedure PEP 02.3, “Emergency Control - Alert" 
BOYER.L.E. Carolina Power & Light Co. 85/11/13. 92pp. 33435:048-33435:139. 


G. Adjudicatory correspondence 

8511180539 Memorandum & order denying util 850709 & 0910 requests for extension 
of 851130 deadline for environ qualification of electric equipment Justifications support 
safe operation until 860330.Served on 851 1 1 5. 

CHILK,S.J. Office of the Secretary of the Commission. #485 185. 85/11/15. Carolina 
Power & Ught Co, 3pp. 33496:353-33496:355. 


P. Operating license stage documents & correspondence 

8511070562 Forwards request for addl info re mod of vacuum breakers oh Mark 1 
containments, per Generic Ltr 83-08.Response requested within 45 days of Itr receipt 
VASSALLO.D.B. Operating Reactors Branch 2. 85/11/05. UTLEY.E.E, Carolina Power 
& Ught Co. 3pp. 33381 :296-33381 :31 1 . 


8511210002 Forwards Amends 93 & 118 to Licenses pPR-71 & DPR-62, respectively & 
safety evaluation.Amends delete syc water effluent from augmented offgas precooler 
radioactivity monitor from Tech Spec Tables 3.3.5.8-1 & 4.3.5.8-1. 

GROTENHUIS.M. Operating Reactors Branch 2. 85/11/07. UTLEY.E.E. Carolina 
Power & Light Co. 2pp. 33558:304-33558:319. 


-8511210003 Amends 93 & 118 to Licenses DPR-71 & DPR-62 respectively, deleting 
svc water effluent from augmented offgas precooler radioactivity monitor from Teen 
Spec Tables 3.3.5.8-1 &4.3.5.8-1. , _ _ 

VASSALLO.D.B. Operating Reactors Branch 2. 85/11/07. 12pp. 33558:306- 
33558:317. 


8511010293 Forwards Insp Repts 50-324/85-31 & 50-325/85-31 on 850909-13 & 23- 
26.No violation or deviation noted. 

VERRELLI.D.M. Region 2, Office of Director. 85/10/17. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 33299:009-33299:024. 

-8511010297 Insp Repts 50-324/85-31 & 50-325/85-31 on 850909-13 & 23-26. No vio- 
lation or deviation noted.Major areas inspected: 10CFR50,App J.Type A.B & C leak 
rate testing & followup on licensee action on previous insp findings. 
MACDONALD.J.B., MELLEN.L.S., WHITENER.H.L. Region 2, Office of Director. 85/ 
10/11. 14pp. 33299:011-33299:024. 

8511010526 Ack receipt of 850925 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-324/85-24 & 50-325/85-24. 

WALKER.R.D. Region 2, Office of Director. 85/10/18. UTLEY.E.E. Carolina Power & 
Light Co. Ip. 33292:323-33292:323. 

8511010409 Forwards Insp Repts 50-324/85-33 & 50-325/85-33 on 850901-30 & notice 
of violation. 

VERRELLI.D.M. Region 2, Office of Director. 85/10/21. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 33298:194-33298:195. 


-8511010412 Notice of violation from insp on 850901-30. 

* Region 2, Office of Director. 85/10/21. Ip. 33298:196-33298:196. 

-8511010415 Insp Repts 50-324/85-33 & 50-325/85-33 on 850901-30. Violation 
noted:failure to maintain two valves in open position per Tech Spec-required Proce- 
dure OP-46. Unresolved item re MSIV solenoid failures identified. 

RULAND.W.H., GARNER, L.W., FREDRICKSON, P. Region 2, Office of Director. 85/ 
10/18. 7pp. 33298:197-33298:203. 


8511040321 Responds to violations noted in Insp Repts 50-324/85-27 & 50-325/85- 
27.Corrective actions: mechanical maint planner/ analysts instructed to use all avail- 
able refs to assure correct spare bolts identified. 

DIETZ, C.R. Carolina Power & Light Co. 85/10/23. GRACE.J.N. Region 2, Office of 
Director. 3pp. 33295:052-33295:054. 

8511040285 Suppls response to violations noted in Insp Repts 50-324/85-19,50-325/ 
85-19,50-324/85-22 & 50-325/85-22. Corrective actions:loose/missing bolts investi- 
gated & trouble tickets written. 

DIETZ, C.R. Carolina Power & Light Co. 85/10/25, GRACE, J.N. Region 2, Office of 
Director. 4pp. 33295:307-33295:310. 

851 1040298 Requests exemption from requirements of ASME Boiler & Pressure Vessel 
Code.Section XI, Category B-M-2, requiring visual exam on internal surfaces at pressure 
boundary of Class 1 valves.Ust of valves encl.Fee paid. 

CUTTER, A.B. Carolina Power & Ught Co. 85/10/25. VASSALLO.D.B. Operating Reac- 
tors Branch 2. 5pp. 33296:033-33296:037. 

8510250539 IE Bulletin 85-001, "Steam Binding of Auxiliary Feedwater Pumps." Svc list 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement 85/10/29, Con- 
solidated Edison Co, of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks." Svc list 

JORDAN, E.L. Division of Emergency Preparedness 8 Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 


8510250546 IE info Notice 85-084, "Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, !nc. 137pp, 33357:200- 
33357:336. 


8511110102 Ack receipt of 851015 supplemental Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-324/84-31 & 50-325/84-31. Proposed Sched- 
ule for change to maint surveillance test program acceptable. 

WALKER, R.D. Region 2, Office of Director. 85/10/30. UTLEY, E„E. Carolina Power & 
Light Co. 1 p. 33395:347-33395:347. 


8510290039 IE Info Notice 85-085, "Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. w > 


8511110199 Advises of IGSCC insps & mitigative actions planned for Reload. 6 
outage, in response to Generic Ltr 84-11.tsolable portion of Class I 6-inch RCWU sys 
piping will be replaced w/nuclear grade matls. 

G&TTER,AiB. Carolina Power & Ught Co. 85/1 1/01 . VASSALLO,D.B. Operating Reac- 
tors Branch 2. 4pp. 33388:080-33388:083. < , 
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8511130307 Forwards revs to emergency plan & procedures, including Rev 20 to "Emer- 
gency Response Wan, Rev 15 to Procedure PEP 02.1, "Initial Emergency Actions” & 
Rev 8 to Procedure PEP 02.2, Emergency Control - Unusual Event ” 

HOWE.P.W. Cj^oHna Power & Light Co. 85/11/13. GRACE, J.N. Region 2, Office of 
Director. 2pp. 33435:001-33435:139. 


--851 1130309 Rev 20 to Vol XIII, Book 1, “Emergency Response Plan " 

BOYER, L.E. Carolina Power & Light Co. 85/10/30. 45pp. 33435:003-33435:047. 


-8511130319 Revised plant emergency procedures, including Rev 15 to Procedure PEP 
02.1, “Initial Emergency Actions, Rev 8 to Procedure PEP 02.2, "Emergency Control 
- Unusual Event" & Rev 8 to Procedure PEP 02.3, “Emergency Control - Alert ” 
BOYER, L.E. Carolina Power & Light Co. 85/11/13. 92pp. 33435:048-33435-139 


8510290039 !E Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Svs 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction " Svc 
list end. 

P™ 5 * 0 " of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511060254 Informs of error in 851010 response to NRC Question 3 requestina summa- 
ry of mitigative actions taken on susceptible weld population re IGSCC insps per- 
formed dunng Reload 4 outage.Corrected tables end. ^ 

ZIMMERMAN, S.R. Carolina Power & Light Co. 85/1Q/31. VASSALLO.D.B. Ooeratino 
Reactors Branch 2. 5pp. 33346:185-33346:189. ^ 9 


P. Operating license stage documents & correspondence 


8511070562 Forwards request for addl info re mod of vacuum breakers on Mark I 
containments,per Generic Ltr 83-08.Response requested within 45 days of Itr receipt 
VASSALLO.D.B. Operating Reactors Branch 2. 85/11/05. UTLEY, E.E. Carolina Power 
& Light Co. 3pp. 33381 :296-33381 :31 1 . 

8511210002 Forwards Amends 93 & 118 to Licenses DPR-71 & DPR-62, respectively & 
safety evaluation.Amends delete svc water effluent from augmented offgas precooler 
radioactivity monitor from Tech Spec Tables 3.3.5.8-1 & 4.3.5.8-1. 

GROTENHUIS.M. Operating Reactors Branch 2. 85/11/07. UTLEY, E.E. Carolina 
Power & Light Co. 2pp. 33558:304-33558:31 9. 


-8511210003 Amends 93 & 118 to Licenses DPR-71 & DPR-62, respectively, deleting 
svc water effluent from augmented offgas precooler radioactivity monitor from Tech 
Spec Tables 3.3.5.8-1 & 4.3.5.8-1 . 

VASSALLO.D.B. Operating Reactors Branch 2. 85/11/07. 12pp. 33558:306- 
33558:317. 


-8511210004 Safety evaluation supporting Amends 93 & 118 to Licenses DPR-71 & 
DPR-62, respectively. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/07. 2pp. 
33558:318-33558:319. 


Q. Inspection reports, IE Bulletins & correspondence 


8511130037 Forwards Exam Rept 50-324/OL-85-02 of exam administered for Units 1 & 
2 on 850923-26. 

VERRELLI.D.M. Region 2, Office of Director. 85/11/01. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 33443:129-33443:255. 

-8511130042 Exam Rept 50-324/OL-85-02 for Units 1 & 2 on 850923-26.Exam re- 
sults:^ candidates passed & three failed.Requalification program evaluation satisfac- 
tory. 

MUNRO.J., WILSON.B.A. Region 2, Office of Director. 85/10/28. 121pp. 33443:131- 


-8511130048 Forwards instructor comments re questions & answers for reactor opera- 
tor & senior reactor operator requalification exams administered on 850623. 

DIETZ, C.R. Carolina Power & Light Co. 85/10/01. MUNRO.J. Region 2, Office of Di- 
rector. 4pp. 33443:252-33443:255. 

8511130230 Provides supplemental response to Insp Repts 50-324/85-24 & 50-325/85- 
24.Commitment to revise Administrative Instruction 59 (AI-59) by 851101 chanaed to 
851 108, per 851101 telcon. 

DIETZ, C.R. Carolina Power & Light Co. 85/11/01. GRACE, J.N. Region 2, Office of 
Director. 1 p. 33427:229-33427:229. 


8511130428 Ack receipt of 851023 Jtr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-324/85-27 & 50-325/85-27. 

WALKER, R.D. Region 2, Office of Director. 85/11/04. UTLEY.E.E. Carolina Power & 
Light Co. Ip. 33442:340-33442:340. 


8511120418 Submits update of mods & clamp replacements, per IE Info Notice 83-13, 
"Pipe Clamps for Snubbers/Struts Oriented in Off-Axis Direction.” Accessible clamps 
replaced during 1983 refueling/maint outage. 

DIETZ, C.R. Carolina Power & Light Co. 85/10/11. GRACE, J.N. Region 2, Office of 
Director. Ip. 33423:016-33423:016. 

8511010293 Forwards Insp Repts 50-324/85-31 & 50-325/85-31 on 850909-13 & 23- 
26. No violation or deviation noted. 

VERRELLI,D.M, Region 2, Office of Director. 85/10/17. UTLEY.E.E. Carolina Power & 
Light Co. 2pp, 33299:009-33299:024. 

-8511010297 Insp Repts 50-324/85-31 & 50-325/85-31 on 850909-13 & 23-26. No vio- 
lation or deviation noted.Major areas inspected: 10CFR50,App J.Type A,B & C leak 
rate testing & followup on licensee action on previous insp findings. 

MACDONALD, J.B., MELLEN,L,S„ WHITENER.H.L. Region 2, Office of Director. 85/ 
10/11. 14pp. 33299:011-33299:024. 

8511010526 Ack receipt of 850925 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-324/85-24 & 50-325/85-24. 

WALKER.R.D. Region 2, Office of Director. 85/10/18. UTLEY.E.E. Carolina Power & 
Light Co. Ip. 33292:323-33292:323. 


8511010409 Forwards Insp Repts 50-324/85-33 & 50-325/85-33 on 850901-30 & notice 
of violation. 

VERRELLI.D.M. Region 2, Office of Director. 85/10/21. UTLEY, E.E. Carolina Power 5 
Light Co. 2pp, 33298:194-33298:195. 


-8511010415 Insp Repts 50-324/85-33 & 50-325/85-33 on 850901-30. Violation 
. noted:failure to maintain two valves in open position per Tech Spec-required Proce- 
dure OP-46,Unresolved item re MSIV solenoid failures identified. 

RULAND.W.H., GARNER, L.W., FREDRICKSON, P. Region 2, Office of Director. 85/ 
10/18. 7pp. 33298:197-33298:203. 


8511040321 Responds to violations noted in Insp Repts 50-324/85-27 & 50-325/85- 
27.Corrective actions:mechanical maint planner/ analysts instructed to use ail avail- 
able refs to assure correct spare bolts identified. 

DIETZ, C.R. Carolina Power & Light Co. 85/10/23. GRACE, J.N. Region 2, Office of 
Director. 3pp. 33295:052-33295:054. 

8511040285 Suppls response to violations noted in Insp Repts 50-324/85-1 9,50-325/ 
85-19,50-324/85-22 & 50-325/85-22. Corrective actions:loose/missing bolts investi- 
gated & trouble tickets written. 

DIETZ, C.R. Carolina Power & Ught Co. 85/10/25. GRACE^.N. Region 2, Office of 
Director. 4pp. 33295:307-33295:310, 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps." Svc list 
encl. 

TAYLOR.J.M. Director's Officet Office of Inspection end Enforcement 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 


8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svc list 

8301 03)^85/ 1 0/SO^^ru^l^ed n Ediron ^f^^ew^ Yor^k^^ae^aSsls-OoS 
33358:138. " : • 


8510250546 IE Info Notice 85-084, "Inadequate Inservice Testing of MSIVs” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edition Co. of Ne^p!%]nc. 137pp., 33357:200- 
33357:336. 


8511110102 Adt receipt oi aSliOIS 
correct violations noted in Insp^Repts e 
ule for change to maint surveillarn ‘ 
WALKER, R.Di. Region, 2, Office 
Ught Co. ip. 33395:347-33395:347.;* 


r NRC of steps taken to 
|i & 50*325/84-31 .Proposed sched- 
jacceptable. ^ 

MTLEYrEE. Carolina Power & 


8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list encl. 


JORDAN, E.L. Division of Emergency Preparedness & 
830103). 85/11/05. Consolidated Edison Co. of New 
33385:335. 


Engineering Response (Post 
York, Inc. 139pp. 33385:198- 


8511180403 Forwards request for addl info to complete review of 850614 & 0925 
design repts for IGSCC insps during Nov 1984 & Mar-Oct 1985 

outages, respectively.Response requested within 60 days of Itr receipt. 

VASSALLO.D.B. Operating Reactors Branch 2. 85/11/07. UTLEY.E.E. Carolina Power 
& Light Co. 3pp. 33503:222-33503:224. 

8511140304 Forwards Team Insp Repts 50-324/85-26 & 50-325/85-26 on 850812- 
16. Four deficiencies identified re implementation of program to comply W/10CFR50.49 
requirements for establishing qualification of electrical equipment 
ZECH.G.G. Vendor Program Branch. 85/11/12. UTLEY.E.E. Carolina Power & Light 
Co. 3pp. 33450:251-33450:268. 

-8511140306 Insp Repts 50-324/85-26 & 50-325/85-26 on 85081 2-1 6.Ma]or area 
inspected:implementation of program per 10CFR50.49 requirements for establishing 
qualification of electrical equipment. Identified deficiencies listed. 

HUBBARD, G.T., POTAPOVS, V. Vendor Program Branch. 85/11/07. 15pp. 33450:254- 
33450:268. 


8511250404 Ack receipt of supplemental 851101 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-324/85-24 & 50-325/85-24.New commitment 
date of 851108 to revise Administrative Instruction 59 acceptable. 

WALKER.R.D. Region 2, Office of Director. 85/11/13. UTLEY, E.E. Carolina Power & 
Light Co. Ip. 33617:245-33617:245. 


8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc fist end, 

TAYLOR,J.M. Director’s Office, Office of Inspection and Enforcement 85/11/15. Con- 
solidated Edison Co. of New York, inc. 1 38pp. 33713:253-33714:031, 

8511150098 IE info Notice 85-087, "Hazards of Inerting Atmospheres" Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 

33631:0,1,7. 7 . . ^, 7 , • . : , / * •, 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Pest 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, "Failure of GE Type AK-2-25 Reactor 
Trtp Breaker.” Svc list encl. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list encl. 

JORDAN,E.L division of Emergency Preparedness & Engineering Response (Post 
8301 Q3), 85/tlt/1S ; consolidated .Edison Co. of Ntiw York, Inc; 133pp. 3371=2214- 


33713:122. 


£2P iE Into Notice 85t090v “Use of SeaUnfiCompounds inQpeia^ 

r " " '' *' '“** * Response #ost 
J 8371 ^ 001 - 
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85112702MAcKrece^ 851025 ltrWOTmi™NRCrt|t^|te*en to cw^rolations 

noted 'SVRfe f |SS<2?t 2 oSS , 2i Carolina Power & 
Ught Co ip. 33627:023-33627:023. 

R periodic operating reports A related correspondence 

tor’s Office, Office of Inspection and Enforcement. 1 1 pp. 33 

S. Reportable occurrences, LERs & related correspondence 

SwEPW^ 'SSI? f5JKl& cc. 65/10/09. GRACE, J.N. Region 2, Office of 
Director. 2pp- 33442:351-33442:352. 

8511130023 L 2R 61-046/01T.2:on81O414,nydraifiic^snubt^_sn^^broke^due^to ^cte^ 
\E2m£ eliminat P ed in 1985 refueiing/maint outage.W/ 

PlSStr^^ 2 fpp R -3^ ,n oSl P ^^^ 85/10/1S - GRACE ' J ' N - RS9i0n 

"sszzsi'Ssarzzi: sssss^ssrs 
gsrassifis" 'st ST&j* «*< »■ »». « 

Director 2pp. 33397 .-253-33397:255. 



33306:075. 


851H10394 LER 85-05«0:on 851006 common SS 

33401:094. 

riaM'SjSS 1 ® 1 "”" 

PWTW.M.^bl^Z.&Rl'caroli'na'po^^&^L^M^Co. 85/n/08. 3pp. 33497:312- 

33497:314. 

8511180715 LER •MJWOjOO 851013automa«ci^afion 

SSSS-.-sw®'™--.. 

33498:362. 

8511180746 LER 85-055-O0en 

erators auto-started & diesel generator » nejjg ™ [fr revised W/851 108 Itr. 
fSShtS! E raazaR.^caX n 9 pSTu^ 1 ss/ii/os. 3 PP . 33499:235- 

33499:238. 

V. Operator Examinations 

D.Kion 2, Office ct Director. 85/09/12. UTLEY, EE Carolina Power & 
Ught Go.3pp. 33292:280-33292:282. 

8511130037 Forwards Exam Rapt 50-324/OL-65-02 of exam adminislered for Units 1 S 

Car ° iina ^ & 

IfjM 

mSnROJ. Region 2, Office of Director. 85/10/28. 121pp. 33443:131-33443:251. 
_M11130M« Forwards instructor comments re questions 3 ° ,or opera ' 

JSt? '^Bra°Poww&^gW^S! l 85/^W1. a MUI^O^- Region 2, Office of Di- 
443:252-33443:255. 


V. Operator Examinations 

8511260342 Ack receipt of 851028 Itr informing NRC of steps taken to correct . . 
noted in insp rept. v, Qlati0 nS 

SCARANO.R.A. Region 5, Office of Director. 85/11/21. LILLYMAN.W.J. * , 

Univ. of, Irvine, CA. Ip. 33608:352-33608:354. 

—8511260348 Responds to NRC 850930 Itr re violations noted in insp rept. rj_ 
actions.reactor operations committee established firm schedule for holding fiJJJee&J 
senior reactor operator exams will be conducted. Qt, ngs * 

LILLYMAN.W.J. California, Univ. of, Irvine, CA. 85/10/28. Region 5, Office or tv 
2pp. 33608:353-33608:354. Director 

DOCKET 50-327 SEQUOYAH NUCLEAR PLANT, UNIT 1 

F. Security, medical, emergency & fire protection plans 

8511010486 Discusses deficiency in Rev 20 to emergency plan re inconsistent 
NUREG-0654,Section II.B.9.Ltr of agreement from Soddy-Daisy Fire Dept r$ SLS 

R support exceeds biennial updating requirementPlan mod requested. Qlfsli 
R,R.D. Region 2, Office of Director. 85/09/12. PARRIS, H.G. Tennessee v lte u 
Authority. 2pp. 33292:284-33292:285. Va}m 

8511040350^ Forwards proposed Rev 13 to physical security plan.Rev withheld j rc f 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/23. GRACE, J.N. Region 2, Offirc 
Director. Ip. 33296:259-33296:259. 1C8 ° 

8511110218 Forwards Insp Repts 50-327/85-32 & 50-328/85-32 on 850906-1 qae t 
notice of violation. 4 

VERRELU.D.M. Region 2, Office of Director. 85/10/30. PARRIS, H.G. Tennessee 
Valley Authority. 2pp. 33386:242-33386:256. 

-8511110221 Notice of violation from insp on 850906-1005. 

Region 2, Office of Director. 85/10/30. Ip. 33386:244-33386:244. 

-8511110226 Insp Repts 50-327/85-32 & 50-328/85-32 on 850906-1005. Violation 
noted:faiiure to follow procedure during test of control room chlorine detection svs. 
JENISON.K.M., WATSON, L.J., WEISE.S.P. Region 2, Office of Director. 85/10/30. 
12pp. 33386:245-33386:256. 

8511130109 Revised emergency implementing procedures, including Rev 8 to SQN-IP-1, 
"Emergency Plan Classification Logic” & Rev 10 to SQN-IP-1 7, "Emergency Equip- 
ment & Supplies." Rev 9 to implementing procedures index also encl.W/851107 Itr, 
NOBLES, L.M., HUFHAM.J.W. Tennessee Valley Authority. 85/11/07. GRACE.J.N. 
Region 2, Office of Director. 18pp. 33425:129-33425:146. 

8511130182 Rev 0 to Central Emergency Ctr Implementing Procedure IP-21, “Div o! 
Medical Svcs, Support to CECC.” Rev 1 to table of contents also encl.W/851107 Itr. 
HUFHAM.J.W. Tennessee Valley Authority. 85/11/07. 10pp. 33437:292-33437:301. 

8511180767 Notification of 851113 meeting w/util in Chattanooga, TN to discuss evalua- 
tion program of physical security sys. 

KENYON, JJ. Licensing Branch 4. 85/11/08. ADENSAM.E.G. Licensing Branch 4. 
4pp. 33503:135-33503:138. 

8511210119 Ack receipt of 851030 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-327/85-30 & 50-328/85-30. 

VERRELU.D.M. Region 2, Office of Director. 85/11/08. PARRIS, H.G. Tennessee 

Valley Authority. Ip. 33578:265-33578:266. 

-8511210129 Forwards response to NRC 851001 Itr re Severity Level V violatiorr noted 
in insp Repts 50-327/85-30 & 50-328/85-30. Corrective actions withheld (ref 
10CFR73.21). 

DOMER.J.A. Tennessee Valley Authority. 85/10/30. GRACE, J.N. Region 2, Office of 
Director. Ip. 33578:266-33578:266. 

8511250137 Informs that 850826 Rev 21 to radiological emergency plan meets stds oi 
1 0CFR50.47(b) & requirements of App E to 1 0CFR50. ^ 

VERRELU.D.M. Region 2, Office of Director. 85/11/13. PARRIS.H.G. Tennessee 
Valley Authority. 2pp. 3361 8:01 7-3361 8:01 8. 

8511270244 Forwards Insp Repts 50-327/85-37 & 50-328/85-37 on 851 028-1 
violations or deviations noted. 

VERRELU.D.M. Region 2, Office of Director. 85/11/18. PARRIS.H.G. Tennessee 
Valley Authority. 2pp. 33627:067-33627:077. 

-8511270252 Insp Repts 50-327/85-37 & 50-328/85-37 on 851028-1 101.No violations 
or deviations noted.Major areas inspected: implementation of corrective actions s 88 ^ 
o’ated w/App R fire protection discrepancies & inspector followup items. onn 
MADDEN, P.M., CONLON.T.E. Region 2, Office of Director. 85/11/15- 9 P p ' 
33627:069-33627:077. 

8511260593 Forwards regulatory effectiveness review rept on 850507-11. CommeiJ 5 -?? 

guested within 45 days of Itr date.Rept withheld (ref 10CFR73> Z £ 
ADENSAM.E.G. Licensing Branch 4. 85/11/19. PARRIS.H.G. Tennessee ValisV * 
thorfty. 4pp. 33635:298-33635:301. 

1260286 Extends invitation to review US Air Force test rept re perimeter WHJIj 
detection sys on 851126 in Silver Spring.MD.Persons reviewing rept must have s 000 


- Ofc of Security prior to meeting. 
Branch 4. 85/11/20. PARRIS, H.B. 
“:142. 


Tennessee Valley A^ 01 


6. Adjudicatory correspondence 


8511210372 
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P- Operating license stage documents & correspondence 
8510290157 Forwards investigation rents z ^ 

|»iS ,ed emP '° yee COncerns 'P er WF Willis 85?92eTwn?o ea cSver" /P pS a S 

Reactor Regulation,' ° f Nucl6ar 

85 1 1 060258 Informs of completion of nrnnram « u 

containments emp envelopes for each pfan™ to bep7£h?t d ^ blowdow ns outside 
days.List of equipment potentially affected by envelooes within ™ 9° 

CERMAK.J.O. Westinghouse Operating PlanX PeS rvf, pected 60 days. 
WIGGINTON.D.L. Office of Nuclear Reactor Rla U | a tin^n efS ♦ Grou P- 85/10/28. 
33346:184-33346:184. neacior Regulation, Director (pre-851125). Ip. 

851 1060410 Informs that NRC not anticiDatina am, ehn^ f , 

PAR FU&I^ 1 25). 85/ 1 0/26. 

851 1 130301 Informs that listed items will be submitted to NRC hv annoc • r 
summaries of closed nuclear safety review ^ S wntc 5 5 ! 1 ? 5 * n ,,eu of 

S50927.per recent discussions w/EGAdeS concem« P na NRC on 

SSSaaiBa g aa. sgj!? ^ !5«^ 

MCCLOUD, D.E. Tennessee Valley Authority 85 / 11/07 AnpwcAu c .. 
Branch 4. Ip. 33386:051-33386:074. y 11/0 7 ’ ADEN SAM,E. Licensing 

8511190272 Revised application for amends to Licenses DPR-77 & DPR-79 reflartinn 
recent organizational changes. Proposed changes to nuclear review & auS nmn? 
^•i^drawn.Nuclear safety review board format will be retained 3 & drt 9 P 

4°Spp R 33Si^T3?^ AUth0ri,y ■ 85/1 1/08 - aden SAM.E. Licensing Branch 

_8 garti 9 Scha^ d ^ Sp6C Se ° ti0n 6 ' '' Administrate Conirols,” reflecUng or- 
Tennessee Valley Authority. 85/11/08. 23pp. 33516:305-33516:327. 

8S ^™? 1 * 21 AdV ' SeS th *!- 850927 & 1004 requests for extension beyond 851130 to 
complete enwron quahfication of electrical equipment denied by Commission Order 
detailing Commission reasons for action will be issued. y urae 

CHILK.S.J. Office of the Secretary of the Commission. 85/11/14. PARRIS H G Ten- 
nessee Valley Authority. Ip. 33619:324-33619:324. ’ en 

851 1^90268 Forwards plant equipment qualification package status as of 851112oer 
851 ,1° 6 telcon Withdraws 850927 request for extension to schedule for finll environ 
S^BL rf,c ®i ,on of electrical cables.Compliance W/10CFR50.49 discussed 

8p^ 335i6:157"a3516® 64 lley Authority - 85/1 1/1S - ADENSAM.E. Ucensing Branch 4. 

85 .1, 12 ?? 63 . 5 7j2 nsc ^EJ„. of Commission 851119 affirmation/discussion & vote in 
Washington, DC re SECY-330(a) on Point Beach & SECY-225(a) on Sequoyah Pp 1-5 
* Commissioners. 85/11/19. 8pp. 33645:278-33645:286. hypo. 

Q. Inspection reports, IE Bulletins & correspondence 

851101 0468 Notifies that 850910 response re reactor cavity seal meets criteria for refu- 
eling operations-Activity will be examined during future insp. 

WALKER, R.D. Region 2, Office of Director. 85/09/12. PARP 
Authority. Ip. 33292:270-33292:270. 


. PARRIS, H.G. Tennessee Valley 


851 1010478 Ack receipt of 850829 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-327/85-23 & 50-328/85-23. 

VERRELLI.D.M. Region 2, Office of Director. 85/09/12. PARRIS.H.G. Tennessee 
Valley Authority. Ip. 33306:215-33306:215. 

85111 10265 Responds to NRC 850906 Itr re violations noted in Insp Repts 50-327/85- 
26 & 50-328/85-26.Corrective actions:loose connector tightened, worn connectors re- 
placed & radiological incident rept issued for each individual. 

DOMER.JA Tennessee Valley Authority. 85/10/07. GRACE.J.N. Region 2, Office of 
Director. 4pp. 33385:348-33385:351. 

8511010271 Forwards Insp Repts 50-327/85-31 & 50-328/85-31 on 850916-20.No vio- 
lation or deviation noted. 

VERRELLI.D.M. Region 2, Office of Director. 85/10/21. PARRIS.H.G. Tennessee 
Valley Authority. 2pp. 33299:213-33299:218. 

—851 1010278 Insp Repts 50-327/85-31 & 50-328/85-31 on 850916-20.No violation or 
deviation noted.Major areas inspected: preparations for refueiing,foliowup on IE Bulle- 
tin 84-03 & inspector identified problems. 

MATHIS, J.L, JAPE.F. Region 2, Office of Director. 85/10/16. 4pp. 33299:215- 
33299:218. 

8511040415 Responds to NRC 850807 Itr re violations noted in Insp Repts 50-327/85- 
24 & 50-328/85-24.Corrective actions:deck door ice removed.Reason for violation in 
previous response should state 850610 as insp date.not 850619. 

DOMER.J.A. Tennessee Valley Authority. 85/10/24. GRACE.J.N. Region 2, Office of 
Director. 3pp. 33297:159-33297:161. 

8511060265 Forwards Insp Repts 50-327/85-29 & 50-328/85-29 on 850820-23 4 notice 
of violation. 

WALKER, R.D. Region 2, Office of Director. 85/10/25. PARRIS.H.G. Tennessee Valley 
Authority. 2p p< 33356:104-33356:114. 

-8511060271 Notice of violation from insp on 850820-23. _ 

* Region 2, Office of Director. 85/10/25. 2pp. 33356:106-33356:107. 


-8511060277 Insp Repts 50-327/85-29 & 50-328/85-29 on 850820-23. Violations 
noted:inadequate design controls for seismicaily designed cable trav suDoort svs I 
safety-related cable tray support baseplate installations y SUpport sys & 

33356' 1*1 4 BLAKE,vJ ' J ‘ Re 9 ion 2 - of Director. 85/09/19. 7pp. 33356:108- 

85 enci 5 ^ 539 ^ Bu,,et ‘ n 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 

i^i!Ha22’c:fucJ5i r r Ct0r, f 0 H f *J? spection and Enforcement. 85/10/29. Con- 

solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

85 end 5 ° 543 IE fnf ° NOtiCe 85 ' 083, “ Potential Failures of GE PK-2 Test Blocks." Svc list 
85 encl 50546 * E lnf ° Notice 85 ' 084, "Inadequate Inservice Testing of MSIVs.” Svc list 

85 no 1 t!c 1 eo? 8 vio F iafcn rdS ' nSP R6P ‘ S 5 °- 327/8S - 32 * 504328/85-32 oh 850906-1005 8 

VERRELLJ.D.M. Region 2, Office of Director 85/10/30 Parris m rs t annawa* 
Valley Authority. 2pp 33386:242-33386:256 PARRIS.H.G. Tennessee 

-8511110221 Notice of violation from insp on 850906-1005 

Region 2, Office of Director. 85/10/30. Ip. 33386:244-33386:244. 

“8511 L ns ? Re P ts 50-327/85-32 & 50-328/85-3 2 on 850906-1005 Violation 
JENISON U K e M° w f e ? U wcfS? o S n° f contro1 room chlorine detection sys. 

ll?p 33386545^31^256 ' ' Re9 ' on 2 ' 09106 °' Direotor - 85/10/&. 

8S 327 )ail e o K™«Si reSp ° nse , t0 vit ? lalion 85-20-02 noted in Insp Repts 50- 
fo prinn ; n 2 g 0 sch 5 e°du]e 8/85 " 20 ' SSLianCe ° f emp oyee handb00k delayed until 851231 due 

Director'll' &Ki8&'l ^33386^1 7^^*^' 85/10/3 °' GRACE ' J - N ' Re S'°" 2 - ««» of 

85 4flSS < RfiiIfv2! 0 a r ^? tice - 85 "t? 8 ,?’ ‘‘SysJPteraction Event Resulting in Reactor Sys 
Sfend R f V ° penin9 Foflowing Fire Protection Deluge Sys Malfunction." Svc 

8?m oT'lib'i tfiSPrllL SSWK- Preparedness & Engineering Response (Post 
33357-1 99 85/1 0/31 ' Consol,datecl Ed,son Co. of New York, Inc. 135pp. 33357:063- 

88 Rept^50-327/85 a 24'&' 50-328y8f5-2^ UPP ' emen ' a ' *° Vi ° ,ati0nS n0,6d in lnsp 

85/10/31 ' PARRIS ’ HG ' Tenness66 Valley 

85 h 11? D 0 ^ 1 Forward | v 0 l 1 to “Nuclear Performance Plan, Corporate" & Vol 2 to "Nu- 
cies in P lALp ,anCe Plan ' Sequoyah -" in res P° nse t0 85091 7 request to correct deficien- 

DEAN.C H. Tennessee Valley Authority. 85/11/01. DiRCKS.W.J. Office of the Execu- 
tive Director for Operations. 3pp. 33398:063-33400:041. 

-8511110002 Vol 1 of “Nuclear Performance Plan, Corporate ” 

Tennessee Valley Authority. 85/11/01. 325pp. 33398:066-33398:269. 

-8511110004 Vol 2 of "Nuclear Performance Plan, Sequoyah ” 

Tennessee Valley Authority. 85/11/01. 492pp. 33398:270-33400:041. 

85 n2rl^ 16 Sun ? ma ri*.f s 851022 meeting w/util in Chattanooga, TN re facets of nuclear 

SeSEorah i P t n ^l h ° Uld K° Vld ! I ust “ why des '9 n contro1 Program review 
fa, J. ess exten sive than at Browns Ferry. 

A^ K ^’7^ p R 3l3M 2 obMM 8 to D 79 eC,0r - 85/11/01 - PARR,S - H a T6nn6aa66 V^ley 

^noted^in^to^Rep^ 50^27/85-26*&'5^328!^5-26 ta * ten correci violations 

At^ioi^' R p^'33^^337-^W87:337? ireC ^ 0r ' 85/11/01 ' PARR,S ' H G ’ T6nn6sa6a Valtey 

85 ? 7 5' t0 N ? C 851 ? 01 ,tr re violations noted in Insp Repts 50-327/85- 
^n^ina+w?« 85 w ^ B.Corrective actionsrMaint Instruction MI-10.1 rewritten to minimize 
coordination problems & ensure that work instructions match data sheets. 

Dir&hofrTppJssAsf^l^-ss^y^g^ 09 ^ 7 " 85/11/01 ' GRACE ’ J N - 2 - Office of 

85 tions 1 S°|?c * Lt^nc^ 0 ^ 06 85 ’ 086, "^Qhtning Strikes at Nuclear Power Generating Sta- 

0f Preparedness & Engineering Response (Post 

33385^3 85/1 1/05 ’ Conso,ldated Ed 'Son Co. of New York, Inc. 139pp. 33385:198- 

8S 328/8 0 |.|b tr m r L n ?851C25 lata ^ R8ptS SM27/ 85-29 4 50- 

85/11/ ° S ' PARR,S ' H - G ' T6nn6 “« Valley 

8S 85^3 l i S S0 50-259/B5-47.50-260/85-47, 50-296/85^17. 50-327/ 

vIrrpi f?n?? /8 D' 3 ? on 851007-11. No violations or deviations identified. 

Author^. ° r PARRIS - H ‘ G - 

^Si2^as^^ nS «n Re o?i ft ?&?? 9 K, 85 ' 4 ^? 0 “ 260/85 “ 47 « 50 ‘ 296/85 - 47 * 50-327/85-33 & 
•^.^Y 78 . 5 ' 88 .. on 851 007-11. No violations or deviations noted.Maior areas 
23r?u?J , ‘o ffs, * e S « P B2? staff & onsite review committee. 
gmi i M,u Region 2, Office of Director. 85/10/31. 9pp. 33425:120-33425*128 
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8S1'*2i:ci*9 Ask cf S5"CG0 IT l-forrrrnq NRC of steps taken to correct violations 
-z:c.z r. -sc “n-i? v! ■?.?.' *85-30 & 53-328. 85-3C 

■ Er = E-L.CV Hi-gcr 2. C'iVicf: o ; D .rector. 85/11/08. PARRIS, H.G. Tennessee 

-8511210129 Forwards response to NRC 851001 Itr re Severity Level V violation noted 
in Insp Repts 50-327/85-30 & 50-328/85-30. Corrective actions withheld (ref 
10CFR73.21). 

DOMER.J.A. Tennessee Valley Authority. 85/10/30. GRACE, J.N. Region 2, Office of 
Director. Ip. 33573:255-33578:266. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazrrds o f ho’fnc; Atmospheres." Svc list end. 
JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, "Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 


8511270244 Forwards Insp Repts 50-327/85-37 & 50-328/85-37 on 851 028-1 101. No 
violations or deviations noted. 

VERRELLI.D.M. Pedc" ?. C«ico of Director. 85/11/18. PARRIS.H.G. Tennessee 
Valley Authority. 2pc. 87o27:D67-3352' , :07/. 

-8511270252 Insp Repts 50-327/85-37 & 50-328/85-37 on 851028-1 101 .No violations 
or deviations noted. Vajor areas inspected: implementation of corrective actions asso- 
ciated w/App R fire protection discrepancies & inspector followup items. 

MADDEN, P.M., CONLON.T.E. Region 2, Office of Director. 85/11/15. 9pp 
33627:069-33627:077. PP ' 


8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Tnp Breaker ." Svc list end. 


D i vision of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 


8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State instrumentation Fol- 
lowing Faijure of Control Room Cooling." Svc list end. 

o n S- Pre P?radness & Engineering Response (Post 

u0ns0,,c!atcCf Edison Co. of New York, Inc. 133pp. 33712:214- 

u371 2:346. 

85 fiste 5 n 0 d 20 ^ ^ Notice 85 ' 090, " Use of Sealing Compounds in Operating Sys." Svc 


R. Periodic operating reports & related correspondence 


85 ,ll 1 59!]Z^ n l hly °P 0ratin 9 repts for Aug 1985.W/850913 Itr. 

mLLACERR Te “ Valte7 


S. Reportable occurrences, LERs & related correspondence 

S ^ mrn fy °l 0 P era fing Reactors Events Meeting 85-19 on 851007 w/ofc 
on 851007 d,rect0rs & re P re sentatives on events which occurred since last meeting 

THOMPSON, Hi Division of Licen^i^ 24p|i SSi 5-3337i°038 

8 sSr V “ ~ » g sssjx 

Sr* S n S ed ' Disciplinary action will be taken. W/851 1 0 1 Itr 

^ TenneSSee Va,ley Authorit V- 85/11/01. 4pp. 

“into® T^ST b to n ^HRC^^K?L^SS ion 
C^^ER^ ^ mP WALLACE level in f; eased - Va ^es verified. W/BSI Iontn 

33M2:12i 3M02:m ' ' Te " neSSee Va "^ 85/11/07. 4pp. 

8501 16, discovered Surveillance Instruction SI-261 

^iI&18*s: LACE,P - R - Tennessee Valla7 Authofi 0'- 85/11/12. 5pp. 

^ ‘“S" S at ?n 

3™7:l59^617-36f UCE ’ P ' R Tennessee Valle / Authority. 85/11/13. 3pp. 

oca4red.Caused by elertricS'faiiSre of Train^'nnr™™ ent h ventila,ion isolation 

FRYE ME ^WALUCFpT't' pUmp 7anas & S rS A.W/^^ 0n,l0r '*• 
33®!: WALUCE ' pA Temasaaa Valley Author^. 85/11/15 4pp. 33642:010- 

“S 27 ! ^LfS‘ M Wed 85 to 23 mif' Ce a n T ifU ? a ' Char 9 i P9 P™P* 1A-A & 1B-B 

spec 

33646:17^33^71 CE ’ P ' R Tennessee Va,ley Authority. 85/11/20. 3pp. 


8511270278 LER 85-044-00:on 851025 & 1108, safety injection pumps 1A-A & 1B-B 
I 6 ?? 1 ! -it r> as - f ° u P d ’ .. fai,ed , t0 meet acceptance criteria of Tech Spec 
85 5 112Vlt^ CaUSed by fai Ure of test P ersonnel t0 fol,ow approved procedures.W/ 

3!^^6:^68^3646'YA bl ^ CE,P ^ Tennes s ee Authority. 85/11/22. 7pp. 


*■ nearing transcripts on non-antitrust matters 

8511040460 Transcript of 851025 meeting in Washington.DC re util requests for exemp- 
tion from environ qualification. Pp 1-76 M ur exemp ^ 

* Commissioners. 85/10/25. 80pp. 33309:197-33309:279. 

DOCKET 50-328 SEQUOYAH NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

85 NURFG 8 nfi4 D i S q»^n S'S YY* i n Rev 20 to emer J®r>cy Plan re inconsistency w/ 
NUREG-0654,Section II.B.9.Ltr of agreement from Soddy-Daisv Fire Dent m nftetta 

v^Ai n Sr:n U B P n rt D e><peed o 5i?, nnial updating requirement.Plan mod requested. 

KS: 33292:284^3329 2:285 reCt0r 85/ ° 9 ' 12 - PARRIS ' H ' G - Tennessee Vailey 

85 1 1 0CFR 3 73 0 21 PC ” WardS proposed Rev 13 to PhysXa' security plaaRev withheld (ref 

85/10/23 ' GRACE ' J - N - Re 8' on 2. Office of 

85 nofce° 2 of 8 vic!attoa dS ' nSP ReP ' S S °- 327/85 - 32 8 50-328/85-32 on 850906-1005 & 

VERRELLI.D.M. Region 2, Office of Director. 85/10/30. PARRIS H G Tenniwsfw 
Valley Authority. 2pp. 33386:242-33386:256. ‘ ennessee 

-851-1 110221 Notice of violation from insp on 850906-1005 

Region 2, Office of Director. 85/10/30. Ip. 33386:244-33386:244. 

l nS ? 50-327/85-32 & 50-328/85-32 on 850906-1005. Violation 

JFNlFnii k' J 0 P o°™? Ure test of control room chlorine detection sys 

JENISON.K.M. Region 2, Office of Director. 85/10/30. 12pp. 33386:245-33386:256 

85 ‘'Fm«?n?nru e p^ d rtri er ? er l Cy 'TP 1 ®."!??' 11 ,? procedures.including Rev 8 to SON-IP-1 
Emergency Plan Classification Logic & Rev 10 to SQN-IP-17 “Emeraencv Fnii '-' 

NOBLES S L M P ' e HUFH e AM 9 l w im P |ernentin 3 procedures index also end. W/851 107 i!:\ 

Re|o L ni; L &e H oT 85/1 1/07 ’ 

85 ,VJ30182 Rev 0 to Central Emergency Ctr Implementing Procedure IP-21 "Div cf 

HMp£AM S 'tw’ b T PP ° rt t0 C ^F : Rev \ t0 tab,e of contents also encl.W/851 107 m. 
HUFHAM.J.W. Tennessee Valley Authority. 85/11/07. 10pp. 33437:292-33437:301 

8! W/Uti ' in Cha « an °°9 a .TN to discuss svata. 
4 K p E p N M5 N d J 3;l3M!So3^e ran0h 4 - 86/11/ ° 8 - aden SAM,E.G. Licensing Branch 4. 

“n 1 in^Wlo^ 5 /^ ° f Steps ,atep tp ™ vWto* 

Valtey Authority. ° ,0r - 85/11/ ° 8 - PARRIS ' H -G- Tannessc 

XSf r I S/asia S„ V s Vi «M 

Director.'l'p. 33^78^266 a 33578f266 85/10/30 ' GRACE ' J - N ' Re 8«Pn 2, Offic e, 

emergency plan meets s,,, ‘ £, 

vaitey Authority. I^'ssef&o^y^ssei^oisf 10 ’' 85/11/13 - PARRIS ' H - G - 

85 vfofa,lont 4 or F d^fn P o,ed PB 5 °- 327/85 - 37 8 8 0-3 2 8/86-37 on 851028-110. ho 
VERRELLI.D.M. Region 2, Office of Director. 85/11/18 PARRIQ M n 

Valley Authority. 2pp. 33627:067-33627:077, 7 ha HRIS,H.G. Termtsii; -- 

MADDEN, Region 2, Office of Director. 8S/T7^ : 

thority. 4pp. 33635:298-33635:301. y ’ PAHR,S » H * Q - Tennessee VaHey fa 

85 Jl 26 ? 286 Extends invitation to review US Air Force test rent re ^ 

detection sys on 851 126 in Silver Spring, MD^ereons retteJ?,?, rSe P m?S?£ ln * m ® 
Srfi1SS n . ces forw arded to Ofo of Secunty prior teTmeSno^ 9 P ‘ ' hava ***■ 
ADENSAM,E. Licensing Branch 4. 85/11/20 PARRIS hE TonnDoe fla it 
ity. 4pp. 33645:139-33645:142. ' Tennessee Valley 

G. Adjudicatory correspondence 

8S i 8 ^ 138 ?de ^™° * p ' d ® p ' , ' r ° n °^ paP,i ® a ''°'’ n ^ , f ^aiscWc^ 8 «|Utomwrt^L^LS^^S? , ^ 
ChKsj' O& ttS^SSSlf' support exte^foKidS^i jgf* 11 
see Valley Authority! 3pp. MSS^Salsisa™ 83 " 0 - #48S 251 ' 8S/11/20 ' Terre, 
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P„ Operating license stage documents & correspondence 

8510290157 Forwards investigation repts & related documents dealing w/potentially 
safety-related employee concerns, per WF Willis 850926 Itr.lnfo covers period of 
851014-24. 

WHITT, K.W. Tennessee Valley Authority. 85/10/24. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 200pp. 33232:103-33232:358. 

8511060258 Informs of completion of program re superheated blowdowns outside 
containment.Temp envelopes for each plant to be established within min of 90 
days. List of equipment potentially affected by envelopes expected within 60 days. 
CERMAK.J.O. Westinghouse Operating Plants Owners Group. 85/10/28. 
WIGG1NTON.D.L. Office of Nuclear Reactor Regulation, Director (pre-851125). Id 
33346:184-33346:184. 

8511060410 Informs that NRC not anticipating any shortening of schedule presented in 
850917 Itr re restart of operating units & licensing of Watts Bar, based on need for 
special insps & for meeting w/Commission. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/28. 
PARRIS, H.G. Tennessee Valley Authority. 3pp. 33370:215-33370:217. 

8511130301 Informs that listed items will be submitted to NRC by 851125 in lieu of 
summaries of closed nuclear safety review staff repts transmitted to NRC on 
850927,per recent discussions w/ EG Adensam concerning summary deficiencies. 
PARRIS, H.G. Tennessee Valley Authority. 85/11/06. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 2pp. 33437:302-33437:303. 

8511110263 Forwards 2600, “Assessment of Design Control Program for Sequoyah Nu- 
clear Plant” & actions that will be taken for Exceptions 3.2.1, 3.2.2 & 3.2.3, per NRC 
850917 Itr. 

MCCLOUD, D.E. Tennessee Valley Authority. 85/11/07. ADENSAM, E. Licensing 
Branch 4. Ip. 33386:051-33386:074. 

-8511110267 “Assessment of Design Control Program for Sequoyah Nuclear Plant." 
LEININGER.W.J. Gilbert/Commonwealth, Inc. (formerly Gilbert Associates, Inc.). 2600. 
85/10/31. 24pp. 33386:052-33386:074. 

8511190272 Revised application for amends to Licenses DPR-77 & DPR-79, reflecting 
recent organizational changes.Proposed changes to nuclear review & audit group 
withdrawn. Nuclear safety review board format will be retained. 

DOMER.J.A. Tennessee Valley Authority. 85/11/08. ADENSAM, E. Licensing Branch 
4. 5pp. 33516:300-33516:327. 


8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks." Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8511110218 Forwards Insp Repts 50-327/85-32 & 50-328/85-32 on 850906-1005 & 
notice of violation. 

VERRELLI.D.M. Region 2, Office of Director. 85/10/30. PARRIS, H.G. Tennessee 
Valley Authority. 2pp. 33386:242-33386:256. 

-8511110221 Notice of violation from insp on 850906-1005. 

* Region 2, Office of Director. 85/10/30. Ip. 33386:244-33386:244. 

-8511110226 Insp Repts 50-327/85-32 & 50-328/85-32 on 850906-1005. Violation 
noted:failure to follow procedure during test of control room chlorine detection sys. 
JENISON.K.M., WATSON, L.J., WEISE.S.P. Region 2, Office of Director. 85/10/30. 
12pp. 33386:245-33386:256. 

8511110276 Revises 850719 response to Violation 85-20-02 noted in Insp Repts 50- 
327/85-20 & 50-328/85-20.lssuance of employee handbook delayed until 851231 due 
to printing schedule. 

DOMER.J.A. Tennessee Valley Authority. 85/10/30. GRACE, J.N. Region 2, Office of 
Director. Ip. 33386:176-33386:176. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 


-8511190276 Proposed Tech Spec Section 6, "Administrative Controls," reflecting or- 
ganizational changes. 

* Tennessee Valley Authority. 85/11/08. 23pp. 33516:305-33516:327. 

8511250121 Advises that 850927 & 1004 requests for extension beyond 851130 to 
complete environ qualification of electrical equipment denied by Commission.Order 
detailing Commission reasons for action will be issued. 

CHILK.S.J. Office of the Secretary of the Commission. 85/11/14. PARRIS, H.G. Ten- 
nessee Valley Authority. Ip. 33619:324-33619:324. 

8511190268 Forwards plant equipment qualification package status as of 851 11 2, per 
851106 telcon.WIthdraws 850927 request for extension to schedule for final environ 
qualification of electrical cables.Compliance W/10CFR50.49 discussed. 

SHELL, R.H. Tennessee Valley Authority. 85/11/15. ADENSAM, E. Licensing Branch 4. 
8pp. 33516:157-33516:164. 

8511260635 Transcript of Commission 851119 affirmation/discussion & vote in 
Washington, DC re SECY-330(a) on Point Beach & SECY-225(a) on Sequoyah. Pp 1-5. 

* Commissioners. 85/11/19. 8pp. 33645:278-33645:286. 


Q. Inspection reports, IE Bulletins & correspondence 


8511110065 Ack receipt of 851004 supplemental response to violations noted in Insp 
Repts 50-327/85-24 & 50-328/85-24. 

WALKER, R.D. Region 2, Office of Director. 85/10/31. PARRIS, H.G. Tennessee Valley 
Authority. Ip. 33395:352-33395:352. 

8511110001 Forwards Vol 1 to "Nuclear Performance Plan, Corporate” & Vol 2 to “Nu- 
clear Performance Plan.Sequoyah," in response to 850917 request to correct deficien- 
cies in SALP. 

DEAN.C.H. Tennessee Valley Authority. 85/11/01. DIRCKS.W.J. Office of the Execu- 
tive Director for Operations. 3pp. 33398:063-33400:041. 

-8511110002 Vol 1 of “Nuclear Performance Plan, Corporate." 

* Tennessee Valley Authority. 85/11/01. 325pp. 33398:066-33398:269. 

-8511110004 Vol 2 of “Nuclear Performance Plan.Sequoyah.” 

* Tennessee Valley Authority. 85/11/01. 492pp. 33398:270-33400:041. 

8511110016 Summarizes 851022 meeting w/util in Chattanooga, TN re facets of nuclear 
performance plan.Util should provide justification why design control program review 
at Sequoyah is less extensive than at Browns Ferry. 

WALKER, R.D. Region 2, Office of Director. 85/11/01. PARRIS, H.G. Tennessee Valley 
Authority. 74pp. 33388:006-33388:079. 


8511010478 Ack receipt of 850829 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-327/85-23 & 50-328/85-23. 

VERRELLI.D.M. Region 2, Office of Director. 85/09/12. PARRIS, H.G. Tennessee 
Valley Authority. Ip. 33306:215-33306:215. 


8511110148 Ack receipt of 851007 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-327/85-26 & 50-328/85-26. 

WALKER, R.D. Region 2, Office of Director. 85/11/01. PARRIS, H.G. Tennessee Valley 
Authority. Ip. 33387:337-33387:337. 


8511110265 Responds to NRC 850906 Itr re violations noted in Insp Repts 50-327/85- 
26 & 50-328/85-26.Corrective actions:loose connector tightened, worn connectors re- 
placed & radiological incident rept issued for each individual. 

DOMER.J.A, Tennessee Valley Authority. 85/10/07. GRACE, J.N. Region 2, Office of 
Director. 4pp. 33385:348-33385:351. 


8511130325 Responds to NRC 851001 Itr re violations noted in Insp Repts 50-327/85- 
27 & 50-328/85-28.Corrective actions:Maint Instruction MI-10.1 rewritten to minimize 
coordination problems & ensure that work instructions match data sheets. 

SHELL, R.H. Tennessee Valley Authority. 85/11/01. GRACE, J.N. Region 2, Office of 
Director. 7pp. 33437:316-33437:322. 


8511010271 Forwards Insp Repts 50-327/85-31 & 50-328/85-31 on 85091 6-20.No vio- 
lation or deviation noted. 

VERRELLI.D.M. Region 2, Office of Director. 85/10/21. PARRIS, H.G. Tennessee 
Valley Authority. 2pp. 33299:213-33299:218. 


8511110298 Forwards Special Rept 85-08 re results of steam generator tube inservice 
insp on 851104. 

WALLACE, P.R. Tennessee Valley Authority. 85/11/04. Record Services Branch (Doc- 
ument Control Desk). 8pp. 33386:205-33386:212. 


-8511010278 Insp Repts 50-327/85-31 & 50-328/85-31 on 85091 6-20.No violation or 
deviation noted.Major areas inspected: preparations for refueling, followup on IE Bulle- 
tin 84-03 & inspector identified problems. 

MATHIS, J.L, JAPE.F. Region 2, Office of Director. 85/10/16. 4pp. 33299:215- 
33299:218. 


8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 


8511040415 Responds to NRC 850807 Itr re violations noted in insp Repts 50-327/85- 
24 & 50-328/85-24.Corrective actions:deck door ice removed.Reason for violation in 
previous response should state 850610 as insp date, not 850619. 

DOMER.J.A, Tennessee Valley Authority. 85/10/24. GRACE, J.N. Region 2, Office of 
Director. 3pp. 33297:159-33297:161. 


8511060265 Forwards Insp Repts 50-327/85-29 & 50-328/85-29 on 850820-23 & notice 

WALKER, R.D, Region 2, Office of Director. 85/10/25. PARRIS, H.G. Tennessee Valley 
Authority. 2pp. 33356:104-33356:114. 


—8511060271 Notice of violation from insp on 850820-23. 

* Region 2, Office of Director. 85/10/25. 2pp. 33356:106-33356:107. 

-8511060277 Insp Repts 50-327/85-29 & 50-328/85-29 on 850820-23. Violations 
noteckinadequate design controls for seismically designed cable tray support sys & 
safety-reiated cable tray support baseplate installations. no 

LIU.W.C., BLAKE, J.J. Region 2, Office of Director. 85/09/19. 7pp. 33356:108- 
33356:114. 


8511110227 Forwards notice of violation omitted from Insp Repts 50-327/85-29 & 50- 
328/85-29 transmitted on 851025. 

WALKER, R.D. Region 2, Office of Director. 85/11/05. PARRIS, H.G. Tennessee Valley 
Authority. Ip. 33397:269-33397:280. 

8511130151 Forwards Insp Repts 50-259/85-47,50-260/85-47,50-296/85-47, 50-327/ 
85-33 & 50-328/85-33 on 851 007-11. No violations or deviations identified. 
VERRELLI.D.M. Region 2, Office of Director. 85/11/06. PARRIS.H.G. Tennessee 
Valley Authority. 2pp. 33425:118-33425:128. 


-8511130159 Insp Repts 50-259/85-47,50-260/85-47,50-296/85-47, 50-327/85-33 & 
50-328/85-33 on 851007-11. No violations or deviations noted.Major areas 
inspected:offsite support staff & onsite review committee. 

SMITH, C. Region 2, Office of Director. 85/10/31. 9pp. 33425:120-33425:128. 

8511210119 Ack receipt of 851030 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-327/85-30 & 50-328/85-30. 

VERRELLI.D.M. Region 2, Office of Director. 85/11/08. PARRIS.H.G. Tennessee 
Valley Authority. Ip. 33578:265-33578:266. 
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-8511210129 Forwards response to NRC 851001 Itr re Severity Level V violation noted 
in Insp Repts 50-327/85-30 & 50-328/85-30. Corrective actions withheld (ref 
10CFR73.21). 

DOMER.J.A. Tennessee Va'lev Authority. 85/10/30. GRACE.J.N. Region 2, Office of 
Director. Ip. 32578-265-33::Te.2c6. 


8510240469 Board Notification 85-088:forwards CE Norelius 851005 memo advising 
that licensee does not intend to pursue issue of exceeded freeze-wall heave due to 
discontinuation of const at facility. No further reporting on issue planned. 

NOVAK, T.M. Assistant Director for Licensing. 85/10/22. ROSENTHAL, A., MOORE T 
Atomic Safety and Licensing Appeal Panel. Ip. 33346:351-33346:356. 


8511130441 IE Bulletin 85-003, “Mcto' Ccerated Valve Common Mode Failures During 
Plant Transients Due to irnprccer Sw tch Sc-::.rgs." Svc list end. 

TAYLOR, J.M. Director's Cff-co, Ci:':cc cf '-spoctton and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, "Hazards of Inerting Atmospheres." Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 

ooc'S'i .m *7 


8511150107 IE Info Notice 85-088, "Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 


8510240469 Board Notification 85-088:forwards CE Norelius 851005 memo advising 
that licensee does not intend to pursue issue of exceeded freeze-wall heave due to 
discontinuation of const at facility.No further reporting on issue planned. 

NOVAK, T.M. Division of Licensing (800428-851124). 85/10/2 2. ROSENTHALA 
Atomic Safety and Licensing Appeal Panel. Ip. 33346:351-33346:356. 

-8511060144 Advises that licensee does not intend to pursue issue of facility settle- 
ment exceeding freeze-wall heave due to discontinuation of const. Issue will not be 
pursued until project reactivated. 

NORELIUS, C.E. Region 3, Office of Director. 85/10/05. THOMPSON, H.L. Division of 
Licensing (800428-851124). 5pp. 33346:352-33346:356. 


G. Adjudicatory correspondence 


8511270244 Forwards Insp Repts 50-327/85-37 & 50-328/85-37 on 851028-1101 No 
violations or deviations noted. 

VERRELLI.D.M. Region 2, Office of Director. 85/11/18. PARRIS, H.G. Tennessee 
Valley Authority. 2pp. 33627:067-33627:077. 

-8511270252 Insp Repts 50-327/85-37 & 50-328/85-37 on 851028-1 101. No violations 
or deviations noted.Major areas inspected: implementation of corrective actions asso- 
ciated w/App R fire protection discrepancies & inspector followup items. 

MADDEN, P.M., CONLON.T.E. Region 2, Office of Director. 85/11/15. 9pp. 
33627:069-33627:077. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 


8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Poem Ccdi.-.g ” Svc list end. 

JORDAN.E.L. Division ol Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Corse- dated Ecison Co. of New York, Inc. 133pp. 33712:214- 


8511150120 IE Info Notice 85-090, "Use of Sealing Compounds in Operatinq Sys.” Svc 
list end. 



R. Periodic operating reports & related correspondence 


8511180817 Monthly operating repts for Aug 1985.W/850913 Itr 

WALWCE ' PR - Te "" essee Val1 ^ 85/ 


S. Reportable occurrences, LERs & related correspondence 


8511270173 Notice of withdrawal of appearance in proceeding.Certificate of Svc end 
PATON.W.D. Hearing Branch 2. #485 313. 85/11/21. Ip. 33626:351-33626:354. 

-8511270179 Notice of appearance in proceeding. 

RUTBERG.J. Hearing Branch 2. 85/11/21. 3pp. 33626:352-33626:354. 


Q. Inspection reports, IE Bulletins & correspondence 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 


8510250546 IE Info Notice 85-084, “Inadequate Insen/ice Testing of MSIVs.” Svc list 
end. 



8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 


8511060282 Summary of Operating Reactors Events Meeting 85-19 on 851007 w/ofc 
directors, div directors & representatives on events which occurred since last meetina 
on 851007. a 

CRUTCHFIELD, D. Assistant Director for Safety Assessment. 85/10/21 
THOMPSON, H.L Division of Licensing (800428-851124). 24pp. 33371:015-33371:038. 


8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 


8511060424 Special Rept 85-07:on 850922, Fire Door A-131 opened to allow routing of 
air hose for Surveillance Instruction (S!)-138, “Containment Spray-Spray Nozzle Test." 
Door closed following completion of test & visual insp on 851 004. 

WALLACE, P.R. Tennessee Valley Authority. 85/10/30. Record Services Branch (Doc- 
ument Control Desk). 2pp. 33355:102-33355:103. 

8511180090 LER 85-01 1-00:on 851010, while placing upper containment radiation moni- 
tor in svc, containment ventilation isolation occurred.Caused by failure to verify switch 
in block position. Isolation reset.W/851108 Itr. 

ORMSBY.D.P., WALLACE, P.R. Tennessee Valley Authority. 85/11/08. 3pp. 


8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providtnq 
Training.” Svc list end. 

D i visio a °* Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 
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DOCKET 50-330 MIDLAND PLANT, UNIT 2 


A. Application/construction stage documents & correspondence 

8511190483 Advises that addl excavation between tank farm & auxiliary bldg will be 
conducted per NRC 850826 authorization. Excavation needed to provide supplemental 
cathodic protection.Svc list encI.Related correspondence. 

MOONEY, J.A. Consumers Power Co. #485 568. 85/09/17. LANDSMAN, R.B. Region 
3, Office of Director. 3pp. 33534:294-33534:296. 

8510240469 Board Notification 85-088:forwards CE Norelius 851005 memo advising 
that licensee does not intend to pursue issue of exceeded freeze-wall heave due to 
discontinuation of const at facility.No further reporting on issue planned. 

NOVAK, T.M. Assistant Director for Licensing. 85/10/22. ROSENTHAL, A., MOORE, T. 
Atomic Safety and Licensing Appeal Panel. Ip. 33346:351-33346:356. 

-8511060144 Advises that licensee does not intend to pursue issue of facility settle- 
ment exceeding freeze-wall heave due to discontinuation of const. Issue will not be 
pursued until project reactivated. 

NORELIUS, C.E. Region 3, Office of Director. 85/10/05. THOMPSON, H.L. Division of 
Licensing (800428-851 1 24). 5pp. 33346:352-33346:356. 
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F. Security, medical, emergency & fire protection plans 

8511040235 Advises that 851018 changes to security plan consistent w/provisions of 
1 0CFR50.54(p) & acceptable. 

AXELSON.W.L. Region 3, Office of Director. 85/10/29. LIU.L. Iowa Electric Light & 
Power Co. 2pp. 33297:098-33297:099. 

8511220051 Forwards Safeguards Insp Rept 50-331/85-31 on 851021-24. Written re- 
sponse requested for noted violation & unresolved item re armed response team 
availability.No notice of violation will be issued. 

AXELSON.W.L. Region 3, Office of Director. 85/11/19. LIU,L. Iowa Electric Light & 
Power Co. 2pp. 33569:046-33569:049. 

-8511220054 Physical Security Insp Rept 50-331/85-31 on 851021-24. Violation noted 
but met 1 0CFR.Part 2,App C, Section VA criteria as licensee identified item.No notice 
of violation issued.Details withheld (ref 1QCFR73.21). 

CHRISTOFFER.G., MADEDA.T.J., CREED, J.R. Region 3, Office of Director. 85/11/19. 
2pp. 33569:048-33569:049. 


G. Adjudicatory correspondence 


P. Operating license stage documents & correspondence 


8511270173 Notice of withdrawal of appearance in proceeding.Certificate of Svc end. 
PATON.W.D. Hearing Branch 2. #485 313. 85/11/21. Ip. 33626:351-33626:354. 

-8511270179 Notice of appearance in proceeding. 

RUTBERG.J. Hearing Branch 2. 85/11/21. 3pp. 33626:352-33626:354. 


Q„ inspection reports, IE Bulletins & correspondence 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN, E.L, Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, "Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc, 135pp. 33357:063- 
33357:199. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN.EL. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, "Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


S. Reportable occurrences, LERs & related correspondence 


8511070166 Notification of 851118 meeting w/util in Bethesda,MD to discuss hydrogen 
recombiner capability & effect of leakage from purge/vent valve inflatable seals on 
containment oxygen concentration. 

THADANI.M.C. Operating Reactors Branch 2. 85/10/31. VASSALLO.D.B. Operating 
Reactors Branch 2. 1 p. 33380:360-33380:361 . 


8511190419 Application for amend to License DPR-49, consisting of Proposed Change 
RTS-1 96, revising Tech Specs re steam jet air ejector post-treatment monitor & Sec- 
tion 3.16 concerning use of vendor process control programs.Fee paid. 
MCGAUGHY.R.W. Iowa Electric Light & Power Co. 85/11/13. DENTON, H. Office of 
Nuclear Reactor Regulation, Director (pre-851125). 6pp. 33515:245-33515:279. 


-8511190420 Proposed Change RTS- 196, revising Tech Specs re steam jet air ejector 
post-treatment monitor & Section 3.16 concerning use of vendor process control pro- 
grams. 

* Iowa Electric Light & Power Co. 85/11/13. 29pp. 33515:251-33515:279. 


8511190327 Forwards “Reactor Containment Bldg Integrated Leak Rate Test" for 1985 
refueling outage. Leakage rate within allowable limits.Next Type A test scheduled 
during Cycle 9/10 refueling outage in 1988. 

MCGAUGHY.R.W. Iowa Electric Light & Power Co. 85/11/14. DENTON, H. Office of 
Nuclear Reactor Regulation, Director (pre-851125). Ip. 33514:001-33514:150. 


-8511190331 "Reactor Containment Bldg Integrated Leak Rate Test." 

* Iowa Electric Light & Power Co. 85/07/31. 150pp. 33514:002-33514:150. 


Q. Inspection reports, IE Bulletins & correspondence 

8511140124 Responds to violations noted in Insp Rept 5Q-331/85-01 on 850121-25 & 
0325-28. Corrective actions:surveillance test procedures that utilize pressure measur- 
ing & test gauges will be modified to specify appropriate range & accuracy. 
MCGAUGHY.R.W. Iowa Electric Light & Power Co. 85/05/16. KEPPLER.J.G. Region 
3, Office of Director. 4pp. 33449:167-33449:170. 

8511150017 .Responds to violations noted in Insp Rept 50-331/85-11 on 850423- 
0701. Corrective actions:contractor given direction re maint of tool & matl logs, tools & 
matls reinventoried & procedure revised to address piping repairs. 

MCGAUGHY.R.W. Iowa Electric Ught & Power Co. 85/08/21. KEPPLER.J.G. Region 
3, Office of Director. 3pp. 33466:202-33466:207. 

8510250539 IE Bulletin 85-001, "Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, "Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, "Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511050206 Forwards corrected Page 8 to Safety Insp Rept 50-331/85-17 on 850610- 
1003.Rept should have identified one of two feedwater lines as cause of failed as- 
found Type A test 

REYES, LA. Region 3, Office of Director. 85/11/01. LIU.L. Iowa Electric Light & Power 
Co. Ip. 33327:277-33327:278. 

-8511050208 Corrected Page 8 to Safety Insp Rept 50-331/85-17 on 850610-1003 re 
as-found containment leakage rate. 

* Region 3, Office of Director. 85/11/01. Ip. 33327:278-33327:278. 


8511120103 Part 21 rept re potential defect In DSR or DSRV standby diesel generator 
Intake & exhaust valve springs mfg by Betts Spring Co.Users recommended to inspect 
engines for broken springs & identify original mfg. 

GUNTRUM.B.C. Transamerica Delaval.lnc. 85/11/06. Director’s Office, Office of In- 
spection and Enforcement. 5pp. 33413:293-33413:297. 


8511070303 Responds to 850822 request for reevaluation of five unacceptable masonry 
walls, per IE Bulletin 80-1 1 re masonry wail design. Walls 412-9 & 412-13 would remain 
elastic for seismic loads combined w/sustained accident loads. 

MCGAUGHY.R.W. Iowa Electric Ught & Power Co. 85/11/04. DENTON.H. Office of 
Nuclear Reactor Regulation, Director (pre-851125). 8pp. 33368:211-33368:218. 



112 DOCKETED ITEMS 


8511180298 Responds to NRC 851004 Itr re violations noted in Insp Rept 50-331/85- 
28.Corrective actionsrContainment Isolation Valve CV-4305 removed & repaired, Type 
C test conducted & cc-rcctive maint work order will be modified. 

■VCGAUG.- IY.R.W. i O' a a Electric Light & Power Co. 85/11/04. KEPPLER.J.G. Region 
3. Ores of Dirccior. 5cp. 33493:140-33493:144. 

8511010020 IE Info Notice 85-086, "Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511190292 Forwards Safety Insp Rept 50-331/85-32 on 851021-25 & notice of 
violation.Concerns re incomplete equipment history & large backlog of corrective 
maint items & engineering work requests noted. 

NOREL1US.C.E. Region 3, Office of Director. 85/11/14. LIU,L. Iowa Electric Light & 
Power Co. 2pp. 33516:227-3351 6:235. 

-8511190294 Notice of violation from insp on 851021-25. 

NORELIUS.C.E. Region 3, Office of Director. 85/11/14. Ip. 33516:229-33516:229. 

-8511190298 Insp Rept 50-331/85-32 on 851 021 -25. Violation noted:failure to perform 
corrective/preventive maint trending.Concerns noted:incomp!ete equipment history & 
largo haokbc cf engineering work requests. 

3CYD.A.L. r.ec:cn 3, Office of Director. 85/11/14. 6pp. 33516:230-33516:235. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, "Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, "Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, "Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, "Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 

8511220051 Forwards Safeguards Insp Rept 50-331/85-31 on 851021-24. Written re- 
sponse requested for noted violation & unresolved item re armed response team 
availability.No notice of violation will be issued. 

AXELSON.W.L. Region 3, Office of Director. 85/11/19. LIU,L. Iowa Electric Light & 
Power Co. 2pp. 33569:046-33569:049. 

-8511220054 Physical Security Insp Rept 50-331/85-31 on 851021-24. Violation noted 
but met lOCFR.Part 2,App C, Section VA criteria as licensee identified item.No notice 
of violation issued. Details withheld (ref 10CFR73.21). 

CHRISTOFFER.G., MADEDA.T.J., CREED, J.R. Region 3, Office of Director. 85/11/19. 
2pp. 33569:048-33569:049. 


R. Periodic operating reports & related correspondence 

8511110007 Forwards semiannual rept for “Plan for Integrated Scheduling of Plant 
Mods for Duane Arnold Energy Ctr," summarizing progress in implementing Schedule 
A & B items, Identifying changes since last rept & providing updated schedules. 
MCGAUGh’Y.R.W. Iowa Electric Light & Power Co. 85/11/04. DENTON.H. Office of 
Nuclear Reactor Regulation, Director (pre-851125). 8pp. 33386:304-33386:311. 

8511200096 Forwards revised monthly operating rept for Sept 1985 & monthly operating 
rept for Oct 1985. 

MINECK.D.L. Iowa Electric Light & Power Co. 85/11/15. Director’s Office, Office of 
Inspection and Enforcement. Ip. 33527:129-33527:139. 

-8511200103 Revised monthly operating rept for Sept 1985. 

THOMAS, B. Iowa Electric Light & Power Co. 85/09/30. 2pp. 33527:130-33527:131. 

-8511200107 Monthly operating rept for Oct 1985. 

THOMAS, B. Iowa Electric Light & Power Co. 85/10/31. 8pp. 33527:132-33527:139. 


S. Reportable occurrences, LERs & related correspondence 

8511140479 LER 85-042-00:on 851005,two drywell equipment drain sump timers found 
inoperable.Caused by corrosion/pitting on internal motor power contacts & increased 
resistance across contacts at low voltage.Timers replaced. W/851 104 itr. 

PROBST,J.R., MINECK,D.L. Iowa Electric Light & Power Co. 85/11/04. 5pp. 
33456:107-33456:111, 

8511180156 LER 85-041 -00:on 851007 & 28, maint activities on isolation & downstream 
valves required voluntary realignment of fire suppression sys from normal to backup 
water supply.Sys returned to normal status.W/851106 Itr. 

PUTNAM, K.S., MINECK.D.L. Iowa Electric Light & Power Co. 85/11/06. 4pp. 
33502:117-33502:120. 


8511070591 LER 85-040-00:on 851 010, unintentional momentary violation of secondary 
containment occurred when both airlock doors simultaneously opened.Caused by 
loose wire on solenoid. Wire repaired.Amend to Tech Specs requested. W/851 030 Itr. 
THOMAS, 8., MINECK.D.L. Iowa Electric Light & Power Co. 85/11/08. 3pp. 
33374:111-33374:113. 


DOCKET 50-333 JAMES A. FITZPATRICK NUCLEAR POWER PLANT 


F. Security, medical, emergency & fire protection plans 


8511110204 Forwards addl info re SPDS/ emergency & plant Info computer, in response 
to NRC 850617 request. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 85/11/01. VASSALLO.D.B. Operating Reactors Branch 2. 19pp. 33387:338- 
33387:356. 

8511200097 Revised emergency plan implementing procedures, including Rev 5 to SAP- 
3 re emergency communications testing, Rev 5 to EAP-22 re operation & use of radio 
paging device & Rev 5 to EAP-2 re personnel injury. 

* New York Power Authority (formerly Power Authority of the State of New York). 85/ 
11/01. 79pp. 33527:221 -33527:304. 

8511250120 Revised emergency plan implementing procedures, including Rev 5 to SAP- 
3 re emergency communications testing Rev 5 to EAP-22 re operation & use of radio 
paging device & Rev 14 to EAP-2 re personnel injury. 

* New York Power Authority (formerly Power Authority of the State of New York). 85/ 
11/01. 82pp. 33591:221-33591:303. 

8511110360 Forwards EG&G preliminary technical evaluation rept, "Conformance to 
Reg Guide 1.97, James A Fitzpatrick Nuclear Power Plant." Addl info requested within 
45 days of Itr receipt. 

VASSALLO,D.B. Operating Reactors Branch 2. 85/11/05. BRONS.J.C. New York 
Power Authority (formerly Power Authority of the State of New York). 2pp. 33408:023- 
33408:025. 

-8511110362 “Conformance to Reg Guide 1.97, James A Fitzpatrick Nuclear Power 
Plant.” 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN A-6483. 85/10/31. NRC - No 
Detailed Affiliation Given. 17pp. 33408:026-33408:042. 

8511260174 Forwards App B to DCRDR program plan.App reflects selection of DCRDR 
team members. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 85/11/21. VASSALLO.D.B. Operating Reactors Branch 2. 18pp. 33606:301- 
33606:318. 


I. Financial information 


8511110302 Advises that 1985 financial info submitted in 850614 Itr satisfies require- 
ments of 10CFR 140.21. 

SALTZMAN.J. Assistant Director for State & Licensee Relations. 85/11/07. 
BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). Ip. 33412:362-33412:362. 


P. Operating license stage documents & correspondence 


8511060487 Forwards draft “Review of Licensee & Applicant Responses to NRC Ge- 
neric Ltr 83-28...for James A Fitzpatrick Nuclear Plant.” Util response incomplete.Addl 
facility info could be obtained by telcon within 1 wk of receipt of draft. 

VASSALLO.D.B. Operating Reactors Branch 2. 85/10/28. BRONS.J.C. New York 
Power Authority (formerly Power Authority of the State of New York). 2pp. 33369:271- 
33369:287. 

-8511060496 Draft “Review of Licensee & Applicant Responses to NRC Generic Ltr 
83-28 (Required Actions Based on Generic Implications of Salem ATWS Events), Item 
1.2... Fitzpatrick Nuclear Plant,” technical evaluation rept. 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-82-096. SAIC-85/ 1524-6 DR FT. 85/10/28. NRC - No Detailed Affiliation Given. 
15pp. 33369:273-33369:287. 

8511070203 Forwards Amend 95 to License DPR-59 & safety evaluation. Amend re- 
vises Tech Specs to reduce testing requirements for emergency diesel generators in 
response to Generic Ltr 84-15. 

ABELSON.HJ. Operating Reactors Branch 2. 85/10/29. BRONS.J.C. New York Power 
Authority (formerly Power Authority of the State of New York). 2pp. 33380:314- 
33380:328. 

-8511070210 Amend 95 to License DPR-59, revising Tech Specs to reduce testing re- 
quirements for emergency diesel generators in response to Generic Ltr 84-15. 
VASSALLO.D.B. Operating Reactors Branch 2. 85/10/29. 10pp. 33380:316- 
33380:325. 

-8511070217 Safety evaluation supporting Amend 95 to License DPR-59. 

* Office of Nuclear Reactor Regulation, Director (pre-851125), 85/10/29. 3pp. 
33380:326-33380:328. 

8511050053 Withdraws 831110 & 850710 applications for amend to License DPR-59 re 
reactor bldg closed loop CWS containment isolation valves-Proposed changes will be 
submitted by 8601 1 5, updating Tech Spec Table 3.7-1. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 85/11/01. VASSALLO.D.B. Operating Reactors Branch 2. 2pp. 33319:156- 
33319:157. 

8511210019 Forwards Amend 96 to License DPR-59 & safety evaluation. Amend re- 
vises Tech Specs re inservice insp program to comply w/1 0CFR50.55a(g)(4)(ii) & 

ABELSON.H.I. Operating Reactors Branch 2. 85/11/12. BRONS.J.C. New York Power 
Authority (formerly Power Authority of the State of New York). 2pp. 33558:294- 
33558:303. 
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—8511210021 Amend 96 to License DPR-59, revising Tech Specs re inservice insp pro- 
gram to comply w/10CFR50.55a(g)(4)(ii) & (5)(i). 

VASSALLO.D.B. Operating Reactors Branch 2. 85/11/12. 6pp. 33558:296-33558:301. 

-8511210023 Safety evaluation supporting Amend 96 to License DPR-59. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/12. 2pp 
33558:302-33558:303. FF 

8511190271 Seeks issuance of generic Itr as short-term guidance for development of 
Tech Specs, pending NRC approval of recommendations by NRC Tech Spec improve- 
ment Project & AIF Tech Spec Improvement Subcommittee. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 85/11/15. DENTON.H. Office of Nuclear Reactor Regulation, Director (pre- 
851125). 2pp. 33516:298-33516:299. 

8511190341 Withdraws 840131 commitment to include requirements to prohibit handling 
of heavy loads over irradiated fuel in Tech Specs, per NUREG-0612.Error in 850211 
control of heavy loads technical evaluation rept also clarified. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 85/11/15. VASSALLO.D.B. Operating Reactors Branch 2. 2pp. 33515:221- 
3351 5:222. 


^ 200223 Rev 0 to “Inservice Insp Program for Pumps & Valves, Second Insp Inter- 

* New York Power Authority (formerly Power Authority of the State of New York). 85/ 
11/15. 175pp. 33530:150-33530:325. 


8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list end. 
x9J^“ A . N ’ E - L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 


8511150107 IE Info Notice 85-088, ‘‘Licensee Control of Contracted Svcs Providinq 
Training.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 


8511250136 Forwards Safety Insp Rept 50-333/85-25 on 850901-101 1. No violation 
noted. 

COLLINS, S.J. Region 1, Office of Director. 85/11/18. FITZPATRICK, J. New York 
Power Authority (formerly Power Authority of the State of New York). 2pp. 33591:140- 


8511200220 Forwards Rev 0 to “Inservice Testing Program for Pumps & Valves, Second 
Insp Interval.” Program applicable for 10-yr interval beginning 850728. W/29 oversize 
drawings. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 85/11/15. VASSALLO.D.B. Operating Reactors Branch 2. 2pp. 33530:148- 
33530:149. 


Q. Inspection reports, IE Bulletins & correspondence 

8511180404 Responds to NRC Itr re violations noted in Insp Rept 50-333/85-1 3. Correc- 
tive actions:procedures for plant drawing control & control of vendor technical manu- 
als will be issued by 851 031 .Drawing update procedure modified. 

CONVERSE, R.J. New York Power Authority (formerly Power Authority of the State of 
New York). 85/10/01. EBNETER.S.D. Region 1, Office of Director. 9pp. 33495:231- 
33495:239. 

8511010040 Forwards Safety Insp Rept 50-333/85-26 on 850923-27.No violation noted. 
EBNETER.S.D. Region 1, Office of Director. 85/10/28. CONVERSE, R.J. New York 
Power Authority (formerly Power Authority of the State of New York). 2pp. 33288:049- 
33288:056. 

-8511010045 Insp Rept 50-333/85-26 on 850923-27.No violation noted.Major areas 
insjpected.preventive & corrective maint. 

BISSETT.P., JOHNSON, J. Region 1, Office of Director. 85/10/22. 6pp. 33288*051- 
33288:056, 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR.J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 


—8511250143 Insp Rept 50-333/85-25 on 850901-101 1. No violation noted. Major areas 
inspected:action on previous insps.LER review, TMI Task Action Plan Items II.F.1.6 & 
lli.D.1.1 & operational verification. 

LINVILLE.J.C. Region 1, Office of Director. 85/11/14. 11pp. 33591:142-33591:152. 


8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 



8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 


8511150120 IE Info Notice 85-090, "Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 

8511040025 “1984 Radiological Environ Surveillance Rept.” W/850328 Itr. 
GLOVIER.H.A. New York Power Authority (formerly Power Authority of the State of 
New York). 84/12/31. MURLEY,T.E. Region 1, Office of Director. 174pp. 33308:296- 


8511200297 Monthly operating rept for Oct 1985.W/851107 Itr. 

COOK.J., CONVERSE, R.J. New York Power Authority (formerly Power Authority of the 
State of New York). 85/10/31. 11pp. 33555:299-33555:309. 


S. Reportable occurrences, LERs & related correspondence 


8510250546 IE Info Notice 85-084, "Inadequate Inservice Testing of MSIVs.” Svc list 
end, 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103), 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 


8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
\\ 9 t end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 


8511070073 Advises that commitments per 830707 Itr re CRD return line defect 
complete, w/exception of metallographic exam of weld. Exam cannot be completed 
due to inadvertent disposal of affected piece of piping. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 85/11/01. VASSALLO.D.B. Operating Reactors Branch 2. 2pp. 33359:310- 
33359:311. 

8511260046 LER 85-025-00:on 851 029, outboard steam supply isolation valve experi- 
enced motor operator failure causing high pressure core injection sys to be declared 
inoperative. Caused by loose locking screw. W/851 118 Itr. 

DESARRO.A., CONVERSE, R. New York Power Authority (formerly Power Authority of 
the State of New York). 85/11/18. 3pp. 33641:342-33641:344. 


8511010020 IE Info Notice 85-086, "Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 


8511260697 LER 85-026-00:on 851 031, breaker operation on output line caused turbine 
generator load unbalance resulting in reactor scram.Caused by motor-operated dis- 
connect at 345 kV substation. Plant performed per design.W/851122 Itr. 

FLAHERTY, J.P., CONVERSE.R.J. New York Power Authority (formerly Power Author- 
ity of the State of New York). 85/11/22. 3pp. 33620:309-33620:311. 


8511210019 Forwards Amend 96 to License DPR-59 & safety evaluation. Amend re- 
vises Tech Specs re inservice insp program to comply w/10CFR50.55a(g)(4)(ii) & 

ABELSON.H.I. Operating Reactors Branch 2. 85/11/12. BRONS.J.C. New York Power 
Authority (formerly Power Authority of the State of New York). 2pp. 33558:294- 
33558:303. 

-8511210021 Amend 96 to License DPR-59, revising Tech Specs re inservice insp pro- 
gram to comply w/10CFR50.55a(g)(4)(ii) & (5)(i). 

VASSALLO.D.B. Operating Reactors Branch 2. 85/11/12. 6pp. 33558:296-33558:301. 

-8511210023 Safety evaluation supporting Amend 96 to License DPR-59. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/12, 2pp. 
33558:302-33558:303. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511200220 Forwards Rev 0 to “Inservice Testing Program for Pumps & Va!ves,Second 
Insp Interval.” Program applicable for 10-yr interval beginning 850728. W/29 oversize 
drawings. 

BRONS,J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 85/11/15. VASSALLO t D.B. Operating Reactors Branch 2. 2pp. 33530:148- 
33530:149. 


DOCKET 50-334 BEAVER VALLEY POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8511010242 Informs of plans to conduct team insp on 851118-22 re ability to provide 
safe shutdown in event of fire.Analyses, procedures & other documentation should be 
made available at site to effectively conduct insp. 

EBNETER.S.D. Region 1, Office of Director. 85/10/25. CAREY, J.J. Duquesne Light 
Co. 2pp. 33286:356-33286:357. 

8511110137 Forwards Safety Insp Rept 50-334/85-20 on 850901 -30.No violation noted. 
WENZINGER.E.C. Region 1, Office of Director. 85/10/30. CAREY, J.J. Duquesne Light 
Co. 2pp. 33394:325-33394:343. 

-8511110143 Safety Insp Rept 50-334/85-20 on 850901 -30-No violation noted.Major 
areas inspected:licensee actions on previous insp findings, fire protection, radiological 
controls & physical security.Portions withheld (ref 10CFR73.21). 

TROSKOSKI.W.M., TRIPP, L.E. Region 1, Office of Director. 85/10/03. 17 dd 
33394:327-33394:343. FF 

8511190314 Notifies that documentation packages sent to Region I ofc & BNLin re- 
sponse to 851025 Itr re scheduled App R site audit on 851118-22. 

CAREY, JJ. Duquesne Light Co. 85/11/13, EBNETER.S. NRC - No Detailed Affiliation 
Given, Ip. 33515:130-33515:130. 
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8511190320 Forwards reply addressing firdircs of regulatory effectiveness review con- 
ducted on 850408-1 2.Reply withheld (ro 1 \'.'Ci'R73.2 J i. 

SIEBERJ.D. Duquesne Light Co. 85/1 ;/l3. VARGA. S.A. Operating Reactors Branch 
1 . 2pp. 3351 5:344-3351 5:345. 

8511210331 Forwards Safety Insp Rept 50-334/85-22 on 851001-31 & notice of 
violation. Response should address actions taken to ensure all potential release paths 
to Unit 2 properly blocked until c-oss-ccnncnt I: nes required for testing. 
WENZINGRR.E.C Regie" 1 C^icc cf Droaor. 85-': - /14 CAREY, J.J. Duquesne Light 
Co. 2pp. 33553:306-33555.32*. 

-8511210342 Insp Rept 50-334/85-22 on 85 1001 -31. Violations noted:failure to issue 
termination exposure repts & unauthorized operation of Unit 1/2 shared boundary iso- 
lation valve. 

TROSKOSKI.W.M., ASARS.A.A., TRIPP.LE. Region 1, Office of Director. 85/11/14. 
14pp. 33553:311-33553:324. 


I. Financial information 


8511220233 Informs that 851111 submittal of financial info satisfies requirements of 
10CFR 140.21 that each licensee maintain approved guarantee of payment of deferred 
premiums for each coerati^c r eactor owned over 100 MWe. 

SALTZMAN.J. As~s:a": li/ecior for State & Licensee Relations. 85/11/18. 
FIRESTONE, L. Ohio Edison Co. Ip. 33603:163-33603:163. 


P. Operating license stage documents & correspondence 

8511190197 Forwards revised Pages B 3/4 1-2a & B 3/4 5-1 of 850906 Amend 96 to 
License DPR-66.Revs include paragraph inadvertently deleted from Page B 3/4 1 -2 & 
corrected typo on Page B 3/4 5-1. W/o ends. 

TAM.P.S. Operating Reactors Branch 1. 85/09/27. CAREY, J.J. Duquesne Light Co. 
3pp. 33534:353-33534:355. 

8511130283 Forwards response to Generic Ltr 85-12 re implementation of TMI Action 
Item II.K.3.5, “Automatic Trip of Reactor Coolant Pumps.” 

CAREY.J.J. Duquesne Light Co. 85/10/10. THOMPSON, H.L. Division of Licensing 
(800428-851 1 24). 1 2pp. 33426:035-33426:046. 

8511010346 Forwards Amend 97 to License DPR-66 & safety evaluation. Amend de- 
letes rod bow penalty multiplier from Tech Specs. 

TAM.P.S. Operating Reactors Branch 1. 85/10/15. CAREY.J.J. Duquesne Light Co. 
3pp. 33301:091-33301:102. 

-8511010349 Amend 97 to License DPR-66, deleting rod bow penalty multiplier from 
Tech Specs. 

VARGA, S.A. Operating Reactors Branch 1. 85/10/15. 5pp. 33301:094-33301:098. 

-8511010352 Safety evaluation supporting Amend 97 to License DPR-66. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/15. 4pp. 
33301:099-33301:102. 

8511060258 Informs of completion of program re superheated blowdowns outside 
containment.Temp envelopes for each plant to be established within min of 90 
days. List of equipment potentially affected by envelopes expected within 60 days. 
CERMAKJ.O. Westinghouse Operating Plants Owners Group. 85/10/28. 
WIGGINTON.D.L. Office of Nuclear Reactor Regulation, Director (pre-851125). Ip. 
33346:184-33346:184. 

8511190444 Forwards SER re util 831104 response to Generic Ltr 83-28 concerning 
Items 3.1.3 & 3.2.3, "Post-Maint Testing.” Response acceptable. 

VARGA, S.A. Operating Reactors Branch 1. 85/10/31. CAREY.J.J. Duquesne Light 
Co. 3pp. 33534:228-33534:232. 

-8511190449 SER supporting util responses to Generic Ltr 83-28, Items 3.1,3 & 3.2.3 re 
post-maint test requirements. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/30. 2pp. 
33534:231-33534:232. 

-8510280480 “Conformance to Generic Ltr 83-28, items 3.1.3 & 3.2.3, Beaver Valley 
Unit 1, North Anna Units 1 & 2 & Surry Units 1 & 2." 

HAROLDSEN.R. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. 85/09/30. 
NRC - No Detailed Affiliation Given, 10pp. 33194:014-33194:016. 

8511190377 Forwards WCAP-10867, “Analysis of Capsule U From Duquesne Light Co 
Beaver Valley Unit 1 Reactor Vessel Radiation Surveillance Program.” Results provide 
basis for rev to RCS heatup & cooldown curves.Tech Spec change will be initiated. 
CAREY.J.J. Duquesne Light Co. 85/11/12. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). Ip. 33509:188-33509:290. 

-8511190379 “Analysis of Capsule U From Duquesne Light Co Beaver Valley Unit 1 
Reactor Vessel Radiation Surveillance Program." 

BOGGS.R.S., ANDERSON, S.L., KAISER, W.T. Westinghouse Electric Corp. WCAP- 
10867. 85/09/30. 101pp. 33509:189-33509:290. 

8511260055 Forwards response to draft technical evaluation rept on Generic Ltr 83- 
28, Item 1.2 re post-trip review data, per 851107 telcon.Tabie identifying desired param- 
eters & discrepancies of post-trip review end. 

CAREY.J.J. Duquesne Light Co. 85/11/14. VARGA, S.A. Operating Reactors Branch 
1. 5pp. 33608:339-33608:343. 

8511250153 Forwards response to Questions 1-6 of 850822 request for addl info re 
NUREG»0737,ltem II.D.1 concerning performance testing of relief & safety valves. 
CAREY.J.J. Duquesne Light Co. 85/11/15. VARGA.S.A. Operating Reactors Branch 
1 . 9pp. 33591 :1 79-33591 :1 87. 


Q. Inspection reports, IE Bulletins & correspondence 

8511010242 Informs of plans to conduct team insp on 851118-22 re ability to provide 
safe shutdown in event of fire.Analyses, procedures & other documentation should be 
made available at site to effectively conduct insp. 

EBNETER.S.D. Region 1, Office of Director. 85/10/25. CAREYJ.J. Duquesne Light 
Co. 2pp. 33286:356-33286:357. 


8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, "Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8511110137 Forwards Safety Insp Rept 50-334/85-20 on 850901 -30.No violation noted, 
WENZINGER.E.C. Region 1, Office of Director. 85/10/30. CAREY.JJ. Duquesne Light 
Co. 2pp. 33394:325-33394:343. 

-8511110143 Safety Insp Rept 50-334/85-20 on 850901 -30.No violation noted.Major 
areas inspected.-licensee actions on previous insp findings, fire protection, radiological 
controls & physical security.Portions withheld (ref 10CFR73.21). 

TROSKOSKI.W.M., TRIPP.LE. Region 1, Office of Director. 85/10/03. 17pp. 
33394:327-33394:343. 

8510290039 IE Info Notice 85-085, "Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511210331 Forwards Safety Insp Rept 50-334/85-22 on 851001-31 & notice of 
violation. Response should address actions taken to ensure all potential release paths 
to Unit 2 properly blocked until cross-connect lines required for testing. 
WENZINGER.E.C. Region 1, Office of Director. 85/11/14. CAREY J.J. Duquesne Light 
Co. 2pp. 33553:308-33553:324. 

-8511210336 Notice of violation from insp on 851001-31. 

* Region 1, Office of Director. 85/11/14. Ip. 33553:310-33553:310. 

-8511210342 Insp Rept 50-334/85-22 on 851001 -31. Violations noted:failure to issue 
termination exposure repts & unauthorized operation of Unit 1/2 shared boundary iso- 
lation valve. 

TROSKOSKI.W.M., ASARS.A.A., TRIPP.LE. Region 1, Office of Director. 85/11/14, 
14pp. 33553:311-33553:324. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, "Hazards of Inerting Atmospheres.” Svc list end 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp, 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 

8511180431 “Annual Rept of Facility Changes, Tests & Experiments, 1984.” W/85O801 
ltr. 

CAREY.JJ. Duquesne Light Co. 85/01/22. MURLEY.T.E. Region 1, Office of Director. 
39pp. 33495:294-33495:332. 

8511050010 Forwards “1984 Annual Environ Rept Radiological - Vol 2” & revised Table 
111.3 to "1983 Annual Radiological Environ Rept.” 

CAREY J.J. Duquesne Light Co. 85/04/30. MURLEY.T.E. Region 1, Office of Director. 
Ip. 33342:212-33342:340. 

-8511050011 Revised Table 111.3 to “1983 Annual Radiological Environ Rept” 

* Duquesne Light Co. 83/12/31. Ip. 33342:213-33342:213. 
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-8511050012 “1984 Annual Environ Rept Radiological-Vol 2." 

* Duquesne Light Co. 84/12/31. 129pp. 33342:214-33342:340. 


I. Financial information 


8511180774 Monthly operating rept for Aug 1 985.W/850906 Itr. 

SMITH.P.A., CAREY.J.J. Duquesne Light Co. 85/08/31. 7pp. 33499:220-33499:226. 

8511070553 “NPDES Discharge Monitoring Rept for Sept 1985.” W/851028 Itr. 
DEVOS, D.H. Duquesne Light Co. 85/09/30. VARGA, S. Operating Reactors Branch 1 
20pp. 33374:084-33374:103. 


S. Reportable occurrences, LERs & related correspondence 


8511040456 LER 85-01 6-00:on 85091 6, Loop B OT-Delta-T & OP-Delta-T bistables 
tripped w/Loop A bistables out of svc for maint. Caused by loose electrical tape which 
exposed cable shield & allowed grounding.W/851007 Itr. 

DRUGA.R.J., LACEY, W.S. Duquesne Light Co. 85/10/07. MURLEY.T.E. Reqion 1 
Office of Director. 4pp. 33306:060-33306:063. 

8511180140 LER 85-017-00:on 850926, delta-flux-out-of-band alarm received.Cause 
unknown.Plant variable computer (PVC) design being reviewed to determine what 
equipment w/PVC interfaces will require addl isolation. W/851028 Itr. 

DRUGA,R.J., LACEY, W.S. Duquesne Light Co. 85/10/28. MURLEY.T.E. Region 1 
Office of Director. 6pp. 33502:099-33502:104. 

8511050220 PNO-l-85-083:on 851 031, unmonitored release of 1,600 gallons radioactive 
water from Unit 1 boric acid holding tank occurred.Caused by personnel error.Leak 
isolated & sewers monitored. Unit 2 worker contaminated on shoe. 

TROSKOSKI.B., MEYER, G. Region 1, Office of Director. 85/10/31. Ip. 33327:279- 
33327:279. 

8511180511 LER 85-01 8-00:on 851004,w/unit at 40% power, first out annunciators & 
vital bus III inverter trouble alarm annunciated.Caused by misfiring silicon control recti- 
fier. Plant stabilized per emergency procedures. W/851 104 Itr. 

DRUGA,R.J., LACEY, W.S. Duquesne Light Co. 85/11/04. MURLEY.T.E. Region 1, 
Office of Director. 6pp. 33496:166-33496:171. 


V. Operator Examinations 


8511110247 Forwards financial info, including util 1984 Form 10-K, Sept 1985 quarterly 
financial rept & internal cash flow excluding retained earninqs for yr endinq 
850930, per 10CFR240.21. y 

WILLIAMS, J.W. Florida Power & Light Co. 85/11/04. SALTZMAN.J. Office of State 
Programs, Director. 80pp. 33393:080-33393:158. 


P. Operating license stag© documents & correspondence 


8511040034 Informs that Amend 8 to 850610 Topical QA Rept FPLTQAR 1- 
76A,updated by 850920 response to 850808 telcon request, satisfies 10CFR50,App B 
requirements.Rept acceptable. 

WALKER, R.D. Region 2, Office of Director. 85/10/18. WILLIAMS.J.W. Florida Power 
& Light Co. 2pp. 33308:182-33308:183. 

8511260223 Forwards proprietary XN-NF-85-85(P), “Steam Line Break Analysis for St 
Lucie Unit 1.” Rept conservatively models asymmetric physics of steam line break 
event. Rept withheld (ref 10CFR2.790). 

WILLIAMS.J.W. Florida Power & Light Co. 85/11/08. BUTCHER, E.J. Operating Reac- 
tors Branch 3. 2pp. 33610:001-33610:002. 


8511260312 Approves 851004 request to use alternative insp method to meet require- 
ments of ASME Code Section XI for inservice pressure tests, per review of HAFA Inti 
850404 topical rept. 

EISENHUT.D.G. Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/ 
08. WILLIAMS.J.W. Florida Power & Light Co. 3pp. 33639:350-33639:352. 


8511260439 Forwards Exxon Nuclear Co XN-NF-85-117, “St Lucie Unit 1 Revised 
LOCA-ECCS Analysis W/15% Steam Generator Tube Plugging,” in support of 851017 
proposed license amend re LHGR limits. 

WILLIAMS.J.W. Florida Power & Light Co. 85/11/08. BUTCHER, E.J. Operatinq Reac- 
tors Branch 3. Ip. 33615:296-33616:001. 


-8511260444 “St Lucie Unit 1 Revised LOCA-ECCS Analysis W/15% Steam Generator 
Tube Plugging.” 


JENSEN, S.E., HOLM.J.S., WARD.G.N. Exxon Nuclear Co., Inc. (subs, of Exxon Corp.), 
XN-NF-85-117. 85/11/05. 68pp. 33615:298-33616:002. 


8511260431 Forwards replacement & requalification training programmer Generic Ltr 
84-14.Program will only be audited to evaluate how regulatory requirements specified 
in CFR met.W/o end. 

CAREY.J.J. Duquesne Light Co. 85/05/28. MURLEY.T.E. Region 1, Office of Director. 
Ip. 33613:064-33613:064. 

8511110073 Forwards revised Chapter 2 of Vol 2, “Operations Training Program" & 
Chapter 12, “Simulator Training Program," per Generic Ltr 84-14.FSAR will be revised 
to reflect revised program as training program of record. 

CAREY.J.J. Duquesne Light Co. 85/10/30. THOMPSON.H.L. Division of Licensing 
(800428-851 124). 1 p. 33395:001-33395:258. 

-8511110076 Revised Chapter 2 of Vol 2, “Operations Training Program.” 

* Duquesne Light Co. 85/10/30. 130pp. 33395:002-33395:129. 

—8511110081 Revised Chapter 12 of Vol 2, “Simulator Training Programs." 

* Duquesne Light Co. 85/10/30. 129pp. 33395:130-33395:258. 

8511190369 Forwards best estimate of need for operator licensing & requalification 
exams during FY86-89, in response to Generic Ltr 85-18. 

CAREY.J.J. Duquesne Light Co. 85/11/07. BOGER.B. Operator Licensinq Branch. 
3pp. 33510:360-33510:362. 


Q. Inspection reports, IE Bulletins & correspondence 

8511010446 Ack receipt of 850828 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-335/85-16 & 50-389/85-16. 

WALKER, R.D. Region 2, Office of Director. 85/09/11. WILLIAMS.J.W. Florida Power 
& Light Co. Ip. 33292:361-33292:361. 

8511010426 Ack receipt of 851004 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-335/85-20 & 50-389/85-20. 

WALKER, R.D. Region 2, Office of Director. 85/10/21. WILLIAMS.J.W. Florida Power 
• & Light Co. Ip. 33298:187-33298:187. 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director's Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 

OOOCQ.H OO ' 


8510250546 IE Info Notice 85-084, “Inadequate Inservlce Testing of MSIVs." Svc list 
DOCKET 50-335 ST. LUCIE PLANT, UNIT 1 end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 

F. Security, medical, emergency & fire protection plans 33357:336. 


8511130165 Rev 30 to Emergency Plan Implementing Procedure 3100023E, “Onsite 
Emergency Organization & Roster." W/851 107 Itr. 

WILLIAMS.J.W. Florida Power & Light Co. 85/11/07. GRACE, J.N. Region 2, Office of 
Director. 18pp. 33426:239-33426:256. 

8511220511 Responds to 850820 Itr & 0926 meeting w/NRC re intake canal barrier & 
intrusion detection sys.Capability to detect penetrations of protected area & assuring 
integrity of barrier maintained insufficient. Extension denied. 

THOMPSON.H.L Division of Licensing (800428-851124). 85/11/14. WILLIAMS.J.W. 
Florida Power & Light Co. 5pp. 33585:330-33585:334. 

8511210172 Forwards response to SER open Items identified in NRC 850425 Itr re Reg 
Guide 1 .97 & Rev 1 to "Emergency Evaluation of Instrumentation Sys for Reg Guide 
1,97, Rev 3" for Units 1 & 3, respectively. 

WILLIAMS.J.W. Florida Power & Light Co. 85/11/18. BUTCHER, E.J. Operating Reac- 
tors Branch 3. 10pp. 33546:136-33546:291. 

-8511210179 “St Lucie Plant Unit 1 Engineering Evaluation of Instrumentation Sys for 
Reg Guide 1.97, Rev 3." 

* Florida Power & Light Co. 85/10/31. 73pp. 33546:146-33546:218. 

-8511210182 “St Lucie Plant Unit 2 Engineering Evaluation of Instrumentation Sys for 
Reg Gudie 1.97,Rev 3." 

* Florida Power & Light Co. 85/10/31. 73pp. 33546:219-33546:291. 


H. General correspondence 


8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 


8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. M 

JORDAN, EL. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 


8511260312 Approves 851004 request to use alternative insp method to meet require- 
ments of ASME Code Section XI for inservlce pressure tests, per review of HAFA Inti 
850404 topical rept 

EISENHUT.D.G. Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/ 
08. WILLIAMS.J.W. Florida Power & Light Co. 3pp. 33639:350-33639:352. 


8511180407 Requests extension of 10-yr inservice insp interval to 880211 as allowed in 
Section XI of ASME Code & Section B of 10CFR50.55a, "Codes & Stds.” Extension 
required due to outage for core barrel repair. 

WILLIAMS, J.W. Florida Power & Light Co. 85/11/13. BUTCHER, E.J. Operating Reac- 
tors Branch 3. Ip, 33495:230-33495:230. 


8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 


8511270114 Requests future correspondence re fee Invoicing for insp & enforcement & 
routine & reactive review costs be sent to J Williams at listed address. 

WILLIAMS.J.W. Florida Power & Light Co. 85/11/20. EISENHUT.D.G, Division of Li- 
censing (800428-851124). Ip. 33624:338-33624:338. 


8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 
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8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Peer Ooc i: ~c " Svc list end. 

JORDAN.E.L. Division c' I.-e-genc, : -:eparedness & Engineering Response (Post 
830103). 85/11/19. Ccnsci.o-^ed Eason Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN.E.L. Division c* Emercencv D reparedness & Engineering Response (Post 
830103). 85/11/19. Cc'^o'c «:JcJ Ed sen Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 

8511190004 Monthly operating repts for Aug 1985.W/850913 Itr. 

GRANT, N.W., WILLIAMS, J.W. Florida Power & Light Co. 85/08/31. 18pp. 33531:135- 
33531:152. 


S. Reportable occurrences, LERs & related correspondence 

8511130216 PNO-ll-85-105:on 851106,while removing core internals upper guide 
structure, one lifting rig attachment failed.Refueling operations halted w/structure in 
apparently stable position. NSSS vendor being contacted. 

GUENTHER, S., ELROD, S.A. Region 2, Office of Director. 85/11/06. Ip. 33427:230- 
33427:230. 

8511180245 LER 85-008-00:on 850929,25% time extension specified by Tech Specs for 
quarterly MSIV part-stoke surveillance test exceeded.Caused by personnel 
error.Surveillance performed. Operator counseled.W/851106 Itr. 

NARMI.C.L., WILLIAMS, J.W. Florida Power & Light Co. 85/11/06. 4pp. 33501:030- 
33501:033. 

8511190049 PNO-ll-85-105A:on 851109,minor damage to regular lifting rig identified fol- 
lowing lifting of core internals upper guide structure free of reactor vessel. Unusual 
-.■vcn! dodaieJ cr 551 4 Cc terminated. 

GLEN: -F!"!,S., DANCE. .-‘.C. Region 2, Office of Director. 85/11/12. 2pp. 33510:109- 
33510:110. 

8511270230 PNO-ll-85-110:on 851 1 19,Hurricane Kate centered slightly inland over 
north central Cuba, about 150 miles south of Key West, FL. Diesel generators at all 
three sites operable.Turkey Point declared unusual event on 851118. 

SARTOR, W. Region 2, Office of Director. 85/11/19. 2pp. 33626:329-33626:331. 
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F. Security, medical, emergency & fire protection plans 

8511060080 Forwards safety & safeguards insp fees for 841223-850330. 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROC2KA.E.J. Northeast Utilities. 85/10/23. License Fee Management Branch. 5pp. 
33345:342-33345:346. 

8511140128 Forwards rev to suitability, training & qualification plan. Rev withheld (ref 
10CFR73.21(b) & 2.790(a)). 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Northeast Utilities. 85/10/28. MURLEY.T.E. Region 1, Office of Director. 2pp. 
33449:076-33449:077. 

8511140136 Forwards rev to safeguards contingency plan.Rev withheld (ref 
10CFR73.21 & 2.790). 

OPEKA.J.F., SEARS, C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
OPEKA.J.F. Northeast Utilities. 85/10/30. MURLEY.T.E. Region 1, Office of Director. 
3pp. 33449:098-33449:100. 

8511190157 Forwards supplemental safety evaluation re review of 840312 & 0504 re- 
sponses to 830504 safety evaluation concerning inservice testing program.Relief 
granted from ASME Section XI, Subsections IWP & IWV for addl 6 months. 

BUTCHER, E.J. Operating Reactors Branch 3. 85/10/31. OPEKA.J.F. Northeast Nucle- 
ar Energy Co. (subs, of Northeast Utilities). 5pp. 33543:225-33543:235. 

-8511190169 Supplemental safety evaluation of 840312 & 0504 responses to 850504 
safety evaluation concerning inservice testing program. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/31. 6pp. 
33543:230-33543:235. 

8511270011 Forwards Rev 0 to emergency plan, responses to comments re Draft 3 to 
Rev 0 of emergency plan, list of offsite medical facilities & revised Table 5.1 re station 
emergency organization. 

OPEKA.J.F., BISHOP, R.W. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
OPEKA.J.F. Northeast Utilities. 85/10/31. BUTCHER, E.J. Operating Reactors Branch 
3. ZWOLINSKI.J.A. Operating Reactors Branch 5. YOUNGBLOOD, B.J. Licensing 
Branch 1 . 2pp. 33625:008-33625:322. 

-8511270012 Rev 0 to Millstone Nuclear Power Station emergency plan. 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 85/11/15, 600pp. 
33625:010-33625:322. 

8511180525 Corporate organization for nuclear incidents (CONI) procedure 
manual, including Rev 33 to table of contents, Rev 19 to CONI 1.02 re CONI & Rev 9 
to CONI 5.01 re on-calf technical support staff logistics.W/851 112 (tr. 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Utilities. 85/11/12. 
84pp. 33496:198-33496:281. 


8511190168 Revised emergency plan implementing procedurea.including Rev 3 to EPIP 
4001, “Director of Station Emergency Operations" & its*/ 2 \c EPIP 4002, “Manager 
of Radiological Consequence Assessment." W/851 1 1 1 Itr. 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKAJF 
Northeast Utilities. 85/11/14. 400pp. 33512:001-33512:332. 

8511260210 Rev 0 to emergency plan. 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 85/11/15. 250pp 
33607:001-33607:305. 


I. Financial Information 

8511040405 Advises that review of financial info for 1985 completed. Info satisfies re- 
quirements of 10CFR140.21 requiring that each licensee maintain approved guarantee 
of deferred premiums for operating reactor over 1 00 MW. 

SALTZMAN.J. Assistant Director for State & Licensee Relations. 85/10/30 
O'CONNOR.L.A. Northeast Utilities. Ip. 33309:321-33309:321. 


J. Insurance & indemnity information 

8511200106 Forwards Amend 16 to Indemnity Agreement B-39 & Certificates of Insur- 
ance M-1 03 & N-1 03. 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F, 
Northeast Utilities. 85/11/12. YOUNGBLOOD, B.J. Licensing Branch 1. 27pp 
33527:189-33527:215. 

8511210186 Forwards executed Certificate M-103 to MAELU Policy 1 & Certificate N- 
1 03 to NELIA Policy 1 . 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Northeast Utilities. 85/11/12. YOUNGBLOOD, B.J. Licensing Branch 1. 27pp. 
33547:200-33547:226. 

8511270231 Forwards Endorsements 106 & 95 to NELIA Policy NF-173 & MAELU 
Policy MF-52, respectively. 

GOLDEN, M.P. Marsh & McLennan, Inc. 85/11/21. SALTZMAN.J. Assistant Director 
for State & Licensee Relations. 3pp. 33627:079-33627:081. 


P. Operating license stage documents & correspondence 

8511010190 Forwards response to request for addl info re 850724 application fo revise 
Tech Specs on spent fuel storage capacity. 

OPEKA.J.F., MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). OPEKA.J.F. Northeast Utilities. 85/10/17. BUTCHER, E.J. Operating Reactors 
Branch 3. 51 pp. 33287:001 -33287:051 . 

8511060478 Discusses 831108 response to Generic Ltr 83-28, Items 3.1.3 & 3.2.3, 

“ Post-Mai nt Testing of Reactor Trip Sys Components & All Other Safety-Related 
Equipment.” Based on review.no test requirements identified that degrade safety. 
BUTCHER.E.J. Operating Reactors Branch 3. 85/10/24. OPEKA.J.F. Northeast Nucle- 
ar Energy Co. (subs, of Northeast Utilities). 2pp. 33369:288-33369:289. 

8511070325 Forwards safety evaluation re Change 1 of Rev 5 to Operating Procedure 
OP 2347B on operator guidance for protection of Class 1 E electric sys under degrad- 
ed grid conditions. Procedure acceptable. 

BUTCHER.E.J. Operating Reactors Branch 3. 85/10/28. OPEKA.J.F. Northeast Nucle- 
ar Energy Co. (subs, of Northeast Utilities). 2pp. 33379:108-33379:114. 

-8511070331 Safety evaluation of degraded grid voltage procedure. Revised Operator 
Procedure OP 2347B, Change 1 .provides acceptable procedures covering operator ac- 
tions required during degraded grid voltage conditions w/o LOCA conditions. 

* NRC - No Detailed Affiliation Given. 85/10/28. 5pp. 33379:110-33379:114. 

8511110304 Forwards addl info requested in Oct 1985 re util request to modify Tech 
Specs concerning spent fuel storage capacity. 

OPEKA.J.F., FEE.W.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
OPEKA.J.F. Northeast Utilities. 85/10/28. BUTCHER.E.J. Operating Reactors Branch 
3. 9 1 pp. 33386:083-33386: 1 74. 

8511070418 Forwards notice of consideration of issuance of amend to License DPR-65 
& proposed NSHC determination & opportunity for hearing re 850724 application to 
expand spent fuel pool storage capacity. 

OSBORNE, D. Operating Reactors Branch 3. 85/10/29. OPEKA.J.F. Northeast Nucle- 
ar Energy Co. (subs, of Northeast Utilities). Ip. 33385:174-33385:188. 

-8511070421 Notice of consideration of issuance of amend to License DPR-65 & pro- 
posed NSHC determination & opportunity for hearing.Amend authorizes licensee to in- 
crease spent fuel pool storage capacity from 667 to 1,112 storage locations. 
BUTCHER.EJ. Operating Reactors Branch 3. 85/10/29. 14pp. 33385:175-33385:188. 

8511040156 Requests that NRC issue certificates stating that facilities listed in end app 
in furtherance of abatement & control of pollution, by 851206.Proposed drafts of re- 
quired certificates end. 

OPEKA.J.F. Connecticut Light & Power Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Western Massachusetts Electric Co. (subs, of Northeast Utilities). OPEKA.J.F. North- : 
east Utilities. 85/10/30. DENTON, H.R. Office of Nuclear Reactor Regulation, Director 
(pre-851 1 25). 5pp. 33294:21 8-33294:222. 

8511190043 Forwards “Reactor Containment Bldg Integrated Leak Rate Test, 850614- 
1 6,” third test in first 10-yr inservice period. 

OPEKA.J.F., SEARS, C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). I 
OPEKA.J.F. Northeast Utilities. 85/11/01. BUTCHER.E.J. Operating Reactors Branch ; 
3. 2pp. 33510:111-33510:144. « 

I 

-8511190044 "Reactor Containment Bldg Integrated Leak Rate Test, 850614-16." 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 85/06/16. 32pp. ; 

33510:113-33510:144. 

8511130098 Comments on 850819 SER re steam generator tube insps & 
repairs.Chemical cleaning used to minimize further tube degradation.Eddy current test- 
ing improvement ancillary benefit SER conclusions remain valid. 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Northeast Utilities. 85/11/04. BUTCHER.E.J. Operating Reactors Branch 3. 2pp. 
33426:358-33426:359. 
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8511180530 Advises of intent to conduct Type “A” tests during Mar 1988, Jan 1991 & 
Mar 1995,per 10CFR50,App J, Section !II.A.6(a). Recent Type “A” test exceeds max 
leakage rate specified in Tech Specs.Schedule ensures primary containment integrity. 
OPEKA.J.F., MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). OPEKA.J.F. Northeast Utilities. 85/11/06. BUTCHER.E.J. Operating Reactors 
Branch 3. 2pp. 33496:298-33496:299. 

8511180697 Advises that response to Generic Ltr 83-28 incomplete. Addl info 
requested. Forwards draft “Review of Licensee & Applicant Responses to NRC Gener- 
ic Ltr 83-28...,” technical evaluation rept. 

ZWOLINSKI.J.A. Operating Reactors Branch 5. 85/11/06. OPEKA.J.F. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). 2pp. 33503:339-33503:358. 

“8511180707 Draft “Review of Licensee & Applicant Responses to NRC Generic Ltr 
83-28, (Required Actions Based on Generic Implications of Salem ATWS Events),ltem 
1 . 2 ...," technical evaluation rept. 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-82-096. 85/11/06. NRC - No Detailed Affiliation Given. 18pp. 33503:341- 
33503:358. 

8511210322 Forwards addl info re effects of loss of offsite power on steam generator 
tube rupture & main steam line break analyses. 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Northeast Utilities. 85/11/08. BUTCHER.E.J. Operating Reactors Branch 3. 14pp. 
33547:261-33547:274. 


Q. Inspection reports, IE Bulletins & correspondence 


8511060080 Forwards safety & safeguards insp fees for 841223-850330. 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Utilities. 85/10/23. Li- 
cense Fee Management Branch. 5pp. 33345:342-33345:346. 

8511050168 Forwards response to IE Bulletin 80-11 re masonry wall design.Three walls 
qualified using energy balance techniques.AII three walls reanalyzed using linear elas- 
tic working stress method. 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Northeast Utilities. 85/10/28. BUTCHER.E.J. Operating Reactors Branch 3. 5pp. 
33328:189-33328:193. 

8510250539 IE Bulletin 85-001, "Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR.J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, "Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511190157 Forwards supplemental safety evaluation re review of 840312 & 0504 re- 
sponses to 830504 safety evaluation concerning inservice testing program.Relief 
granted from ASME Section XI, Subsections IWP & IWV for addl 6 months. 
BUTCHER.E.J. Operating Reactors Branch 3. 85/10/31. OPEKA.J.F. Northeast Nucle- 
ar Energy Co. (subs, of Northeast Utilities). 5pp. 33543:225-33543:235. 

“8511190169 Supplemental safety evaluation of 840312 & 0504 responses to 850504 
safety evaluation concerning inservice testing program. 

* Office of Nuclear Reactor Regulation, Director (pre-851 125). 85/10/31. 6pp. 
33543:230-33543:235. 

8511130098 Comments on 850819 SER re steam generator tube insps & 
repairs.Chemical cleaning used to minimize further tube degradation. Eddy current test- 
ing improvement ancillary benefit SER conclusions remain valid. 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Northeast Utilities. 85/11/04. BUTCHER.E.J. Operating Reactors Branch 3. 2pp. 
33426:358-33426:359. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 


8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 


8511040046 “Annual Environ Operating Rept.Part B.1984." W/850327 ltr, 
COUNSIL.W.G. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
COUNSIL.W.G. Northeast Utilities Service Co. (subs, of Northeast Utilities). 84/12/31. 
MURLEY.T.E. Region 1, Office of Director. 100pp. 33307:129-33307:236. 

8511040093 “Millstone Point Site, Radiological Environ Monitoring Program Annual Envi- 
ron Operating Rept.Part B.1984 ” W/850327 ltr. 

COUNSIL.W.G. Northeast Utilities Service Co. (subs, of Northeast Utilities). 84/12/31. 
MURLEY.T.E. Region 1, Office of Director. 100pp. 33306:216-33306:321. 

8511200014 Monthly operating rept for Aug 1985.W/850913 ltr. 

NERON.G., ROMBERG, W.D. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). ROMBERG, W.D. Northeast Utilities. 85/08/31. 15pp. 33556:100-33556:114. 


S. Reportable occurrences, LERs & related correspondence 

8511060282 Summary of Operating Reactors Events Meeting 85-19 on 851007 w/ofc 
directors.div directors & representatives on events which occurred since last meeting 
on 851007. 

CRUTCHFIELD, D. Assistant Director for Safety Assessment. 85/10/21. 
THOMPSON, H.L. Division of Licensing (800428-851124). 24pp. 33371:015-33371:038. 

8511180177 LER 85-01 5-00:on 851 008, no sample flow from radmonitor 

discovered.Caused by low flow switch FIS8262 stuck in nonalarming position, closed 
suction valve 2-EB-89 & failure of operator to verify proper radmonitor flow.W/851 107 
ltr. 

DESLANDES.K.D., ROMBERG, W.D. Northeast Nuclear Energy Co. (subs, of North- 
east Utilities). ROMBERG, W.D. Northeast Utilities. 85/11/07. 3pp. 33502:144- 
33502:146. 

8511180426 PNS-l-85-015:on 851 11 3, handgun found in driver attache case of tractor- 
trailer exiting plant protected area.Handgun not discovered during entry search.Driver 
released under personal recognizance. 

MADDEN.B., KEIMIG,R. Region 1, Office of Director. 85/11/14. Ip. 33495:213- 
33495:213. 


T. Hearing transcripts on non-antitrust matters 


8511220249 Transcript of ACRS Subcommittee on Millstone Units 1,2 & 3 851118 
meeting in Waterford, CT.Pp 1-103.Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 85/11/18. 158pp. 33568:065- 
33568:223. 

8511260550 Transcript of ACRS Subcommittee on Millstone Units 1,2 & 3 851119 
meeting in Waterford, CT.Pp 104-313.Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 85/11/19. 250pp. 33614:173- 
33615:155. 


Y. Dry Cask Independent Spent Fuel Storage Installations 

8511120093 Summary of 851029-30 meeting w/DOE & BNWL in Seattle, WA re com- 
merical spent fuel mgt program. 

ROBERTS, J.P. Advanced Fuel & Spent Fuel Licensing Branch. 85/11/06. 
ROUSE, L.C. Advanced Fuel & Spent Fuel Licensing Branch. 2pp. 33433:311- 
33433:312. 


DOCKET 50-338 NORTH ANNA POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8511040466 Confirms 850930 telcon re 851022 enforcement conference at Region II 
ofc concerning security issue & results of Ofc of Investigations Rept 2-84-01 5.Pro- 
posed meeting agenda end. 

GRACE, J.N. Region 2, Office of Director. 85/10/08. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 33306:054-33306:055. 

8511140287 Advises that 850830 Rev 9 to guard training & qualification plans consist- 
ent w/provisions of 10CFR50.54(p) & acceptable. Rev 9 cover sheet for North Anna 
plan should be submitted. 

WALKER, R.D. Region 2, Office of Director. 85/10/31. STEWART.W.L Virginia Power 
(Virginia Electric & Power Co.). 3pp. 33457:144-33457:146. 

8511180720 Forwards SSER re open items in procedures generation package for emer- 
gency operating procedures (EOP).Program for preparing & implementing upgraded 
EOP meets Suppi 1 to NUREG-0737, Section 7 & Generic Ltr 82-33 & acceptable. 
VARGA, S.A. Operating Reactors Branch 1. 85/11/05. STEWART.W.L Virginia Power 
(Virginia Electric & Power Co,). 3pp. 33503:166-33503:172. 
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-8511130727 SSER concluding that util 850207 & 0531 submittals re procedures gen- 
TI. .Z Z-Z’ZZ-Z :c:r=::rc c'ccedures meet requirements of Suppl 1 to 

■ r . = : r - '.z Z-tr.z^z s: ;r. Giveasi/il/OS. 4pp. 33503:169-33503:172. 

8511200212 Revised emergency plan implementing proc 5 dures,inc|iiding Rev 9 to Pro- 
cedure EPIP-3.G4, “Activation of Local Operations racility & Rev 5 to 

rrccedure EPIP-4.03, Dose -s5c;53..i-. j. ■■ ■_ GRACE JN 
S~EV/AR7,VV._. Virginia Powe-' (V : : cin.a -.ec.ric c= -ows ^o.). 85/1 1/Uo. urtAU/t,j.iN. 
Rec-cr 2. Cmce of Director. '."5pp 53529:052-3352S-350. 

8511130066 Advises that portions of 850920 Revs 13 &14 to Surry 

Power 

334 PS: 155-33493:197. 

8511220162 Revises 851021 request for schedular exemption from 10CFR50.12,App R 
mods.Mcds w :, l be completed durr.g c'esent outage, w/ exception of Item 1.6 re pres- 

sur.zer PORV.StaiLS of c..:s:andirg Aoo R mods end. 

Virginia Power (Virginia Electric & Power Co.). 85/11/14. 
D E.\TC.\ Office of Nuclear Reactor ^v-cJatior. D , ' 2 ctor . (pre-851 1 25). 

EL'-C.-ER-E.... Operating Reactors Branch 3. 3pp r-.?566 

8511220312 Revises 851015 request for extension until sixth refueling outage to com- 
plete Reg Guide 1 .97 & S D DS Sevens 1 previously icentmsd items may 

Z. s --■jjt-.T-f durino v- S:s’4 S ; commitments end. 

s“- / Virginia “Cv.e' r *■ ec/ p & Power Co.). 85/11/14. 

7 Office of Nuclear Heacior Regulation, Director (pre-851 125). 

THOMPSON, H.L. Division of Licensing (800428-851124). 5pp. 33570:112-33570:116. 

8511250292 Forwards Insp Repts 50-338/85-24 & 50-339/85-24 on 850909-13 & notice 

5 RDvVN T ee, /._ Rec ! o r 2, Office of Director. 85/11/14. STEWART, W.L. Virginia 
Power i Virginia Electric &■ Power Co.). 2pp. 33618:196-33618:235. 

-8511250296 Notice of deviation from hsr y FETED9- J G 
* Region 2, Office of Director. 85/11, -'S- 1 96-226 ■= 


-8511120341 Amends 70 & 56 to Licenses NPF-4 & NPF-7, respectively, revising Tech 
Specs to change allowable time for inoperability of redundant svc water headers from 

BUTCHER 8 EJ. Operating Reactors Branch 3. 85/10/25. 10pp. 33441:349-33441:358 

-8511120344 Safety evaluation supporting Amends 70 & 56 to Licenses NPF-4 & NP5- 
7 respectively. 

*’ office of Nuclear Reactor Regulation, Director (pre-851 125). 85/10/25. 4pp. 
33441:359-33441:362. 

8511190444 Forwards SER re util 831104 response to Generic Ltr 83-28 concerning 
Items 3.1.3 & 3.2.3, ‘‘Post-Maint Testing.” Response acceptable. 

VARGA, S ' O; "fit-re Reactors Branch 1. 85/10/31. CAREY, J.J. Duquesne Light 
Co. 3pp. :J3:>C : -'22G4:Sr:i- 

-8510280480 “Conformance to Generic Ltr 83-28, Items 3.1.3 & 3.2.3, Beaver Valley 
Unit 1 .North Anna Units 1 & 2 & Surry Units 1 & 2.” 

- ! hRO’ DS r N R FCf?C: Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. 85/09/30 
. \ .on Given. 10pp. 33194:014-33194:016. 

8511210207 Informs of GDC 17 mod status.Several motor operated valves will be 
tested to resolve analysis data vs plant performance data questions during present 
refueling outage.Testing will take approx 2 wks to complete. 

STEWART, W.L Virginia Power (Virginia Electric & Power Co.). 85/11/15 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851 125) 

BUTCHER, E.J. Operating Reactors Branch 3. 2pp. 33546:055-33546:056. 

8511210213 Revised application for amend to License NP C -l.p'cpofiinq Tech Spec 
changes to triaxial response-spectrum recorders to correct « ' o-f. L;r insti ..iment -iingu 
& test'no reou'rements. 

S" AR~ Virginia Power (Virginia Electric & Power Co.). 85/11/15 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851 1251 

BUTCHER, E.J. Operating Reactors Branch 3. 3pp. 33547:250-33547:259. 

-8511210216 Proposed Tech Spec changes to triaxial response-spectrum recorder;] 
correcting errors for instrument range £. losing roquirements.Safety evaluation end 
* Virginia Power (Virginia Electric & Rower .'.Jo.;. 8-, .'11/15. 7pp. 33547:253-33547:259 


-8511250299 Special Insp Repts 50-338/85-24 & 50-339/85-24 on 850909-13. Devi- 
ation noted:installed fire stop penetration shields did not have fire seal damming matl 
in place. 

MILLER, W.H., WISEMAN, G.R., TAYLOR, P.A. Region 2, Office of Director. 85/11/04. 
37pp. 33618:199-33618:235. 

8511250028 Application to amend Licenses NPF-4 & NPF-7, modifying License Condi- 
tion 2.E to ref latest authorized rev of Commission approved site security, safeguards 
cortinaencv & guard training & qualification plans.Fee paid. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 85/11/19. 
DENTON.H.R. Office of Nuclear Reactor Regulation Director (pre-851 125). 
BUTCHER, E.J. Operating Reactors Branch 3. 4pp. 33592:025-33592:034. 

-8511250031 Proposed Tech Spec changes, supporting amend to Licenses NPF-4 & 
NPF-7,modifying License Condition 2.E to ref latest rev to site security, safeguards 
cc“t ! r.r,o-“ov & cuard trairinc & Qualifications plans. 

" / rr-a =>**.“• (v.rgiria Electric E Power Co.). 85/11/19. 6pp. 33592:029-33592:034. 

8511270196 Informs that rev to corporate emergency plan meets stds of 
10CFR5O.47(b) & requirements of 1QCFR50,App E. 

BROWNLEE.V.L. Region 2, Office of Director. 85/11/20. STEWART, W.L. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 33626:339-33626:340. 


G. Adjudicatory correspondence 

8511050214 Memorandum & order affirming ASLB 850903 initial decision authorizing di- 
rector of NRR to issue license amend for North Anna to permit receipt & storage of 
500 spent fuel assemblies from Surry Power Station.Served on 8511 01 . 

SHOEMAKER, C.J. Atomic Safety and Licensing Appeal Panel. #485 063. 85/11/01. 
Office of Nuclear Reactor Regulation, Director (pre-851 125). 2pp. 33327:280- 
33327:281. 


P. Operating license stage documents & correspondence 

8511010535 Forwards summary of 850823 meeting w/util in Atlanta, GA re development 
of scaling factors for 10CFR61.55 compliance on classification of radwaste scheduled 
for burial. 

WALKER.R.D. Region 2, Office of Director. 85/09/12. STEWART, W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 33292:247-33292:250. 


8511220309 Forwards response guidance & addl info for Items 2.1, 2.2.2, 4.5.2 & 4,5 o 
of Generic Ltr 83-28 re equipment classification & vendor interface & reactor trip sy;> 
reliability, per 850912 request. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 85/11/10 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851 125) 
BUTCHER, E.J. Operating Reactors Branch 3. 7pp. 33570:131-33570:137. 

8511250028 Application to amend Licenses NPF-4 & NPF-7, modifying License Crm : 
tion 2.E to ref latest authorized rev of Commission approved site socurily.safoguar:: 
contingency ft guard training & qualification plans.Fee paid. 

STEWART. a _. V.igmic Power (Virginia Electric & Power Co.). 85/11/19 

DENTON H.P. O'fico of Nuclear Reactor Regulation, Director (pre-851 125i 

BU'C' En.E.J Operei-j.-sij Reactors Branch 3. 4pp. 33592:025-33592:034. 

-8511250031 Proposed Tech Spec changes, supporting amend to Licenses NPF-4 ti 
NPF-7, modifying License Condition 2.E to ref latest rev to site security, safeguards 
contingency & guard training & qualifications plans. 

* Virginia Power (Virginia Electric & Power Co.). 85/1 1/19. 6pp. 33592:029-33592:03'1 

8511250319 Forwards addl reactor sys transient nr-r.v.vor. r r- comparison of RETRANO’ 
& RETRAN02 computer code results.Approva; .... \ ' ' Rept VEP-FRD-41A 5 
SER in future licensing applications for facilities requested. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 85/11/19. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851 125; 

THOMAS, C.O. Standardization & Special Projects Branch. 39pp. 33594:2 
33594:316. 

8511250371 Forwards addl info re reactor containment bldg integrated leak rate tt*Y 
rept. Description & analysis of identified leakage, repair & adjustment, as-found contain- 
ment conditions & proposed integrated leak rate test schedule end. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 85/11/19 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851 1251 

BUTCHER, E.J. Operating Reactors Branch 3. 150pp. 33596:125-33596:200. 

8511260007 Responds to 851023 request for addl info re proposed core uprate.Duo U; 
response requiring addl safety analysis, schedule may not be met.Response expects 
by 860215. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 85/11/2: 

DENTON.H.R. Office of Nuclear Reactor Requiation, Director (pre-851 125: 

BUTCHER, E.J. Operating Reactors Branch 3. 2pp. 33606:334-33606:335. 


-8511010539 Summary of 850823 meeting w/ut' 1 i n Atlsmta.GA re development of scal- 
ing factors for 10CFRSV25 coToliar.cc-. Acmclancc- ha: erd. 

REVSIN.B.K. Region ?. Office- o J D'gc:.t. 85 '09/05 Reg cr 2, Office of Director. 2pp. 
33292:249-33292:250. 

8511070192 Forwards Amend 69 & 55 to Licenses NPF-4 & NPF-7, respectively & 
safety evaluation. Amends revise Tech Spec 3/4.2.3 by eliminating rod bow penalty on 
nuclear enthalpy hot channel factor. 

ENGLE.L.B. Operating Reactors Branch 3. 85/10/24. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 33380:336-33380:359. 

-8511070196 Amends 69 & 55 to Licenses NPF-4 & NPF-7, respectively, revising Tech 
Spec 3/ 4.2.3 by eliminating rod bow penalty on nuclear enthalpy hot channel factor 
through use of improved fuel rod bowing evaluation methodology. 

BUTCHER, E.J. Operating Reactors Branch 3. 85/10/24. 19pp. 33380:338-33380:355. 


8511260441 Notifies that response to Generic Ltr 83-28, Items 3.1.3 & 3.2.3 re per 
maint testing requirement adequate.No requirements identified in Tech Spec that ev 
grade safety. Review of items complete. 

BUTCHER, E.J. Operating Reactors Branch 3. 85/11/21. STEWART.W.L Virgin- ■. 
Power (Virginia Electric & Power Co.). 2pp. 33635:222-33635:223. 


Q. Inspection reports, IE Bulletins & correspondence 

8511010440 Confirms RJ Hardwick 850906 telcon w/SA Elrod re 850924 enforcemtm 
conference in Atlanta, GA to review results of Ofc of Investigations Rept 2-84-01 *; ^ 
facility.Proposed meeting agenda end. 

GRACE, J N. Region 2, Office of Director. 85/09/12. STEWART.W.L Virginia Paw; - 
(Virginia Electric & Power Co.). 2pp. 33298:165-33298:166. 


-8511070205 Safety evaluation supporting Amends 69 & 55 to Licenses NPF-4 & NPF- 
7, respectively. 

* Office of Nuclear Reactor Regulation, Director (pre-851 125). 85/10/24. 4pp. 
33380:356-33380:359. 

8511120333 Forwards Amends 70 & 56 to Licenses NPF-4 & NPF-7, respectively & 
safety eva!uation.Amends revise Tech Specs to change allowable time for inoperability 
of redundant svc water headers from 72 h to 168 h.subj to listed conditions 
ENGLE, LB. Operating Reactors Branch 3. 85/10/25. STEWART.W.L. Virqinia Power 
(Virginia Electric & Power Co.). 2pp. 33441:347-33441:362. 


8511010355 Ack receipt of 850919 ltr informing NRG of steps taken to correct violate 
noted in Insp Repts 50-338/85-18 & 50-339/85-1 Supplemental response to 8509 *." 
ltr requested by 851 1 1 5. 

BROWNLEE.V.L Region 2, Office of Director. 85/10/17. STEWART.W.L Virgin- 1 
Power (Virginia Electric & Power Co.). 1 p. 33298:347-33298:347. y 




-- ... -- . g U llliuimuiu I'lnu I 

noted in Insp Repts 50-338/85-19 & 50-339/85-19 
BROWNLEE.V.L Region 2, Office of Director. 85/10/18. STEWART.W.L. Vim, r 
Power (Virginia Electric & Power Co.). Ip. 33298:167-33298:167, y 
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8511040419 Responds to NRC 850919 Itr re violations noted in Insp Repts 50-338/85- 
16 & 50-339/85-1 6. Due to administrative error, observations directive to resolve valve 
lineup problem on casing cooling subsystem not issued until 851014. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 85/10/21. GRACE, J.N. 
Region 2, Office of Director. Ip. 33297:158-33297:158. 

8511060281 Forwards Insp Repts 50-338/85-25 & 50-339/85-25 on 850916-25 & notice 
of violation. 

BROWNLEE, V.L. Region 2, Office of Director. 85/10/22. STEWART, W.L. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 33356:1 15-33356:129. 

-851106028® Notice of violation from insp on 850916-25. 

* Region 2, Office of Director. 85/10/22. Ip. 33356:117-33356:117. 

-8511060293 Insp Repts 50-338/85-25 & 50-339/85-25 on 850916-25. Violation 
noteddailure to have adequate procedures to meet effluent analytical measurement 
requirements. 

KUZO.G.B., CLINE, W.E. Region 2, Office of Director. 85/10/10. 12pp. 33356:118- 
33356:129. 

8511050327 Forwards Insp Repts 50-338/85-26 & 50-339/85-26 on 850902-1006 & 
notice of violation. 

WALKER, R.D. Region 2, Office of Director. 85/10/25. STEWART, W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 33341:261-33341:273. 

“851105032® Notice of violation from insp on 850902-1006. 

* Region 2, Office of Director. 85/10/25. Ip. 33341:263-33341:263. 

-8511050332 Insp Repts 50-338/85-26 & 50-339/85-26 on 850902-1006. Violation 
noted:failure to comply w/requirements of Tech Spec 6.8.1 re procedures for main- 
taining tagging & locking of equipment. 

BRANCH, M.W., LUEHMAN.J.G., ELROD, S. Region 2, Office of Director. 85/10/24. 
1 0pp. 33341 :264-33341 :273. 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR, J.M. Director's Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:27 7. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103), 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511110256 Forwards response to NRC 850919 Itr re violations noted in Insp Repts 50- 
338/85-22 & 5Q-339/85-22.Corrective actions: Tech Spec 3.0.3 finalized w/ assistance 
from vendor & initiated & Station Procedure 5.4 revised. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 85/10/31. GRACE, J.N. 
Region 2, Office of Director. 4pp. 33395:317-33395:320. 

851 101 0020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511250292 Forwards Insp Repts 50-338/85-24 & 50-339/85-24 on 850909-13 & notice 
of deviation. 

BROWNLEE, V.L Region 2, Office of Director. 85/11/14. STEWART, W.L. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 33618:196-33618:235. 

-8511250296 Notice of deviation from insp on 850909-13. 

* Region 2, Office of Director. 85/11/14. Ip. 33618:198-33618:198. 

-8511250299 Special Insp Repts 50-338/85-24 & 50-339/85-24 on 850909-13. Devi- 
ation notedrinstalled fire stop penetration shields did not have fire seal damming matl 
in place. 

MILLER, W.H., WISEMAN, G.R., TAYLOR, P.A. Region 2, Office of Director. 85/11/04. 
37pp. 33618:199-33618:235. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR.J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 


8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, :nc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, "Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 

8511270250 Forwards evaluation of util 850919 response to 850719 notice of violation 
& 851101 ack of util response.Violation valid. Corrective actions requested within 30 
days of receipt of Itr. 

BROWNLEE, V.L. Region 2, Office of Director. 85/11/20. STEWART.W.L. Virginia 
Power (Virginia Electric & Power Co.). 3pp. 33627:060-33627:062. 


R. Periodic operating reports & related correspondence 

8511190075 Forwards monthly operating repts for Aug 1985 & corrected monthly oper- 
ating rept for Unit 2 for Jul 1985. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 85/09/13. BEEBE, M.R. 
Office of Resource Management, Director. Ip. 33531:243-33531:257. 

-8511190080 Monthly operating repts for Aug 1985. 

GARNER, B. Virginia Power (Virginia Electric & Power Co.). 85/08/31. 13pp. 
33531:244-33531:255. 

-8511190085 Corrected monthly operating rept for Jul 1985. 

GARNER, B. Virginia Power (Virginia Electric & Power Co.). 85/07/31. 2pp. 33531:256- 
33531:257. 


S. Reportable occurrences, LERs & related correspondence 

8511040329 PNO-ll-85-100:on 851024,480-volt circuit breaker or associated compo- 
nents for one battery room exhaust ventilation fan failed, causing trip of another break- 
er. Plant gradually shut down. 

ELROD, S.A., BROWNLEE, V. Region 2, Office of Director. 85/10/24. 2pp. 33296:059- 
33296:060. 

8511060313 LER 85-015-00:on 850930,unit rampdown commenced after RCS leakages 
found.Caused by diaphragm failure on leak-off header isolation valve & elevated stem 
temp on RHR sys inlet isolation valve. Diaphragm & RHR valve repaired.W/851025 Itr. 
HARRELL.E..W, KANE.G.E. Virginia Power (Virginia Electric & Power Co.). 85/10/25. 
4pp. 33356:134-33356:137. 

8511210104 Summary of Operating Reactors Event Meeting 85-21 on 851028.List of 
attendees.events discussed & completion dates assigned end. 

CRUTCHFIELD, D. Assistant Director for Safety Assessment. 85/11/11. 
THOMPSON, H.L. Division of Licensing (800428-851124). 24pp. 33558:114-33558:137. 

8511250250 LER 85-010-01:on 850814,both pressurizer PORVs opened after reactor 
coolant pump start.Caused by operator adjustments to charging & letdown flow 
rates.Procedure to be revised to increase RCS temp.W/851 114 Itr. 

HARRELL.E.W. Virginia Power (Virginia Electric & Power Co.). 85/11/14. Record 
Services Branch (Document Control Desk). 3pp. 33617:348-33617:350. 

8511270110 LER 85-01 9-00:on 851 024, turbine trip initiated due to loss of reactor cool- 
ant pump motor cooling water flow & elevated motor bearing temps.Caused by fault in 
Battery Roomi-Ill supply for motor.Breaker tested.W/851120 Itr. 

HARRELL.E.W. Virginia Power (Virginia Electric & Power Co.). 85/11/20. 4pp. 
33711:149-33711:152. 
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F. Security, medical, emergency & lire protection plans 

8511040466 Confirms 850930 telcon re 851022 enforcement conference at Region II 
ofc concerning security issue & results of Ofc of Investigations Rept 2-84-01 S.Pro- 
posed meeting agenda end. 

GRACE, J.N. Region 2, Office of Director. 85/10/08. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 33306:054-33306:055. 

8511050343 Ack receipt of 851001 Itr confirming commitments made during App R insp 
on 850909-1 3 re inoperative remote pressurizer level indicator, per Insp Rept 50-339/ 
85-24. Proposed compensatory measures acceptable. 

WALKER.R.D. Region 2, Office of Director. 85/10/17. STEWART.W.L Virginia Power 
(Virginia Electric & Power Co.). Ip. 33341:244-33341:244. 

8511140287 Advises that 850830 Rev 9 to guard training & qualification plans consist- 
ent w/provisions of 10CFR50.54(p) & acceptable. Rev 9 cover sheet for North Anna 
plan should be submitted. 

WALKER, R.D. Region 2, Office of Director. 85/10/31. STEWART.W.L Virginia Power 
(Virginia Electric & Power Co.). 3pp. 33457:144-33457:146. 

8511180720 Forwards SSER re open items in procedures generation package for emer- 
gency operating procedures (EOP). Program for preparing & implementing upgraded 
EOP meets Suppl 1 to NUREG-0737, Section 7 & Generic Ltr 82-33 & acceptable. 
VARGA, S.A. Operating Reactors Branch 1. 85/11/05. STEWART.W.L Virginia Power 
(Virginia Electric & Power Co.). 3pp. 33503:166-33503:172. 

“8511180727 SSER concluding that util 850207 & 0531 submittals re procedures gen- 
eration package for emergency operating procedures meet requirements of Suppl 1 to 
NUREG-0737, Section 7 & Generic Ltr 82-33. 

* NRC - No Detailed Affiliation Given. 85/11/05. 4pp. 33503:169-33503:172. 

8511200212 Revised emergency plan implementing procedures, including Rev 9 to Pro- 
cedure EPIP-3.04, “Activation of Local Emergency Operations Facility” & Rev 5 to 
Procedure EPIP-4.03, “Dose Assessment....’’ W/851108 Itr. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 85/11/08. GRACE, J.N. 
Region 2, Office of Director. 1 75pp, 33529:062-33529:360. 
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8511180066 Advises that portions of 850920 Revs 13 & 14 to Surry & North Anna phys- 
ical security plans, respectively.consistent w/provisions of 10CFR50.54(p) & 

scccr tab's '-.zc.rr-'s.tcr* r--! Chance -vitoho'd f.-of 10CFR73.21). 

/. Foj C i:d; d '^5 ll 1 2 SI WART.W.L. Virginia Power 

(Virginia Electric & Power Co.). 3pp. 33493:195-33493:197. 

8511250292 Forwards insp Repts 50-338/85-24 & 50-339/85-24 on 850909-13 & notice 
of deviation. 

BROWNLEE.V.L. Region 2, Office of Director. 85/11/14. STEWART.W.L. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 33618:196-33618:235. 

--851 1250296 Notice of deviation from insp on 850909-13. 

* Region 2, Office of Director. 85/11/14. Ip. 33618:198-33618:198. 

-8511250299 Special Insp Repts 50-338/85-24 & 50-339/85-24 on 850909-13. Devi- 
ation noted:installed fire stop penetration shields did not have fire seal damming matl 
in place. 

MILLER.W.H., HUNT.M.D., CONLON.T.E. Region 2, Office of Director. 85/11/04. 
37pp. 33618:199-33618:235. 

8511250028 Application to amend Licenses NPF-4 & NPF-7 ~od : Vrc Lrorso Condi- 
tion 2.E to ref latest authorized rev of Commission approved s .o s-: sjrny.safcgc-ircs 
contingency & guard training & qualification plans.Fee paid. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 85/11/19. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 4pp. 
33592:025-33592:034. 

-8511250031 Proposed Tech Spec changes, supporting amend to Licenses NPF-4 & 
NPF-7, modifying License Condition 2.E to ref latest rev to site security.safeguards 
contingent & c.is-d & qualifications plans. 

* Virginia -"wc" V tr. Lieut r-c 3. Power Co.). 85/11/19. 6pp. 33592:029-33592:034. 

8511270196 informs that rev to corporate emergency plan meets stds of 
10CFR50.47(b) & requirements of 10CFR50,App E. 

BROWNLEE.V.L. Region 2, Office of Director. 85/11/20. STEWART.W.L Virginia 
Power (Virginia Electric & Power Co.). 2pp. 33626:339-33626:340. 


G. Adjudicatory correspondence 

8511050214 Memorandum & order a^irmr.c AS! ? 850903 initial decision authorizing di- 
rector of NRR to issue license arrienc ;o' Ncr:~. Anna to permit receipt & storage of 
500 spent fuel assemblies from Surry Power Station.Served on 851101. 
SHOEMAKER.C.J. Atomic Safety and Licensing Appeal Panel. #485 063. 85/11/01. 
Office of Nuclear Reactor Reaulstion. Director (pre-851125). 2pp. 33327:280- 
33327:281. 


P. Operating license stage documents & correspondence 

8511010535 Forwards summary of 850823 meeting w/util in Atlanta, GA re development 
of scaling factors for 10CFR61.55 compliance on classification of radwaste scheduled 
for burial. 

WALKER, R.D. Region 2, Office of Director. 85/09/12. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 33292:247-33292:250. 

-8511010539 Summary of 850823 meeting w/utii in Atlanta, GA re development of scal- 
ing factors for 10CFR61.55 compliance. Attendance list enci. 

REVSIN.B.K. Region 2, Office of Director. 85/09/05. Region 2, Office of Director. 2pp. 
33292:249-33292:250. 

8511070192 Forwards Amend 69 & 55 to Licenses NPF-4 & NPF-7, respectively & 
safety evaluation. Amends revise Tech Spec 3/4.2.3 by eliminating rod bow penalty on 
nuclear enthalpy hot channel factor. 

ENGLE, L.B. Operating Reactors Branch 3. 85/10/24. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 33380:336-33380:359. 

-8511070196 Amends 69 & 55 to Licenses NPF-4 & NPF-7, respectively, revising Tech 
Spec 3/4.2.3 by eliminating rod bow penalty on nuclear enthalpy hot channel factor 
through use of improved fuel rod bowing evaluation methodology. 

BUTCHER, E.J. Operating Reactors Branch 3. 85/10/24. 19pp. 33380:338-33380:355. 

-8511070205 Safety evaluation supporting Amends 69 & 55 to Licenses NPF-4 & NPF- 
7, respectively. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/24. 4pp. 
33380:356-33380:359. 

8511120333 Forwards Amends 70 & 56 to Licenses NPF-4 & NPF-7, respectively & 
safety evaluation. Amends revise Tech Specs to change allowable time for inoperability 
of redundant sve water headers from 72 h to 168 h.subj to listed conditions. 

ENGLE, L.B. Operating Reactors Branch 3. 85/10/25. STEWART.W.L Virginia Power 
(Virginia Electric & Power Co.). 2pp. 33441:347-33441:362. 

-8511120341 Amends 70 & 56 to Licenses NPF-4 & NPF-7, respectively, revising Tech 
Specs to change allowable time for inoperability of redundant sve water headers from 
72 h to 168 h. 

BUTCHER, E.J. Operating Reactors Branch 3. 85/10/25. 10pp. 33441:349-33441:358. 

-8511120344 Safety evaluation supporting Amends 70 & 56 to Licenses NPF-4 & NPF- 
7, respectively. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/25. 4pp. 
33441:359-33441:362. 

8511190444 Forwards SER re util 831104 response to Generic Ltr 83-28 concerning 
Items 3.1 .3 & 3.2.3, “Post-Maint Testing." Response acceptable. 

VARGA, S.A. Operating Reactors Branch 1. 85/10/31. CAREY, J.J. Duquesne Light 
Co. 3pp. 33534:228-33534:232. 

-8510280480 “Conformance to Generic Ltr 83-28, Items 3.1.3 & 3.2.3, Beaver Valley 
Unit 1, North Anna Units 1 & 2 & Surry Units 1 & 2," 

HAROLDSEN.R. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. 85/09/30. 
NRC - No Detailed Affiliation Given. 10pp. 33194:014-33194:016. 

8511220309 Forwards response guidance & addi info for items 2.1 ,2.2.2, 4.5.2 & 4.5.3 
of Generic Ltr 83-28 re equipment classification & vendor interface & reactor trip sys 
reliability.per 850912 request 

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 85/11/18. 
DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 
BUTCHER, E.J. Operating Reactors Branch 3. 7pp. 33570:131-33570:137. 


8511250028 Application to amend Licenses NPF-4 & NPF-7,modifying License Cm. 
tion 2.E to ref latest authorized rev of Commission approved she security, sa'sci.-v 
cc'-fncorcv & guard training & qualification plans.Fee paid. 

5 fF’ .L. Virginia Power (Virginia Electric & Power Co.). 85/11/ig 

DENTON.H.R. Office of Nuclear Reactor Peculation Dircctc- (pre-851125! 
BUTCHER, EJ. Operating Reactors Branch 3. 4pp L'tflv on 59 2.034 

-8511250031 Proposed Tech Spec changes, supporting amend to Licenses NPF-4 & 
NPF-7, modifying License Condition 2.E to ref latest rev to site security, safeguards 
contingency & guard training & qualifications plans. 

* Virginia Power (Virginia Electric & Power Co.). 85/11/19. 6pp. 33 5 92:029-33592:034. 

8511250319 Forwards addl reactor sys transient analyses re comparison of RETRANOi 
& RETRAN02 computer code results.Approval to ref Topical Rept VEP-FRD-41A & 
SER in future licensing applications for facilities requested. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 85/1 l/ig 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851125) 39nn 
33594:278-33594:316. 

8511250371 Forwards addl info re reactor containment bldg integrated leak rate lest 
rept. Description & analysis of identified leakage, repair & adjustment, as-found contain- 
ment conditions & proposed integrated leak rate test schedule end. 
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 85/11/19, 

DENTON.H.R. Office of Nuclear Reactor Regulation. Di'-ecto 1- (nre- fl 5 ,H ? e1, 

BUTCHER, E.J. Operating Reactors Branch 3. 150pp. :;:»£>:«!■ .25-33:596.26;: 

8511260007 Responds to 851023 request for addl info re proposed core uprate.Due to 
response requiring addl safety analysis, schedule may not be met. Response expected 
by 860215. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 85/11/21 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851125) 

BUTCHER, E.J. Operating Reactors Branch 3. 2pp. 33606:334-33606:335. 

8511260441 Notifies that response to Generic Ltr 83-28, Items 3.1.3 & 3.2.3 re post- 
maint testing requirement adequate.No requirements identified in Tech Spec that de- 
rade safety. Review of items complete. 

UTCHER.E.J. Operating Reactors Branch 3. 85/11/21. STEWART.W.L Virginia 
Power (Virginia Electric & Power Co.). 2pp. 33635:222-33635:223. 


Q. Inspection reports, IE Bulletins & correspondence 

8511010440 Confirms RJ Hardwick 850906 telcon w/SA Elrod re 850924 enforcement 
conference in Atlanta, G A to review results of Ofc of Investigations Rept 2-84-015 re 
facility. Proposed meeting agenda end. 

GRACE, J.N. Region 2, Office of Director. 85/09/12. STEWART.W.L Virginia Power 
(Virginia Electric & Power Co.). 2pp. 33298:165-33298:166. 

8511010355 Ack receipt of 850919 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-338/85-18 & 50-339/85-1 8.Supplemental response to 850919 
ltr requested by 851 115. 

BROWNLEE.V.L Region 2, Office of Director. 85/10/17. STEWART.W.L Virginia 
Power (Virginia Electric & Power Co.). 1 p. 33298:347-33298:347. 

8511050343 Ack receipt of 851001 ltr confirming commitments made during App R inso 
on 850909-13 re inoperative remote pressurizer level indicator, per Insp Rept 5C-339.' 
85-24. Proposed compensatory measures acceptable. 

WALKER, R.D. Region 2, Office of Director. 85/10/17. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 1 p. 33341 :244-33341 :244. 

8511010442 Ack receipt of 850927 itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-338/85-19 & 50-339/85-19. 

BROWNLEE.V.L. Region 2, Office of Director. 85/10/18. STEWART.W.L Virginia 
Power (Virginia Electric & Power Co.). Ip. 33298:167-33298:167, 

8511040419 Responds to NRC 850919 Itr re violations noted in Insp Repts 50-330/85- 
16 & 50-339/85-1 6.Due to administrative error, observations directive to resolve valve 
lineup problem on casing cooling subsystem not issued until 851014. 
STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 85/10/21. GRACE, J.N. 
Region 2, Office of Director. Ip. 33297:158-33297:158. 

8511060281 Forwards Insp Repts 50-338/85-25 & 50-339/85-25 on 850916-25 & notice 
of violation. 

BROWNLEE.V.L. Region 2, Office of Director. 85/10/22. STEWART.W.L Virginia 
Power (Virginia Electric & Power Co.). 2pp. 33356:115-33356:129. 

-8511060286 Notice of violation from insp on 850916-25. 

* Region 2, Office of Director. 85/10/22. Ip. 33356:117-33356:117. 

-8511060293 Insp Repts 50-338/85-25 & 50-339/85-25 on 850916-25. Violation 
noted:failure to have adequate procedures to meet effluent analytical measurement 
requirements. 

KUZO.G.B., CLINE, W.E. Region 2, Office of Director. 85/10/10. 12pp. 33356:118- 
33356:129. 

8511050327 Forwards Insp Repts 50-338/85-26 & 50-339/85-26 on 850902-1006 & 
notice of violation. 

WALKER, R.D. Region 2, Office of Director. 85/10/25. STEWART.W.L Virginia Power 
(Virginia Electric & Power Co.). 2pp. 33341:261-33341:273. 

-8511050332 Insp Repts 50-338/85-26 & 50-339/85-26 on 850902-1006. Violation 
noted:failure to comply w/requirements of Tech Spec 6.8.1 re procedures for main- 
taining tagging & locking of equipment. 

BRANCH, M.W., LUEHMAN.J.G., ELROD.S. Region 2, Office of Director. 85/10/24. 
10pp. 33341:264-33341:273. 

8510250539 IE Bulletin 85-001, "Steam Binding of Auxiliary Feedwater Pumps.” Sve list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks." Sve list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 
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8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357*200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511110256 Forwards response to NRC 850919 Itr re violations noted in Insp Repts 50- 
338/85-22 & 50-339/85-22.Corrective actions: Tech Spec 3.0.3 finalized w/assistance 
from vendor & initiated & Station Procedure 5.4 revised. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 85/10/31. GRACE, J.N. 
Region 2, Office of Director. 4pp. 33395:317-33395:320. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511250292 Forwards Insp Repts 50-338/85-24 & 50-339/85-24 on 850909-13 & notice 
of deviation. 

BROWNLEE, V.L. Region 2, Office of Director. 85/11/14. STEWART, W.L. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 33618:196-33618:235. 

-8511250296 Notice of deviation from insp on 850909-13. 

* Region 2, Office of Director. 85/11/14. Ip. 33618:198-33618:198. 

-8511250299 Special Insp Repts 50-338/85-24 & 50-339/85-24 on 850909-13. Devi- 
ation noted:installed fire stop penetration shields did not have fire seal damming matl 
in place. 

MILLER, W.H., WISEMAN, G.R., TAYLOR, P.A. Region 2, Office of Director. 85/11/04. 
37pp. 33618:199-33618:235. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR, J.M. Director's Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres." Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 

8511270250 Forwards evaluation of util 850919 response to 850719 notice of violation 
& 851101 ack of util response. Violation valid. Corrective actions requested within 30 
days of receipt of Itr. 

BROWNLEE, V.L. Region 2, Office of Director. 85/11/20. STEWART, W.L. Virginia 
Power (Virginia Electric & Power Co.). 3pp. 33627:060-33627:062. 


R. Periodic operating reports & related correspondence 

8511190075 Forwards monthly operating repts for Aug 1985 & corrected monthly oper- 
ating rept for Unit 2 for Jul 1985. 

STE-WART.W.L. Virginia Power (Virginia Electric & Power Co.). 85/09/13. BEEBE.M.R. 
Office of Resource Management, Director. Ip. 33531:243-33531:257. 

-8511190080 Monthly operating repts for Aug 1985. 

GARNER.B. Virginia Power (Virginia Electric & Power Co.). 85/08/31. 13pp. 
33531:244-33531:255. 

-8511190085 Corrected monthly operating rept for Jul 1985. 

GARNER, B. Virginia Power (Virginia Electric & Power Co.). 85/07/31. 2pp. 33531:256- 
33531:257. 


S. Reportable occurrences, LERs & related correspondence 

8511040381 PNO-Il~85-O95:on 851011, unit shut down following failure of one emergen- 
cy diesel generator to pass routine checks while down for maint.Restart procedures 
underway. Pistons & two cylinders replaced.Post-repair review & testing completed. 
BURGER, C., ELROD, S. Region 2, Office of Director. 85/10/15. 2pp. 33297:279- 
33297:280. 

8511180153 LER 85-01 0-00:on 851 008, emergency diesel generator (EDG) 2H removed 
from svc for maintDuring startup on 851010.EDG tripped on high crackcase 
pressure.Caused by cylinder & piston damagaAssemblies replaced.W/851107 Itr. 
HARRELL.E.W. Virginia Power (Virginia Electric & Power Co.). 85/11/07. 3pp. 
33502:114-33502:116. 
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F. Security, medical, emergency & fire protection plans 


8511260308 Revised emergency plan implementing procedures,including Rev 2 to EP- 
293, “Subsequent Notifications,” incorporating Procedure Change Request T2779 & 
Rev 2 to EP-202-4, “Personnel Monitoring TearmFunctions.” 

COFFIN, J., MILLER, W.E., COOLEY, MJ. Detroit Edison Co. 85/10/25. 43pp. 
33616:354-33617:034. 


8511180544 Revised emergency plan implementing procedures.including Rev 2 to EP- 
402, “Recovery," Rev 2 to EPA-2, “Periodic Review of Radiological Emergency Re- 
sponse Preparedness Procedures" & Rev 1 to EPA-5, “Emergency Equipment Inven- 
tory." 

COFFIN, J. Detroit Edison Co. 85/11/04. 19pp. 33497:161-33497:183. 

8511250107 Revised emergency plan implementing procedures.including Rev 2 to EPA- 
5 re emergency equipment inventory & Rev 2 to EP-501 re use of nuclear network 
during emergency/exercise. 

COFFIN, J., COOLEY, M.J., MILLER, W.E. Detroit Edison Co. 85/11/05. 44pp. 
33596:339-33597:022. 


8511250139 Revised emergency plan implementing procedures.including Rev 1 to EP- 
203-2, “Fire Brigade:Fire Involving Radiological Hazards" & Rev 3 to EP-204-2, 
“Damage Control & Rescue Team:Support Functions.” 

JONES, J.L., OVERBECK, G.R., ZAMBELLI.W.A. Detroit Edison Co. 85/11/05. 46pp. 
33591:304-33591:349. 


8511250253 Revised emergency plan implementing procedures.including Rev 1 to EP- 
205-2, “Security Force:Control of In-Plant Access...,” Rev 2 to EP-210-1, “Offsite Ra- 
diological Emergency...” & Rev 1 to EP-502, “Vehicle Monitoring...." 

* Detroit Edison Co. 85/11/05. 40pp. 33596:220-33596:258. 

8511250354 Revised emergency plan administrative procedures.including Rev 1 to EPA- 
7, “Emergency Call-Out ListrReview & Update" & Rev 2 to EPA-3, “Review & Rev of 
Radiological Emergency Response....” 

COFFIN, J., MILLER, W.E., COOLEY.M.J. Detroit Edison Co. 85/11/05. 18pp. 
33596:001-33596:018. 


8511110229 Forwards draft revised alternative shutdown sys procedures, including Rev 
0 to 44.110.20 re condensate storage tank level channel cafibr & Rev 0 to 44.110.21 
re standby feedwater flow channel calibr. 

JENS.W.H. Detroit Edison Co. 85/11/06. YOUNGBLOOD, B.J. Licensing Branch 1. 
2pp. 33396:014-33397:006. 

-8511110233 Revised draft alternative shutdown sys procedures.including Rev 0 to 
44.110.20 re alternative shutdown sys condensate storage tank level channel calibr & 
Rev 0 to 44.1 10.21 re standby feedwater flow channel calibr. 

* Detroit Edison Co. 85/11/06. 351pp. 33396:016-33397:006. 

8511250091 Revised emergency plan implementing procedures.including Rev 1 to EP- 
104, "Site Area Emergency,” Rev 1 to EP-102, “Unusual Event” & Rev 2 to EP-111, 
"Recovery Organization." 

* Detroit Edison Co. 85/11/06. 50pp. 33591:090-33591:139. 

8511260465 Emergency plan implementing procedures.including Rev 2 to EP-544 “Me- 
teorological Data Assessment..." & Rev 1 to EP-547, “Rapid Estimate of Core/Fuel 
Damage Based on Containment High-Range Radiation Monitor.” 

RANDAZZO.T., FOLTMAN.R.A., MACKENZIE, D.S. Detroit Edison Co. 85/11/12. 
36pp. 33616:140-33616:184. 


P. Operating license stage documents & correspondence 

8511010102 Informs of relocation of alarms to monitor water intrusion & low primary sys 
cover gas pressure to Unit 2 control room. Facility continuously manned under re- 
quirements of License NPF-43. 

* Detroit Edison Co. 85/10/24. ZWOLINSKI.J.A. Operating Reactors Branch 5. Ip. 
33288:092-33288:092. 

8511140094 Ack receipt of 851010 Itr describing reactor operations improvement 
plan.Quantitative criteria for measuring plan effectiveness necessary.Restart insp pro- 
gram planned to assess plan effectiveness prior to lifting 5% power limit. 
KEPPLER.J.G. Region 3, Office of Director. 85/11/08. JENS.W.H. Detroit Edison Co. 
2pp. 33449:242-33449:243. 

8511150008 Application for amend to License NPF-33, changing Tech Spec 3.10.5 to 
allow suspension of Tech Spec 3.6.S.2 & related instrument Tech Spec 3.3.7.S until 
completion of startup test program. 

JENS.W.H. Detroit Edison Co. 85/11/13. YOUNGBLOOD, B.J. Licensing Branch 1. 
5pp. 33465:335-33465:340. 

“8511150016 Proposed Tech Spec 3/4. 10.5, allowing suspension of Tech Specs 3.6.6.2 
& 3.3.7.S during performance of startup test program until 100% of rated thermal 
power trip tests completed or reactor operated for 120 EFPD. 

* Detroit Edison Co. 85/11/13. Ip. 33465:340-33465:340. 


Q. Inspection reports, 9E Bulletins & correspondence 


8510250539 IE Bulletin 85-001, "Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR.J.M. Director’s Office, Office of Inspection and Enforcement 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8511060324 Suppls 841126 response to violations noted in Insp Rept 50-341 /84-1 6.ln- 
stailation of fuel oil warmer on fuel oil supply to starting diesel for combustion turbine 
generators unnecessary based on location of components in heated area. 

JENS.W.H. Detroit Edison Co. 85/10/29. KEPPLER.J.G. Region 3, Office of Director. 
3pp. 33346:276-33346:278. 
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ITEMS 


8510250543 IE Info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks." Svc list 
end. 

JORDAN, E.L. Division of Em ergo -'ey Preparedness & Engineering Response (Post 
830103). 85/10/30. Eor.so. dateo Ed:scn Co. of New York, Inc. :36pn. 33358:003- 
33358:138. 

3510250546 IE Info Notice 85-084, "Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085. "Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction " Svc 
list end. 

JORDAN, E.L. Division o' Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Ocrsordated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511050036 Forwards Safety Insp Rept 50-341/85-45 on 851 008-09.No violation noted. 
HARP 'SON --rdc" 0 Office of Director. 85/10/31. JENS.W.H. Detroit Edison Co. 

2 PP . 

-8511050041 Insp Rept 50-341/85-45 on 851008-09.No violation or deviation 
noted. Major areas inspected:failure of 30-inch steam bypass line & licensee actions 
on previous insp findings. 

JACOBSON, J„ MUFFETT.J., DANIELSON, D. Region 3, Office of Director. 85/10/31. 
3pp. 33319:180-33319:182. 

8511010020 IE Info Notice 85-086, "Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN, E.L. Division of Er.-r-.-erc’. D -eparedness & Engineering Response (Post 
830103). 85/11/05. Cc"s::.:. J a:e:: Co. of New York, Inc. 139pp. 33385:198- 

33385:335. 

8511140094 Ack receipt of 851010 Itr desn-ibinq roacto- oooratiers imnrovement 
plan. Quantitative criteria for measuring plan i-^ccih/onoss n-.-cr.ssai\. Restart insp pro- 
gram planned to assess plan effectiveness or or :c iiting powo' i^: 

KEPPLER.J.G. Region 3, Office of Director 55. ! ■ ■ 08 \ r sS.Vi.H. Do:iou Edison Co. 
2pp. 33449:242-33449:243. 

8511140112 Forwards Operational Readiness Team Insp Rept 50-341/85-43 on 
850818-20 & 091 6-20. No violation noted.lnsp findings listed as program strengths & 
weaknesses & documented in end App A & Irrespectively. 

NORELIUS.C.E. Region 3, Office of Director. 85/11/08. JENS.W.H. Detroit Edison Co. 
4pp, 33449:228-33449:240. 

-8511140117 Operational Readiness Assessment Team Insp Rept 50-341/85-43 on 
850818-20 & 091 6-20. No violations, deviations or safety concerns noted.Major areas 
inspected:conduct of operations & corrective actions associated w/recent events. 
WRIGHT, G.C. Region 3. Office of Director. 85/11/08. 9pp. 33449:232-33449:240. 

8511140177 Forwards corrected Pages 2,13 & 15 to Safety Insp Rept 50-341/85-37 on 
850701-0930 due to errors in tracking numbers. 

CHRISSOTIMOS.N. Region 3, Office of Director. 85/11/08. JENS.W.H. Detroit Edison 
Co. Ip. 33449:322-33449:325. 

-8511140182 Corrected Pages 2,13 & 15 to Safety Insp Rept 50-341/85-37 on 850701- 
0930 re followup on inspector identified items & independent insp. 

* Region 3, Office of Director. 85/11/08. 3pp. 33449:323-33449:325. 

8511130441 IE Bulletin 85-003, "Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR, J.M. Director's Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, "Hazards of Inerting Atmospheres." Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

1511150107 IE Info Notice 85-088, "Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Dc~so!ida:ori Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, "Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, "Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


S. Reportable occurrences, LERs & related correspondence 

8511060282 Summary of Operating Reactors Events Meeting 85-19 on 851007 w/ofc 
directors, div directors & representatives on events which occurred since last meeting 
on 851007. 

CRUTCHFIELD, D. Assistant Director for Safety Assessment. 85/10/21. 
THOMPSON, H.L. Division of Licensing (800428-851124). 24pp. 33371:015-33371:038. 

8511120200 Amended final deficiency rept, Item 116 re potential design defect which al- 
lowed freezing of buried piping sys.lnitially reported on 8401 31. Constant flow of 0.1 
gpm through affected fire protection lines will be maintained. 

JENS.W.J. Detroit Edison Co. 85/10/23. KEPPLER.J.G. Region 3, Office of Director. 
2pp. 33428:045-33428:046. 


8511040223 LER 85-065-00:on 850928, reactor water cleanup isolation valves q 
pumps tripped.Caused by effects of increasing reactor coolant temp & 
heatup. instruments recalibr. Isolation alarm modified. W/851 023 Itr. ^brind 

BREGNI.L.P., LENART.R.S. Detroit Edison Co. 85/10/28. 3pp. 33306:323-333* 

6: 3 a s. 

8511070186 LER 85-068-00:on 85 1001, reactor feed pump turbine tripped at Lev e( 
point after pressure drop due to opening of turbine bypass valves.Caused by <* 8 Se t- 
nuity in potentiometer. Potentiometer replaced. W/851 030 Itr. Sc Onti- 

BREGNI.L.P., LENART.R.S. Detroit Edison Co. 85/10/30. 4pp. 33374:31 1-33a ? 


8511130001 Forwards input for App B of AO rept to Congress for Third q 
CY 85.lnfo re license suspensions, orders & new generic safety issues also enc| MtJ ^rter 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851 125). 85/, 
HELTEMES.C.J. AEOD, Director’s Office. 5pp. 33455:006-33455:024. 


-8510160384 Requests assistance to complete preparation of AO rept to Cong fe 
Third Quarter CY85. Proposes listed events for reporting. Response reque$t e Ss for 
851018. b y 

HELTEMES.C.J. AEOD, Director’s Office. 85/10/07. DENTON, H.R. Office of k,. 
Reactor Regulation, Director (pre-851 125). 14pp. 33455:011-33455:024. ^ear 


8511120202 LER 85-069-00:on 851 004, ventilation of torus & drywell per Sys Onc, r 
Procedure SOP 23.406, commenced.On 851 OOS.shift supervisor noted both flow 
in svc simultaneously violating Tech Spec 3.6. 1.8. Procedure modified.W/851104 r Q ths 
BREGNI.L.P., LENART.R.S. Detroit Edison Co. 85/11/01. 4pp. 33428:039-3342^ 

8511140359 LER 85-071-00:on 851011, full scram initiated on spurious reactor w 
Level 3 signal.No cause identified. Investigation of electronic monitoring of r w ©ter 
protection sys will be carried out to determine cause. W/851 107 Itr. ^ctef 

BREGNI.L.P., LENART.R.S. Detroit Edison Co. 85/11/07. 2pp. 33-150.072- 0 .... 

8511190465 LER 85-070-00:on 851 01 2, discovered that four drywell air samples j nv , vA 
due to shutdown of primary containment atmosphere noritorrg sys.Caused by fen d 
to verify sample pump & associated flow path ns 2 rn?A:.V- '.>:■■ .'II Itr. ai Ure 

BREGNI.L.P., LENART.R.S. Detroit Edison Co. 85/11/11. 5pp. 33531 :160-3353i. l64 

8511220049 LER 85-072-00:on 851 01 3, shutdown cooling isolation valve Eliponfl 
closed, causing RHR pump trip, closing RWCU isolation valve G33F004 & trbni n 
RWCU pumps.Caused by operator pulling fuses in wrong cabinet. W/851 1 1 1 Itr, n9 
BREGNI.L.P., LENART.R.S. Detroit Edison Co. 85/11/11. 4pp. 33584:289-33584:292 

8511210490 LER 85-073-00:on 851 01 4, full scram signal inputted to reactor protection 
sys.Cause undetermined. Investigation being performed to determine if intermittent 
electrical noise present. W/851 1 1 3 Itr. n 

BREGNI.L.P., LENART.R.S. Detroit Edison Co. 85/11/13. 3pp. 33577:359-33577:361. 

8511190445 PNO-lll-85-095:on 851 1 13, unusual noise & vibration observed in emergen- 
cy diesel generator.Operatcr manual!'/ ‘-oped diesel. Preliminary evaluation indicates 
damage to connecting rod oourr.q ; Oi upoo; crankshaft & upper piston skirt. 
WRIGHT.G., CHRISSOTIMOS.N. Region 3, Office of Director. 85/11/14 in 
33511:244-33511:244. 


8511250429 LER 85-074-0Q:on 851 01 9, portion of Div II ECCS & emergency diesel gen- 
erator relay logic actuated.causing core spray sys to inject water into reactor pressure 
vessel. W/851 116 Itr. 

BREGNI.L.P., LENART.R.S. Detroit Edison Co. 85/11/16. 4pp. 33617:262-33617:265. 

8511250040 PNO-lll-85-098:on 851 1 17, between 17,000 & 35,000 gallons of radioactive 
water released from ruptured seam in condensate storage tank.Water radioactivity 
less than 0.4% of regulatory limit for offsite release. 

WRIGHT.G., CHRISSOTIMOS.N. Region 3, Office of Director. 85/11/18. Ip. 
33592:186-33592:186. 


V. Operator Examinations 


8511040145 Forwards updated schedule for projected operator license & requalification 
exams, per Generic Ltr 85-18. 

JENS.W.H. Detroit Edison Co. 85/10/30. BOGER.B. NRC - No Detailed Affiliation 
Given. 3pp. 33294:230-33294:232. 


DOCKET 50-344 TROJAN NUCLEAR PLANT 
F. Security, medical, emergency & fire protection plans 


8511050109 Forwards detailed description of exercise scenario, anticipated util actions 
& controller/observer package data for 1985 radiological emergency P fan 
exercise.Substantive revs will be forwarded prior to 850927.W/O ends. 

WITHERS, B.D. Portland General Electric Co. 85/08/29. MARTIN J.B. Reqion 5, 0"ice 
of Director. Ip. 33320:243-33320:243. 


8511050034 Forwards revised pages to exercise scenario description, anticipated 
ee actions & controller/observer package data for radiological emergency plan 1 
exercise. Procedures EP-22 & EP-30 also encl.W/o ends. 

WITHERS, B.D. Portland General Electric Co. 85/09/27. MARTIN, J.B. Reqion 5, Off ,c © 
of Director. 1 p. 333 1 8:290-333 1 8:290. 


8511130222 Revised radiological emergency response plan impIeffl er, £E? 
procedures, including Rev 10 to EP-16, “Drills & Exercises” & Rev 4 to EP-29- 1, n ' 
structions for Use of Computer Terminal." 

* Portland General Electric Co. 85/10/28. 36pp. 33434:001-33434:036. 


8511130237 Advises that Rev 10 to Physical Security Plan PGE-1017 consistent 
visions of 10CFR50.54(p) & acceptable. Review of subsequent Rev 11 re sW ^ 
hatches in progress. t nrt 

SCHUSTER, M.D. Region 5, Office of Director. 85/11/05. WITHERS, B D P ort Q 
General Electric Co. 1 p. 33434:060-33434:060. 


851 1 130167 Advises that 850930 Rev 1 1 to Physical Security Plan PGE-1 01 7 co^ 0 * 
w/provisions of 10CFR50.54(p) & acceptable. 

SCHUSTER, M.D. Region 5, Office of Director. 85/11/07. WITHERS.B.D. 

General Electric Co. 2pp. 33426:237-33426:238. 
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8511220004 Notification of 851126 meeting w/util & NRC consultants in Columbia 
County, OR to discuss five requested exemptions from requirements of App R.Section 
III.G re fire protection for four affected areas. 

TOURIGNY.E. Operating Reactors Branch 3. 85/11/15. BUTCHER.E.J. Operatina Re- 
actors Branch 3. 2pp. 33603:338-33603:339. 

8511250098 Notifies that Amend 2 to DCRDR summary rept will be submitted by 
851231 .per 850724 Itr.to allow review of incomplete elements previously identified in 
SER. 

WITHERS.B.D. Portland General Electric Co. 85/11/18. BUTCHER.E.J. Operatinq Re- 
actors Branch 3. Ip. 33592:022-33592:022. 

8511260159 Advises that isolation capability of Control Room Normal Ventilation Sys 
CB-2 adequate.No mods required to meet intent of NUREG-0737,Action Item III.D.3.4, 
“Control Room Habitability” & GDC 19 based on listed reasons. 

WITHERS.B.D. Portland General Electric Co. 85/11/21. BUTCHER.E.J. Operating Re- 
actors Branch 3. 4pp. 33609:316-33609:319. 


P. Operating license stage documents & correspondence 


Q. Inspection reports, IE Bulletins & correspondence 

3S11C4C014 Forwards Insp Rept 50-344/85-31 on 850909-27.No violations noted. 
WEMSLAWSKI.F.A. Region 5. Office of Director. 85/10/18. WITHERS.B.D. Portland 
General Electric Co. Ip. 33308:187-33308:193. 

-8511040015 Insp Rept 50-344/85-31 on 850909-27.No noncompliance noted. Major 
areas inspectedxonfirmatory split sample measurements of gamma emitting radionu- 
clides in gas, liquid, charcoal & particulate samples. 

HAMADA.G.H., NELSON, G.B., YUHAS.G.P. Region 5, Office of Director. 85/10/17. 
6pp. 33308:188-33308:193. 

8511140207 Forwards Insp Rept 50-344/85-32 on 850831-1002 & notice of violation. 
KIRSCH.D.F. Region 5, Office of Director. 85/10/23. WITHERS.B.D. Portland General 
Electric Co. Ip. 33467:152-33467:162. 

-8511140213 Notice of violation from insp on 850831-1002. 

DODDS, R.T., KIRSCH.D.F. Region 5, Office of Director. 85/10/23. .Ip. 33467:153- 
33467:153. 


8511060258 Informs of completion of program re superheated blowdowns outside 
containment.Temp envelopes for each plant to be established within min of 90 
days.List of equipment potentially affected by envelopes expected within 60 days. 
CERMAK.J.O. Westinghouse Operating Plants Owners Group. 85/10/28. 
WIGGINTON.D.L. Office of Nuclear Reactor Regulation, Director (pre-851125). Ip. 
33346:184-33346:184. 

8511010160 Forwards application for amend to License NPF-1, consisting of License 
Change Application 134, revising Tech Specs to increase min water level to be main- 
tained in condensate storage tank to 70%. Fee paid. 

WITHERS.B.D. Portland General Electric Co. 85/10/29. BUTCHER.E.J. Operating Re- 
actors Branch 3. Ip. 33286:319-33286:329. 


—8511140224 Insp Rept 50-344/85-32 on 85083 1-1 002. Violation noted: instrument 
calibr data sheets for pressurizer pressure transmitters did not state that hydrostatic 
head of water in sensing line not considered for calibr. 

RICHARDS.S.A., KELLUND.G.C., DODDS.R.T. Region 5, Office of Director. 85/10/22. 
9pp. 33467:154-33467:162. 

8511010170 Ack receipt of 850926 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-344/85-20. Documentation re component cooling water safety 
Valve PSV-3323A repairs requested. 

KIRSCH.D.F. Region 5, Office of Director. 85/10/28. WITHERS.B.D. Portland General 
Electric Co. Ip. 33288:128-33288:132. 


-8511010165 Application for amend to License NPF-1 .consisting of License Change 
Application 134,revising Tech Specs to increase min water level to be maintained in 
condensate storage tank to 70%. 

WITHERS.B.D. Portland General Electric Co. 85/10/29. 3pp. 33286:320-33286:322. 


-8511010177 Responds to NRC 850827 Itr re violations noted in Insp Rept 50-344/85- 
20.Corrective actions:inservice testing r.rcc'a~- evaluated urde: —ct assessment pro- 
gram & inservice program testinn rranui' S '.es: cccurer.at.c ■•- ilce xv so r. 
WITHERS.B.D. Portland Gene*a r Electric Cc. 85/09/26. KIRSCH.D.F. Region 5, Office 
of Director. 4pp. 33288:129-33288:132. 


-8511010171 Proposed Tech Specs.increasing min water level to be maintained in con- 
densate storage tank to 70%. Certificate of Svc end. 

* Portland General Electric Co. 85/10/29. 7pp. 33286:323-33286:329. 

8511050269 Advises of intent to participate in Westinghouse Owners Group program to 
optimize reactor trip breaker maint & surveillance practices per Generic Ltr 85- 
09.Owners group proposals listed. 

WITHERS.B.D. Portland General Electric Co. 85/10/30. BUTCHER.E.J. Operating Re- 
actors Branch 3. 5pp. 33328:178-33328:182. 

8511190144 Informs that response to Generic Ltr 83-28, Item 1.2 incomplete in three 
areas. Forwards technical evaluation rept, “Review of Licensee & Applicant Re- 
sponses to NRC Generic Ltr 83-28 (Required Actions Based....’’ 

BUTCHER.E.J. Operating Reactors Branch 3. 85/10/31. WITHERS.B.D. Portland 
General Electric Co. 2pp. 33543:236-33543:252. 

-8511190150 “Review of Licensee & Applicant Responses to NRC Generic Ltr 83- 
28, (Required Actions Based on Generic Implications of Salem ATWS Events), Item 1.2, 
’Post-Trip Review:Trojan Nuclear Plant’. ..." technical evaluation rept. 

* Science Applications International Corp. (formerly Science Applications, Inc.). SAIC- 
85/1524-19. 85/10/31. NRC - No Detailed Affiliation Given. 15pp. 33543:238- 
33543:252. 

8511050197 Forwards application for amend to License NPF-1, consisting of License 
Change Application 133, revising Tech Spec 3/4.1. 3, “Movable Control Assemblies,” 
re electrical inoperability of control rods.Fee paid. 

WITHERS.B.D, Portland General Electric Co. 85/11/01. BUTCHER.E.J. Operating Re- 
actors Branch 3. Ip. 33330:155-33330:163. 

—8511050199 Application for amend to License NPF-1, consisting of License Change 
Application 133, revising Tech Spec 3/4.1. 3, “Movable Control Assemblies," re electri- 
cal inoperability of control rods. 

WITHERS.B.D. Portland General Electric Co. 85/11/01. 4pp. 33330:156-33330:158. 

-8511050201 Proposed changes to Tech Spec 3/4.1. 3, "Movable Control Assemblies," 
re electrical inoperability of control rods. 

* Portland General Electric Co. 85/11/01. 5pp. 33330:159-33330:163. 

8511180321 Forwards safety evaluation re Generic Ltr 83-28,ltems 3.1.3 & 3.2.3 con- 
cerning post-maint testing for Unit 3. Response re Items 3.1.3 & 3.2.3 acceptable. 
VARGA, S.A. Operating Reactors Branch 1. 85/11/04. BRONS.J.C. New York Power 
Authority (formerly Power Authority of the State of New York). 3pp. 33504:314- 
33504:318. 

—8510310097 “Conformance to Generic Ltr 83-28, Items 3.1.3 & 3.2.3, Byron Station 
Unit 1, Callaway Plant Unit 1, Indian Point Unit 3, Trojan Nuclear Plant & Wolf Creek 

VANDErSeEkIr! EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. 85/09/30. 
NRC - No Detailed Affiliation Given. 1 5pp. 33504:31 9-33504:333. 


8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & E-d-oorng Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New ’'crx, rc. Tifipp 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, "Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN.E.L. Division c* Emergency D reparedness & E"cireernn Response (Post 
830103). 85/10/30. Conso ca:oci =c.sc-. Co. of New v c--;, r c 'O: 1 ?;:. 33357:200- 
33357:336. 


8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN, EL. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp, 33385:198- 
33385:335. 


8511260220 Forwards Insp Rept 50-344/85-36 on 851021-25 & notice of violation. 
KIRSCH.D.F. Region 5, Office of Lsrectc'. 55 11/06. WITHERS.B.D. Portland General 
Electric Co. 2pp. 33641:088-33641:097. 


-8511260228 Notice of violation from insp on 851021-25. 

DODDS.R.T. Region 5, Office of Director. 85/11/06. 2pp. 33641:090-33641:091. 

-8511260235 Insp Rept 50-344/85-36 on 851021-25.Violation noted: inadequate docu- 
mentation of power range setpoint tests & required test equipment used in surveil- 
lance tests. 

PEREIRA.D.B., DODDS.R.T. Region 5, Office of Director. 85/11/06. 6pp. 33641:092- 
33641:097. 


>11130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. ^ _ 
TAYLOR J M. Director’s Office, Office of Inspection and Enforcement 85/11/15. Con- 

..Bj.i.j’pj: IQflnn 3371 3-9f;3-a371 4:031 _ 


8511120031 Forwards addl info re inadequate core cooling instrumentatioa installed or 
proposed for installation, in response to NRC 850910 onsite evaluation.W/one over- 

WITHE^IS?^.D. Portland General Electric Co. 85/11/05. BUTCHER.E.J. Operating Re- 
actors Branch 3. 3pp. 3341 5:296-3341 5:298. 

8511180350 Withdraws License Change Application 120 to revise Tech Spec 3.4.10 re 

W^THERs'.B^Portland General Electric Co. 85/11/08. BUTCHER.E.J. Operating Re- 
actors Branch 3. Ip. 33493:023-33493:023. 


8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres." Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. , „ _ . _ . 

JORDAN.E.L Division of Emergency Preparedness & Engmeenng Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 


8511180318 Notifies of vendor mods to ammonia detectors ° 

NUR£G-0737,ltem III.D.3.4 & subsequent to 850212 Itr de ^ r ^ n 9 
compliance.New detector heads installed to correct spurious alarms & make calibr 

Withers, B.D. Portland General Electric Co. 85/11/14. THOMPSON, H. Division of Li- 
censing (800428-851124). Ip. 33515:220-33515:220. 


8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. „ _ . . _ /n . 

JORDAN, E.L. Division of Emergency Preparedness & Engineenng Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 



124 DOCKETED ITEMS 


3511 150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Ret" C " r ~c ” ,; s! 

JORDAN, E.L. Division of '.“awjr.c?:? :* Engineering Response fPost 

830103). 85/11/19. Consc YorK, 'nc. 153pp. 33712:214- 

33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys.’’ Svc 
list end. 

JORDAN, E.L. Division c f Emeraencv Preparedness & E"dn eo-'r'r D esponse (Post 
830103). 85/11/19. Consolidated Edison Co. of New i- Ciirtp 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 

851H30702 rept for Aug 1985.W/850905 Itr. 

.A.V-i- . C-SER,:’. 5 Portland General Electric Co. 85/08/31. 6pp. 33499:010- 

33499:015. 


S. Reportable occurrences, LERs & related correspondence 

8511200199 Deficiency & Part 21 rept re length of keyway on low speed shaft that 
drives speed increaser lube oil pump mfg by Nuttall Gear Corp.Key replaced w/longer 
key & keyway staked to prevent movement of key. 

WITHERS, B.D. Portland General Electric Co. 85/11/04. MARTIN, J.B. Region 5, Office 
of Director. 7pp. 33527:346-33527:352. 

8511070552 Forwards list of current AEOD studies of operational events re reactor & 
nonreactor activities. Each study will be documented as technical review, engineering 
evaluation or case study rept when completed. 

HELTEMES.C.J. AEOD, Director’s Office. 85/11/05. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851 125). 24pp. 33382:160-33382:183. 

8511200009 Spedd 'spt.T.rhn ®5' 4 03‘ 7 -25 installation of plant mod, fire detection instru- 
mentation in L"v,rc;i:r'::y Dxfso Generator Rooms A & B taken out of svc.Hourly fire 
watch patrol osiao .sroc -lsf-uroTiii.or: returned to svc on 851025. 

O RSER.W.S. =»:r.:a-d G j-ora E-ccnc Co. 85/11/08. MARTIN, J.B. Region 5, Office 
of Director. Ip. 33527:107-33527:107. 

8511210104 Summnrv z* Oner-*'”:; "caclors Event Meeting 85-21 on 851 028. List of 
attendees, events d 6 i:o mjp dates assigned end. 

CFjT3r r IE. D D Assistant Director for Safety Assessment. 85/11/11. 
iOV"SO:\h Division of Licensing (800428-851124). 24pp. 33558:114-33558:137. 

8511260237 LER 85-011 -01 :on 850828, low pressure reactor trip setpoint pressure 
transmitters incorrectly calibr.Caused by deficiency in data sheet. Transmitters to be 
'cpL-corf d.ri-,~ 1386 CL.:f:ge.W/851115 Itr. 

S.t\ CRFEF/.V S Portland General Electric Co. 85/11/18. 5pp. 33641:052- 

OOC^ -t .AM ' • 
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F. Security, medical, emergency & fire protection plans 

8 511010343 Rev 9 to Emergency Plan Implementing Procedure El 1300.02, “Unusual 
Event." 

MURRAY.T.D., BRIDEN.W., REED.G.J. Toledo Edison Co. 85/09/20. 16pp 
33286:008-33286:023. 

8511010236 Forwards "Conformance to Reg Guide 1.97,Davis-Besse Nuclear Power 
Station, Unit 1," reviewing util 840628 submittal. Response to open items requested 
within 70 days of Itr date. 

STOLZ.J.F. Operating Reactors Branch 4. 85/10/16. WILLIAMS, J. Toledo Edison Co 
2pp. 33303:324-33303:351. 

--851 1010245 “Conformance to Reg Guide 1.97, Davis-Besse Nuclear Power 
Station.Unit 1." 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN A-6483. 85/05/31. NRC - No 
Detailed Affiliation Given. 26pp. 33303:326-33303:351. 

8511110079 Temporary Mod T-9719 to Rev 15 to Emergency Plan Supporting Proce- 
dure AD 1827.12, “Protective Action Guidelines," including Rev 262 to index. 

DU PUY.C.A., WASILTE.J.S., BRIDEN.D.W. Toledo Edison Co. 85/10/28. 3pp. 
33386:040-33386:042. 

8511040378 Forwards list of drawings required to complete review of LASL vital area 
study, in preparation for regulatory effectiveness review scheduled for 860804-08. 
HIND.J.A Rc-crcn 3 Office of Director. 85/10/29. WILLIAMS, J. Toledo Edison Co. 
2pp. 33297:342-2329 >\?44. 

8511130156 Temporary Mod Request T-9740 for Rev 9 to Procedure El 1300.01, 
"Emergency Plan Activation” & Temporary Mod Request T-9741 for Rev 9 to Proce- 
dure E 1 130C.02, “Unusual Event.’ 1 
* Toledo Edison Co. 85/11/01. 7pp. 33425:111-33425:117. 

8511190232 Forwards items discussed in App C.4.2 of 850920 course of action 
rept. Items withheld (ref 10CFR73.21). 

WILLIAMS.J. Toledo Edison Co. 85/11/13. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851 125). Ip. 33511:351-33511:351. 

8511250012 Rev 2 to Emergency Plan Administrative Memo 22-2, “Station Emergency 
Organization Positions." Rev 264 to supporting procedures index end. 
SCOTT-WASILK.J. Toledo Edison Co. 85/11/13. 7pp. 33591:353-33591:359. 

8511260402 Forwards Safety Insp Rept 50-346/85-28 on 850903-1031 & notice of 
violation.Simultaneous spurious operation of pressurizer PORV & associated block 
valve & fill depth of foam fire barrier seals must be resolved prior to startup. 
PAPERIELLO.C.J. Region 3, Office of Director. 85/11/22. WILLIAMS.J. Toledo Edison 
Co. 2pp. 33612:096-33612:120. 

—8511260421 Insp Rept 50-346/85-28 on 850903-1 031. Violation notedmo procedures 
provided for fabrication, installation & insp of boot seals. 

HOLMES, J., MAURA, F., ULIE.J. Region 3, Office of Director. 85/11/21. 22pp. 
33612:099-33612:120. 


8511130201 Rev 13 to Administrative Procedure AD 1827.02, “Medical Treatment of In- 
juries" & Temporary Mod Request T-9746 to Administrative Procedure AD 1827.10, 
“Emergency Offsite Dose Estimates." 

BRIDEN.D.W. Toledo Edison Co. 85/11/30. 25pp. 33427:093-33427:117. 

8511250062 Revised emergency plr.n : np ! cm entire c'ocedures, including Rev 10 to El 
1300.03 re alert & Rev 8 to El ‘ op-va.'j-.s support ctr activation. Rev 64 to 

index included. 

REED.G.J., WELLS, C.E. Toledo Edison Co. 85/11/30. 38pp. 33592:143-33592:180. 


G. Adjudicatory correspondence 


8511120037 Provides Lake Erie Basin Committee comments on 851009 environ assess- 
ment & finding of no significant impact.NRC insistence on offsite disposal of dredgings 
from settling basin at facility demanded. 

WALDORF.H League of Women Voters. #485 116. 85/11/02. Division of Rules 
and Records. Ip. 33415:345-33415:345. 

8511120224 Petition of Save Our State From Radwaste for leave to intervene & request 
for hearing. 

GLEISSER.A. Save Our State From Radioactive Waste. #485 115. 85/11/05. Docket- 
ing & Services Branch. 7pp. 33455:041-33455:047. 

8511110036 Petition of Toledo Coalition for Safe Energy & SA Carter for leave to inter- 
vene & request for adjudication hearing. 'ntevonors oppose util petition to bury low 
level radioactive dredgings o p 'si:-: 'v-Cer; i t:a;o o' Svc. 

LODGE, T.J. Toledo Coalition for Safe Energy. LODGE, T.J. Lodge, T.J. #485 095. 85/ 
11/06. Commissioners. 5pp. 33397:343-33397:347. 

8511150043 Requests waiver of time period for comments for 1 day due to NRC-related 
business. 

SCHLEMMER.D.L. Western Reserve Alliance *485 151 85/11 '10. LAINAS.G.C. As- 
sistant Director for Operating Reactors. Ip. ? G vr S : : ? I) - G G ^ o:3 234 

—8511150054 Request for hearings & leave to intervene on behalf of Western Reserve 
Alliance re NRC current consideration for approval of procedure for disposal of low 
level waste proposed by Toledo Edison Co. 

SCHLEMMER.D.L. Western Reserve Alliance. 85/11/10. LAINAS.G.C. Assistant Di- 
rector for Operating Reactors. 4pp. 33466:231 -33466:234. 

8511180135 Corrected requests for hearings & leave to intervene on behalf of Western 
Reserve Alliance re NRC current consideration for approval of procedure for disposal 
of low level waste proposed by Toledo Edison Co. 

SCHLEMMER.D.L Western Reserve Alliance. #485 162. 85/11/10. LAINAS.G.C. As- 
sistant Director for Operating Reactors. 5pp. 33493:122-33493:127. 

8511180542 Requests 1-day extension for comments.due to NRC related business. 
SCHLEMMER.D.L. Western Reserve Alliance. 85/11/10, LAINAS.G.C. Assistant Di- 
rector for Operating Reactors. Ip. 33497:149-33497:159. 

-8511180543 Requests hearings & leave to intervene on listed specific issues of fact & 
law re NRC current consideration for approval of procedure for disposal of low level 
radwaste proposed by util.Corrected Itrs end. 

SCHLEMMER.D.L Western Reserve Alliance. 85/11/10. LAINAS.G.C. Assistant Di- 
rector for Operating Reactors. 10pp. 33497:150-33497:159. 

8511190413 Requests that public hearing be initiated & util proposal for permanent low 
level radwaste disposal site on land adjoining plant near Port Clinton, OH be 
denied. Proposal irresponsible. 

WARNE.C., AUSTIN.D.M. Consumers League of Ohio. #485 220. 85/11/13. NRC - 
No Detailed Affiliation Given. Ip. 33515:280-33515:280. 


!. Financial information 


8511150063 Forwards Amend 1 to Form U-1 recently filed w/Securities & Exchange 
Commission to provide addl info & exhibits re proposed affiliation between utils. 
SILBERG.J.E. Shaw, Pittman, Potts & Trowbridge. 85/11/13. DENTON.H.R. Office of 
Nuclear Reactor Regulation, Director (pre-851 125). 400pp. 33460:253-33462:018. 


Q. Advisory Committee on Reactor Safeguards reports & correspondence 


8507310119 Discusses adoption of new format for investigation of recent incident at fa- 
cility & establishment of investigation team. Commends staff for initiative. 

WARD.D.A. ACRS - Advisory Committee on Reactor Safeguards. 85/07/17. 
PALLADINO.N.J. Commissioners. Ip. 33417:321-33417:321. 


P. Operating license stage documents & correspondence 


8511260480 “Toledo Edison Co Davis-Besse Nuclear Power Station Course of Action 
Rept." 

* Toledo Edison Co. 85/09/09. 3pp. 33614:125-33614:127. 

8511010225 Summary of 851004 meeting w/B&W Owners Group Transient Assessment 
& Availability Committees in Bethesda,MD re operating experience of operating reac- 
tors & plans to improve experience. Viewgraphs end. 

VISSING.G.S. Operating Reactors Branch 4. 85/10/17. Operating Reactors Branch 4. 
94pp. 33304:239-33304:331. 

8511010406 Forwards info re completeness of core damage assessment procedure, per 
NUREG-0737,!tem II.B.3.2, “Post-Accident Sampling Sys." 

STOLZ.J.F. Operating Reactors Branch 4. 85/10/18. WILLIAMS.J. Toledo Edison Co. 
2pp. 33302:089-33302:26 7. 

8511010336 Forwards safety evaluation of util 831107 response to Generic Ltr 83- 
28, Item 3.1.3 re post-maint testing (reactor trip sys components). Response accepta- 
ble. 

STOLZ.J.F. Operating Reactors Branch 4. 85/10/24. WILLIAMS.J. Toledo Edison Co. 
2pp. 33301:116-33301:119. 
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-8511010341 Safety evaluation supporting util 831107 response to Generic Ltr 83- 
28,ltem 3.1.3 re post-maint testing (reactor trip sys components). EG&G technical eval- 
uation rept end. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/24. 2pp. 
33301:118-33301:119. 

-8507120512 “Conformance to Generic Ltr 83-28,ltems 3.1.3 & 3.2.3, Davis-Besse Unit 
1 .” 

HAROLDSEN.R. EG&G, Inc. FIN D-6001. 85/06/30. NRC - No Detailed Affiliation 
Given. 7pp. 33301:120-33301:126. 


S51 1040378 Forwards list of drawings required to complete review of LASL vital area 
study, in preparation for regulatory effectiveness review scheduled for 860804-08. 
HIND.J.A. Region 3, Office of Director. 85/10/29. WILLI AMS, J. Toledo Edison Co, 
2pp. 33297:343-33297:344. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks." Svc list 

end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 


8511010404 Advises that commitment to use Rev 2 to visual weld acceptance criteria 
for referenced weldmats acceptable. 

STOLZ.J.F. Operating Reactors Branch 4. 85/10/24. WILLIAMS.J. Toledo Edison Co. 
2pp. 33301:237-33301:238. 

8511060506 Forwards comments on util sys review & test program, assuring that sys im- 
portant to safe plant operations fully functional.Reiiance on previous test results to 
demonstrate functionality should be minimized. 

STOLZ.J.F. Operating Reactors Branch 4. 85/10/28. WILLIAMS.J. Toledo Edison Co. 
4pp. 33369:265-33369:268. 

8511010325 Notification of 851104 meeting w/util in Bethesda.MD to discuss short & 
long-term improvements to auxiliary feedwater & steam & feedwater line rupture con- 
trol sys. 

DE AGAZIO.A. Operating ReactSrs Branch 4. 85/10/30. DENTON, H.R., 

EISENHUT.D., LYONS, J. NRC No Detailed Affiliation Given. 2pp. 33301:067- 
33301:068. 

8511060353 Forwards safety evaluation accepting util 831107 & 850709 responses to 
Items 3.1. 1,3. 1.2, 4.1 & 4.5.1 of Generic Ltr 83-28 re post-maint testing verification & 
reactor trip sys reliability. 

STOLZ.J.F. Operating Reactors Branch 4. 85/10/30. WILLIAMS.J. Toledo Edison Co. 
2pp. 33372:017-33372:018. 

-8511060354 Safety evaluation accepting licensee 831107 & 850709 responses to Ge- 
neric Ltr 83-28, Items 3.1. 1,3.1. 2, 4.1 & 4.5.1 re post-maint testing & reactor trip sys 
reliability (vendor-related mods & sys functional test description). 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/30. 4pp. 
33372:019-33372:022. 


8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, "Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 


8511180573 Forwards Safety Insp Rept 50-346/85-33 on 851008-24. No violation noted. 
HARRISON, J.J. Region 3, Office of Director. 85/11/06. WILLIAMS.J. Toledo Edison 
Co. 2pp. 33498:096-33498:109. 

-8511180578 Insp Rept 50-346/85-33 on 851008-10 & 23-24.No violation or deviation 
noted.Major areas inspected: hanger installation reinsp program & licensee evaluation 
of hanger nonconformance repts issued during reinsp. 

YIN.l.T., DANIELSON, D.H. Region 3, Office of Director. 85/11/06. 9pp. 33498:098- 
33498:109. 


8511060046 informs of long-term commitments in area of primary sys feed & bleed.Addl 
blowdown capability will be provided & will be redundant, safety-grade & designed to 
blowdown to HPI operating pressure range.Mods scheduled for early 1987. 

WILLIAMS, J.W. Toledo Edison Co. 85/11/04. DENTON, H.R. Office of Nuclear Reac- 
tor Regulation, Director (pre-851125). 2pp. 33345:335-33345:336. 

8511180612 Requests rev to 850529 application for amend to License NPF-3, changing 
Tech Specs to provide for testing to confirm operability of shunt & undervoltage trip 
devices of CRD trip breakers.Revised significant hazards consideration required. 
STOLZ.J.F. Operating Reactors Branch 4. 85/11/04. WILLIAMS.J. Toledo Edison Co. 
2pp. 33503:314-33503:315. 

8511190098 Requests submittal of revised application for amend to License NPF- 
3, changing Tech Specs to require nuclear review board rept to & advise senior vice 
president.nuclear. 

STOLZ.J.F. Operating Reactors Branch 4. 85/11/04. WILLIAMS.J. Toledo Edison Co. 
2pp. 33534:359-33534:360. 

8511210452 Further response to FOIA request for documents re Davis- Besse 
planLDocuments listed in App B available in PDR.NRC unable to identify documents 
re Number 5 of request. 

FELTON, J.M. Division of Rules and Records. 85/11/04. WEBB.R.E. Webb, R.E. 
(Studies of Nuclear Hazards & Constitutional Law). 2pp. 33559:349-33559:353. 

8511210001 Forwards request for addl info re util response to Item III.A of NRC 850814 
ttr concerning operating experience feedback & post-trip review.Response requested 
by 851 115. 

STOLZ.J.F. Operating Reactors Branch 4. 85/11/07. WILLIAMS.J. Toledo Edison Co. 
3pp. 33558:320-33558:322. 

8511190259 Forwards proprietary BAW-1867P, “Fracture Toughness Test Results From 
Capsule TE1-B," per 10CFR50 App H, Section IV. Affidavit of JH Taylor for withholding 
also encI.Rept withheld (ref 10CFR2.790) 

WILLIAMS.J. Toledo Edison Co. 85/11/08. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). 9pp. 33510:100-33510:108. 

8511190575 Requests payment of fee for 850923 application re masonry wall 
reevaluation, per 1QCFR170.Util will be billed for addl costs associated w/ review of ap- 
plication. 

DIGGS, R.M. License Fee Management Branch. 85/11/13. WILLIAMS.J. Toledo 
Edison Co. Ip. 33534:157-33534:157. 

8511220348 Notification of 851126 meeting w/util in Bethesda.MD to discuss mods to 
safety features actuation signal to assure compliance w/IEEE 279. 

DE AGAZIO.A. Operating Reactors Branch 4. 85/11/15. STOLZ.J.F. Operating Reac- 
tors Branch 4. 2pp. 33602:089-33602:091. 


Q. Inspection reports, IE Bulletins & correspondence 


8511130220 Forwards Exam Rept 50-346/OL-85-01 of exams administered on 850924- 
26 for operator licenses. 

REYES, L.A. Region 3, Office of Director. 85/11/07. WILLIAMS.J. Toledo Edison Co. 
2pp. 33434:164-33434:216. 

-8511130226 Exam Rept 50-346/OL-85-01 on 850924-26.Exam results:all six candi- 
dates passed. 

HUENEFELD.J.C., GORE.B.F. Region 3, Office of Director. 85/11/07. 51pp. 
33434:166-33434:216. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, "Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, !nc. 134pp. 33713:123- 
33713:252. 

8511150114 IE info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 

8511250380 Forwards addendum to Insp Rept 50-346/85-24 sent w/850821 
Itr.Addendum consists of comparisons of results of liquid sample collected & criteria 
for comparing analytical measurement to dose out Open Item 50-346/85-24-1. 
SHAFER, W.S. Region 3, Office of Director. 85/11/19. WILLIAMS.J. Toledo Edison 
Co. Ip. 33596:113-33596:115. 


8511040245 Forwards Safety Insp Rept 50-346/85-32 on 851 008-1 0.No violation noted. 
HARRISON.JJ. Region 3, Office of Director. 85/10/28. WILLIAMS.J. Toledo Edison 
Co. 2pp. 33297:128-33297:133. 


—8511040249 Insp Rept 50-346/85-32 on 851008-10.No violation or deviation 
noted.Major areas inspected:licensee action on IE Bulletin 80-11 "Masonry Wall 
Design" & groundwater seepage problem in auxiliary bldg. 

NORTON, J.F., WILLIAMS, C.C. Region 3, Office of Director. 85/10/28. 4pp. 
33297:130-33297:133. 


8510250539 IE Bulletin 85-001, "Steam Binding of Auxiliary Feedwater Pumps." Svc list 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 


-8511250387 Addendum to Insp Rept 50-346/85-24, consisting of comparisons of re- 
sults of liquid samples collected during insp & criteria for comparing analytical meas- 
urement to close out Open Item 50-346/85-24-1. 

* Region 3, Office of Director. 85/11/19. 2pp. 33596:1 14-33596:1 15. 

8511260402 Forwards Safety Insp Rept 50-346/85-28 on 850903-1031 & notice of 
violation.Simultaneous spurious operation of pressurizer PORV & associated block 
valve & fill depth of foam fire barrier seals must be resolved prior to startup. 
PAPERIELLO.C.J. Region 3, Office of Director. 85/11/22. WILLIAMS.J. Toledo Edison 
Co. 2pp. 33612:096-33612:120. 

-8511260409 Notice of violation from insp on 850903-1031. 

PAPERIELLO.C.J. Region 3, Office of Director. 85/11/22. Ip. 33612:098-33612:098. 
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“8511260421 Insp Rept 50-346/85-28 on 850903-1 031. Violation noted:no procedures 
provided for fabrication, installation & insp of boot seals. 

HOLMES, J., MAURA, F., ULIEJ. Region 3, Office of Director 85/11/21 22pp. 
33612:099-33612:120. 


R. Periodic operating reports & related correspondence 

8511200273 .Uc:Th!y operating rept for Aug 1985.W/850909 Itr. 

KHAZR A: S'ORZ^.F. Toledo C-z := ‘Of, . HALLER, N. Office of Re- 

source Management, Director. 8pp. 4 '>■' ' 

8511250110 “Wastewater Rept for Oct 1985.’’ W/851 111 Itr 
STORZ.L.F. Toledo Edison Co. 85/10/31. 7pp. 33618:001-33618:007. 

8511260275 “Discharge Monitcrinc Reel for Oct 1985." W/851 111 Itr. 

WILLIAMS, J., STORZ.l.F. Toledo Edison Co. 85/10/31. 6pp. 33620:266-33620:271. 


S. Reportable occurrences, LERs & related correspondence 


8511140045 Proposes that Commissioners proceed immediately w/Asselstine 850816 
proposal to respond to COMJA-85-11 re further actions on Davis-Besse 
incident.ACRS input should be solicited, 


ASSF! S TI \'F J K Commissioners. 85/09/05. PALLADINO, ROBERTS BERNTHAL 
C ■ p. 33492:21 6-33492:220. 


-8509160154 Advises that listed issues need to be addressed 
ASSELSTINE.J.K. Commissioners. 85/08/16. PALLADINO 
Commissioners. 4pp. 33492:217-33492:220. 


re facility 850609 event. 
ROBERTS, BERNTHAL 


8511040463 Forwards updates to 850717 & 24 responses to 850617 & 24 Itrs re 
850609 incident, 

PALLADINO, N.J. Commissioners. 85/10/18. MARKEY.EJ House of Reo Enerov & 
Commerce. 35pp. 33309:129-33309:196. ' ' P " 9y 


8511050215 LER 85-01 8-00:on 851 004, during review of control room emergency venti- 
lation sys, cooling sys determined inoperable. Causes may_ include component failures 
& design problems. Conditions possible s-rc.\ 'sL'viup » . <::V101 Itr. 

STOTZ.J.C., GERMAIN, G.R., STORZ... ~ Fusion Co. 85/11/01. 4pp. 

33328:311-33328:314. 

8511070552 Forwards list of current AEOD studies of operational events re reactor & 
nonreactor activities.Each study will be documented as technical review, engineering 
evaluation or case study rept when completed. ™ , , . « * Kt , 

HELTEMES.C.J. AEOD, Director's Office. 85/11/05. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851 125). 24pp. 33382:160-33382:183. 

8511180206 LER 85-01 9-00:on 851007.PORV discharge line overstressed due to inabil- 
ity to maintain 500 F loop seal.Caused by difficult heat trace application.Dram line 
rijdod upstream to PORV & piping welds examined.W/851106 Itr. 

S"RAU.?:',r- STORZ.L.F. Toledo Edison Co. 85/11/06. 4pp. 33502:189-33502:192. 


8511180395 LER 85-020-00:on 851004, during maint on fire protection sys, diesel fire 
pump tripped. Caused by broken pump speed switch connection & defective coolant 
Dump seal.Repair & full operability of pump awaiting receipt of parts.W/851107 Itr. 
rMr-rtc-sr, ctriD7 i c nn fl£/-)i/in 4nn n3iLQ7 , 3fy7-33497:3 1 0. 


8511260172 LER 85-01 3-01 :on 850609, main feedwater pump 1 tripped on overspeed 
due to control problem.Reactor also tripped on high RCS pressure because of inad- 
feedwater Gorrect : ve actions not yet determined.W/851 1 1 3 Itr. 

L?aYc : -‘ S S'CI'Z.L F : y.mlc Hc:./on Co. 85/11/13. 23pp. 33641:099-33641:121. 


U. Congresssonal/Esecutive Correspondence 

8511040463 Forwards updates to 850717 & 24 responses to 850617 & 24 Itrs re 
850609 incident. , _ 

P/»i.‘_..AD:\’C.\' .! Commissioners. 85/10/18. MARKEY.E.J. House of Rep., Energy & 
Common::-:-. 25pp. 33309:129-33309:196. 


-8508270246 Forwards review results of Incident Investigation Team findings (NUREG- 
1 154), identifying potential issues of immediate generic safety significance No immedi- 
ate NRC action of generic nature required. 

THOMPSON.H.L. Division of Licensing (800428-851124). 85/08/19 SPEIST Division 
of Safety Technology (800428-851124). 2pp. 33309:171-33309:172.' 


"A-.,,, :'C'-F 7. Z D Assistant Director 
THOMPSON.H.L. Division of Licensing sc". 


generic nnij-c not needed. 

Assessment. 85/08/05. 
-i- 2pp. 33309:173-33309:175. 


“8508010086 Forwards rept in response to oral request to examine facility auxiliary 
feedwater sys using PR A techniques to investigate desirability of adding third 
tram. Rept concludes that train_;..st f r>, r. rc-jb'b-v-vA: ;-..'~is. 

SPEIS.T.P. Division of Safety -rc-'c c::. 651 ' 5-i : 85/07/23 DENTON H R 

Office of Nuclear Reactor Regulation, Director (pre-851 125). 19pp. 33309:176- 
33309: 1 96. 

8511060282 Summary of Operating Reactors Events Meetinq 85-19 on 851007 w/ofc 
directors.div directors & representatives on events which occurred since last meeting 
on 851007. 

CRUTCHFIELD, D. Assistant Director for Safety Assessment R6/io/?i 
THOMPSON.H.L. Division of Licensing (800428-851124) 24pp. 33371:015-33371:038! 

8511070128 Forwards evaluation of util rept re overspeed trips on auxiliary feed pump 
turbines, overspeed trip throttle valve problem & main feed pump failure Response bv 
851104 requested. r 1 

STOLZ.J.R Operating Reactors Branch 4. 85/10/30. WILLIAMS, J. Toledo Edison Co 
17pp. 33281:073-33381:069. 

8511070291 Forwards request for add! I info by 851108 re maint improvement 
program , oreventat:ve maint program & difficulty experienced w/controfling main steam 
reader pressure. ScR end. a 

f T0 «4o.S?f«i n , S Q 3?! 0t0rs BranCh 4 ' 85/10/3a WILLIAMS, J. Toledo Edison Co. 

-8511070299 SEF I re proposed mods to maint program. Licensee should identify actions 
to be completed prior to or after restart. Region should actively monitor licensee 

' C-fi-aing Roasters Branch 4. 85/10/30. 18pp. 33379:257-33379:274. 

8511110163 Forwards Rev 3 to “Course of Action" submitted 850910 Rpv 3 to “Aimlia 
ry. Feedwater Pump Turbine Overspeed Trip_ Throttle vlo^obiS^ & Rev 3 to 

Nuclear Reactor 

-8511110174 Rev 3 to “Course of Action." 

* Toledo Edison Co. 85/10/28. 60pp. 33388:088-33388:148. 

-8511110182 Rev 3 to “Auxiliary Feedwater Pump Turbine Overspeed Trip Throttle 
Valve Problem." 

GRADOMSKI.RJ. Toledo Edison Co. 85/10/15. 46pp. 33388:103-33388:148 

-8511110190 Rev 3 to “Toledo Edison - Pilot-Ooerated Re! ! e* Valve ODeration ” 
ISLEYJ., MCCURDY.W. Toledo Edison C c. Sc/U.‘ . 5 . SCpp. 33388:149-33388:208. 

8511130001 Forwards input for App B of AO rept to Congress for Third Quarter 
CY85.lnfo re license suspensions, orders & new ge n edc sa f cVi«su<»s also end 
DENTON, H.R. Office of Nuclear Reactor Rcqulatbn, Di-rc'or i’nre-851 1 j>s\ fl4/m/3i 
HELTEMES.CJ. AEOD, Director’s Office. Sop. 33455:00653455:02^ ' 

“8510160384 Requests assistance to complete preparation of AO rept to Congress for 
Jh'rd Quarter CY85.Proposes listed events for reporting.Response requested by 
851018. 

HELTEMES.CJ. AEOD, Director's Office. 85/10/07. DENTON H R Office of Nuclear 
Reactor Regulation, Director (pre-851 125). DAV1SJ.G Office' of Nuclear MaS 

S oSor & 


V. Operator Examinations 

8511130220 Forwards Exam Rept 50-346/OL-85-01 of exams administered on 850924- 
26 for operator licenses. 

REYES, L.A. Region 3, Office of Director. 85/11/07. WILLIAMS ,J. Toledo Edison Co. 
2pp. 33434:164-33434:216. 

-8511130226 Exam Rept 50-346/OL-85-01 on 850924-26.Exam results:all six candi- 

HUENEF?LD,J.C., GORE.B.F. Region 3, Office of Director. 85/11/07. 51pp. 
33434:166-33434:216. 


X. Onsite Storage of Low Level Waste 

8511200216 Comments on proposed rule 10CFR50 re disposal of low level radwaste 
onsite.NRC analysis fails to take into account effect of proposed disposal method on 
Lake Erie which bounds Davis Besse. „ or-, 

HANSON, A. Sierra Club. 85/11/06. Office of Administration. 3pp. 33527:357- 
33527:358. 


DOCKET 50-348 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 1 
F. Security, medical, emergency & fire protection plans 


8511250251 Forwards Rev 11 to security plan.in response to NRC request re items in 
Rev 9 not in conformance w :0Ci r R73.Lf>(cj'{?) Rev withheld (ref 10CFR73.21). 
MCDONALD, R.P. Alabama Power Co. 85/10/09. GRACE, J.N. Region 2, Office of Di- 
rector. 2pp. 33596:218-33596:219. 

8511140068 Informs of safeguards regulatory effectiveness review scheduled during wk 
of 860203-07.Review will evaluate overall effectiveness of safeguards program & de- 
termine if regulations yield intended level of protection. , „ _ _ , , 

VERRELLI.D.M. Region 2, Office of Director. 85/10/31. MCDONALD.R.P. Alabama 
Power Co. 3pp. 33467:231-33467:233. 

8511180776 Forwards notice of environ assessment & finding of no significant impact re 
850313,0626 & 0719 applications for exemption from 10CFR5<TApp R requirements. 
VARGA, S.A. Operating Reactors Branch 1. 85/11/04. MCDONALD.R.P. Alabama 
Power Co. 2pp. 33503:129-33503:133. 


—8511180781 Notice of environ assessment & finding of no significant impact re licens- 
ee 850313,0626 & 0719 applications for exemption from 10CFR50,App R.Exemption 
permits alternatives to technical requirements in certain fire areas. 

VARGA, S.A. Assistant Director for Operating Reactors. 85/11/04. 3pp. 33503:131- 
33503:133. 


8511110330 Forwards Insp Repts 50-348/85-41 & 50-364/85-41 on 851015-18.No vio- 
lation or deviation noted. 

VERRELLI.D.M. Region 2, Office of Director. 85/11/05. MCDONALD.R.P. Alabama 
Power Co. 2pp. 33391:143-33391:145. 

-8511110337 Insp Repts 50-348/85-41 & 50-364/85-41 on 851015-18.No violation or 
deviation noted.Major areas inspected:testing & maint, security sys power supply & 
alarm stations.Details withheld (ref 10CFR2.790(d) & 73.21). 

MASNYK.O.M., MCGUIRE, D.R. Region 2, Office of Director. 85/11/01. Ip. 
33391:145-33391:145. 


P. Operating license stage documents & correspondence 

8511120301 Forwards “Semiannual Radioactive Effluent Release Rept, Jan-June 
1985,” Rev 3 to STD-P-05-003, “Process Control Program for In-Container Solidifica- 
tion of 4 to 20 Weight Percent Boric Acid” & Rev 5 to STD-P-05-004. 

MCDONALD.R.P. Alabama Power Co. 85/08/27. GRACE, J.N. Region 2, Office of Di- 
rector. Ip. 33421:134-33421:302. 
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—8511120306 Rev 3 to STD-P-05-003, "Process Control Program for In-Container So- 
lidification of 4 to 20 Weight Percent Boric Acid.” 

* Hittman Nuclear & Development Corp. (subs, of Hittman Corp.). 84/09/24. 18pp. 
33421:269-33421:286. 

-8511120308 Rev 5 to STD-P-05-004, “Progress Control Program for In-Container So- 
lidification of Bead Resin.” 

* Hittman Nuclear & Development Corp. (subs, of Hittman Corp.). 84/08/06. 16pp. 
33421:287-33421:302. 

8511110379 Forwards safety evaluation accepting util submittals re Generic Ltr 83- 
28, Items 4.2.1 & 4.2.2 concerning preventative maint program & trending of param- 
eters for DS-416 type reactor trip breakers, respectively. 

VARGA, S.A. Oporaung Readers Branch 1. 85/10/24. MCDONALD, R.P. Alabama 
Power Co. 2pp. 33 / ;0''-:30--33^0^:3fO. 

-8511110381 SER accepting licensee 831104 & 850422 responses to Items 4.2.1 & 
4.2.2 of Generic Ltr 83-28 concerning preventative maint program & trending param- 
eters for DS-416 type reactor trip breakers, respectively. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/24. 5pp. 
33404:306-33404:310. 

8511050171 Application for amend to License NPF-2, changing Tech Specs to revise 
heatup/cooldown curves to extend applicability to 24 EFPY.Fee paid. 

MCDONALD, R.P. Alabama Power Co. 85/10/25. VARGA, S.A. Office of Nuclear Reac- 
tor Regulation, Director (pre-851125). 2pp. 33327:159-33327:232. 

—8511050174 Proposed Tech Specs revising heatup/cooldown curves to extend appli- 
cability to 24 EFPY. 

* Alabama Power Co. 85/10/25. 72pp. 33327:161-33327:232. 

8511060258 Informs of completion of program re superheated blowdowns outside 
containmentTemp envelopes for each plant to be established within min of 90 
days.List of equipment potentially affected by envelopes expected within 60 days. 
CERMAK.J.O. Westinghouse Operating Plants Owners Group. CERMAK.J.O. Stand- 
ardized Nuclear Unit Power Plant System. 85/10/28. WIGGINTON.D.L. Office of Nu- 
clear Reactor Regulation, Director (pre-851125). Ip. 33346:184-33346:184. 

8511060043 Discusses 850906 response to NRC 850521 evaluation & recommenda- 
tions re Generic Ltr 83-28, Item 1.1. Methods & criteria for comparing event info w/ 
known or expected plant behavior acceptable. 

VARGA.S.A. Operating Reactors Branch 1. 85/10/29. MCDONALD, R.P. Alabama 
Power Co. 2pp. 33372:351-33372:352. 

8511050027 Forwards response to Generic Ltr 85-12 concerning implementation of 
NUREG-0737,ltem II.K.3.5 re automatic trip of reactor coolant pumps. 

MCDONALD, R.P. Alabama Power Co. 85/10/31. VARGA.S.A. Office of Nuclear Reac- 
tor Regulation, Director (pre-851125). 12pp. 33319:188-33319:199. 

8511050192 Responds to Generic Ltr 85-09, "Tech Specs for Generic Ltr 83-28, Item 
4.3.” Tech Spec change request will be submitted by 851216.Testing of modified re- 
actor trip breakers, bypass breakers & main control board switches implemented. 
MCDONALD, R.P. Alabama Power Co. 85/10/31. THOMPSON, H.L. Division of Licens- 
ing (800428-851124). 2pp. 33330:328-33330:329. 

8511070388 Responds to 850916 request for confirmation of understanding of relief 
granted by NRC 841115 ltr re refueling water storage tank check valve inservice 
testing.Test methods, described in 840601 ltr, acceptable. 

VARGA.S.A. Operating Reactors Branch 1. 85/10/31. MCDONALD, R.P. Alabama 
Power Co. 2pp. 33378:297-33378:298. 

8511210079 Forwards safety evaluation accepting util responses to Generic Ltr 83- 
28,ltems 3.1.3 & 3.2.3 re post-maint testing requirements in existing Tech Specs for 
reactor trip sys components. 

VARGA, S.A. Operating Reactors Branch 1. 85/11/12. MCDONALD, R.P. Alabama 
Power Co. 3pp. 33558:146-33558:150. 

-8511210087 Safety evaluation accepting util 831104 & 850215 responses to Generic 
Ltr 83-28, Items 3.1.3 & 3.2.3 re post-maint testing requirements in existing Tech 
Specs for reactor trip sys components. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/12. 2pp. 
33558:149-33558:150. 

8511190285 Forwards response to 850910 request for addl info re Generic Ltr 83- 
28, Section 3.2.2 concerning post-maint testing. Contact program developed w/ 
Westinghouse.GE & Colt Industries to ensure maint procedures maintained current. 
MCDONALD, R.P. Alabama Power Co. 85/11/14. VARGA.S.A. Office of Nuclear Reac- 
tor Regulation, Director (pre-851125). 3pp. 33513:360-33513:362. 

8511220340 Forwards safety evaluation & EG&G Rept EA-7030, “Conformance to Ge- 
neric Ltr 83-28, Items 3.1.3 & 3.2.3...," accepting 831108 response. 

VARGA.S.A. Operating Reactors Branch 1. 85/11/14. WILLIAMS, J.W. Florida Power 
& Light Co. 2pp. 33602:104-33602:105. 

-8510290588 “Conformance to Generic Ltr 83-28, Items 3.1.3 & 3.2.3, Farley Units 1 & 
2, Turkey Point Units 3 & 4, Robinson Unit 2 & Summer Unit 1.” 

HAROLDSEN.R. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. 85/09/30. Divi- 
sion of Systems Integration (811005-851124). 13pp. 68127:045-68127:058. 


Q. inspection reports, IE Bulletins & correspondence 

8511040275 Responds to violations noted in Insp Repts 50-348/85-21 & 50-364/85- 
21 .Denies alleged violation.No safety or environ concerns involved. Audit repts in com- 
pliance w/ANSI N45.2.12. 

MCDONALD, R.P. Alabama Power Co. 85/06/19. VERRELLI.D.M. Region 2, Office of 
Director. 11pp. 33297:002-33297:012. 

8511040280 Responds to violations noted in Insp Repts 50-348/85-20 & 50-364/85- 
20.Corrective actions:core alterations suspended immediately & both auxiliary air lock 
doors closed.Power removed from two valves to allow manual opening. 

MCDONALD, R.P. Alabama Power Co. 85/07/02. VERRELLI.D.M. Region 2, Office of 
Director. 4pp. 33295:263-33295:266. 

8511010460 Forwards Insp Repts 50-348/85-39 & 50-364/85-39 on 850923-27.No vio- 
lations or deviations noted. 

VERRELLI.D.M. Region 2, Office of Director. 85/10/21. MCDONALD, R.P. Alabama 
Power Co. 2pp. 33292:257-33292:258. 


-8511010464 Insp Repts 50-348/85-39 & 50-364/85-39 on 850923-27.No violation or 
deviation noted. Major areas inspected: Dcst-mfue'hg start;, n & survdHarco tests. 
BURNETT, P.T., JAPE.F. Region 2, Office c‘ Drczici. fiC 1 C :v -*pp. 33292:259- 
33292:269. 

8511040266 Responds to violations noted in Insp Repts 50-348/85-32 & 50-364/85- 
32.Corrective actions:Procedure FNP-O-AP-1 revised to require signature of plant 
manager for procedure classified as test or experiment not described in FSAR. 
MCDONALD, R.P. Alabama Power Co. 85/10/21. VERRELLI.D.M. Region 2, Office of 
Director. 2pp. 33296:027-33296:028. 

8510250539 IE Bulletin 85-001, "Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, "Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200-- 
33357:336. 

8510290039 IE Info Notice 85-085, "Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511110069 Ack receipt of 850917 ltr forming NRC o f steps taken to correct violations 
noted in Insp Repts 50-348/85-30 & 5j-r5-t/'J5-30.Evaija:!O'- of response underway. 
WALKER.R.D. Region 2, Office of Director. 85/10/31. MCDONALD, R.P. Alabama 
Power Co. 1 p. 33385:362-33385:362. 

8511140102 Forwards Insp Repts 50-348/85-38 & 50-364/85-38 on 85091 1-1010.No 
violation or deviation noted. 

VERRELLI.D.M. Region 2, Office of Director. 85/11/01. MCDONALD, R.P. Alabama 
Power Co. 2pp. 33467:252-33467:259. 

-8511140107 Insp Repts 50-348/85-38 & 50-364/85-38 on 85091 1-1010.No violation 
or deviation noted.Major areas inspected:monthly surveillance observation, monthly 
maint observation & operational safety verification. 

BRADFORD, W.H., BONSER.B.R., CANTRELL, F.S. Region 2, Office of Director. 85/ 
11/01. 6pp. 33467:254-33467:259. 

8511130091 Informs that response to first violation noted in Insp Repts 50-348/85-32 & 
50-364/85-32 will be submitted by 851 1 18, per 851104 discussion. 

MCDONALD, R.P. Alabama Power Co. 85/11/04. VERRELLI.D.M. Region 2, Office of 
Director. 1 p. 33426:360-33426:360. 

8511010020 IE Info Notice 85-086, "Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511110330 Forwards Insp Repts 50-348/85-41 & 50-364/85-41 on 851015-18.No vio- 
lation or deviation noted. 

VERRELLI.D.M. Region 2, Office of Director. 85/11/05. MCDONALD.R.P. Alabama 
Power Co. 2pp. 33391:143-33391:145. 

-8511110337 Insp Repts 50-348/85-41 & 50-364/85-41 on 85101 5-1 8.No violation or 
deviation noted.Major areas inspected:testing & maint.security sys power supply & 
alarm stations.Details withheld (ref 10CFR2.790(d) & 73.21). 

MASNYK.O.M., MCGUIRE.D.R. Region 2, Office of Director. 85/11/01. Ip. 
33391:145-33391:145. 

8511130070 Ack receipt of 851021 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-348/85-32 & 50-364/85-32.Delayed response to Violation 1 
will be promptly evaluated upon receipt. 

WALKER.R.D. Region 2, Office of Director. 85/11/06. MCDONALD.R.P. Alabama 
Power Co. Ip. 33434:325-33434:325. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15, Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres." Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Ercvneennn Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, me. 7Cpp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, "Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 
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8511150120 !E Info Notice 85-C9C, “Use of Sealing Compounds in Operating Sys.” Svc 

list end. 

JORDAN, E.L. Division c? Emergency Preparedness & "rr : rd~~~z Response (Post 
330103). 55/11/19. Corse. dated Edison Co. of New N 33713:001- 

33713:122. 


R. Periodic operating reports & related correspondence 

8511120301 Forwards “Semiannual .Radioactive Effluent Release Rept, Jan-June 
1985,” Rev 3 to STD-P-G5-003, “Process Control Program for In-Container Solidifica- 
tion of 4 to 20 Weight Percent Boric Acid” & Rev 5 to STD-P-05-004. 

MCDONALD, R.P. Alabama Power Co. 85/08/27. GRACE,J.N. Region 2, Office of Di- 
rector. ip. 33421:134-33421:302. 

-8511120303 “Semiannual Radioactive Effluent Release Rept, Jan-June 1985.” 

* Alabama Power Co. 85/06/30. 134pp. 33421:135-33421:268. 

-8511120306 Rev 3 to STD-P-05-003, “Process Control Program for In-Container So- 
lidification of 4 to 20 Weight Percent Boric Acid.” 

* Hittman Nuclear & Development Corp. (subs, of Hittman Corp.). 84/09/24. 18pp. 
33421:269-33421:286. 

-8511120308 Rev 5 to STD-P-05-004, “Progress Control Program for In-Container So- 
lidification of Bead Resin." 

' Hittman Nuclear & Development Corp. (subs, of Hittman Corp.). 84/08/06. 16pp. 
33421:287-33421:302. 

85112CC12S V:rt u, 7 :nn'= i: -r: met for Aug 1985.W/850911 Itr. 

■■ DC If ■■■-■: . C r.-DCDN-'C = =. Alabama Power Co. 85/08/31. 5pp. 33556:040- 
33556:044. 


S. Reportable occurrences, LERs & related correspondence 

8511070065 LER 83-01 0/03L-0:on 330305, during performance of safety injection w/ 
loss of offsite power test.RHR pump 1 3 declared inoperable.Caused by design error 
which led to damage to Train B handswitch.W/830404 Itr. 

HAIRSTON, W.G.. CLAYTON, F.L. Alabama Power Co. 83/04/0 4. 3pp. 33374:340- 
33374:342. 

8511050052 LER 83-01 3/03L-0:on 830329, instrumentation loop associated w/steam 
generator 1A level transmitter LT-475 declared inoperable due to low 
:nd:cai.or..Causec by failure of power supply card.Card replaced. W/830421 Itr. 
HAIRSTON, W.G., CLAYTON.F.L. Alabama Power Co. 83/04/21. 2pp. 33342:024- 
33342:025. 

8511050055 LER 83-028/03L-0:on 830601, instrumentation channel associated w/steam 
generator 1C flow transmitter LT-495 declared inoperable due to erroneous 
.rsicaticr. .Caused by drift of square root card.Card adjusted.W/830630 Itr. 

HAIRSTON, W.G., CLAYTON.F.L Alabama Power Co. 83/06/30. 2pp. 33342:022- 
33342:023. 

8511050065 LER 83-029/03L-0:on 830601, overpower delta temp Channel I declared in- 
operable upon rocotf of ovcroov/c' do.'ta T srg'e : r C *jt alert.Caused by failure of 
overpower delta :c ~z z:. «::od V. ■ 531330 Itr. 

HAIRSTON, W.G., CLAYTON.F.L Alabama Power Co. 83/06/30. 2pp. 33341:360- 
33341:361. 

8511220215 LER 85-017-00:on 851007, five dampers in auxiliary bldg inoperable.Caused 
by personnel error.lndividual counseled. Reworking of damper sleeves expected to be 
complete by 851201 .W/851 112 Itr. 

WOODARD, J.D., MCDONALD, R.P. Alabama Power Co. 85/11/12. 3pp. 33585:034- 
33585:036. 

8511260567 LER 85-01 9-00:on 851 023, fifth, sixth & seventh smoke detectors in Fire 
Protection Sys 1A-32 discovered inoperable since 850709.Caused by personnel 
error.Hour'y fire watch patrol initiated. W/851 119 Itr. 

WCCDARD.J.D., MCDONALD, R.P. Alabama Power Co. 85/11/19. 3pp. 33620:360- 
33620:352. 


V. Operator Examinations 


8511120419 Forwards public version of emergency plan implementing 
o'ceodjms.me'jdrn Rev 6 to EP-110, “Personnel Assembly & Accountability." With- 
r.c-jirc y. tc.errcr.r? numbers requested per 10CFR2.790. Affidavit encI.Related corre- 
spondence. 

DALTROFF.S.L. Philadelphia Electric Co. #485 589. 85/04/12. MURLEY.T.E. Region 
1, Office of Director. SCHVVENCER.A. Licensing Branch 2. 5pp. 33438:246-33439:054. 

-8511120447 Public version of emergency plan implementation procedures, including 
Rev 32 to index, Rev 6 to EP-110, "Pe-sonne! Assembly & Accountability" & Rev 5 to 
EP-230, “Chemistry SrrrnIHq Analysis Team.” 

* Philadelphia Electric Cc. 5:: J3 164pp. 33438:251-33439:054. 

8511120112 Forwards public version of revised emerger»cw o'nn : mplementing 
rroocriu'os.hc'ucl'r’c Rov a to E D -101 re classification oi ;:c:. L 2 to EP- 

; ■ ■ , : ii : .!r, circup ! uiia-o-: correspondence. 

D/^'HC: ' L ,S.. «<■ cur i i i-rctric Co. #485 659. 85/04/15. MIJRIEVtp o en i 0 „ 

1, Office of Director. SCHWENCER.A. Licensing Branch 2. 5pp. XiF 

-8511120119 Public version of revised emomenov -Can implementing 

crcendums/rr'uding Pov ■* to FP-101 re j'dssikcuiirn omtT l. Rev 2 to EP- 

21 : ■■■•.j s.j:vo. Re.'aiou correspondence. 

' ■■’-■Ir.dolF'-.fc Fleohio Co 1)5 .V-/ 15. 62pp. 33432:268-33432:329. 

8511110364 Forwards public version of emergency plan implementing 

crccedures/nc'udi^g Rev 4 to EP-106, “Written Summary Notification" & Rev 3 to EP- 
':20, “S IT-.v/ocrcv Cco'dinstor ” Related correspondence. 

r «...'Ph.laco:pr.a ll.corn: Co 857. 85/04/30. MURLEY.T.E. Region 

C : f :o C' Director 5::p. j:)4C?-240-33-:03.021. 

-8511110368 Public version of emergency plan implementing procedures, including Rev 
4 to EP-106, "Written Summary Notification" & Rev 3 to EP-120, “Site Emergency 
Coo r d ! ".atcr." Rc'atcd ncrrosrondenco 

* Pr iiddp.i.r: Eioctr.c Co H5/:^ '0: :37pp. 33402:245-33403:021. 

8511120127 Forwards public version of revised emergency plan implementing 
procedures, including Rev 5 to EP-279 re emergency operations facility group phone 
list & Rev 6 to EP-291 re staffing augmentation Relator! errmsccndonco 
DALTROFF.S.L. Philadelphia i-.V.emc Co. "485 053 ;L: . 'J* - MJi ll.F.Y.T.E. Region 
1, Office of Director. 5pp. 334 22.380-334 3 2 : 3 f> 7 . 

-8511120132 Public version of revised emergency plan implementing 

procedures, including Rev 5 to EP-279 re emergency operations facility group phone 
list & Rev 6 to EP-291 re staffing augmentation. Related correspondence. 

* Philadelphia Electric Co. 85/05/07. 23pp. 33432:335-33432:357. 

8511120259 Forwards public version of emergency plan implementing 

P'ccoduros. including Rev 38 to index, Rev 6 to EP-252 & Rev 5 to EP-273.Withholding 
c isnss 2t :cic::K:ne numbers requested per 10CFR2.790.Affidavit encI.Related cor- 
respondence. 

DALTROFF.S.L Philadelphia Electric Co. #485 122. 85/05/15. MURLEY.T.E. Region 
1 , Office of Director. 5pp. 33431 :273-33431 :277. 

--8511 120261 Public version of emergency plan implementing procedures, including Rev 
38 to index, Rev 6 to EP-252, “Search & Rescue/First Aid Course,” Rev 5 to EP-273, 
“Limerick Station Supervision Call List” & Rev 6 to EP-276. 

* Philadelphia Electric Co. 85/04/22. 34pp. 33431:239-33431:272. 

8511120272 Forwards public version of revised emergency plan implementing 

procedures, including Rev 0 to EP-103 re alert response & Rev 7 to EP-277 re person- 
nel safety team phone list. Related correspondence. 

DALTROFF.S.L Philadelphia Electric Co. #485 242. 85/05/28. MURLEY.T.E. Region 
1 , Office of Director. 5pp. 33431 :209-33431 :236. 

-8511120274 Public version of revised emergency plan implementing 
procedures, including Rev 10 to EP-103 re alert response & Rev 7 to EP-277 re per- 
sonnel safety team phone list. 

* Philadelphia Electric Co. 85/05/28. 23pp. 33431:214-33431:236. 

8511120118 Forwards public version of revised emergency plan implementing 

procedures, including Rev 6 to EP-279 & Rev 7 to EP-280.W/O encI.Related corre- 
spondence. 

DALTROFF.S.L Philadelphia Electric Co. #485 841. 85/07/10. MURLEY.T.E. Region 
1 , Office of Director. 5pp. 33433:295-33433:299. 


8511060446 Forwards summary of 850923 meeting & 851003 telcon re performance of 
licensed operator candidates on simulator exams, possible causes & solutions for 
exam failures & util request for simulator reexams for candidates failing exams. 
VERRELLI.D.M. Region 2, Office of Director. 85/10/24. MCDONALD, R.P. Alabama 
Power Co. 7pp. 33355:011-33355:017. 


DOCKET 50-352 LIMERICK GENERATING STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8511110371 Forwards public version of Rev 3 to Emergency Plan Implementing Proce- 
dure EP-254, "Vehicle & Evacuee Control Gro;..o.” Related correspondence. 
DALTROFF.S.L Philade.cn a E.enrnc Do. r'-35 977. 85/03/05. MURLEY.T.E. Reqion 
1, Office of Director. SCHWENCER.A. Licensing Branch 2. 4pp. 33416:049-33416:063. 


8511180492 Forwards “Annual Fire Protection Sys Mod Rept, Oct 1984 - Aug 1985.” 
Future mods to fire protection sys will be included in annual plant mod rept. 
ALDEN.W.M. Philadelphia Electric Co. 85/10/29. MURLEY.T.E. Reqion 1, Office of Di- 
rector. 2pp. 33496:125-33496:141. 

--851 1180496 “Annual Fire Protection Sys Mod Rept, Oct 1984 - Aug 1985.” 

* Philadelphia Electric Co. 85/08/31. 15pp. 33496:127-33496:141. 

8511070354 Advises that portions of 850705 rev to physical security plan consistent w/ 
provisions of 10CFR50.54(p) & acceptable. Corrected page rev re unacceptable por- 
tion requested within 30 days of Itr receipt. 

MARTIN, T.T. Region 1, Office of Director. 85/10/30. BAUER, E.G. Philadelphia Elec- 
tric Co. 4pp. 33368:305-33368:308. 

8511110119 Forwards Safety Insp Rept 50-352/85-40 on 851007-11. No violation noted. 
MARTIN, T.T. Region 1. Office of Director. 85/11/01. DALTROFF.S.L Philadelphia 
Electric Co. 4pp. 33395:328-33395:336. 


-8511110374 Public version of Rev 3 to Emergency Plan Implementing Procedure EP- 
254, “Vehicle & Evacuee Control Group.” Related correspondence. 

* Philadelphia Electric Co. 85/02/04. 11pp. 33416:053-33416:063. 

8511110303 Forwards public version of emergency plan implementing 
procedures, including Rev 8 to EP-103, "Alert Response,” Rev 8 to EP-104, “Site 
Emergency Response" & Rev 8 to EP-105, “General Emergency Response.” 
DALTROFF.S.L Philadelphia Electric Co. #485 431. 85/03/28. MURLEY.T.E. Region 
1, Office of Director. SCHWENCER.A. Licensing Branch 2. 5pp. 33407:216-33407:220. 

-8511110424 Public version of emergency plan implementing procedures, including Rev 
£ to “Alert Response," Rev 8 to EP-104, "Site Emergency Response” I Rev 

8 to EP-105, "General Emergency Response.” 

* Philadelphia Electric Co. 85/03/12. 69pp. 33407:221-33407:289. 


-8511110125 Safety Insp Rept 50-352/85-40 on 851007-11. No violation noted.MaJor 
areas inspected: radiation protection program, including review of licensee action on 
previously identified items & internal exposure control. 

MILLER, M., PASCIAK.W. Region 1, Office of Director. 85/10/30. 5pp. 33395:332- 


— . w. . m oareyuaiuo hh luency pian, consisting ot inov iwao page 

changes.per NRC 850924 Itr.Revs withheld (ref 10CFR73.21 & 2.790). 

^ ectr ' c Co. 85/11/15. Region 1, Office of Director. 4pp. 

OOOOl \\Ji 1 -Oo55 1 1074. 

Forwards Safety Insp Rept 50-352/85-39 on 851007-11. No violation noted. 
EBNETER.S D. Region 1, Office of Director. 85/11/15. DALTROFF.S.L. Philadelphia 

Electric Co. 4pp. 33552:213-33552:225. 
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—8511210374 Insp Rept 50-352/85-39 on 851007-11. No violation noted.Major areas 
inspected:fire protection/prevention program, including administration & 
organization, equipment maint.fire brigade training & QA audits. 

PULLANI.S.V., ANDERSON, C.J. Region 1, Office of Director. 85/11/07 9 dd 
33552:217-33552:225. 


G. Adjudicatory correspondence 

8511050189 Forwards LER 85-080 for info re Contentions V-3a & V-3b on potential ex- 
plosion from pipelines passing near site. Deficiencies discussed in LER corrected & 
no further consideration necessary. Related correspondence. 

WETTERHAHN, MJ. Conner & Wetterhahn. WETTERHAHN.M.J. Philadelphia Electric 
Co. #485 068. 85/10/31. KOHL.C.N., GOTCHY.R.L., EDLES.G.J. Atomic Safety and 
Licensing Appeal Panel. 8pp. 33328:254-33328:261. 

8511110028 Petition for review of ALAB-819 re requirement for backup medical 
support.Appeal Board decision requiring backup hosp in closer proximity to plant ex- 
ceeds existing regulations & quidance.W/Certificate of Svc. 

CONNER, T.B., RADER, R.M. Philadelphia Electric Co. CONNER, T.B. Conner & Wetter- 
hahn. #485 096. 85/11/05. Commissioners. 20pp. 33386:012-33386:031. 

8511130252 Forwards correspondence & documents re emergency planning among 
applicant, NRC, Commonwealth of PA o & other responsible govt agencies, per Board 
820601 order.W/o encIs.Related correspondence. 

CULLEN.E.J. Philadelphia Electric Co. #485 145. 85/11/05. ZITZER.P. Ecology 
Action of Pottstown. 2pp. 33426:033-33426:034. 

8511110009 Notice of 841204 oral arguments in Bethesda.MD on appeals of Graterford 
Inmates & Air & Water Pollution Patrol from ASLB 850722 Fourth Partial Initial Deci- 
sion LBP-85-25. 

SHOEMAKER, C.J. Atomic Safety and Licensing Appeal Panel. #485 101. 85/11/06. 
Ip. 33385:356-33385:356. 

8511150091 Petition requesting Commission reversal of second partial decision & 
review of issues erroneously decided by ASLAB in ALAB-81 9.Legal error made re fail- 
ure to adopt reasoning of 841003 brief in support of appeal.Certificate of Svc end. 
ZITZER,P. Limerick Ecology Action. #485 167. 85/11/08. Commissioners. 6pp. 
33463:036-33463:041. 

8511150002 Forwards Director’s Decision DD-85-1 8, denying 851001 2.206 petition to 
require NRC stay Delaware River Basin Commission consideration of util request to 
use water for facility. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851 125). #485 157. 
85/11/12. ANTHONY, R.L. Anthony, R.L. 2pp. 33563:086-33563:095. 


8511250138 Answer opposing licensee 851105 petition for review of ALAB-819 re medi- 
cal svcs for onsite contaminated injured individuals.Certificate of Svc end. 
HODGDON.A.P. Hearing Branch 2. #485 270. 85/11/20. Commissioners. 14pp. 
33591:162-33591:175. 

8511250303 Notifies that author will appear to present oral argument on 851204 on 
behalf of util re appeals of fourth partial initial decision, in response to 851024 & 1106 
orders.Related correspondence. 

RADER.R.M. Conner & Wetterhahn. RADER, R.M. Philadelphia Electric Co. #485 273. 
85/11/20. SHOEMAKER, C.J. Atomic Safety and Licensing Appeal Panel. Ip. 
33592:358-33592:358. 

8511260481 Answer opposing RL Anthony & Friends of the Earth 851113 petition for 
review of ALAB-819 based on failure to show any important question of fact & untime- 
liness. 

CONNER, T.B. Philadelphia Electric Co. CONNER, T.B. Conner & Wetterhahn. #485 
288. 85/11/22. Commissioners. 3pp. 33616:185-33616:211. 

--851 1260486 Response opposing Limerick Ecology Action, Inc 851108 petition for 
review of ALAB-81 9, based on failure to show any important question of fact, law or 
Commission policy. 

CONNER, T.B. Philadelphia Electric Co. CONNER, T.B. Conner & Wetterhahn. 85/11/ 
22. Commissioners. 10pp. 33616:187-33616:196. 

-8511260491 Response opposing RL Anthony/Friends of the Earth 851112 motion to 
reopen Contentions V-3a & V-3b & motion for stay of Unit 1 operation. No serious defi- 
ciency exists tc rcqurc roccening 'OCC-d.Ccrtiricate of Svc end. 

CONNER, T.B. D h lacii.phsi: ilioclr.jCo CONMIR.T li Conner & Wetterhahn. 85/11/ 
22. Commissioners. 15pp. 33616:197-33616:211. 


P. Operating license stage documents & correspondence 

8511200098 Forwards 850813 notice of Commission action aoc'cvVc acr:!icat : on to 
Delaware River Basin Commission for approval of use of cons '.vaic s.-veo by 
curtailment of listed plants, per 850603 Itr.Related correspondence. 

CONNER, T.B. Conner & Wetterhahn. CONNER, T.B. Philadelphia Electric Co. #485 
435. 85/09/04. CHILK.S.J. Office of the Secretary of the Commission. 9pp. 
33563:057-33563:065. 

8511110294 “Fission Product Transport for Limerick Plant,” final rept. 

GIESEKE.J.A., CYBULSKIS.P., DENNING, R.S. Battelle Memorial Institute, Columbus 
Laboratories. 85/09/23. NRC - No Detailed Affiliation Given. 125pp. 33416:147- 
33416:272. 


“8511150009 Director’s Decision DD-85-1 8 denying 2.206 request to stay Delaware 
River Basin Commission consideration of applications by util & to require withdrawal of 
applications per compliance w/environ license conditions. 

KNIGHT, J.P. Office of Nuclear Reactor Regulation, Director (pre-851 125). 85/11/12. 
4pp. 33563:089-33563:092. 

“8511150021 Notice of issuance of Director’s Decision DD-85-1 8 under 10CFR2.206 
denying R Anthony 851001 petition to require NRC take actions on util applications to 
Delaware River Basin Commission re water usage for Unit 1. 

KNIGHT, J.P. Office of Nuclear Reactor Regulation, Director (pre-851 125). 85/11/12. 
4pp. 33563:093-33563:095. 

8511180465 Advises that author will argue on behalf of Graterford Inmates during 
851204 hearing, in response to ASLAB 851024 order. Expresses intention to reserve 
portion of allotted time for rebuttal.Related correspondence. 

LOVE, A. R. Montgomery County Legal Aid Service. LOVE.A.R. Graterford Inmates. 
LOVE.A.R. Love, A.R. #485 190. 85/11/12. SHOEMAKER, C.J. Atomic Safety and Li- 
censing Appeal Panel. Ip. 33496:001-33496:001, 

8511180533 Motions to reopen record on Contentions V-3a & 3b & to stay operation of 
Unit 1.LER 85-80 reported potential threat in possible failure of cooling for control 
structure affecting safe shutdown of plant. 

ANTHONY,R.L. Anthony, R.L. ANTHONY, R.L Friends of the Earth. #485 179. 85/11/ 
12. Atomic Safety and Licensing Appeal Panel. 3pp. 33496:300-33496:302. 


8511200033 Forwards util application w/Delaware River Basin Commission for approval 
of withdrawal of water from Schuylkill River for consumptive use & revised application 
permitting release from Dcachvocd -V. "Olsr.oc ccr'cspordonco. 

CONNER, T.B. Conner & Wetterhahn. CONNER.T.B.' Philadelphia Electric Co. #485 
583. 85/09/23. CHILK.S.J. Office of the Secretary of the Commission. 72pp. 
33562:327-33563:036. 

8511210159 Forwards Delaware River Basin Commission 851002 emergency certifica- 
tion granting application for use of Schuylkill River whenever flow at Pottstown gage 
over 415 cubic ft/ second. Related correspondence. 

CONNER.T.B. Conner & Wetterhahn. CONNER.T.B. Philadelphia Electric Co. #485 
700. 85/10/04. CHILK.S.J. Office of the Secretary of the Commission. 5pp. 
33558:106-33558:110. 

8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1 984.App A documents available in PDR.Apps 
B & C documents partially & completely withheld, respectively, (ref Exemption 5). 
FELTON.J.M. Division of Rules and Records. 85/10/17. GILINSKY.V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

—8511180309 Responds to 840430 memo re Caseload Forecast Panel.Table tentative 
staff assessments on requested plants listed. Proposed action plan end. 

DIRCKS.WJ. Office of the Executive Director for Operations. 84/05/30. GILINSKY 
Commissioners. Ip. 33536:133-33536:133. 


8511180447 Appeal for review of ASLAB Decision ALAB-819 affirming ASLB Second 
Partial Initial Decision LBP-84-31 on Contentions V-3a & V-3b.Board & Appeal Board 
discounted or ignored safety hazards specified in contentions. 

ANTHONY.R.L. Anthony, R.L ANTHONY, R.L Friends of the Earth. #485 180. 85/11/ 
13. Commissioners. Ip. 33495:205-33495:205. 


8511200145 Submits proposed schedule to satisfy requirements of final ATWS risk re- 
duction sys, per Generic Ltr 85-06, “QA Guidance for ATWS Equipment That is not 
Safety-Related.” Related correspondence. 

DALTROFF.S.L. Philadelphia Electric Co. #485 919. 85/10/17. DENTON.H.R. Office 
of Nuclear Reactor Regulation, Director (pre-851 125). 7pp. 33563:216-33563:222. 


8511190219 Forwards info re emergency planning among applicant, NRC, Common- 
wealth of PA & other govt agencies,per Board 820601 order.W/o encI.Related corre- 
spondence. 

CULLEN.E.J. Philadelphia Electric Co. #485 198, 85/11/14. ZITZER.P. Ecology 
Action of Pottstown. 2pp. 33515:337-33515:338. 


8511040314 Submits updated info re shift staffing, supplementing 840821 & 1210 Itrs.R 
Hampton assigned to shift operations as duty shift superintendent.W Barnshaw tem- 
porarily replaced Sparks as shift advisor. 

DALTROFF.S.L. Philadelphia Electric Co. 85/10/31. THOMPSON.H.L. Division of Li- 
censing (800428-851124). 4pp. 33295:044-33295:047. 


8511210288 Informs that author will present oral argument on behalf of Commonwealth 
of PA on 851204 re appeals of ASLB fourth partial initial decision.Related correspond- 
ence. 

FERKIN.Z.G. Pennsylvania, Commonwealth of. #485 253. 85/11/15. 

SHOEMAKER, C.J. Atomic Safety and Licensing Appeal Panel. Ip. 33547:260- 
33547:260. 


8511260091 Partial response to FOIA request for summaries & evaluations of LERs 
from fuel loading to declaration of commercial operation for seven plants. Forwards 
documents listed on App A.App B documents available in PDR. 

FELTON, J.M. Division of Rules and Records. 85/10/31. SHOLLY.S.C. MHB Technical 
Associates. 5pp. 33642:307-33642:311. 


8511210480 Proposal for resolution of remanded issue from Second Partial Initial Deci- 
sion ALAB-819 re medical arrangements for contaminated/injured onsite 
personnel.One oversize map & Certificates of Svc end. 

CONNER.T.B. Philadelphia Electric Co. CONNER.T.B. Conner & Wetterhahn. #485 
231. 85/11/18. 15pp. 33544:192-33544:207. 

8511210382 Memorandum & order referring RL Anthony & Friends of the Earth 851112 
motion to reopen Contentions V-3a & 3b re possible effects of gas or petroleum pipe- 
line explosion on facility structures to Commission.Served on 851 119. ...... 

SHOEMAKER.C.J. Atomic Safety and Licensing Appeal Panel. #485 244. 85/11/19. 
ANTHONY.R.L Anthony, R.L. 4pp. 33552:317-33552:320. 

8511250133 Notifies that author will present argument on behalf of NRC in response to 
851024 order.Related correspondence. , _ ^ . 

RUTBERG.J. Hearing Branch 2. #485 262. 85/11/19. SHOEMAKER, C.J. Atomic 
Safety and Licensing Appeal Panel. Ip. 33592:290-33592:290. 


“8511260167 Recommends issuance of full power OL for facility.Licensee demonstrat- 
ed ability to operate safely & remain in conformance w/NRC requirements. 
MURLEY.T.E. Region 1, Office of Director. 85/06/06. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851 125). 3pp. 33643:334-33643:348. 

8511190206 Notification of contract execution, Mod 2, to “Study of Uncertainties in Sys 
Analysis Part of Seismic PRA." ContractonFuture Resources Assoc, Inc. 

HAWKINS, D. Technical Assistance Contracts Branch. FIN D-1556. 85/11/05. 
GUSTAVE, R. Office of Nuclear Regulatory Research, Director. MURPHY.J. NRC - No 
Detailed Affiliation Given. 1 p. 33534:350-33534:352. 


“8511190215 Mod 2,substituting LaSalle reactor review for Limerick reactor & deleting 
E Hall from key personnel clause, to "Study of Uncertainties in Sys Analysis Part of 


oeismiu rnn. 

BUDNITZ.B.J. Future Resources Associates, Inc. EDGEWORTH, P.J. Division of Con- 
tracts. FIN D-1556. 85/11/05. 2pp. 33534:351-33534:352. 
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3511210041 informs trial 831 ; 1C & 850607 responses to Generic Ltr 83-28, item 1.2, 
"Pest-Trip ReviewtData & info Capabilities," insufficient. Enel rept should be reviewed 
,r. preparation ?cr future P's o~ 'ss.es rsorrlrp odd 1 info. 

3 j' r L= :=, .‘A , .=. L:csrs ; rg ='S' 0 “ 2 £5 ' ' :Z“. E~.uEF..E.G Philadelphia Electric Co. 

$511270051 Requests to be kept informed of progress on inadequate Items 1,2,3 & 
4.per Generic Ltr 53-28. 

_EW!S,ML Lewis, M. 35/11/20. BUTLER, W.R. NRC - No Detailed Affiliation Given. 
2pp. 33625:347-33625:348. 


Q. Inspection reports, SE Bulletins & correspondence 


3511010031 verbs S.r-:T ‘rsz °ozt 50-352/85-28 on 85091 6-1 9.No violation noted. 

MARTIN =.*£2;j _ C:: :e c; Cnector. 85/10/23. DALTROFF.S.L. Philadelphia 


-8511010036 insp Rept 50-352/85-28 on 85091 6-1 9. No violation noted. Major areas 
,n$pecied:status of licensee radwaste mgt program, two facility contamination events & 



33295:056’' 


Region 1, Office of Director. 85/10/22. 7pp. 33299:050- 


R. Periodic operating reports & related correspondence 

8511200228 Monthly operating rept for Aug 1985.W/850913 Itr.Related correspond- 

ALDEN.W.M., LOGUE.R.H. Philadelphia Electric Co. #485 552 85/08/31 Ann 
33561:333-33561:340. ‘ PP * 

8511200312 Monthly operating rept for Sept 1985.W/851015 Itr.Related correspond- 
ence. H 

ALDEN.W.M., LOGUE.R.H. Philadelphia Electric Co. #485 860 85/09/30 7 nn 
33561:293-33561:299. ' PP< 


8511070115 Forwards “Preoperational Radiological Environ Monitorinq Proaram 
Rept, 8201 01 - 841221.” Results of rept confirm that radiological monitorinq proaram 
scps‘*!vo tc radiological fluctuation in environ around plant. a 

W.ulSi?' 3. Ph-'aco-pifK Electric Co. 85/10/30. TAYLOR, J. Director’s 
Office of Inspection and Enforcement. 2pp. 33363:001-33363:167. 


Office, 


-QSlWimW "Preoperational Radiological Environ Monitoring Program Rept, 8201 01 - 
* Teledyne Isotopes. * Radiation Management Corp. 84/12/21. 165pp. 33363:003- 


8510250539 IE Bulletin 85-001. "Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
enej. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks.” Svc list 

end. 

JORDAN, E.L. Divisio" Ere'gsncy Preparedness & Engineering Response (Post 
830103). 85/10/30. Ccmsdoatec Ecison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consclidateo Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 iE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluoe Svs Malfunction.” Svc 
list end. 

JORDAN, E.L Division cf Emergency Preparedness & Endnee r!n a D esponse (Post 
530 103). 85/10/31. Ccr.so/catec Edscn Co. of New 'or -c 'iTjop 33357063- 
33357:199. 

3511110119 Forwards Safety Insp Rept 50-352/85-40 on 851007-11. No violation noted 

.MARTIN ~ ~ - ' ~ ,w -- - ' 1 

Electric 


MARTIN ITT. Regicr i. 0“::e of Director. 85/1 1/01 . DALiR6FFlsi7PhHadeTphia 
C Co. 4pp 53395 325-33255:335. 


-8511110125 Safety Insp Rept 50-352/85-40 on 851007-11.No violation noted.Major 

1 review of licensee action on 

85/10/30. 5pp. 33395:332- 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions. Svc list end. 

of E ^er.cy Preparedness & Engineering Response (Post 
* 1 ' *-.or!SCiidated edison Co. of New York, Inc. 139pp. 33385:198- 

33385:335. 

851 113044-1 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to improper Switch Settings." Svc list end. y 

Dfractor ’ s 0ffice . Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 


inSp Rept 50-352/85-39 on 851 007-11. No violation noted.Major , 
‘LV-Ll . ” c prelection: prevention program, including administration 
d ”, a: ; 2 . <2 ,: ! b. ,n . : f 5ClJ, py ; J“2 : ^-emijire brigade training & QA audits. 

,-.NucRSON',C.J. Pr J — - - 

53552:217-33552:225. 


program, including administration 

lining & QA audits, 
egion 1, Office of Director. 85/11/07. 9pp. 


“■riwnrsISf’e^ 8 85 ' 088 ' " Ucensee C0, ’ ,r01 °' Co " ,rao,ed Svcs Providing 


85 Tr!pSe 8 "’sic 1 fe?ino| nf0 ^ 85 '° 58 ' TailUre °* GE Type AK - 2 ‘ 25 Reac,or 

of 7 msr 3 s "f/ Preparedness S Engineering Response (Post 
§713?252 -onsorreaxc =d,spn Co. of New York, inc. f34pp 337131123- 



33712:346. ' '- U,3J ' ou - - 1 ^orK, inc. 133pp. 

85 4t emc! 20 !E lnf ° N ° tiCe 85 ‘ 090, “ Use of SeaIin 9 Compounds in Operating Sys." Svc 

■ v - c °r:nn^SJ n S- Pre P aredne ss & Engineering Response (Post 
33713- *22.'’ Conso daeci Edlson Co. of New York, Inc. 135pp. 33713:001- 


S. Reportable occurrences, LERs & related correspondence 

8511260069 FOIA request for summaries & evaluations of LERs from fuel loadina to 
declaration of commercial operation for listed nuclear power plants H 

SHOLLY.S.C. MHB Technical Associates. 85/09/27. FELTON.J.M Division of RuIp* 
and Records. Ip. 33642:306-33642:306. 0 or Huies 

8511050073 LER 85-078-00:on 850831, Tech Spec surveillance test for control rod ooer- 
abi'J' rot reformed. Caused by personnel error.Surveillance test performed on 
os: now listed on v.wekly schedule. 

NAGLE.jp., ULLRICH, W.T. Philadelphia Electric Co. 85/10/30. 6pp. 33342:001- 
ooo42:u0d. 

3511050189 Forwards LER 85-080 for info re Contentions V-3a & V-3b on potential ex- 
plosion from pipelines passing near site. Deficiencies discussed in LER corrected & 
no further consideration necessary. Related correspondence 

WETTERHAHN.M.J. Conner & Wetterhahn. WETTERHAHN.M.J. Philadelphia Electric 
Co. #485 068. 85/10/31. KOHL.C.N., GOTCHY.R.L., EDLES.G.J. A omicstfltv and 
Licensing Appeal Panel. 8pp. 33328:254-33328:261 . ^ and 

8511070236 LER 85-076-00:on 850924, automatic isolation of control room HVAC svs & 
initiation of control room emergency fresh air sys occurred.Caused by loss of power 
circuitry on mam control Room C chlorine detector. W/ftFlOS -4 <tr 
3^74^87^ ULLRICH - W - T - Philadelphia F loclr-c Co. !t:h iO/Dt. 6pp. 33374:282- 

8511130199 LER 85-080-00:on 851008, during design review, potential for loss of both 
redundant control structure chilled water sys due to flooding discovered.Caused bv 
personnel incorrectly evaluating grading.W/851031 ltr. y 

^AGLE'J.C., ULLRICH, W.T. Philadelphia Electric Co. 85/10/31. 6pp. 33444-139- 
33444:144. ' 

8511260091 Partial response to FOIA request for summaries & evaluations of LERs 
from fuel loading to declaration of commercial operation for seven plants. Forwards 
documents listed on App A.App B documents available in PDR 
FELTON.J.M Division of Rules and Records. 85/10/31. SHOLLY.S.C. MHB Technical 
Associates. 5pp. 33642:307-33642:31 1. ’ lecnnicai 

~ 8 fv?i 0 r?^ 37 w D ° C T entS 0pe, ; atin 9 React °rs Assessment Branch review of operatinq 
experience during low power license period (841026-8501 l7).Review of licensee oper- 
r-Di^unriH^n 0 identify causes of ESF actuations will continue. 
piopItimt n L R ,C n- • Assis . tan t Director for Safety Assessment. 85/01/29 
EISENHUT.D.G. Division of Licensing (800428-851124). 4pp. 33643:305-33643:308 

“^? 2 n™r 0 r,r° VideS reviev T °i p,ant °P eratin 9 experience since 841026 issuance of 
ht?mon? L ’ ,, i r A Sp0, J Se * t 2 Commiss l° ner Zech request.Plant operating experience 
Mmrrn c evaluated as part of normal assessment program. M 
R,in^ L i A n«L D 7n ?n Sensing (800428-851124). 85/02/15. STAROSTECKI.R 
Region 1, Office of Director. Ip. 33643:312-33643:312. 

-8505030651 Updates review of operating experience from 850117-0415 Event f re. 
quency compared w/other BWRs & PWRs.Event frequency higher than expected but 
rg?lT^^ e n Cr n eaS A ed 1 from P^ding period.lnitiatlves effective expected -^t 

AcJiJj' * n- LD ; D ' Assistant Director for Safety Assessment. 85/04/26. NOVAK TM 
Assistant Director for Licensing. 4pp. 33643:314-33643:31 7. 

°P. eratin 9 experience for plant for 850415-0715. Review uDdatec 

missionere: l l'p^33643/31^3364SL3f3. Dlrector for Operations. 85/03/20. ZECH Com- 

88 ed 1 that* 8 Fire^Door^599 ):t not 88 tesfed re tn eW LN 9 month| y surveillance test indicat- 
850825.Causedbyomission °of dnnrfmm J2- lfy r ?P erab,llt y of ala r™ function on 
ltr, y om,ss,on of door from testmg.Door successfully tested.W/851104 

3340 lfd 74 C '' ULLRICH ' W - T - Philadelphia Electric Co. 85/11/04. 6pp. 33401:069- 

85 actuation 0 stna| 8 &'RWCuTL 8 ?J) > i )8 ' S f and , by ''IP' 13 contr °l sys received unexpected 

signaLCaused by design 

33501 ^) 57 ? ’ ULLRICH ' W * T - Philadelphia Electric Co. 85/11/06. 6pp. 33501:052- 
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8511190495 LER 85-081 -00:on 851013,during shutdown, main control room chlorine iso- 
lation & emergency fresh air sys initiated. Caused by broken sample tape in chlorine 
analyzer D (Afc-78-016D).Tape repaired. W/851 112 Itr. 

NAGLE, J.C., ULLRICH, W.T. Philadelphia Electric Co. 85/11/12. 5pp. 33530:333- 
33530:337. 


8511120112 Forwards public version of revised eme-cenc’' drr implementing 
croceriures including Rev *.c E D -101 re c:ass: ; 'C«r:on c; emcn-crc -;s S Rev 2 to EP- 
21 '< .'-a field survey r;ro--O.Re area ccrosoondcnc.": 

Dal r = .C" S.L --,ac-::ph;a rc-cinc Cc. -’485 559. 85/04/15. MURLEY.T.E. Region 
1, Office of Director. SCHWENCER.A. Licensing Branch 2. 5pp. 33432:263-33432:329. 


8511220002 LER 85-084-00:on 851 01 4, Tech Spec requirement re min number of opera- 
ble intermediate-range monitors violated.Caused by licensed control room personnel 
error.Personnel counseled. W/851 113 Itr. 

NAGLE, J.C., ULLRICH, W.T. Philadelphia Electric Co. 85/11/13. 7pp. 33584:276- 


—8511120119 Public version of revised emergency plan implementing 
procedures, including Rev 4 to EP-101 re classification of emergencies & Rev 2 to EP- 
21 1 re field survey nrouo.Re'ated correspondence. 

* Philadelphia Electee Cc. 35 D'./i =. 62pp. 33432:268-33432:329. 


8511260514 Special repbon 850816,0911,12 & 16 during startup testing, RCIC sys actu- 
ations & injections into RCS occurred. Incidents part of startup testing.No corrective 
actions required. 

ULLRICH, W.T. Philadelphia Electric Co. 85/11/14. MURLEY.T.E. Region 1 Office of 
Director. 4pp. 33616:134-33616:137. 


8511110364 Forwards public versio" o f emerce^cv da" implementing 
procedures, including Rev 4 to EP-106, “W'ir.er. NGincs: c~' & Rev 3 to EP- 

120, “Site Emergency Coordinator." Related cc-essoi-denco. 

DALTROFF.S.L. Philadelphia Electric Co. ■■■■455 557. 33 MURLEY.T.E. Region 

1, Office of Director. 5pp. 33402:240-33403:021. 


8511260116 LER 85-G83-QQ:on 851 01 5, reactor scrammed on reactor low level.Caused 
by licensed operators increasing reactor pressure above condensate pump discharge 
pressure during reactor start up & procedure deficiency. W/851 115 Itr. 

NAGLE, J.C., ULLRICH.W.T. Philadelphia Electric Co. 85/11/15. 4pp. 33641:211- 
33641:214. 

8511260612 LER 85-082-00:on 851014.RWCU sys isolated on high differential 
flow.Caused by sys design characteristics which cause pressure surges.Sys Proce- 
dures S44.1 .A & S44.7.A will be revised. W/851 115 Itr. 

NAGLE, J.C., ULLRICH.W.T. Philadelphia Electric Co. 85/11/15. 4pp. 33620:343- 
33620:346. 


DOCKET 50-353 LIMERICK GENERATING STATION, UNIT 2 


A. Applicatlon/construction stage documents St correspondence 

8511110294 “Fission Product Transport for Limerick Plant," final rept. 

GIESEKE.J.A., CYBULSKIS.P., DENNING, R.S. Battelle Memorial Institute, Columbus 
Laboratories. 85/09/23. NRC - No Detailed Affiliation Given. 125pp. 33416:147- 
33416:272. 

8511210159 Forwards Delaware River Basin Commission 851002 emergency certifica- 
tion granting application for use of Schuylkill River whenever flow at Pottstown gage 
over 415 cubic ft/ second. Related correspondence. 

CONNER, T.B. Conner & Wetterhahn. CONNER, T.B. Philadelphia Electric Co. #485 
700. 85/10/04. CHILK.S.J. Office of the Secretary of the Commission. 5pp. 
33558:106-33558:110. 

8511200145 Submits proposed schedule to satisfy requirements of final ATWS risk re- 
duction sys, per Generic Ltr 85-06, “QA Guidance for ATWS Equipment That is not 
Safety-Related." Related correspondence. 

DALTROFF.S.L. Philadelphia Electric Co. #485 919. 85/10/17. DENTON, H.R. Office 
of Nuclear Reactor Regulation, Director (pre-851125). 7pp. 33563:216-33563:222. 

8511190206 Notification of contract execution, Mod 2, to “Study of Uncertainties in Sys 
Analysis Part of Seismic PRA." Contractor: Future Resources Assoc, Inc. 

HAWKINS, D. Technical Assistance Contracts Branch. FIN D-1556. 85/11/05. 
GUSTAVE.R. Office of Nuclear Regulatory Research, Director. MURPHY, J. NRC - No 
Detailed Affiliation Given. 1 p. 33534:350-33534:352. 

-8511190215 Mod 2, substituting LaSalle reactor review for Limerick reactor & deleting 
E Hall from key personnel clause, to "Study of Uncertainties in Sys Analysis Part of 
Seismic PRA." 

BUDNITZ.B.J. Future Resources Associates, Inc. EDGEWORTH, P.J. Division of Con- 
tracts. FIN D-1556. 85/11/05. 2pp. 33534:351-33534:352. 

8511210041 Informs that 831110 & 850607 responses to Generic Ltr 83-28, Item 1.2, 
“Post-Trip Review:Data & Info Capabilities," insufficient. Enel rept should be reviewed 
in preparation for future discussion on issues requiring addl info. 

BUTLER.W.R. Licensing Branch 2. 85/11/07. BAUER, E.G. Philadelphia Electric Co. 
4pp, 33558:270-33558:288. 


F. Security, medical, emergency & fire protection plans 


8511110371 Forwards public version of Rev 3 to Emergency Plan Implementing Proce- 
dure EP-254, “Vehicle & Evacuee Control Group." Related correspondence. 
DALTROFF.S.L Philadelphia Electric Co. #485 977. 85/03/05. MURLEY.T.E. Region 
1, Office of Director. SCHWENCER.A. Licensing Branch 2, 4pp. 33416:049-33416:063. 

-8511110374 Public version of Rev 3 to Emergency Plan Implementing Procedure EP- 
254, “Vehicle & Evacuee Control Group." Related correspondence. 

* Philadelphia Electric Co. 85/02/04. 11pp. 33416:053-33416:063. 


8511110303 Forwards public version of emergency plan implementing 

procedures.including Rev 8 to EP-103, “Alert Response," Rev 8 to EP-104, “Site 
Emeraency Response" & Rev 8 to EP-105, “General Emergency Response." 
DALTROFF.S.L Philadelphia Electric Co. #485 431. 85/03/28. MURLEY.T.E. Region 
1, Office of Director. SCHWENCER.A. Licensing Branch 2. 5pp. 33407:216-33407:220. 

-8511110424 Public version of emergency plan implementing procedures, including Rev 
8 to EP-103, “Alert Response," Rev 8 to EP-104, “Site Emergency Response" & Rev 
8 to EP-105, “General Emergency Response." 

* Philadelphia Electric Co. 85/03/12. 69pp. 33407:221-33407:289. 

8511120419 Forwards public version of emergency plan implementing 

procedures, including Rev 6 to EP-110, “Personnel Assembly & Accountability. With- 
holding of telephone numbers requested per 10CFR2.790.Affidavit encI.Related corre- 

DALTROR^SL Philadelphia Electric Co. #485 589. 85/04/12. MURLEY.T.E. Region 
T aii^ Licensing Branch 2. 5pp. 33438:246-33439:054. 

-8511120447 Public version of emergency plan implementation procedures, '^eluding 
Rev 32 to index,Rev 6 to EP-110, “Personnel Assembly & Accountability & Rev 5 to 
EP-230, “Chemistry Sampling & Analysis Team." 

* Philadelphia Electric Co. 85/03/14. 164pp. 33438:251-33439:054. 


-8511110368 Public version of emergency plan imc'eme-'lino erccodires. deluding Rev 
4 to EP-106, “Written Summary Notification” & P.c>/ :c Hr.c Emergency 

Coordinator.” Related correspondence. 

* Philadelphia Electric Co. 85/04/01. 137pp. 33402:245-33403:021. 

8511120127 Forwards public version of revised emergency plan implementing 
procedures, including Rev 5 to EP-279 re emergency operations facility group phone 
iist & Rev 6 to EP-291 re staffing augmertat ; or\ p e l atoc! oorrosnc'denco 
DALTROFF.S.L. Philadelphia Llec rc Co. .■■-■' , -85 353. f.:: “MO'\ VLR-HY.T.E. Region 
1, Office of Director. 5pp. 33^32:330-38^32 3:;.'. 

-8511120132 Public version of revised emergency plan implementing 

procedures, including Rev 5 to E D -279 r e emergency cceraticns fac ii: tv group phone 
list & Rev 6 to EP-291 re staffing augncnzaicn -'"a:;;:; ccr r c*;cc"Jfcr:-:. 

* Philadelphia Electric Co. 35/05/9''.' 23pp 32-t8i?.3::5-52A33:35" 

8511120259 Forwards public version of emergency clan !m D , emflnt i rq 

procedures, including Rev 38 to index, Rev 6 to EP-252 & Rev 5 r:: r?-2. 7 3. , .Vi:hn:.c r\q 
of names & telephone numbers requested per 10CFR2.790.Afficr.:/': cor- 

respondence. 

DALTROFF.S.L Philadelphia Electric Co. #485 122. 85/05/15. MURLEY.T.E. Region 
1 , Office of Director. 5pp. 33431 :273-33431 :277. 

-8511120261 Public version of emergency plan 'mp'ementing procedures, including Rev 
38 to index, Rev 6 to EP-252, “Search & Rescue f sryf A::f Course,' "ov 5 to EP-273, 
“Limerick Station Supervision Call List” & Rev 6 to EP-276. 

* Philadelphia Electric Co. 85/04/22. 34pp. 33431:239-33431:272. 

8511120272 Forwards public version of revised emergency plan imclementing 

procedures, including Rev 0 to EP-103 re alert response & Rev 7 to EP-277 re person- 
nel safety team phone list.Related correspondence. 

DALTROFF.S.L. Philadelphia Electric Co. #485 242. 85/05/28. MURLEY.T.E. Region 
1, Office of Director. 5pp. 33431:209-33431:236. 

-8511120274 Public version of revised emergency plan implementing 
procedures, including Rev 10 to EP-103 re alert response & Rev 7 to EP-277 re per- 
sonnel safety team phone list. 

* Philadelphia Electric Co. 85/05/28. 23pp. 33431:214-33431:236. 

8511120118 Forwards public version of revised emergency plan implementing 

procedures, including Rev 6 to EP-279 & Rev 7 to EP-280.W/O encI.Related corre- 
spondence. 

DALTROFF.S.L Philadelphia Electric Co. #485 841. 85/07/10. MURLEY.T.E. Region 
1 , Office of Director. 5pp. 33433:295-33433:299. 

8511210077 Forwards revs to safeguards contingency plan, consisting of Nov 1985 page 
changes, per NRC 850924 Itr.Revs withheld (ref 10CFR73.21 & 2.790). 

BRADLEY, E.J. Philadelphia Electric Co. 85/11/15. Region 1, Office of Director. 4pp. 
33551:071-33551:074. 


G. Adjudicatory correspondence 

8511050189 Forwards LER 85-080 for info re Contentions V-3a & V-3b on potential ex- 
plosion from pipelines passing near site. Deficiencies discussed in LER corrected & 
no further consideration necessary.Related correspondence. 

WETTERHAHN, M.J. Conner & Wetterhahn. WETTERHAHN, M.J. Philadelphia Electric 
Co. #485 068. 85/10/31. KOHL.C.N., GOTCHY.R.L., EDLES.G.J. Atomic Safety and 
Licensing Appeal Panel. 8pp. 33328:254-33328:261. 

8511110028 Petition for review of ALAB-819 re requirement for backup medical 
support.Appeal Board decision requiring backup hosp in closer proximity to plant ex- 
ceeds existing regulations & guidance. W/Certificate of Svc. 

CONNER, T.B., RADER, R.M. Philadelphia Electric Co. CONNER.T.B. Conner & Wetter- 
hahn. #485 096. 85/11/05. Commissioners. 20pp. 33386:012-33386:031. 

8511130252 Forwards correspondence & documents re emergency planning among 
applicant, NRC.Commonwealth of PA & other responsible govt agencies, per Board 
820601 order. W/o ends.Related correspondence. 

CULLEN, E.J. Philadelphia Electric Co. #485 145. 85/11/05. ZITZER.P. Ecology 
Action of Pottstown. 2pp. 33426:033-33426:034. 

8511110009 Notice of 841204 oral arguments in Bethesda,MD on appeals of Graterford 
Inmates & Air & Water Pollution Patrol from ASLB 850722 Fourth Partial Initial Deci- 
sion LBP-85-25. 

SHOEMAKER, C.J. Atomic Safety and Licensing Appeal Panel. #485 101. 85/11/06. 
Ip. 33385:356-33385:356. 

8511150091 Petition requesting Commission reversal of second partial decision & 
review of issues erroneously decided by ASLAB in ALAB-819. Legal error made re fail- 
ure to adopt reasoning of 841003 brief in support of appeal.Certificate of Svc end. 
ZITZER,P. Limerick Ecology Action. #485 167. 85/11/08. Commissioners. 6pp. 
33463:036-33463:041. 

3511150002 Forwards Director’s Decision DD-85-1 8, denying 851001 2.206 petition to 
require NRC stay Delaware River Basin Commission consideration of util request to 
use water for facility. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). #485 157. 
85/11/12. ANTHONY, R.L. Anthony, R.L. 2pp. 33563:086-33563:095. 
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-8511150009 Drectcr's Decis.cn UD-SS-IS denying 2.206 request to stay Delaware 
R,w Baslr Commission consideration of applications by util & to require withdrawal of 
applications per compliance w environ license conditions. 

.<N;3H7,J.P. Office of Nuclear Reactor Regulation, Director (pre-851 1 25). 85/11/12. 
4pp. 33563:083-33563:092. 

—8511150021 Notice of issuance of Director’s Decision DO-85-18 under 10CFR2.206 
denying R Anthony 851001 petition to require NRC take actions on util applications to 
Delaware River Basin Commission re water usage for Unit 1. 

KN!GH7,J.P. Office of Nuclear Reactor Regulation. Director (pre-851 125). 85/11/12. 
App, 33563:093-33563:395. 

8511180465 Advises that author will argue on behalf of Graterford Inmates during 
851204 hearing. in response to AS LA 3 851324 order. Expresses intention to reserve 
portion of allotted time for rebuttal. Related correspondence. 

LOVE.A.R. Montgomery County Legal Aid Service. LOVE.A.R. Graterford Inmates. 
LOVE.A.R. Love, A.R. #485 ISC. 25/11/12. SHOEMAKER, C.J. Atomic Safety and Li- 
censing Appeal Panel, ip. 32496:001-33496:001. 

8511180533 Motions to reopen record on Contentions V-3a & 3b & to stay operation of 
Unit 1.LER 85-80 reported potential threat in possible failure of cooling for control 

-N”-C N - R -■■r-C\Y ! R.L Friends of the Earth. #485 179. 85/11/ 

Act c Sa*et, an: l eers -•= .-ccea Pane!. 3pp. 33496:300-33496:302. 

8511180447 Appeal for review of ASLA3 Decision ALAB-819 affirming ASL3 Second 
Partial Initial Decision L3P-84-31 on Contentions V-3a & V-3b.Board & Appeal Board 
discounted cr ignored safety nazs'ds soccifia: In contentions. 

AN7HONY.F.L. Anthony, R.L. AiV'-CN*' =._ -riends of the Earth. #485 180. 85/11/ 
12. Domm.ssicra's, Ip. 32^95 :2C5-33495:205. 

8511190219 Forwards info re emergency planning among applicant.NRC, Common- 
wealth of PA & other govt agencies, per Board 820601 order. W/o end. Related corre- 
spondence. 

CULLEN, E.J. Philadelphia Electric Co. #485 198. 85/11/14. ZITZER.P. Ecology 
Action of Pottstown. 2pp. 33515:337-33515:338. 

8511210288 Informs that author will present o's' argument on behalf o' Commonwealth 
of PA on 851204 re appeals of ASL3 fourth pama” .nitia, decision. Re:arec correspond- 
ence. 

FERKIN.Z.G. °ennsylvan:= Commonwealth of. #485 253. 85/11/15. 

SHOEMAKER.C... Atom c Ss-'er* and Licensing Appeal Panel. Ip. 33547:260- 
33547:260. 

8511210430 Proposal for resolution of remanded issue from Second Partial Initial Deci- 
sion ALAB-819 re medica' arrangements for contaminated/ injured onsite 
personr.el.Ore oversize map & Cerrfioates z: Svc sr-o'.. 

C0NN=R,7.5. Philace.p.Ha Electric Cc. CC.NNE.PJ.B Conner & Wetterhahn. #485 
231. 85/11/18. 15pp. 33544:192-33544:207. 

8511210382 Memorandum & order referring RL Anthony & Friends of the Earth 851112 
motion to reopen Contentions V-3a & 3b re possible effects of gas or petroleum pipe- 
line explosion on facility structures to Commission.Served on 851119. 
SHOEMAKER.C.J. Atomic Safety and Licensee Aocea! Panel. #485 244. 85/11/19. 
ANTHONY, R.L Anthony, R.L. 4pp. 32552:3 *~-33552.S2C. 


8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consoi'datec Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 


8510290039 IE Info Notice 85-085, “Sys Interaction Event Q es‘''t ; nc in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Delue :-V. ici:::--. " Svc 
list end. „ 

JORDAN.E.L. Division :f Emcrncnc’-* n naparedness & Response (Post 

830103). 85/10/31. LLmsm::.::..-:;;. . u.ro- Co. of New ‘ 33357:063- 

33357:199. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineerim- Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New ' .,:jqi 33385:198- 

33385:335. 


8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

■’■‘•yi C" J.V D’-octcr's Office, Office of Inspection and Enforcement. 85/11/15. Con- 
sc DJ-s.m Do of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Fndneerinq Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New Y.r:., in:: i :::>pr: 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 


8511250133 Notifies that author will present argument on behaif of NRC in response to 
851024 order. Related correspondence. 

RUTBERG.J. Hearing Branch 2. #485 262. 85/11/19. SHOEMAKER.C.J. Atomic 
Safety and Licensing Appeal Pane!. Ip. 33592:290-33592:290. 

8511250138 Answer opposing licensee 851105 petition for review of ALAB-819 re medi- 
cal svcs for onsite contaminated injured individuals.Certificate of Svc end. 
HODGDON.A.P. Hearing Branch 2. #485 270. 85/11/20. Commissioners. 14pp 
33591:162-33591:175. 


8511250303 Notifies that author will appear to present oral argument on 851204 on 
behaif of util re appeals of fourth partial initial decision, in response to 851 024 & 1 1 06 


DEF F. .V. Dcnne- <i Wc- 
55. ' ' 2C S-tCLLA KEF, 1 
33592:358-33592:358. 


. RADER.R.M. Philadelphia Electric Co. #485 273. 
;mic Safety and Licensing Appeal Panel. Ip. 


8511250481 Answer opposing RL Anthony & Friends of the Earth 851113 petition for 
review of ALAB-819 based on failure to show any important question of fact & untime- 
liness. 


CONNER, T.B. Philadelphia Electric Co. CONNER, T.B. Conner & Wetterhahn #485 
288. 85/1 1 /2 2. Commissioners. 3pp. 33616:185-33616:21 1. 


-8511260486 Response opposing Limerick Ecology Action, Inc 851108 petition for 
review of ALAB-819,based on failure to show any important question of fact law or 
Commission policy. 

CONNER, T.B. Philadelphia Electric Co. CONNER.T.B. Conner & Wetterhahn. 85/11/ 
22. Commissioners. 10pp. 33616:187-33616:196. 


8511070115 Forwards "Preoperational Radiological Environ Monitoring Program 
Rept.820101 - 841221.” Results of rept confirm that radiological monitoring program 
sensitive to r.q Holered fluctuation in environ around plant. 

A.;._3fcY.v\.E Pnilaccipn.a Electric Co. 85/10/30. TAYLOR.J. Director's Office, 
Oif.ce o 4 ■r.spwfcn arid br.iorcement. 2pp. 33363:001-33363:167. 


-8511070120 “Preoperational Radiological Environ Monitoring Program Rept.820101 - 
841221." 

* Teledyne Isotopes. * Radiation Management Corp. 84/12/21. 165pp. 33363:003- 
33363:167. 


S. Reportable occurrences, LERs & related correspondence 


8511260091 Partial response to FOIA request for summaries & evaluations of LERs 
from fuel loading to declaration of commercial operation for seven plants. Forwards 
documents listed on App A.App B documents available in PDR. 

FELTON, J.M. Division of Rules and Records. 85/10/31. SHOLLY.S.C. MHB Technical 
Associates. 5pp. 33642:307-33642:311. 


ow** iu^ou ' rroviaes review or plant operating experience since 841026 issuance of 
low power OL, in response to Commissioner Zech request.Plant operating experience 
So ^ n 2°. re i— evaiuated as P art °f normal assessment program. 

MIRAGLIAJFJ. Division of Licensing (800428-851124). 85/02/15. STAROSTECKI.R 
Region 1, Office of Director, ip. 33643:312-33643-312 


DOCKET 50-354 HOPE CREEK NUCLEAR STATION, UNIT 1 


-8511260491 Response opposing RL Anthony/ Friends of the Earth 851112 motion to 
reopen Contentions V-3a & V-3b & motion for stay of Unit 1 operation. No serious defi- 
ciency exists to require reopening record.Certificate of Svc end 
CONNER.T.B. Philadelphia Electric Co. CONNER.T.B. Conner & Wetterhahn 85/11/ 
22. Commissioners. 15pp. 33616:197-33616:211. 

G. Inspection reports, IE Bulletins & correspondence 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29 Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks " Svc list 
end. 

P! 7 ^ 0 !! oi Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 


A. Application/ construction stage documents & correspondence 

85 ni ^l 01 u 7 Summarizes ACRS 296th meeting w/NRC & util to review application for 
L°^ e ^ re6 j Generating Station, Unit 1 .Clarification of ACRS congressional tes- 
eSSSc™ proposed rule to limit use of highly enriched U also discussed. 
pa 1 1 Aniwnw i ACRS - Advisory Committee on Reactor Safeguards, 84/12/20. 
PALLADINO.N.J. Commissioners. 3pp. 33498:053-33498:055. 

85 o 1 n 10 8 6 5 0 o 1 4 0 ? 0 fi l R°SH S nS?I!! ents offsite dose emulation manual (ODCM) submitted 
Sr date. 426 ‘ R d ° DCM resolving comm ®nts should be submitted within 3 wks of 

Liaensin 9 Branch 2. 85/10/24. MITTL.R.L. Public Service Electric & 
Gas Co. of New Jersey. 8pp. 33372:323-33372:330. 


8 ^acce^bte^ftnf 1 ^m 00 ^ + V evie )To e r r0n protection plan, submitted by 851016 
title & table nfrnn?«ntc°? ment ’ T 1 rm Audlt ’ sh °uld be removed from Section 5.1 
Mirn p 2 ,K.?Pc t Sin ^ sect,on does not discuss auditing. 

UcSng tartft of New Jersey - 85/10/Z8 - BUTLER ' W - 
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8511070289 Forwards evaluation of util 850712 submittal of pump & valve inservice 
testing program.Evaluation provides interim approval of program for 2 yrs from date of 
issuance of OL. 

BUTLER, W.R, Licensing Branch 2. 85/10/28. MITTL.R.L. Public Service Electric & 
Gas Co. of New Jersey. 6pp. 33379:275-33379:280. 


8511110437 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
HOPE CREEK GENERATING STATlON.Docket No. 50-354. (Public Service Electric 
And Gas Company.Atlantic City Electric Company) 

* Division of Licensing (800428-851124). NUREG-1048 S03. 85/10/31 lOOpp 


8511060098 Ack receipt of 850523 Itr submitting add! info re QA program to be imple- 
mented during operations phr>*?c Rosncnsr acrrotr.b'c " 

BUTLER, W.R. Licensing ii::.rv:» >:» 'i Public Service Electric & 

Gas Co. of New Jersey. 5pp. .-.Xi ' X:V-.". > 

8511050164 Forwards Draft Rev B to Operating Procedure OP-AP.ZZ-IOI(Q), “Post-Re- 
actor Scram/ ECCS Actuation Review & Approval Requirements,” in response to D 
Wagner request for info re Generic Ltr 83-28. 

MITTL.R.L. Public Service Electric & Gas Co. of New Jersey. 85/10/30 BUTLER W 
Licensing Branch 2. 2pp. 33328:209-33328:237. 

-8511050172 Draft Rev B to Procedure OP-AP.ZZ-IOI(Q), "Post-Reactor Scram/ECCS 
Actuation Review & Approval Requirements." 

ROGERS, M. Public Service Electric & Gas Co. of New Jersey. 85/03/31 27pp 
33328:211-33328:237. 

8511050245 Forwards addl info re IDVP in response to NRC 850930 requestJnfo con- 
cerns basemat confirmatory analysis & completion of hazards analysis & setpoint cal- 
culation proqrams. 

MITTL.R.L. Public Service Electric & Gas Co. of New Jersey. 85/10/30. BUTLER, W. 
Licensing Branch 2. 20pp. 33330:211-33330:230. 

8511070298 Forwards draft SAIC-85/ 1524-8, “Review of Licensee & Applicant Re- 
sponses to NRC Generic Ltr 83-28, Item 1.2, ‘Post-Trip Review:Dtat & Info Capabili- 
ties'...,” technical evaluation rept.Response to Item 1.2 should be revised. 

BUTLER, W.R. Licensing Branch 2. 85/10/30. MITTL.R.L. Public Service Electric & 
Gas Co. of New Jersey. 5pp. 33379:132-33379:151. 

-8511070312 Draft “Review of Licensee & Applicant Responses to NRC Generic Ltr 
83-28, Item 1.2, ‘Post-Trip Review:Data & Info Capabilities' for Hope Creek Nuclear 
Station, Unit 1,“ technical evaluation rept. 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-82-096, SAIC-85 /1 524-8 DR FT. 85/10/30. NRC - No Detailed Affiliation Given. 
15pp. 33379:137-33379:151. 

8511140363 Confirms info provided during 851030 telcon between NRC & util re exist- 
ing design features which would provide z ultimate protection capability. Design pro- 
vides cross-tie connections to RHR sys from both svc water & fire water sys. 
MITTL.R.L. Public Service Electric & Gas Co. of New Jersey. 85/11/05. BUTLER.W. 
Licensing Branch 2. 2pp. 33450:068-33450:069. 


8511140264 Formalizes results of 851106 discussion between BA Preston & DH 
Wagner re SER Section 7.6.2.1, “Isolation of Low Pressure Sys From High Pressure 
RCS.” Actions to be implemented by util to resolve NRC concerns listed. 

MITTL.R.L. Public Service Electric & Gas Co. of New Jersey. 85/11/08. BUTLER.W. 
Licensing Branch 2. 2pp. 33450:006-33450:007. 

8511210036 Forwards marked-up rev to FSAR Section 12 " .inc'udi -r -esco''s: t: SE- 
Open Item 11. Position of general manager- nuclear svc? s 

be provided prior to fuel load. 

MITTL.R.L. Public Service Electric & Gas Co. of New Jersey. 85/11/18. BUTLER.W 
Licensing Branch 2. 400pp. 33546:298-33547:185. 

8511210362 Forwards “Hope Creek Generating Station.Unit 1 Preservice Exam Limita- 
tions Rept,” providing all preservice insp relief requests w/technical justifications to 
resolve SER Open Item 3. 

MITTL.R.L. Public Service Electric & Gas Co. of New Jersey. 85/11/18. BUTLER.W. 
Licensing Branch 2. 2pp. 33552:098-33552:159. 

—8511210370 “Hope Creek Generating Station.Unit 1 Preservice Exam Limitations 
Rept." 

FEIGE.E.J., FLACH.W.T. Southwest Research Institute. 85/11/30. 60pp. 33552:100- 

OOCC - 


8511220232 Forwards rev to FSAR Figure 7.6-9 indicating single solenoids for ARI & 
RRCS valves.Rev will be included in Amend 14 to FSAR.W/20 oversize drawings, per 
SER Confirmatory Issue 20. 

MITTL.R.L. Public Service Electric & Gas Co. of New Jersey. 85/11/20. BUTLER.W. 
Licensing Branch 2. 7pp. 33571 :023-33571 :029. 

8511270001 Forwards Amend 13 to FSAR, containing text changes based on resolution 
of various SER open & confirmatory items, including elimination of arbitrary intermedi- 
ate pipe breaks. \V.'219 drawees. 

MITTL.R.L. Pubi ! c Service Electric & Gas Co. of New Jersey. 85/11/25. ADENSAM.E. 
BWR Project Directorates. 16pp. 33647:001-33651:129. 


F. Security, medical, emergency & fire protection plans 


8511110312 Forwards PSE-SE-Z-017, "Elimination of OD-11 Process Computer Test 
from Power Ascension Testing-Test 11," & PSE-SE-Z-024, “Deletion of Transversing 
In-Core Probe Uncertainty, Test 16." 

MITTL.R.L. Public Service Electric & Gas Co. of New Jersey. 85/11/06. BUTLER.W. 
Licensing Branch 2. 4pp. 33391:146-33391:174. 

—8511110317 Safety evaluation PSE-SE-Z-017, “Elimination of OD-11 Process Comput- 
er Test from Power Ascension Testing-Test 11." 

TENENBAUM.G. Public Service Electric & Gas Co. of New Jersey. PSE-SE-Z-017. 85/ 
10/01. 5pp. 33391:150-33391:154. 

-8511110322 Safety evaluation PSE-SE-Z-024, "Deletion of Transversing In-Core Probe 
Uncertainty.Test 16." Related info end. 

CHURCHMAN, C.W. Public Service Electric & Gas Co. of New Jersey. PSE-SE-Z-024. 
85/11/04. 20pp, 33391:155-33391:174. 

8511140358 Forwards tabulation of FSAR commitments for Aug.Sept & Oct 1985 & cor- 
responding resolution for each commitment. FSAR Amend 22 expected to be issued 
by 851122. 

MITTL.R.L. Public Service Electric & Gas Co. of New Jersey. 85/11/12. BUTLER.W. 
Licensing Branch 2. 33pp. 33450:074-33450:106. 

8511190296 Responds to 850920 request for technical justification for elimination of ar- 
bitrary intermediate pipe breaks. Deletion of whip restraints will improve access for op- 
eration, inservice insp & maint. 

MITTL.R.L., DOUGLAS, R.P. Public Service Electric & Gas Co. of New Jersey. 85/11/ 
15. BUTLER.W. Licensing Branch 2. 13pp. 33515:313-33515:325. 

8511250204 Forwards “Bailey 862 Solid State Logic Module Analysis" & Rev A to 
“Summary Rept 862 Logic Module P/N 6631 291 A1," per 851118 & 20 telcons re 
separation of automatic & manual initiation circuits. 

MITTL.R.L. Public Service Electric & Gas Co. of New Jersey. 85/11/20. BUTLER.W. 
Licensing Branch 2. 9pp. 33591:021-33591:073. 

-8511250207 Rev A to “Summary Rept 862 Logic Module P/N 6631291A1.” 

* Bailey Controls Co. (subs, of Babcock & Wilcox Co.). QR-3101A-E93-75 RA. 85/10/ 
07. 44pp. 33591:030-33591:073. 

8511270214 Forwards response to Pump & Valve Operability Review Team Open Item 
1 ,C re svc water pump (AD-502) instrumentation. Addition of temp switch will provide 
supplemental detection of problems. 

MITTL.R.L. Public Service Electric & Gas Co. of New Jersey. 85/11/25. ADENSAM.E. 
BWR Project Directorate 3. 3pp. 33627:187-33627:189. 


8511150032 Rev 9 to emergency plan. 

* Public Service Electric & Gas Co. of New Jersey. 85/10/15. 175pp. 33465:130- 
33465:316. 

8511060154 Confirms that LASL study for Vital Area Definition Program will be conduct- 
ed at plant during wk of 851 104. Identities & social security numbers of LASL person- 
nel encl.W/o end. 

MURLEY.T.E. Region 1, Office of Director. 85/10/23. MARTIN.T.J. Public Service 
Electric & Gas Co. of New Jersey. 2pp. 33355:353-33355:354. 

8511140363 Confirms info provided during 851030 telcon between NRC & util re exist- 
ing design features which would provide z ultimate protection capability. Design pro- 
vides cross-tie connections to RHR sys from both svc water & fire water sys. 
MITTL.R.L. Public Service Electric & Gas Co. of New Jersey. 85/11/05. BUTLER.W. 
Licensing Branch 2. 2pp. 33450:068-33450:069. 

8511270293 Forwards Rev 1 to Test Rept TS-TP-0084, “Penetration C Fire & Hose- 
Stream Test for 10 Inches of TS-MS-0045-B Silicone Elastomer (Bus Duct Seal)” & 
extrapolation of test rept, per 850425 meeting & 850815 telcon. 

MITTL.R.L. Public Service Electric & Gas Co. of New Jersey. 85/11/21. BUTLER.W. 
Licensing Branch 2. 6pp. 33627:001-33627:020. 

-8511270294 Rev 1 to “Penetration C Fire & Hose-Stream Test of 10 Inches of TS-MS- 
0045-B Silicone Elastomer (Bus Duct Seal).” 

KERR.K.A. TECH-SIL, Inc. TS-TP-0084 R01. 82/04/14. 14pp. 33627:007-33627:020. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8511270001 Forwards Amend 13 to FSAR, containing text changes based on resolution 
of various SER open & confirmatory items, including elimination of arbitrary intermedi- 
ate pipe breaks. W/219 drawings. 

MITTL,R.L. Public Service Electric & Gas Co. of New Jersey. 85/11/25. ADENSAM.E. 
BWR Project Directorate 3. 16pp. 33647:001-33651:129. 

-8511270003 Amend 13 to FSAR for Hope Creek Generating Station. 

* Public Service Electric & Gas Co. of New Jersey. 85/11/25. 1,419pp. 33647:017- 
33651:129. 


Q. Inspection reports, IE Bulletins & correspondence 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 


8511050274 Forwards “Single Failure Analysis for Neutron Monitoring & Process Radi- 
ation Monitoring Sys" per Reg Guide 1.75, to dose SER Confirmatory Issue 18 & in 
response to action item to 850924-26 audit. 

MfTTL,R.L. Public Service Electric & Gas Co. of New Jersey. 85/10/30. BUTLER.W. 
Licensing Branch 2. 2pp. 33328:333-33328:345. 


-8511050286 "Single Failure Analysis for Neutron Monitoring & Process Radiation Mon- 

* Pufllic^ Service Electric & Gas Co. of New Jersey. 85/10/15. 11pp. 33328:335- 
33328:345. 


8511070334 Forwards SSER 3 (NUREG-1048) re application for OL.Rept will be placed 
in PDR & LPDR in Pennsville,NJ.W/o end. o , _ ... . . „ 

BUTLER, W.R. Licensing Branch 2. 85/10/31. MITTL.R.L. Public Service Electric & 
Gas Co. of New Jersey. 5pp. 33379:001-33379:005. 


8511050347 Requests schedule of preoperational testing activities.to ensure completion 
of insps necessary for NRC to determine readiness for fuel load.Biweekly updates 
also requested. 

STAROSTECKI.R. Region 1, Office of Director. 85/10/23. MARTIN.T.J. Public Service 
Electric & Gas Co. of New Jersey. 2pp. 33341:238-33341:239. 

8511010217 Ack receipt of 850523 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-354/85-03.Conflrms that PSSUG-GTP-2 revised (Rev 5) to clari- 
fy situations which require capping of instrument tubing. 

EBNETER.S.D. Region 1, Office of Director. 85/10/28. MARTIN.T.J. Public Service 
Electric & Gas Co. of New Jersey. 2pp. 33287:098-33287:103. 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 
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8510250543 IE Info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks." Svo list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 


85111 



-if.rds Safatv Insp Rept 50-354/85-46 on 850923-30.No violation noted. 

on =,' Office of Director. 85/10/30. MARTI N.T.J. Public Service 
C: of \f> Jersey. 2pp. 33297:335-33297:342. 


-8511040386 Safety Insp Rept 50-354/85-46 on 850923-30.No violations noted.Major 
areas inspected: licensee action on previous insp findings.review of preservice insp & 
data & activities re use of visual weld acceptance criteria of NCIG-01. 
MCBREARTY.R.A., WIGGINS, J.T. Region 1, Office of Director. 85/10/18. 6pp. 
33297:337-33297:342. 


8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp, 33357:063- 
33357:199. 


8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 


8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Swilch Settings." Svc lls: end. 

TAYLOR.J.M. Director’s Office, Office o*' Inspcctsc:: a.no Fnfo.xenen:. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511190296 Responds to 850920 request for technical justification for elimination of ar- 
bitrary intermediate pipe breaks.Deletion of whip restraints will improve access for op- 
eration, inservice insp & maint. 

MITTL.R.L, DOUGLAS.R.P, Public Service Electric & Gas Co. of New Jersey. 85/11/ 
15. BUTLER, W. Licensing Branch 2. 13pp. 33515:313-33515:325. 

8511210287 Forwards Safety Insp Rept 50-354/85-47 on 850925 & 1001-11. No viola- 
tion noted. 

EBNETER.S.D. Region 1, Office of Director. 85/11/15. MARTIN.T.J. Public Service 
Electric & Gas Co. of New Jersey. 2pp. 33546:044-33546:054. 

-8511210295 Insp Rept 50-354/85-47 on 850925 & 1001-11. No violation noted.Major 
areas inspected:preoperational test procedure review, verification & witnessing, startup 
test program, plant tours & independent verification. 

BRIGGS, L., EVANS, M., WINK.L. Region 1, Office of Director. 85/11/12. 9pp. 
33546:046-33546:054. 


8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 


8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511210362 Forwards “Hope Creek Generating Station, Unit 1 Preservice Exam Limita- 
tions Rept,” providing all preservice insp relief requests w/technical justifications to 
resolve SER Open Item 3. 

MITTL.R.L. Public Service Electric & Gas Co. of New Jersey. 85/11/18. BUTLER, W. 
Licensing Branch 2. 2pp. 33552:098-33552:159. 


V. Operator Examinations 


8511120073 Forwards response to Generic Ltr 85-18, “Operator Licensing Exams." 
MCNEILL, C.A. Public Service Electric & Gas Co. of Nev. JorsLCv. 85' J -C'?: 
THOMPSON.H.L. Division of Licensing (800428-851124). 4pp. J3-: iL J59-33- :3 


DOCKET 50-355 HOPE CREEK NUCLEAR STATION, UNIT 2 


E. NRC Safety Evaluation Report (SER), suppSs & correspondence 

8511220232 Forwards rev to FSAR Figure 7.6-9 indicating single solenoids for ARI & 
RRCS valves.Rev will be included in Amend 14 to FSAR.W/20 oversize drawings, per 
SER Confirmatory Issue 20. 

MITTL.R.L. Public Service Electric & Gas Co. of New Jersey. 85/11/20. BUTLER.W. 
Licensing Branch 2. 7pp. 33571:023-33571:029. 


F. Security, medical, emergency & fire protection plans 


8511150032 Rev 9 to emergency plan. 

* Public Service Electric & Gas Co. of New Jersey. 85/10/15. 175pp. 33465:130- 
33465:316. 

8511060154 Confirms that LASL study for Vital Area Definition Program will be conduct* 
ed at plant during wk of 851 1Q4.ldentities & social security numbers of LASL person- 
nel encl.W/o end. 

MURLEY.T.E. Region 1, Office of Director. 85/10/23. MARTIN.T.J. Public Service 
Electric & Gas Co. of New Jersey. 2pp. 33355:353-33355:354. 


Q. Inspection reports, IE Bulletins & correspondence 

8511050347 Requests schedule of preoperational testing activities.to ensure completion 
of insps necessary for NRC to determine readiness for fuel load. Biweekly updates 
also requested. 

STAROSTECKI.R. Region 1, Office of Director. 85/10/23. MARTIN.T.J. Public Service 
Electric & Gas Co. of New Jersey. 2pp. 33341:238-33341:239. 


DOCKET 50-358 WILLIAM H. ZIMMER NUCLEAR STATION, UNIT 1 


Q. Inspection reports, 8E Bulletins & correspondence 


8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR.J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33 357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 


“8511210370 “Hope Creek Generating Station, Unit 1 Preservice Exam Limitations 
Rept.” 

FEIGE.E.J., FLACH.W.T. Southwest Research Institute. 85/11/30. 60pp. 33552:100- 
33552:159. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 

8511260362 Forwards Insp Rept 50-354/85-45 on 850924-1027 & notice of violation. 
KISTER.H.B. Region 1, Office of Director. 85/11/19. MARTIN.T.J. Public Service Elec- 
tric & Gas Co. of New Jersey. 5pp. 33612:247-33612:269. 

-8511260365 Notice of violation from insp on 850924-1027. 

* Region 1, Office of Director. 85/11/19. Ip. 33612:252-33612:252. 

-8511260373 Insp Rept 50-354/85-45 on 850924-1 027 .Violation noted: excessive spac- 
ing between cable restraints on vertical cable runs. 

BLOUGH.A.R., LYASH.J.J., FUHRMEISTER.R. Region 1, Office of Director. 85/11/13. 
1 7pp. 3361 2:253-3361 2:269. 


8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198* 
33385:335. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR.J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list end 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, "Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018* 


8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 
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8511150120 !E Info Notice 85-090, “Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


T. Hearing transcripts on man-antitrust matters 

8511210384 Further response to FOIA request for documents re H Hoyt & S Aloot Oct 
1983 rept on NRC investigations at facility. Listed documents end & available in 
PDR.Certain documents totally withheld (ref FOIA Exemptions 5 & 7). 

FELTON, J.M. Division of Rules and Records. 85/11/06. BAUSER.D.B. Shaw, Pittman, 
Potts & Trowbridge. 22pp. 33563:263-33566:126. 

—8511210416 Summarizes 830602 telcon w/J McCarten re Applegate allegations. 
MILLER, R. NRC - No Detailed Affiliation Given. 83/06/03. NRC - No Detailed Affili- 
ation Given. 5pp. 33564:266-33564:270. 

-8511210418 Transcript of 830516 interview of GA Phillips in Glen Ellen, !L re allega- 
tions in MG Malsch 821116 memo. 

* Atomic Safety and Licensing Board Panel. 83/05/16. 84pp. 33564:271-33564:355. 


DOCKET 50-361 SAM ONOFRE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8511010184 Forwards description of textual changes to Rev 5 to physical security 
plan, per discussions w/A McQueen. Description withheld (ref 10CFR73.21). 

MORGAN, H.E. Southern California Edison Co. 85/10/23. MARTIN, J.B. Region 5, 
Office of Director. 2pp. 33286:361-33286:362. 

8511210371 Partial response to FOIA request for documents on NRC proposed rule on 
earthquakes & emergency planning.Documents identified on App A being placed in 
PDR.Documents identified on App B available in PDR.Search continuing. 

FELTON, J.M. Division of Rules and Records. 85/11/06. BELL.N. Nuclear Information 
& Resource Service. 4pp. 33583:102-33583:105. 

—8411030064 Comments on mods to notice of proposed rulemaking on emergency 
planning which would codify Commission decisions on plants re need for consider- 
ation of earthquakes. No objections indicated except for listed proposed deletion. 
DIRCKS.W.J. Office of the Executive Director for Operations. 84/10/25. ZERBE.J.E. 
Office of Policy Evaluations. 9pp. 33583:124-33583:132. 

—8507120224 Forwards discussion of staff paper, consisting of IE 850618 input re flexi- 
bility in emergency planning framework for plants.Preplanning should be limited to in- 
frequent natural phenomena such as earthquake. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/07/02. GILLESPIE, F.P. Division of Risk Analysis & Operations (post 
840429). 5pp. 33583: 1 47-33583: 151. 

8511260273 Forwards Rev 5B to physical security plan, describing textual changes dis- 
cussed w/A McQueen & R Beatty during Oct 1985. Rev withheld (ref 10CFR73.21). 
MORGAN, H.E. Southern California Edison Co. 85/11/15. MARTIN, J.B. Region 5, 
Office of Director. Ip. 33608:358-33608:358. 

8511260247 Final response to FOIA request for documents re Performance Appraisal 
Team insp starting wk of 850301 & fire protection deficiencies.NRC has no futher doc- 
uments subj to request. 

GRIMSLEY.D.H. Division of Rules and Records. 85/11/18. BELL.N. Nuclear Informa- 
tion & Resource Service. Ip. 33639:319-33639:321. 

8511260135 Revised application updating 850402 application for amends to Licenses 
NPF-10 & NPF-1 5, consisting of Proposed Change 146, revising Tech Specs 3/4.3.3.7 
& 3Z4.7.8.2 re updated fire hazards analysis to reflect ongoing plant mods. 

MEDFORD, M.O. Southern California Edison Co. 85/11/22. KNIGHTON, G.W. Licens- 
ing Branch 3. 2pp. 33616:313-33616:319. 

—8511260143 Proposed Tech Spec Tables 3.3-11 & 3.7-5,updating fire hazards analy- 
* Southern California Edison Co. 85/11/22. 5pp. 33616:315-33616:319. 


I. Financial information 


8511060232 Forwards executed certificate of pollution control facilities, in response to 
850702 request. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/31. 
CHANDLER, D.E. California, State of. 14pp. 33372:272-33372:285. 


P. Operating license stage documents & correspondence 

8511060220 Affirms implementation of improved surveillance program (condition moni- 
toring) per License Condition 2,C(5)d. Existing procedures may be revised to accom- 
modate environ qualification changes. 

MEDFORD, M.O. Southern California Edison Co. 85/04/10. KNIGHTON, G.W. Licens- 
ing Branch 3. 2pp. 33346:090-33346:091. 

8511060210 Revised application for amends to Licenses NPF-10 & NPF-1 5, facilitating 
exemption to 10CFR20, allowing radioactively contaminated oil to be disposed of by 
incineration. 

MEDFORD, M.O. Southern California Edison Co. 85/08/29. Office of Nuclear Reactor 
Regulation, Director (pre-851125). KNIGHTON, G.W. Licensing Branch 3. Ip. 
33346:080-33346:088. 

-8511060213 Proposed Tech Spec changes, facilitating exemption to 10CFR20, allowing 
radioactively contaminated oil to be disposed of by incineration. 

* Southern California Edison Co. 85/08/29. 8pp. 33346:081-33346:088. 

8511180793 Forwards monthly operating repts for Aug 1985.Revised Jul 1985 monthly 
operating sheet for Unit 2 & Rev 17 to “Offsite Dose Calculation Manual” also encl. 
MORGAN, H.E. Southern California Edison Co. 85/09/16. Division of Automated Infor- 
mation Services. Ip. 33500:105-33500:173. 


-8511180809 Rev 17 to “Offsite Dose Calculation Manual.” 

4 Southern California Edison Co. 85/06/15. 56pp. 33500:118-33500:173. 

8511070287 Forwards Rev 2 to “Offsite Dose Calculation Manual, Nuclear Generation 
Site Unit 1” & Rev 17 to “Offsite Dose Calcuiation Manual, Nuclear Generation Site 
Units 2 & 3.” 

MORGAN, H.E. Southern California Edison Co. 85/09/17. MARTIN.J.B. Region 5, 
Office of Director. Ip. 33368:340-33369:184. 

8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1984.App A documents available in PDR.Apps 
B & C documents partially & completely withheld, respectively, (ref Exemption 5). 
FELTON, J.M. Division of Rules and Records. 85/10/17. GILINSKY.V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

—8204130466 Outlines interim approach & results of conducting special QA assess- 
ments for OL applicants on case by case basis. 

DIRCKS.W.J. Office of the Executive Director for Operations. 82/03/29. 
PALLADINO.N.J. Commissioners. 12pp. 33537:233-33537:244. 

8511010203 Confirms that enforcement conference rescheduled for 851030 so that sta- 
tion maint mgt can attend, per 851 022 telcon w/ P Johnson. 

RAY.H.B. Southern California Edison Co. 85/10/22. KIRSCH.D.F. Region 5, Office of 
Director. Ip. 33286:350-33286:350. 

8511150044 Forwards revised descriptions for NSHC for changes made by Procedure 
Change Notice PCN-165, revising Table 5.7-1, “Component Cyclic & Transient Limits." 
COX.D.L. Southern California Edison Co. 85/10/22. ROOD.H. Southern California 
Edison Co. 4pp. 33466:119-33466:122. 

8511010342 Notification of 851028 meeting w/util in Bethesda.MD to discuss Cycle 3 
analysis. 

ROOD.H. Licensing Branch 3. 85/10/25. KNIGHTON, G.W. Licensing Branch 3. 3pp. 
33301:103-33301:105. 

8511070163 Forwards FR notice of consideration of issuance of amends per 
850823,1010 & 1016 applications for amends to Licenses NPF-10 & NPF-1 5, revising 
Tech Specs re max enrichment of fuel assemblies & criticality requirements for stor- 
age. 

KNIGHTON, G.W. Licensing Branch 3. 85/10/31. BASKIN, K.P. Southern California 
Edison Co. HOLCOMBE, J.C. San Diego Gas & Electric Co. 4pp. 33379:301- 
33379:304. 

-8511010123 Notice of consideration of issuance of amends to Licenses NPF-10 & 
NPF-1 5 & proposed NSHC determination & opportunity for hearing.Amends revise 
Tech Specs re max enrichment of fuel assemblies. 

KNIGHTON, G.W. Licensing Branch 3. 85/10/25. 9pp. 33379:305-33379:312. 

8511200003 Forwards remarks made to mgt on 851024 re San Onofre Unit 1 auxiliary 
feedwater pump problem.Discussions also held w/ Arizona Nuclear Power Project re 
addl technical support for evaluation of post-trip review process. 

ALLEN, H.P. Southern California Edison Co. 85/11/06. MARTIN.J.B. Region 5, Office 
of Director. 7pp. 33527:1 1 2-33527:1 1 8. 

8511180027 Notification of 851119 meeting w/util.ORNL & Q-E in Bethesda.MD to dis- 
cuss core protection calculator improvement program. 

ROOD.H. Licensing Branch 3. 85/11/08. KNIGHTON, G.W. Licensing Branch 3. 6pp. 
33504:296-33504:301. 


8511220260 Requests fee for 850905 application for review of Cycle 3 reload analysis 
rept. 

DIGGS, R.M. License Fee Management Branch. 85/11/18. BASKIN, K.T. Southern 
California Edison Co. Ip. 33603:137-33603:137. 

8511260135 Revised application updating 850402 application for amends to Licenses 
NPF-10 & NPF-1 5, consisting of Proposed Change 146, revising Tech Specs 3/4.3.3.7 
& 3/4.7.8.2 re updated fire hazards analysis to reflect ongoing plant mods. 

MEDFORD, M.O. Southern California Edison Co. 85/11/22. KNIGHTON.G.W. Licens- 
ing Branch 3. 2pp. 33616:313-33616:319. 

-8511260143 Proposed Tech Spec Tables 3.3-11 & 3.7-5,updating fire hazards analy- 
sis. 

* Southern California Edison Co. 85/11/22. 5pp. 33616:315-33616:319. 


Q. Inspection reports, IE Bulletins & correspondence 


8511040158 Forwards Insp Repts 50-206/85-28,50-361/85-27 & 50-362/85-26 on 
850729-0926 & notice of violation. 

KIRSCH.D.F. Region 5, Office of Director. 85/10/17. BASKIN.K.P. Southern California 
Edison Co. 2pp. 33308:070-33308:095. 

-8511040169 Insp Repts 50-206/85-28,50-361/85-27 & 50-362/85-26 on 850729- 
0926. Violations noted:failure to perform analysis of changes as described in SAR & 
improper routing of temporary electrical cables. 

HUEY.F.R., STEWART, J.P., D’ANGELO, A. Region 5, Office of Director. 85/10/16. 
20pp. 33308:075-33308:095. 

8511120091 Forwards Exam Rept 50-361 /OL-85-02 of exam administered on 850730- 
0814 at Units 1 & 2. 

PATE.R.J. Region 5, Office of Director. 85/10/18. BASKIN.K.P. Southern California 
Edison Co. 2pp. 33423:239-33423:353. 

-8511120097 Exam Rept 50-361 /OL-85-02 on 850730-081 4. Exam results:all candi- 
dates pflssfid 

MORRILL, P.J., PATE.R.J. Region 5, Office of Director, 85/10/17. 113pp. 33423:241- 
33423:353. 


8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
encl. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 
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8510250543 IE Info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN, E.L Division of Emeroencv Preparedness & Enaineerino Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New v ork, Inc. *3 7pp. 33357:200- 
33357:336. 

8511200215 Forwards Insp Repts 50-206/85-33 & 50-361/85-32 on 850919-101 1. Viola- 
tions noted. 

KIRSCH.D.F. Region 5. Office of Director. 85/10/30. BASKIN, K.P. Southern California 
Edison Co. Ip 33555:016-33556:028. 

-8511200221 Insp Repts 50-206/85-33 & 50-361/85-32 on 850919-1011. Violations 
noted:failure to comply w/Tech Spec requirements re mods to safety-related equip- 
ment & failure to follow mod reoortinq procedure. 

HUEY.F.R., STEWART, J.P., D'ANGElO.J.D. Region 5, Office of Director. 85/10/30. 
12pp. 33556:017-33556:028. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list end. 

JORDAN, E.L. Division of Emeroencv Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Ec'.-son Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511010020 IE Info Notice 85-086, "Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & E^pineerng Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New v or<, nc ' .":i ; pp. 33385:198- 
33385:335. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, "Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511260247 Final response to FOIA request for documents re Performance Appraisal 
Team insp starting wk of 850301 & fire protection deficiencies.NRC has no further 
documents subj to request. 

GRIMSLEY.D.H. Division of Rules and Records. 85/11/18. BELL.N. Nuclear Informa- 
tion & Resource Service. Ip. 33639:319-33639:321. 

8511150089 Suppl 1 to IE Info Notice 85-058, "Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Peer Ceding.” Svc list end. 

JORDAN.E.L. Division oi Emergency'' Preparedness & Engineering Response (Post 
830103). 85/11/19. Cc'isc!ca:ec Eiiscn Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 

8511070105 "Annual Radiological Environ Operating Rept for 1984." W/850430 Itr. 
MEDFORD, M.O. Southern California Edison Co. San Diego Gas & Electric Co. 84/ 
12/31. MARTIN, J.B. Region 5, Office of Director. 266pp. 33359:044-33359:309. 

8511180793 Forwards monthly operating repts for Aug 1985. Revised Jul 1985 monthly 
operating sheet for Unit 2 & Rev 17 to “Offsite Dose Calculation Manual" also end. 
MORGAN, H.E. Southern California Edison Co. 85/09/16. Division of Automated Infor- 
mation Services. Ip. 33500:105-33500:173. 

-8511180799 Monthly operating repts for Aug 1985. 

MAISEL.R.J. Southern California Edison Co. 85/08/31. 11pp. 33500:106-33500:116. 

-8511180806 Revised monthly operating rept for Jul 1985. 

MAISEL.R.J. Southern California Edison Co. 85/07/31. Ip. 33500:117-33500:117. 

-8511180809 Rev 17 to “Offsite Dose Calculation Manual.” 

* Southern California Edison Co. 85/06/15. 56pp. 33500:1 18-33500:173, 

8511210605 Monthly operating repts for Oct 1985.W/851114 Itr. 

MAISEL.R.J., MORGAN, H.E. Southern California Edison Co. 85/10/31. 12pp. 
33577:163-33577:174. 


S. Reportable occurrences, LERs & related correspondence 

8511050156 Special Rept:on 850927,final land use census results identified locations 
yielding calculated dose or dose commitment greater than values being calculated in 
Tech Specs 4.6.3 & 4.1 1.2.3. 

MEDFORD, M.O. Southern California Edison Co. 85/10/25. MARTIN, J.B. Region 5, 
Office of Director. 2pp. 33327:326-33327:327. 


8511110111 LER 85-042-00:on 850927,incorrect NaOH density value used for calibr of 
level transmitters associated w/spray chemical storage tank.Caused by errant design 
crJcL.’.r.tL-. Dcsior. oa'mJations for safety-related tank reviewed.W/851029 Itr. 

. SGrCAk.-i r D‘i .'omia Edison Co. 85/10/29. 3pp. 333 87:197-33387:199. 

8511050226 Forwards LERs 84-002-02,84-023-01 & 85-019-01. 

MORGAN, H.E. Southern California Edison Co. 85/11/01. Record Services Branch 
(Document Control Desk). 2pp. 33327:253-33327:258. 

-8511050229 LER 85-01 9-01 :on 85051 7, fuel handling isolation sys actuated by spuri- 
ous airborne monitor alarm. Probably caused by radiation monitor detector 
sons’tiv’T, Snuhcus relations also occurred on 850519,26 & 0607. 

Y'OFG/- i'_ S ou:rv-. California Edison Co. 85/11/01. Ip. 33327:255-33327:255. 

-8511050235 LER 84-023-01 :on 840524, spurious actuation of control room isolation 
sys occurred because of noise spike on control room airborne radiation 
monitor.Monitor detector replaced & preamplifier properly grounded. 

MORGAN, H.E. Southern California Edison Co. 85/11/01. ' p. 33::? ? ? ::: r" 27- ?5(i 

-8511050239 LER 84-002-02:on 8401 30, containment purge isolation sys spuriously ac- 
tuated because of electrical noise spike on containment airborne monitor. Insp of de- 
tector for proper grounding planned. 

MORGAN.H.E. Southern California Edison Co. 85/11/01. 2pp. 33327:257-33327:258. 

8511140375 LER 85-049-00:on 851 004, seven Pacific Scientific snubbers found frozen 
on shutdown cooling sys. Caused by water hammer due to air pockets from inad- 
equate venting. Snubbers replaced & addl venting capability will be added.W/851104 
Itr. 

MORGAN.H.E. Southern California Edison Co. 85/11/04. 3pp. 33456:351-33456:353. 

8511120103 Part 21 rept re potential defect in DSR or DSRV standby diesel generator 
intake & exhaust valve springs mfg by Betts Spring Co.Users recommended to inspect 
engines for broken springs & identify original mfg. 

GUNTRUM.B.C. Transamerica Delaval, Inc. 85/11/06. Director’s Office, Office of In- 
spection and Enforcement. 5pp. 33413:293-33413:297. 

8511180210 LER 85-046-01 :on 85091 2, reactor tripped due to generator exciter fire.Fire 
caused by oil migration to brush assembly causing buildup of carbon dust from worn 
slip rings.Slip rings replaced & brush wear monitored.W/851 106 Itr. 

MORGAN.H.E. Southern California Edison Co. 85/11/06. 5pp. 33502:204-33502:208. 

8511220472 LER 85-047-Q0:on 851011, toxic gas isolation sys Train A actuated due to 
spurious electrical signal from ammonia analyzer channel.Cause undetermined.Train A 
analyzer checked for proper calibr & returned to svc.W/851 108 Itr. 

MORGAN.H.E. Southern California Edison Co. 85/11/08. 2pp. 33584:222-33584:223. 

8511220015 LER 85-050-00:on 851 01 8, reactor trip on loss of load occurred. Caused by 
turbine trip generated by spurious high drain tank level on moisture separator reheater 
T096.Failed pipe nipple replaced.W/851114 Itr. 

MORGAN.H.E. Southern California Edison Co. 85/11/14. 2pp. 33584:287-33584:288. 

8511260051 LER 85-051 -00:on 851 01 9, reactor tripped. Caused by negative axial shape 
index (ASI) reaching parameter trip setpoint. Analysis of plant response to AS! on re- 
start performed. W/851 118 Itr. 

MORGAN.H.E. Southern California Edison Co. 85/11/18. 3pp. 33 641:336-33641:338. 

8511260627 LER 85-052-00:on 851 022, spurious toxic gas isolation sys (TGIS) Train B 
actuation occurred.Caused by meter indications on TGIS panel less than respective 
setpoints. TGIS reset. W/851 121 Itr. 

MORGAN.H.E. Southern California Edison Co. 85/11/21. 2pp. 33620:347-33620:348. 


V. Operator Examinations 


8511120091 Forwards Exam Rept 50-361 /OL-85-02 of exam administered on 850730- 
0814 at Units 1 & 2. 

PATE.R.J. Region 5, Office of Director. 85/10/18. BASKIN, K.P. Southern California 
Edison Co. 2pp. 33423:239-33423:353. 

-8511120097 Exam Rept 50-361 /OL-85-02 on 850730-081 4. Exam results:ali candi- 
dates passed. 

MORRILL, P.J., PATE.R.J. Region 5, Office of Director. 85/10/17. 113pp. 33423:241- 
33423:353. 

8511110135 Forwards response to 850927 Generic Ltr 85-18 re estimated operator li- 
censing exam schedule through FY88.NRC will be notified of changes.Licensing exam 
schedule sheets end 

MEDFORD, M.O. Southern California Edison Co. 85/11/06. BOGER.B. Operator Li- 
censing Branch. 5pp. 33387:180-33387:184. 


DOCKET 50-362 SAN ONOFRE NUCLEAR STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 


8511010184 Forwards description of textual changes to Rev 5 to physical security 
plan, per discussions w/A McQueen.Description withheld (ref 10CFR73.21). 
MORGAN.H.E. Southern California Edison Co. 85/10/23. MARTIN, J.B. Region 5, 
Office of Director. 2pp. 33286:361-33286:362. 

8511210371 Partial response to FOIA request for documents on NRC proposed rule on 
earthquakes & emergency planning.Documents identified on App A being placed in 
PDR. Documents identified on App B available in PDR.Search continuing. 

FELTON, J.M. Division of Rules and Records. 85/11/06. BELL.N. Nuclear Information 
& Resource Service. 4pp. 33583:102-33583:105. 

-8411030064 Comments on mods to notice of proposed rulemaking on emergency 
planning which would codify Commission decisions on plants re need for consider- 
ation of earthquakes. No objections indicated except for listed proposed deletion. 
DIRCKS.W.J. Office of the Executive Director for Operations. 84/10/25. ZERBE,J£ 
Office of Policy Evaluations. 9pp. 33583:124-33583:132. 
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-8507120224 Forwards discussion of staff paper.consisting of IE 850618 input re flexi- 
bility in emergency planning framework for plants.Preplanning should be limited to in- 
frequent natural phenomena such as earthquake. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 

“ * Risk AnaVis * ES 


8511200003 Forwards remarks made to mgt on 851024 re San Onofre Unit 1 auxiliary 
feedwater pump problem.Discussions also held w/ Arizona Nuclear Power Project re 
addl technical support for evaluation of post-trip review process. 

ALLEN.H.P. Southern California Edison Co. 85/11/06. MARTIN, J.B. Reqion 5, Office 
of Director. 7pp. 33527: 1 1 2-33527: 118. 


8511260273 Forwards Rev 5B to physical security plan.describing textual changes dis- 
cussed w/A McQueen & R Beatty during Oct 1985. Rev withheld (ref 10CFR73 21) 
MORGAN.H.E. Southern California Edison Co. 85/11/15. MARTIN, J.B. Reqion 5 
Office of Director. 1 p. 33608:358-33608:358. 


8511180027 Notification of 851119 meeting w/util,ORNL & C-E in Bethesda.MD to dis- 
cuss core protection calculator improvement program. 

33504-296 L 3 C q5rf in | BranCh 3 ‘ 85/1 1/0a KNIGHTON.G.W. Licensing Branch 3. 6pp. 


8511260247 Final response to FOIA request for documents re Performance Appraisal 
Team insp starting wk of 850301 & fire protection deficiencies.NRC has no futher doc- 
uments subj to request 

GRIMSLEY.D.H. Division of Rules and Records. 85/11/18. BELL.N. Nuclear Informa- 
tion & Resource Service. Ip. 33639:319-33639:321. 


®^ e p^ 28280 Requests fee for 850905 application for review of Cycle 3 reload analysis 

DKBGS.R.M. License Fee Management Branch. 85/11/18. BASKIN, K.T. Southern 
California Edison Co. Ip. 33603:137-33603:137. 


85 J 12.60135 Revised application updating 850402 application for amends to Licenses 
NPF-10 & NPF-IS.consisting of Proposed Change 146, revising Tech Specs 3/4.3.3.7 
& 3/ 4.7.8.2 re updated fire hazards analysis to reflect ongoing plant mods 
MEDFORD, M.O. Southern California Edison Co. 85/11/22. KNIGHTON.G.W. Licens- 
ing Branch 3. 2pp. 33616:313-33616:319. 


Revised application updating 850402 application for amends to Licenses 
NPF-10 & NPF-1 5, consisting of Proposed Change 146, revising Tech Specs 3/4.3.3.7 
& 3/4.7. 8.2 re updated fire hazards analysis to reflect oncoirq plant mods 
MEDFORD, M.O. Southern California Edison Co. 85/11/22. KNIGHTON, G.W Licens- 
ing Branch 3. 2pp. 33616:313-33616:319. 


-8511260143 Proposed Tech Spec Tables°3.3-1 1 & 3.7-5, updating fire hazards analy- -8J1 1260143 Proposed Tech Spec Tables 3.3-11 & 3.7-5, updating fire hazards analy- 

* Southern California Edison Co. 85/11/22. 5pp. 33616:315-33616:319. * Southern California Edison Co. 85/11/22. 5pp. 33616:315-33616:319. 


I. Financial information 


Q. inspection reports, IE Bulletins & correspondence 


8511060232 Forwards executed certificate of pollution control facilities.in response to 
850702 request. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851 125). 85/10/31 
CHANDLER.D.E. California, State of. 14pp. 33372:272-33372:285. 


851 1040158 Forwards Insp Repts 50-206/85-28,50-361/85-27 & 50-362/85-26 on 
850729-0926 & notice of violation. 

KIRSCH D.F. Region 5, Office of Director. 85/10/17. BASKIN, K.P. Southern California 
Edison Co. 2pp. 33308:070-33308:095. 


P. Operating license stage documents & correspondence 

8511060220 Affirms implementation of improved surveillance program (condition moni- 
toring) per License Condition 2.C(5)d. Existing procedures may be revised to accom- 
modate environ qualification changes. 

MEDFORD, M.O. Southern California Edison Co. 85/04/10. KNIGHTON.G.W. Licens- 
ing Branch 3. 2pp. 33346:090-33346:091 . 

8511060210 Revised application for amends to Licenses NPF-10 & NPF-1 5, facilitating 
exemption to 10CFR20, allowing radioactively contaminated oil to be disposed of by 
incineration. 

MEDFORD, M.O. Southern California Edison Co. 85/08/29. Office of Nuclear Reactor 
Regulation, Director (pre-851 125). KNIGHTON.G.W. Licensing Branch 3 Ip 
33346:080-33346:088. 


-8511040161 Notice of violation from insp on 850729-0926. 

JOHNSON, P.H. Region 5, Office of Director. 85/10/17. 3pp. 33308:072-33308:074. 

-8511040169 Insp Repts 50-206/85-28,50-361/85-27 & 50-362/85-26 on 850729- 
Q926.Violations noted:failure to perform analysis of changes as described in SAR & 
improper routing of temporary electrical cables. 

STEWART, J.P., D’ANGELO, A. Region 5, Office of Director. 85/10/16. 
20pp. 33308:075-33308:095. 


8511120091 Forwards Exam Rept 50-361 /OL-85-02 of exam administered on 850730- 
0814 at Units 1 & 2. 


PATE.R.J. Region 5, Office of Director. 85/10/18. BASKIN, K.P. Southern California 
Edison Co. 2pp. 33423:239-33423:353. 


—8511060213 Proposed Tech Spec changes, facilitating exemption to 10CFR20,allowinq 
radioactively contaminated oil to be disposed of by incineration. 

* Southern California Edison Co. 85/08/29. 8pp. 33346:081-33346:088. 


8511180793 Forwards monthly operating repts for Aug 1985.Revised Jul 1985 monthly 
operating sheet for Unit 2 & Rev 17 to “Offsite Dose Calculation Manual” also end. 
MORGAN.H.E. Southern California Edison Co. 85/09/16. Division of Automated Infor- 
mation Services. Ip. 33500:105-33500:173. 


-8511120097 Exam Rept 50-361 /OL-85-02 on 850730-081 4.Exam resu!ts:all candi- 
dates passed. 

MORRILL.P.J., PATE.R.J. Region 5, Office of Director. 85/10/17. 113pp. 33423:241- 

OOjt OQ.OEO 


8511140233 Forwards Insp Rept 50-362/85-31 on 851015-18.No violations noted. 
KIRSCH, D.F. Region 5, Office of Director. 85/10/24. BASKIN, K.P. Southern California 
Edison Co. Ip. 33467:200-33467:204. 


—8511180809 Rev 17 to “Offsite Dose Calculation Manual." 

* Southern California Edison Co. 85/06/15. 56pp. 33500:118-33500:173, 

8511070287 Forwards Rev 2 to “Offsite Dose Calculation Manual, Nuclear Generation 
Site Unit 1" & Rev 17 to “Offsite Dose Calculation Manual, Nuclear Generation Site 
Units 2 & 3." 

MORGAN.H.E. Southern California Edison Co. 85/09/17. MARTINJ.B. Reqion 5 
Office of Director. Ip. 33368:340-33369:184. 

8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1984.App A documents available in PDR.Apps 
B & C documents partially & completely withheld, respectively, (ref Exemption 5). 
FELTON, J.M. Division of Rules and Records. 85/10/17. GILINSKY.V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

—8204130466 Outlines interim approach & results of conducting special QA assess- 
ments for OL applicants on case by case basis. 

DIRCKS.W.J. Office of the Executive Director for Operations. 82/03/29. 
PALLADINO.N.J. Commissioners. 12pp. 33537:233-33537:244. 

8511010203 Confirms that enforcement conference rescheduled for 851030 so that sta- 
tion maint mgt can attend, per 851022 telcon w/ P Johnson. 

RAY.H.B. Southern California Edison Co. 85/10/22. KIRSCH, D.F. Region 5, Office of 
Director. Ip. 33286:350-33286:350. 

8511150044 Forwards revised descriptions for NSHC for changes made by Procedure 
Change Notice PCN-1 65, revising Table 5.7-1, “Component Cyclic & Transient Limits." 
COX.D.L. Southern California Edison Co. 85/10/22. ROOD.H. Southern California 
Edison Co. 4pp. 33466:119-33466:122. 

8511010342 Notification of 851028 meeting w/util in Bethesda,MD to discuss Cycle 3 
analysis. 

ROOD.H. Licensing Branch 3. 85/10/25. KNIGHTON.G.W. Licensing Branch 3 3dd 
33301:103-33301:105. 

8511070163 Forwards FR notice of consideration of issuance of amends per 
850823,1010 & 1016 applications for amends to Licenses NPF-10 & NPF-1 5, revising 
Tech Specs re max enrichment of fuel assemblies & criticality requirements for stor- 
age. 

KNIGHTON.G.W. Licensing Branch 3. 85/10/31. BASKIN, K.P. Southern California 
Edison Co. HOLCOMBE, J.C. San Diego Gas & Electric Co. 4pp. 33379:301- 
33379:304. 


-8511140242 Insp Rept 50-362/85-31 on 851015-18.No violation or deviation 
noted.Major areas inspected:inservice insp activities. 

334^7* ^01* ^3467^ 20<? ^ ^ ^ * Y0UNG,T ' Re 9 ion 5 > 0ffice of Director. 85/10/23. 4pp. 

8510250539 IE Bulletin 85-001, "Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp, 33358:003- 

OOQKO.i OQ ‘ 


8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs." Svc list 
end. 


JORDAN, E.L. Division of Emergency Preparedness & 
830103). 85/10/30. Consolidated Edison Co. of New 
33357:336. 


Engineering Response (Post 
York, Inc. 137pp. 33357:200- 


8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 

0 l 30C7.10n 


8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 13f 


33385:335. 


. 139pp. 33385:198- 


8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. ’ 

TAYL°R,J.M. Director’s Office, Office of Inspection and Enforcement 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 


—8511010123 Notice of consideration of issuance of amends to Licenses NPF-10 & 
NPF-1 5 & proposed NSHC determination & opportunity for hearing.Amends revise 
Tech Specs re max enrichment of fuel assemblies. 

KNIGHTON.G.W. Licensing Branch 3. 85/10/25. 9pp. 33379:305-33379:312. 


8511150098 IE Info Notice 85-087, “Hazards of Inerting 
JORDAN, E.L. Division of Emergency Preparedness & 
830103). 85/11/18. Consolidated Edison Co. of New 
33631:017. 


Atmospheres." Svc list end. 
Engineering Response (Post 
York, Inc. 70pp. 33631:001- 
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8511150107 IE Info Notice 85-088, "Licensee Control of Contracted Svcs Providing 
Training.’’ Svc list end. 

JORDAN, E.L. Division o- Emergency Preparedness & E-.jresrng ^or.ponse (Post 
830103). 85/11/18. Consolidated Edison Co. of New '■ / c'- , . i re : 5Gcr. 33631:018- 
33631:151. 

8511260247 Final response to FOIA request for documents re Performance Appraisal 
Team insp starting wk of 850301 & fire protection deficiencies.NRC has no further 
documents subj to request. 

GRIMSLEY,D.H. Division of Rules and Records. 85/11/18. BELL.N. Nuclear Informa- 
tion & Resource Service. Ip. 33639:319-33639:321. 

8511150089 Suppl 1 to IE Info Notice 85-058, "Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN.E.L Division : f E-rrcc'-.T. n 'eparedness & Engineering Response (Post 
830103). 85/11/19. Consc : -c\sc:~ Co. of New York, Inc. f34pp. 33713:123- 

33713:252. 

8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Ccc'ro ” Svc ‘id end. 

JORDAN.E.L. Division of F" orjer c^ raw-dress & Engineering Response (Post 
830103). 85/11/19. Consolidated Eaison Co. oi New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:1 22. 


R. Periodic operating reports & related correspondence 

8511070105 “Annual Radiological Environ Operating Rept for 1984." W/850430 Itr. 
MEDFORD, M.O. Southern California Edison Co. * San Diego Gas & Electric Co. 84/ 
12/31. MARTIN, J.B. Region 5, Office of Director. 266pp. 33359:044-33359:309. 

8511180793 Forwards monthly operating repts for Aug 1985.Revised Jul 1985 monthly 
ooe r atirc sheet for Unit 2 & Rev 17 to “Offsite Dose Calculation Manual" also end. 
.VDRG/-\,H.r: Southern California Edison Co. 85/09/16. Division of Automated Infor- 
mation Services. Ip. 33500:105-33500:173. 

-8511180799 Monthly ooeratmo rests fry Aug 1985. 

MAISEL.R.J. Southern CalJona Edison Co. 85/08/31. 11pp. 33500:106-33500:116. 

8511210605 Monthly operating repts for Oct 1985.W/851114 Itr. 

MAISEL.R.J., MORGAN.H.E. Southern California Edison Co. 85/10/31. 12pp. 
33577:163-33577:174. 


S. Reportable occurrences, LERs & related correspondence 

8511050156 Special Repton 850927, final land use census results identified locations 
yielding calculated dose or dose commitment greater than values being calculated in 
Tech Specs 4.6.3 & 4.1 1.2.3. 

MEDFORD, M.O. Southern California Edison Co. 85/10/25. MARTIN, J.B. Region 5, 
Office of Director. 2pp. 33327:326-33327:327. 

8511050226 Forwards LERs 84-002-02,84-023-01 & 85-019-01. 

MORGAN.H.E. Southern California Edison Co. 85/11/01. Record Services Branch 
(Document Control Desk). 2pp. 33327:253-33327:258. 

-8511050229 LER 85-01 9-01 :on 85051 7,fuel handling isolation sys actuated by spuri- 
ous iVbcmo norito r alarm. Probably caused by radiation monitor detector 
senr.i: v.tv So j'.cus a::-. , atio' , s ?.'so ccc j"oc on 85 Or. 1 i- 28 & 0607. 

MORGAN,-. L. Southern Calif cm a Ediscr Cc 8i.‘: I 33327:255-33327:255. 

8511120103 Part 21 rept re potential defect in DSR or DSRV standby diesel generator 
intake & exhaust valve springs mfg by Betts Spring Co.Users recommended to inspect 
e^cmes for broken springs & identify original mfg. 

Gj\ , Tnu?vi 1 r).C Transamerica Delaval, Inc. 85/11/06. Director’s Office, Office of In- 
spoc:.on a rri Enforcement. 5pp. 33413:293-33413:297. 

8511180264 LER 85-031 -00:on 851008,10 & 26,w/plant in Mode 6 during refueling.fuel 
handling isolation sys actuated by signal from vent airborne process radiation 
monitors.Caused by increase of low level activity.W/851106 Itr. 

MORGAN.H.E. Southern California Edison Co. 85/11/06. 3pp. 33501:140-33501:142. 

8511250024 Special repton 851 027, defective tube identified in Steam Generators E- 
088 & E-089 during inservice insp of unplugged tubes in both steam generators.Tubes 
plugged per Surveillance Requirement 4.4.4.4. 

MORGAN.H.E. Southern California Edison Co. 85/11/12. MARTIN, J.B. Region 5, 
Office of Director. 2pp. 33591:360-33591:361. 

8511210483 LER 85-032-00:on 851 01 5, fuel handling isolation sys Train B actuated & 
noble gas airborne radiation monitor 3RE7823B2 spuriously alarmed.Caused by radi- 
ation monitor sensitivity to random electrical noise. W/851 1 1 4 Itr. 

MORGAN.H.E. Southern California Edison Co. 85/11/14. 2pp. 33576:356-33576:357. 

8511210107 LER 85-026-00:on 851 01 6, during containment purge, containment purge 
isolation sys Train A monitor 3RE-7804 isolated by closure of sample isolation 
valves.Caused by deenergizing of power sudd :c-s during mod work-W/SS* H ’ 5 Itr. 
MORGAN.H.E. Southern California Edison Cc. 85/ ' I ■' 15. 5pp. 335/8:348-33578:349. 


V. Operator Examinations 

8511120091 Forwards Exam Rept 50-361 /OL-85-02 of exam administered on 850730- 
0814 at Units 1 & 2. 

PATE.R.J. Region 5, Office of Director. 85/10/18. BASKIN, K.P. Southern California 
Edison Co. 2pp. 33423:239-33423:353. 

-8511120097 Exam Rept 50-361 /QL-85-02 on 850730-081 4, Exam results:all candi- 
dates passed. 

MORRILL, P.J. Region 5, Office of Director. 85/10/17. 113pp. 33423:241-33423:353. 


8511110135 Forwards response to 850927 Generic Ltr 85-18 re estimated operator li- 
censing exam schedule through FY88.NRC will be notified of changes. Licensing exam 
schedule sheets end. 

MEDFORD, M.O. Southern California Edison Co. 85/11/06. BOGER.B. Operator Li- 
censing Branch. 5pp. 33387:180-33387:184. 
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F. Security, medical, emergency & fire protection plans 


8511250251 Forwards Rev 11 to security plan.in response to NRC request re items in 
Rev 9 not in conformance w/10CFR73.55(g)(2).Rev withheld (ref 10CFR73.21). 
MCDONALD, R.P. Alabama Power Co. 85/10/09. GRACE.J.N. Region 2, Office of Di- 
rector. 2pp. 33596:218-33596:219. 

8511140068 Informs of safeguards regulatory effectiveness review scheduled during wk 
of 860203-07.Review will evaluate overall effectiveness of safeguards program & de- 
termine if regulations yield intended level of protection. 

VERRELLI.D.M. Region 2, Office of Director. 85/10/31. MCDONALD, R.P. Alabama 
Power Co. 3pp. 33467:231-33467:233. 

85 11180776 Forwards notice of environ assessment & finding of no significant impact re 
850313,0626 & 0719 applications for exemption from 10CFR50,App R requirements. 
VARGA, S.A. Operating Reactors Branch 1. 85/11/04. MCDONALD, R.P. Alabama 
Power Co. 2pp. 33503:129-33503:133. 

“8511180781 Notice of environ assessment & finding of no significant impact re licens- 
ee 850313,0626 & 0719 applications for exemption from 10CFR50,App R. Exemption 
permits alternatives to technical requirements in certain fire areas. 

VARGA, S.A. Assistant Director for Operating Reactors. 85/11/04. 3pp. 33503:131- 
33503:133. 

8511110330 Forwards Insp Repts 50-348/85-41 & 50-364/85-41 on 851015-18.No vio- 
lation or deviation, noted. 

VERRELLI.D.M. Region 2, Office of Director. 85/11/05. MCDONALD, R.P. Alabama 
Power Co. 2pp. 33391:143-33391:145. 

“8511110337 Insp Repts 50-348/85-41 & 50-364/85-41 on 851015-18.No violation or 
deviation noted. Major areas inspecteddesting & maint, security sys power supply & 
alarm stations.Details withheld (ref 10CFR2.790(d) & 73.21). 

MASNYK.O.M. Region 2, Office of Director. 85/11/01. Ip. 33391:145-33391:145. 


P. Operating license stage documents & correspondence 


8511120301 Forwards “Semiannual Radioactive Effluent Release Rept, Jan-June 
1 985,” Rev 3 to STD-P-05-003, “Process Control Program for In-Container Solidifica- 
tion of 4 to 20 Weight Percent Boric Acid” & Rev 5 to STD-P-05-004. 

MCDONALD, R.P. Alabama Power Co. 85/08/27. GRACE.J.N. Region 2, Office of Di- 
rector. Ip. 33421:134-33421:302. 

“8511120306 Rev 3 to STD-P-05-003, “Process Control Program for In-Container So- 
lidification of 4 to 20 Weight Percent Boric Acid.” 

* Hittman Nuclear & Development Corp. (subs, of Hittman Corp.). 84/09/2 4. 1 8pp. 
33421:269-33421:286. 

“8511120308 Rev 5 to STD-P-05-004, “Progress Control Program for In-Container So- 
lidification of Bead Resin.” 

* Hittman Nuclear & Development Corp. (subs, of Hittman Corp.). 84/08/06. 16pp. 
33421:287-33421:302. 

8511110379 Forwards safety evaluation accepting util submittals re Generic Ltr 83- 
28, Items 4.2.1 & 4.2.2 concerning preventative maint program & trending of param- 
eters for DS-416 type reactor trip Breakers, respectively. 

VARGA, S.A. Operating Reactors Branch 1. 85/10/24. MCDONALD, R.P. Alabama 
Power Co. 2pp. 33404:304-33404:310. 

“8511110381 SER accepting licensee 831104 & 850422 responses to Items 4.2.1 & 
4.2.2 of Generic Ltr 83-28 concerning preventative maint program & trending param- 
eters for DS-416 type reactor trip breakers, respectively. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/24. 5pp. 
33404:306-33404:310. 

8511060258 Informs of completion of program re superheated blowdowns outside 
containment.Temp envelopes for each plant to be established within min of 90 
days. List of equipment potentially affected by envelopes expected within 60 days. 
CERMAK.J.O. Westinghouse Operating Plants Owners Group. CERMAK.J.O. Stand- 
ardized Nuclear Unit Power Plant System. 85/10/28. WIGGINTON.D.L. Office of Nu- 
clear Reactor Regulation, Director (pre-851125). Ip. 33346:184-33346:184. 

8511060043 Discusses 850906 response to NRC 850521 evaluation & recommenda- 
tions re Generic Ltr 83-28,ltem 1.1. Methods & criteria for comparing event info w/ 
known or expected plant behavior acceptable. 

VARGA, S.A. Operating Reactors Branch 1. 85/10/29. MCDONALD, R.P. Alabama 
Power Co. 2pp. 33372:351-33372:352. 

8511050027 Forwards response to Generic Ltr 85-12 concerning implementation of 
NUREG-0737,ltem II.K.3.5 re automatic trip of reactor coolant pumps. 

MCDONALD, R.P. Alabama Power Co. 85/10/31. VARGA, S.A. Office of Nuclear Reac- 
tor Regulation, Director (pre-851125). 12pp. 33319:188-33319:199. 

8511050192 Responds to Generic Ltr 85-09, “Tech Specs for Generic Ltr 83-28, item 
4.3.” Tech Spec change request will be submitted by 851216.Testing of modified re- 
actor trip breakers, bypass breakers & main control board switches implemented. 
MCDONALD, R.P. Alabama Power Co. 85/10/31. THOMPSON, H.L. Division of Licens- 
ing (800428-851124). 2pp. 33330:328-33330:329. 

8511070388 Responds to 850916 request for confirmation of understanding of relief 
granted by NRC 841115 Itr re refueling water storage tank check valve inservice 
testing.Test methods, described in 840601 Itr, acceptable. 

VARGA, S.A. Operating Reactors Branch 1. 85/10/31. MCDONALD, R.P, Alabama 
Power Co. 2pp. 33378:297-33378:298. 
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8511120126 Requests fee for 821022 application re use of PAD 3.3 fuel performance 
code to satisfy License Condition 2.C(19)(a) within 15 days of Itr receipt. 

MILLER, W.O. License Fee Management Branch. 85/11/06. MCDONALD, R.°. Ala- 
bama Power Co. Ip. 33433:300-33433:300. 

8511180446 Remits fee for review of 821022 Itr re use of Performance Analysis & 
Design 3.3 fuel performance code to satisfy License Condition 2.C.(19)(a). 
MCDONALD, R.P. Alabama Power Co. 85/11/12. DIGGS, R.M. Office of Nuclear Reac- 
tor Regulation, Director (pre-851125). 2pp. 33495:339-33495:340. 

8511210079 Forwards safety evaluation accepting util responses to Generic Ltr 83- 
28,ltems 3.1.3 & 3.2.3 re post-maint testing requirements in existing Tech Specs for 
reactor trip sys components. 

VARGA, S.A. Operating Reactors Branch 1. 85/11/12. MCDONALD, R.P. Alabama 
Power Co. 3pp. 33558:146-33558:150. 

-8511210087 Safety evaluation accepting util 831104 & 850215 responses to Generic 
Ltr 83-28,ltems 3.1.3 & 3.2.3 re post-maint testing requirements in existing Tech 
Specs for reactor trip sys components. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/12. 2pp. 
33558:149-33558:150. 

8511190285 Forwards response to 850910 request for addl info re Generic Ltr 83- 
28,Section 3.2.2 concerning post-maint testing. Contact program developed w/ 
Westinghouse.GE & Colt Industries to ensure maint procedures maintained current. 
MCDONALD, R.P. Alabama Power Co. 85/11/14. VARGA.S.A. Office of Nuclear Reac- 
tor Regulation, Director (pre-851125). 3pp. 33513:360-33513:362. 

8511220340 Forwards safety evaluation & EG&G Rept EA-7030, “Conformance to Ge- 
neric Ltr 83-28, ftems 3.1.3 & 3.2.3...,’’ accepting 831108 response. 

VARGA.S.A. Operating Reactors Branch 1. 85/11/14. WILLIAMS, J.W. Florida Power 
& Light Co. 2pp. 33602:104-33602:105. 

-8510290588 "Conformance to Generic Ltr 83-28, Items 3.1.3 & 3.2.3, Farley Units 1 & 
2, Turkey Point Units 3 & 4, Robinson Unit 2 & Summer Unit 1." 

HAROLDSEN.R. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. 85/09/30. Divi- 
sion of Systems Integration (811005-851124). 13pp. 68127:045-68127:058. 

8511210203 Responds to 850912 request for info re License Condition 2.C.(12)(b).PIant 
meets requirements of Rev 1 to Branch Technical Position RSB 5-1 .Condition met w/ 
o upgrading seismic qualification of PORV operators. 

MCDONALD, R.P. Alabama Power Co. 85/11/18. VARGA.S.A. Office of Nuclear Reac- 
tor Regulation, Director (pre-851125). 9pp. 33547:241-33547:249. 


-8511140107 Insp Repts 50-348/85-38 & 50-364/85-38 on 85091 1-1 01 0.No violation 
or deviation noted.Major areas inspected:month!y surveillance observation, monthly 
maint observation & operational safety verification. 

BRADFORD, W.H., BONSER.B.R., CANTRELL, F.S. Region 2, Office of Director. 85/ 
11/01. 6pp. 33467:254-33467:259. 

8511130091 Informs that response to first violation noted in Insp Repts 50-348/85-32 & 
50-364/85-32 will be submitted by 851 11 8, per 851104 discussion. 

MCDONALD, R.P. Alabama Power Co. 85/11/04. VERRELLI.D.M. Region 2, Office of 
Director. Ip. 33426:360-33426:360. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511110330 Forwards Insp Repts 50-348/85-41 & 50-364/85-41 on 851015-18.No vio- 
lation or deviation noted. 

VERRELLI.D.M. Region 2, Office of Director. 85/11/05. MCDONALD, R.P. Alabama 
Power Co. 2pp. 33391:143-33391:145. 

-8511110337 Insp Repts 50-348/85-41 & 50-364/85-41 on 851015-18.No violation or 
deviation noted.Major areas inspected:testing & maint, security sys power supply & 
alarm stations.Details withheld (ref 10CFR2.790(d) & 73.21). 

MASNYK.O.M., MCGUIRE, D.R. Region 2, Office of Director. 85/11/01. Ip. 
33391:145-33391:145. 

8511130070 Ack receipt of 851021 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-348/85-32 & 50-364/85-32. Delayed response to Violation 1 
will be promptly evaluated upon receipt. 

WALKER, R.D. Region 2, Office of Director. 85/11/06. MCDONALD, R.P. Alabama 
Power Co. Ip. 33434:325-33434:325. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031, 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 


Q. Inspection reports, IE Bulletins & correspondence 

8511040275 Responds to violations noted in Insp Repts 50-348/85-21 & 50-364/85- 
21. Denies alleged violation.No safety or environ concerns involved.Audit repts in com- 
pliance w/ANSI N45.2.12. 

MCDONALD, R.P. Alabama Power Co. 85/06/19. VERRELLI.D.M. Region 2, Office of 
Director. 11pp. 33297:002-33297:012. 

8511040280 Responds to violations noted in Insp Repts 50-348/85-20 & 50-364/85- 
20.Corrective actions:core alterations suspended immediately & both auxiliary air lock 
doors closed. Power removed from two valves to allow manual opening. 

MCDONALD, R.P. Alabama Power Co. 85/07/02. VERRELLI.D.M. Region 2, Office of 
Director. 4pp. 33295:263-33295:266. 

8511010460 Forwards Insp Repts 50-348/85-39 & 50-364/85-39 on 850923-27.No vio- 
lations or deviations noted. 

VERRELLI.D.M. Region 2, Office of Director. 85/10/21. MCDONALD, R.P. Alabama 
Power Co. 2pp. 33292:257-33292:258. 


8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 


-8511010464 Insp Repts 50-348/85-39 & 50-364/85-39 on 850923-27.No violation or 
deviation noted.Major areas inspected: post-refueling startup & surveillance tests. 
BURNETT, P.T., JAPE.F. Region 2, Office of Director. 85/10/17. 11pp. 33292:259- 
33292:269. 

8511040266 Responds to violations noted in Insp Repts 50-348/85-32 & 50-364/85- 
32.Corrective actions: Procedure FNP-O-AP-1 revised to require signature of plant 
manager for procedure classified as test or experiment not described in FSAR. 
MCDONALD, R.P. Alabama Power Co. 85/10/21. VERRELLI.D.M. Region 2, Office of 
Director. 2pp. 33296:027-33296:028. 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR.J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 


8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 

8511120301 Forwards “Semiannual Radioactive Effluent Release Rept, Jan-June 
1985,” Rev 3 to STD-P-05-003, “Process Control Program for In-Container Solidifica- 
tion of 4 to 20 Weight Percent Boric Acid” & Rev 5 to STD-P-05-004. 

MCDONALD, R.P. Alabama Power Co. 85/08/27. GRACE, J.N. Region 2, Office of Di- 
rector. Ip. 33421:134-33421:302. 


8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 


8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 


8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end, , _ , A 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 


8511110069 Ack receipt of 850917 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-348/85-30 & 50-364/85-30. Evaluation of response underway. 
WALKER, R.D. Region 2, Office of Director. 85/10/31. MCDONALD, R.P. Alabama 
Power Co. Ip. 33385:362-33385:362. 


8511140102 Forwards Insp Repts 50-348/85-38 & 50-364/85-38 on 85091 1-1 01 0.No 
violation or deviation noted. . . 

VERRELLI.D.M. Region 2, Office of Director. 85/11/01. MCDONALD, R.P. Alabama 
Power Co. 2pp. 33467:252-33467:259. 


-8511120303 “Semiannual Radioactive Effluent Release Rept, Jan-June 1985.” 

* Alabama Power Co. 85/06/30. 134pp. 33421:135-33421:268. 

8511180556 Monthly operating rept for Aug 1985.W/850911 Itr. 

WOODARD.J.D., MCDONALD, R.P. Alabama Power Co. 85/08/31. 5pp. 33498:356- 
33498:360. 


S. Reportable occurrences, LERs & related correspondence 

8511060484 LER 83-005/03L-0:on 830205/instrumentation loop associated w/level 
transmitter LT-474 declared inoperable due to trip setpoint out of tolerance.Caused by 
failure of comparator card.Card replaced & channel declared operable.W/830225 Itr. 
HAIRSTON, W.G., CLAYTON, F.L. Alabama Power Co. 83/02/25. 2pp. 33355:025- 
33355:026. 

8511060502 LER 83-004/03L-0:on 830201, instrumentation channel associated w/Tavg 
indicator TI-4120 declared Inoperable after failing high.Caused by failure of transistor 
on lead lag card.Transistor replaced. W/830225 Itr. 

HAIRSTON, W.G., CLAYTON, F.L Alabama Power Co. 83/02/25. 2pp. 33355:049- 
33355:050. 

8511060225 LER 83-007/03L-0:on 83021 6, containment isolation valve Q2E21HV8880 
declared inoperable after failing to operate properly.Cause not determined. Inservice 
test performed & valve declared operable.W/830308 Itr. 

HAIRSTON.W.G., CLAYTON, F.L. Alabama Power Co. 83/03/08. 2pp. 33356:094- 
33356:095. 
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8511060466 LER 83-011 /03L-0:on 830208, 600-vott load ctr 1-2R declared inoperable 
'vh-nr Tccrrvrg power si:pp'y breaker ER02-1 opened. Caused by procedural 
i iaoc-cjec" Crv-t.'on :acs ciscc-d -i o.oc'.-jrrs'.ts ’ocations. 1 .*/ '830308 T 
Ha:-STO , 'I 1 , -\3. > C: A^-CMr'.L AIsLp.t:- :o C'.-.r- Co 8G/:3'C8. 3pp. 33354:358- 
33354:360. 

8511060477 LER 83-006/03 L-0:on 830209, instrumentation channel associated w/refuel- 
! *v? water storage tank Icvd indicator LI4075A declared inoperable after erroneous in- 
cns :ocovao.Cc;i..so re. determined. W/830308 Itr. 

HAIRSTON, W.G., CLAYTON, F.L. Alabama Power Co. 83/03/08. 2pp. 33355:020- 
33355:021. 

8511070103 LER 83-008/03L-Q:on 830209, during performance of solid state protection 
svs T ralr 3 cpcrsb ! l:fy tost.Train B power range high setpoint trip logic declared 
moccr ab'e.Cn^sed Cv iatrju- o f universal card.W/830308 Itr. 

HAIRS'! ON.W.G., CLAY TCK.F.L Alabama Power Co. 83/03/08. 2pp. 33374:338- 
33374:339. 

8511120034 LER 83-01 3/03L-0:on 830307 rod centre* sys inoperable when failure 
alarm received on power cao.ne: 2/«C.On 833225 : sys ir operate when shutdown bank 
B Group 1 rods failed to move inward.Aiarm reset.W/830404 Itr. 

HAIRSTON, W.G., CLAYTON, F.L Alabama Power Co. 83/04/04. 3pp. 33428:001- 
33428:003. 

8511050340 LER 83-01 7/03L-0:on 830322,hydrogen analyzer 1A declared 
inoperable.Caused by failure of recorder balancing motor. Motor replaced & hydrogen 
analyzer 1A declared operable. 

HAIRSTON, W.G. Alabama Power Co. 83/04/21. Ip. 33341:246-33341:247. 

8511050060 Forwards LERs 83-020/03L-0 & 83-022/03L-0.W/O LER 83-022/03L-0. 
CLAYTON, F.L. Alabama Power Co. 83/05/20. Region 2, Office of Director. Ip. 
33342:010-33342:010. 

-8511050064 LER 83-020/03L-0:on 830420,steam generator pressure transmitter 
PT485 instrumentation loop declared inoperable. Caused by setpoint drift of printed 
circuit card.Card replaced & instrument loop declared operable. 

HA1RSTON.W.G. Alabama Power Co. 83/05/20. Ip. 33342:011-33342:011. 

8511060189 LER 83-026/03L-0:on 830602,during auxiliary bldg battery quarterly 
verification.battery bank 2A declared inoperable. Caused by decrease in cell voltage 
on individua 1 cell.Tcp of ce!' cleaned & cell charged.W/830630 Itr. 

H*!RS7CN,\V.G., Cl_A v 7CN,F._. Alabama Power Co. 83/06/30. 2pp. 33355:150- 
33355:151. 

8511070108 LER 83-038/03L-0:on 830908, during solid state protection sys (SSPS) 
Train A(B) operability test, Train B SSPS steam generator 2A lo-lo channel 
inoperable.Caused by failure of universal card.Card replaced.W/851004 Itr. 

HAIRSTON, W.G., CLAYTON.F.L. Alabama Power Co. 83/10/04. 2pp. 33374:334- 
33374:335. 
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F. Security, medical, emergency & fire protection pians 

8511060044 Forwards Insp Repts 50-321/85-28 & 50-366/85-28 on 850923-27.No vio- 
lations or deviations identified. 

BROWNLEE,’ V.L Region 2, Office of Director. 85/10/16. KELLY.R.J. Georgia Power 
Co. 1 p. 33355:337-33355:349. 

-8511060047 Insp Repts 50-321/85-28 & 50-366/85-28 on 850923-27.No violations or 
deviations noted.Major areas inspected:fire protection & prevention. 

MADDEN.P.M. Region 2, Office of Director. 85/10/10. 12pp. 33355:338-33355:349. 

8511040290 Forwards Insp Repts 50-321/85-27 & 50-366/85-27 on 850831-1011. No 
violation noted. 

BROWNLEE.V.L. Region 2, Office of Director. 85/10/28. KELLY.R.J. Georgia Power 
Co. 2pp. 33295:344-33295:349. 

-8511040301 Insp Repts 50-321/85-27 & 50-366/85-27 on 850831-1011. No violation 
or deviation noted.Major areas inspected:Tech Spec compliance, operator 
performance, overall plant operations, QA practices, station & corporate mgt practices & 
site security. 

HOLMES-RAY.P. Region 2, Office of Director. 85/10/28. 4pp. 33295:346-33295:349. 

8511140301 Advises that 851010 rev to physical security plan consistent w/provisions 
of 10CFR50.54(p) & acceptable. 

WALKER, R.D. Region 2, Office of Director. 85/10/31. KELLEY, RJ. Georgia Power 
Co. 2pp. 33457:055-33457:056. 

8511050151 Revised emergency implementing procedures, including Rev 0 to 62RP- 
RAD-003-OS, “Use & Care of Respirators” & Rev 1 to 62HI-OCB-054-OS, "PCM-1 
Portal Monitor Operation & Calibr.” W/851101 Itr. 

SORRELL, E.C. Georgia Power Co. 85/11/01. 50pp. 33328:078-33328:127. 

8511250112 Revs 1 to Procedures 62RP-RAD-01 1 -OS re shipment & receipt of radioac- 
tive matl & 62RP-RAD-005-QS re decontamination of protective clothinq & hard 
hats.W/8511 19 Itr. 

SORRELL, E.C. Georgia Power Co. 85/11/19. 25pp. 33592:232-33592:257. 


P. Operating license stage documents & correspondence 

8511250357 Responds to reauest for addl info re 850913 application for amends to Li- 
censes DPR-57 & NPF-5,allowina 60 s closure time limit for scram discharge vol vent 
& drain valves.Figure 6.2.2 from GE NEDG-24342 re scram sys pipe breaks end. 
GUCWA.L.T. Georgia Power Co. 85/11/18. STOLZ.J.F. Operating Reactors Branch 4. 
3pp. 33595:360-33595:362. 


Q. Inspection reports, IE Bulletins & correspondence 

8511040305 Forwards Insp Repts 50-321/85-28 & 50-366/85-28 on 850923-28.No vio- 
lation noted.W/o repts. 

BROWNLEE.V.L Region 2, Office of Director. 85/10/16. KELLY.R.J. Georqia Power 
Co. 2pp. 33306:213-33306:214. 


8511060044 Forwards Insp Repts 50-321/85-28 & 50-366/85-28 on 850923-27.No vio- 
lations or deviations identified. 

BROWNLFE.V.L Region 2, Office of Director. 85/10/16. KELLY.R.J. Georgia Power 
Co. Ip. 33255:237-03355:^9. 

-8511060047 Insp Repts 50-321/85-28 & 50-366/85-28 on 850923-27.No violations or 
deviations noted.Major areas inspected:fire protection & prevention. 

MADDEN.P.M., CONLON.T.E. Region 2, Office of Director. 85/10/10, 12dd 
33355:338-33355:349. 

8511010007 Confirms telcon re 851104 mgt meeting at util corporate ofes to review 
SALP results for Nov 1983 - June 1985.SALP Board rept will be forwarded to util 
approx 2 wks prior to meeting. Proposed agenda end. 

GRACE.J.N. Region 2, Office of Director. 85/10/18. KELLY.R.J. Georgia Power Co 
4pp. 33299:029-33299:032. 

8511130217 Responds to violations noted in Insp Repts 50-321/85-24 & 50-366/85- 
24.Corrective actions:Standing Order 85-45 revised as Standing Order 85-57 to be 
consistent w/Procedure 40AC-REG-002-0 re ESF actuation. 

GUCWA.L.T. Georgia Power Co. 85/10/21. GRACE.J.N. Region 2, Office of Director 
5pp. 33434:217-33434:221. 

8511060133 Forwards SALP Repts 50-321/85-21,50-366/85-21,50-424/85-27 & 50- 
425/85-26 for Nov 1 983 - June 1 985. 

GRACE.J.N. Region 2, Office of Director. 85/10/23. KELLY.R.J. Georgia Power Co 
4pp. 33355:154-33355:220. 

-8511060138 SALP Repts 50-321/85-21 & 50-366/85-21 for Nov 1983 - June 1985 
* Region 2, Office of Director. 85/06/30. 37pp. 33355:158-33355:194. 

8511040290 Forwards insp Repts 50-321/85-27 & 50-366/85-27 on 850831 -1011. No 
violation noted. 

BROWNLEE.V.L. Region 2, Office of Director. 85/10/28. KELLY.R.J. Georqia Power 
Co. 2pp. 33295:344-33295:349. 

-8511040301 Insp Repts 50-321/85-27 & 50-366/85-27 on 850831-101 1. No violation 
or deviation noted.Major areas inspected:Tech Spec compliance, operator 

performance.overall plant operations, QA practices, station & corporate mgt practices & 
site security. 

HOLMES-RAY.P., NEJFELT.G., PANCIERA.V.W. Region 2, Office of Director. 85/10/ 
28. 4pp. 33295:346-33295:349. 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svclist 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/1C/2S. Cr- 
solidated Edison Co. of New York, inc. 139pp. 33368:139-33358.277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svclist 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33 357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33 357:063- 
33357:199. 

8511180143 Responds to violations noted in Insp Repts 50-321/85-26 & 50-366/85- 
26.Corrective actions:ltr issued to all inspectors to reemphasize signing off insp docu- 
ments & consulting procedure for accept/reject criteria. 

GUCWA.L.T. Georgia Power Co. 85/11/04. GRACE.J.N. Region 2, Office of Director. 
3pp. 33493:160-33493:162. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511110274 Forwards Exam Rept 50-321 /OL-85-03 of exam administered on 851015- 
17 for Units 1 & 2. 

BROWNLEE, V.L. Region 2, Office of Director. 85/11/06. KELLY.R.J. Georgia Power 
Co. 2pp. 33386:201-33386:204. 

-8511110278 Exam Rept 50-321 /OL-85-03 on 85101 5-1 7,Exam results:one candidate 
passed simulator exam & two failed.Six candidates passed written exam. 
BROCKMAN, K.E., WILSON, B.A. Region 2, Office of Director. 85/10/30. 2pp. 
33386:203-33386:204. 

8511200149 Forwards Insp Repts 50-321/85-31 & 50-366/85-31 on 851007-11. No vio- 
lation or deviation noted. 

BROWNLEE, V.L. Region 2, Office of Director. 85/11/08. KELLY.R.J. Georgia Power 
Co. Ip. 33556:089-33556:099. 

-8511200155 Insp Repts 50-321/85-31 & 50-366/85-31 on 851007-11. No violation or 
deviation noted.Major areas inspected:QA program, QA/QC administration & tests & 
experiments. 

SCOTT, M.A., BELISLE.G.A. Region 2, Office of Director. 85/10/31. 10pp. 33556:090- 
33556:099. 

8511190099 Ack receipt of 851021 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-321/85-24 & 50-366/85-24.Response acceptable.Manuaily 
started ESF, although considered actuation, would not be reportable. 

WALKER, R.D. Region 2, Office of Director. 85/11/12. KELLY.R.J. Georgia Power Co. 
Ip. 33511:348-33511:348. 
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8511130441 IE Bulletin 85-003, "Motor-Operated Valve Common Mode Failures Durinq 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15 Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, "Hazards of Inerting Atmospheres.” Svc list end 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 3363T001- 


8511150107 IE Info Notice 85-088, "Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 3363T018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713 123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 

8511010438 Advises of completion of review of proposal to suspend submission of spe- 
cial quarterly update Itrs re groundwater tritium activity at facility. Proposal does not 
change program substance & therefore acceptable. 

WALKER, R.D. Region 2, Office of Director. 85/09/12. KELLY, R.J. Georgia Power Co. 
ip. 33298:172-33298:172. 

8511180255 Monthly operating repts for Oct 1985.W/851 110 Itr. 

KOERBER.G.M., NIX.H.C. Georgia Power Co. 85/10/31. 11pp. 33501:039-33501:049. 


-8511110278 Exam Rept 50-321 /OL-85-03 on 851015-17.Exam resuits:one candidate 
passed simulator exam & two failed.Six candidates passed written exam. 
BROCKMAN.K.E. Region 2, Office of Director. 85/10/30. 2pp. 33386:203-33386:204. 
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F. Security, medical, emergency & fire protection plans 

8511250105 Rev 5 to Emergency Plan Implementing Procedure 1904.07, “Protective 
Action Recommendations.” 

* Arkansas Power & Light Co. 85/08/23. 2pp. 33592:189-33592:190. 

8511010159 Rev 3 to Emergency Plan Implementing Procedure 1903.03, “Assignment 
of Personnel to Emergency Response Organization.” 

LEVINE, J.M. Arkansas Power & Light Co. 85/10/24. 28pp. 33288:100-33288:127. 

8511060505 Ack receipt of 850614 response to NRC 850510 Itr re changes to emer- 
gency plan.Requests addl info addressing planning guidance elements of NUREG- 
0654. 

JOHNSON, E.H. Region 4, Office of Director. 85/10/28. GRIFFIN, J.M. Arkansas Power 
& Light Co. 2pp. 33355:051-33355:066. 

8511110160 Forwards Insp Repts 50-313/85-23 & 50-368/85-24 on 850901-30 & no- 
tices of violation & deviation. 

MARTIN, L.E. Region 4, Office of Director. 85/10/29. GRIFFIN, J.M. Arkansas Power & 
Light Co. 2pp. 33387:314-33387:336. 

-8511110180 Insp Repts 50-313/85-23 & 50-368/85-24 on 850901-30. Violation 
noted:failure to maintain operating procedure in up-to-date status.Deviation 
noted:failure to implement B&W Safe-End Task Force recommendation. 

JOHNSON, W.D. Region 4, Office of Director. 85/10/24. 18pp. 33387:319-33387:336. 

8511070086 Forwards revised NUREG-0737, Suppl 1 integrated implementation 
plan.Status & tasks performed in last 6 months described, including control room 
design review, Reg Guide 1.97,SPDS & emergency operating procedures. 

ENOS.J.T. Arkansas Power & Light Co. 85/10/30. THOMPSON, H.L. Division of Li- 
censing (800428-851124). 4pp. 33366:165-33366:169. 

8511050044 Rev 1 to Emergency Plan Implementing Procedure 1905.001, “Emergency 
Radiological Controls.” 

LEVINE, J.M. Arkansas Power & Light Co. 85/11/01. 16pp. 33319:162-33319:177. 


S. Reportable occurrences, LERs & related correspondence 

8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1984.App A documents available in PDR.Apps 
B & C documents partially & completely withheld, respectively, (ref Exemption 5). 
FELTON, J.M. Division of Rules and Records. 85/10/17. GILINSKY.V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

--851 1180699 Submits daily staff notes for 830722 re Salem Unit 2 restart, media inter- 
est in smoldering insulation at Hatch Unit 2 & notice of violation & proposed imposi- 
tion of civil penalties in amount of $140,000 issued on 830722 to GPU. 

DIRCKS.W.J. Office of the Executive Director for Operations. 83/07/25. PALLADINO 
Commissioners. 2pp. 33537:110-33537:111. 

8511070047 LER 81-036/03X-1:on 81 041 6, while performing surveillance for emergency 
diesel generator 2C, generator failed to obtain rated voltage.Caused by failure of field 
flashing relays due to binding.W/851101 Itr. 

TIPPS.S.B., NIX.H.C. Georgia Power Co. 85/11/01. 3pp. 33381:114-33381:116. 

8511070558 LER 85-032-00:on 851005, while placing reactor water cleanup (RWCU) sys 
in svc.personnel noted that RWCU pump inboard suction isolation valve isolated on 
high sys differential flow.Caused by valves leaking past seats.W/851101 Itr. 
TIPPS.S.B., NIX.H.C. Georgia Power Co. 85/11/01. 3pp. 33374:104-33374:106. 

8511140129 Confirms 851028 telcon re 851108 mgt meeting at Region II ofc to discuss 
Unit 1 nitrogen inerting & purge line crack discovered on 841215 & response to Svc 
Info Ltr 402.Proposed agenda end. 

WALKER, R.D. Region 2, Office of Director. 85/11/01. KELLY, R.J. Georgia Power Co. 
2pp, 33458:113-33458:114. 


V. Operator Examinations 


8511140235 Rev 1 to emergency plan.W/851107 Itr. 

ENOS.J.T. Arkansas Power & Light Co. 85/11/01. 180pp. 33448:189-33449:058. 

8511180286 Rev 8 to Emergency Plan Implementing Procedure 1903.43, “Duties of 
Emergency Radiation Team.” 

LEVINE.J.M. Arkansas Power & Light Co. 85/11/01. 9pp. 33493:145-33493:153. 

8511190313 Rev 1 to Emergency Plan Implementing Procedure 1905.30, “Airborne I- 
131 Determination Using MS-2/SPA-3,” redistributing cover sheet only. 

* Arkansas Power & Light Co. 85/11/12. 2pp. 33515:354-33515:355. 

8511120046 Page 11 to Rev 11 to Emergency Plan Implementing Procedure 1903.23, 
“Personnel Emergency Checklist,” for redistribution only. 

* Arkansas Power & Light Co. 86/02/15. 2pp. 33415:305-33415:306. 


I. Financial information 


8511110308 Advises that financial info submitted for 1985 in 851028 itr satisfies require- 
ments of 10CFR1 40.21. 

SALTZMAN.J. Assistant Director for State & Licensee Relations. 85/11/07. 
LANGSTON, N.E. Arkansas Power & Light Co. Ip. 33407:215-33407:215. 


P. Operating iicense stage documents & correspondence 

8511010154 Forwards safety evaluation supporting alternate sampling methods for 
borons & chlorides in reactor coolant samples. Methods meet criteria of NUREG- 
0737, Item II.B.3 & acceptable. 

STOLZ.J.F. Operating Reactors Branch 4. BUTCHER, E.J. Operating Reactors Branch 
3. 85/10/16. GRIFFIN, J.M. Arkansas Power & Light Co. 2pp. 33304:053-33304:056. 


8511010279 Requests fee for 850924 application for amend to licensed operator requa- 
lification training program. ^ 

DIGGS, R.M. License Fee Management Branch. 85/10/25. BECKHAM, J.T. Georgia 
Power Co. Ip. 33303:303-33303:303. 


8511110203 Responds to Generic Ltr 85-18, “Operator Licensing Exam Site Visit Re- 
quirements Through Sept 1989.” NRC site visits to conduct operator licensing/instruc- 
tor exams as indicated on end schedules requested. 

GUCWA.L.T. Georgia Power Co. 85/10/25. BOGER.B. Operator Licensing Branch. 
5pp. 33388:001-33388:005. 


8511040339 Ack receipt of 851017 Itr demonstrating that MC Carter, HJ Russell, CA 
Tyre & RE Varnadore have satisfactory knowledge & understanding of plant 
operation. Resumption of operator license activities granted. . 

BROWN LEE, V.L. Region 2, Office of Director. 85/10/29. KELLY, R.J. Georgia Power 
Co. ip. 33296:362-33296:362. 

8511070148 Remits application fee for 850924 licensed operator requalification training 
program in response to NRC 851025 Itr. . D . > 

GUCWA.L.T. Georgia Power Co. 85/10/29, STOLZ.J.F. Operating Reactors Branch 4. 
ip. 33362:362-33362:362. 


8511110274 Forwards Exam Rept 50-321 /OL-85-03 of exam administered on 851015- 

BROWN^ 2, Office of Director. 85/11/06. KELLY, R.J. Georgia Power 

Co. 2pp. 33386:201-33386:204. 


-8511010164 Safety evaluation supporting alternate sampling methods for borons & 
chlorides in reactor coolant samples.Metnods meet criteria of NUREG-0737, Item II.B.3 
& acceptable. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/16. 2pp. 
33304:055-33304:056. 

8511070152 Approves 831105 response to Generic Ltr 83-28, Items 3.1.3 & 3.2.3 re 
post-maint testing of reactor trip sys components & other safety-related 
equipment.Reviews of future Tech Spec changes should be made as part of continu- 
ing evaluation. 

BUTCHER, E.J. Operating Reactors Branch 3. 85/10/29. GRIFFIN, J.M. Arkansas 
Power & Light Co. 2pp. 33381:057-33381:058. 

8511150014 Forwards draft “Review of Licensee & Applicant Responses to NRC Ge- 
neric Ltr 83-28....” Util response incomplete in five areas evaluated.Addl info request- 
ed by telcon within 1 wk of rept receipt. 

STOLZ,J.F. Operating Reactors Branch 4. 85/10/30. GRIFFIN, J.M. Arkansas Power & 
Light Co. 2pp. 33468:033-33468:051. 

-8511150066 “Review of Licensee & Applicant Responses to Generic Ltr 83-28 (Re- 
quired Actions Based on Generic Implications of Salem ATWS Events), Item ^.Arkan- 
sas Nuclear One, Units 1 & 2 ..." technical evaluation rept. 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-82-028. SAIC-85/1 527-1. 85/10/30. NRC - No Detailed Affiliation Given. 17pp. 
33468:035-33468:051. 
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8511070171 Notification of 851114 meeting w/util in Bethesda.MD to discuss auxiliary 
feedwater sys. Requested participants •iRtel.’c-tattvo agenda end. 

LEE.R.S. Operating Reactors Branch /i£S;Nr..3 S. Oco-ating Reactors Branch 4. 
85/10/31. 3JTCHE p E J Oce ,, atirc p eactors Branch 3. ST0i_2,J.F. Operating Reac- 
tors Branch 4. 4pp. 3838' C32-3I:.' : H' J.'ih. 

8511220265 Summarizes utils responses to NRC request for info re effects of recent 
cost curtailment program at facilities. Curtailment impacts received appropriate licens- 
ee mgt attention.No special NRC action warranted at present. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/08. 
DIRCKS.W.J. Office of the Executive Director for Operations. 3pp. 33603:134- 
33603:136. 

8511220448 Forwards Amend 70 to License NPF-6 & safety evaluation. Amend desen- 
sitizes control element assemblies (CEA) calculator response to CEA inward deviation 
events & deletes surveillance requirement in Tech Spec 4. 1.3.1. 1. 

LEE.R. Operating Reactor E\a."ch 3. 85/11/12. GRIFFIN.J.M. Arkansas Power & 
Light Co 'p :;3rf: ■ 

-8511220458 Amend 70 to License NPF-6, desensitizing control element assemblies 
(CEA) calculator response to CEA inward deviation events & deleting redundant sur- 
veillance requirement in Tech Spec 4. 1.3. 1.1. 

BUTCHER.E.J. Operating Reactors Branch 3. 85/11/12. 10pp. 33601:010-33601:020. 

“8511220462 Safety evaluation f._cocrt.'rc Amend 70 to License NPF-6. 

* Office of Nuclear Reactc r-»;'j!.ia;icr‘ [Vector (pre-851125). 85/11/12. 3pp. 
33601:021-33601:023. 

8511220088 Advises that transmittal of regulatory effectiveness review rept 
premature, per 851104 ftr.NRR will officially transmit rept.Response request should be 
disregarded. 

MARTIN, L.E. Region 4, Office of Director. 85/11/18. GRIFFIN.J.M. Arkansas Power & 
Light Co. 2pp. 33568:267-33568:268. 


Q. Inspection reports, IE Bulletins & correspondence 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8511110160 Forwards Insp Repts 50-313/85-23 & 50-368/85-24 on 850901-30 & no- 
tices of violation & deviation. 

MARTIN.L.E. Rcdc- Office s' Director. 85/10/29. GRIFFIN.J.M. Arkansas Power & 
Light Co. 2pp. 33387:3 1^-33S8 7 .j3S. 

“8511110167 Notice of violation from insp on 850901-30. 

* Region 4, Office of Director. 85/10/29. 2pp. 33387:316-33387:317. 

-8511110180 Insp Repts 50-313/85-23 & 50-368/85-24 on 850901-30. Violation 
noted:failure to maintain operating procedure in up-to-date status. Deviation 
noted:failure to implement B&W Safe-End Task Force recommendation. 

JOHNSON, W.D., HARRELL, P.H., HUNNICUTT.D.M. Region 4, Office of Director. 85/ 
10/24. 18pp. 33387:319-33387:336. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, "Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8511070311 Advises of IAEA request to visit facility on 851104 & 05 to examine records 
maintained per 10CFR75.Expresses appreciation for cooperation during 851011 IAEA 
insp. 

BUTCHER.E.J. Operating Reactors Branch 3. 85/10/30. GRIFFIN.J.M. Arkansas 
Power & Light Co. 2pp. 33378:360-33378:361. 

8510290039 IE Info Notice 85-085, "Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511250037 Ack receipt of 850920 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-313/85-19 & 50-368/85-20. 

JOHNSON.E.H. Region 4, Office of Director. 85/10/31. GRIFFIN.J.M. Arkansas Power 
& Light Co. Ip. 33618:046-33618:049. 

“8511250042 Responds to NRC 850822 Itr re violation noted in Insp Repts 50-313/85- 
19 & 50-368/85-20.Corrective actions:post-accident sampling sys installed & capabili- 
ties functional & isolation valves repaired. 

ENOS.J.T. Arkansas Power & Light Co. 85/09/20. DENISE, R.P. Region 4, Office of 
Director. 3pp. 33618:047-33618:049. 

8511260101 Ack receipt of 850515 & 0628 Itrs informing NRG of steps taken to correct 
deviations noted in Insp Repts 50-313/85-02 & 50-368/85-02. 

JOHNSON, E.H. Region 4, Office of Director. 85/10/31. GRIFFIN.J.M. Arkansas Power 
& Light Co. Ip. 33641:240-33641:244. 

8511010020 IE Info Notice 85-086, "Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511260588 Ack receipt of 850906 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-313/83-26 & 50-368/83-26. 

MARTIN, L.E. Region 4, Office of Director. 85/11/14. GRIFFIN.J.M. Arkansas Power & 
Light Co. Ip. 33641:023-33641:033. 


“8511260596 Responds to NRC 850528 Itr re violations noted in Insp Repts 50-313/83- 
26 & 50-368/83-26.Corrective actions:util will provide ANSI-qualified individual on-call 
in event of interruption in full qualified shift coverage. 

ENOS.J.T. Arkansas Power & Light Co. 85/09/06. JOHNSON.E.H. Region 4, Office of 
Director. 10pp. 33641:024-33641:033. 

8511130441 IE Bulletin 85-003, "Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, "Failure of GE Type AK-2-25 Reador 
Trip Breaker.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, "Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 

8511200015 Monthly operating rept for Aug 1985.W/850915 Itr. 

HARRISON.D.F., ENOS.J.T. Arkansas Power & Light Co. 85/08/31. BASSETT, H.S. 
Division of Automated Information Services. 7pp. 33556:067-33556:073. 


S. Reportable occurrences, LERs & related correspondence 

8511060089 LER 85-020-00:on 85091 9, reactor protection sys actuated on two of four 
channels, resulting in opening of reactor trip circuit breakers.Caused by personnel 
error.Technician counseled re procedures. W/851 020 Itr. 

JOHNSON, D.J., ENOS.J.T. Arkansas Power & Light Co. 85/10/20. 3pp. 33355:144- 
33355:146. 

8511070048 LER 85-021-00:on 850925,unsealed fire barrier penetration reported durirg 
18-month fire barrier surveillance.Caused by improper sealing of false wall lor clean- 
out pipe from restroom into turbine bldg.Sealing corrected. W/851 026 Itr. 

JOHNSON, D.J., ENOS.J.T. Arkansas Power & Light Co. 85/10/26. 2pp. 33374:359- 
33374:360. 

8511270275 LER 85-023-00:on 851 01 9, reactor tripped due to loss of condenser 
vacuum.Caused by displacement of motor shaft key. Key replaced & set screws 
tightened, staked & lock-wired in position.W/851119 Itr. 

JOHNSON, D.J., ENOS.J.T. Arkansas Power & Light Co. 85/11/19. 3pp. 33646:178- 
33646:180. 


DOCKET 50-369 WILLIAM B. MCGUIRE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8511010389 Ack receipt of scenario for 1985 emergency exercise scheduled for 
851008-09.Submittal appears to fulfill min requirement for limited-scale 
exercise.Complete scenario will be reviewed. 

BROWNLEE, V.L. Region 2, Office of Director. 85/09/10. TUCKER, H.B. Duke Power 
Co. Ip. 33298:218-33298:218. 

8511210514 Forwards shipping schedule to continue shipments of spent fuel from 
Oconee to McGuire Nuclear Station.Mode of transit will be truck-trailer.Carrier will be 
Tri-State Motor Transit Co.W/o schedule. 

WYKE.T.F. Duke Power Co. 85/10/25. MCGUIRE, D. Region 2, Office of Director. Ip. 
33583:322-33583:322. 

8511140239 Advises that 850909 Rev 24 to physical security plan consistent w/provi- 
sions of 1 0CFR50.54(p) & acceptable. 

WALKER, R.D. Region 2, Office of Director. 85/10/31. TUCKER, H.B. Duke Power Co. 
2pp. 33466:361-33466:362. 

8511140257 Ack receipt of 850909 Itr transmitting Rev 8 to Catawba Nuclear Station & 
Rev 23 to McGuire Nuclear Station physical security plans.Submittal transferred to 
NRR for review because changes involve vital equipment criteria. 

WALKER, R.D. Region 2, Office of Director. 85/10/31. TUCKER, H.B. Duke Power Co. 
3pp. 33467:188-33467:190. 

8511140450 Advises of transfer of review responsibility for Rev 23 to McGuire & Rev 8 
to Catawba physical security plans to NRR for resolution. 

BARR.K.P. Region 2, Office of Director. 85/10/31. THOMAS, C.O. Standardization & 
Special Projects Branch. Ip. 33456:147-33456:147. 

8511120077 Advises that Rev 16 to corporate crisis mgt plan dtd 850830 continues to 
meet planning stds of 10CFR50.47(b) & App E requirements. 

BROWNLEE.V.L Region 2, Office of Director. 85/11/04. TUCKER, H.B. Duke Power 
Co. 2pp. 33423:354-33423:355. 
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8511110279 Requests confirmation that ar-aeroso 1 mixing uniformity test for control 
room area ventilation filter sys will be conducted by eS'lt&.cer 8M 101 telcon. 
GRACE. J.N. Poolon 2, Office of Director 85 ' 1 H 05. TUCi<=R.!-!.3. Duke Power Co. 
1 p. 3339 .":2 j2-233r#'/:?: 32. 

8511130192 Forwards Insp Repts 50-369/85-33 & 50-370/85-34 on 851 007-1 0.No vio- 
lation or deviation noted. Resolution of exercise weaknesses noted in Paragraphs 56 & 
1 3 requested. 

BROWNLEE, V.L. Region 2, Office of Director. 85/11/05. TUCKER, H.B. Duke Power 
Co. 2pp. 33427:137-33427:148. 

—8511130197 Insp Repts 50-369/85-33 & 50-370/85-34 on 851 007-1 0.No violation or 
deviation noted.Moicr areas inspected:emcrqencv preparedness exercise. 

SARTOR, W.V., DECKcH.T.R. Remon 2. Ofi.ce of Director. 85/11/05. 10pp. 
33427:139-33427:148. 

8511180606 Forwards request for addl info re 840309 SPDS safety analysis & imple- 
mentation plan.lnfo requested within 45 days. 

ADENSAM.E.G. Licensing Branch 4. 85/11/07. TUCKER, H.B. Duke Power Co. 5pp. 
33503:173-33503:177. 

8511250445 Forwards sanitized spent fuel route survey from Oconee Nuclear 
Station, Seneca, SC to McGuire Nuclear Station, Cornelius, NC, per NRC 850910 
approval.Data re initial arrangement w/law enforcement agencies also end. 
MCCORKLE.G.W. Reactor & Transportation Licensing Branch. 85/11/19. 
WALDEN, G.R. Duke Power Co. 6pp. 33619:169-33619:174. 


P. Operating license stage documents & correspondence 

8511070363 FOIA request for complete design plans for facility. 

SRAGOW.R. Lack & Sragow. 85/09/03. NRC - No Detailed Affiliation Given. Ip. 
33401:061-33401:061. 

8511070367 Responds to FOIA request for design plans for facility. Forwards drawing of 
design plan for Unit 2 upper containment bldg, per 850909 telcon. 

FELTON, J.M. Division of Rules and Records. 85/10/21. SRAGOW.R. Lack & Sragow. 
ip. 33401:062-33401:063. 

8511150108 Application for amends to Licenses NPF-9 & NPF-1 7, changing Tech Specs 
to remove resistance temp detector (RTD) bypass manifold. Nonproprietary & proprie- 
tary “RTD...Rept” & affidavit encl.Proprietary rept withheld (ref 10CFR2.790). 
TUCKER.H.B. Duke Power Co. 85/10/29. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). ADENSAM.E.G. Licensing Branch 4. 4pp. 
33463:042-33463:099. 

-8511150115 Requests proprietary “Resistance Temp Detector Bypass Elimination Li- 
censing Rept for McGuire Units 1 & 2” be withheld (ref 10CFR2.790). 
WIESEMANN.R.A. Westinghouse Electric Corp. 85/09/19. DENTON.H.R. Office of 
Nuclear Reactor Regulation, Director (pre-851125). 9pp. 33463:046-33463:054. 

-8511150119 Proposed Tech Spec changes, supporting station mod re removal of re- 
sistance temp detector bypass manifold. 

* Duke Power Co. 85/10/29. 14pp. 33463:055-33463:068. 

-8511150123 Nonproprietary “Resistance Temp Detector Bypass Elimination Licensing 
Rept for McGuire Units 1 & 2.” 

* Westinghouse Electric Corp. 85/10/29. 32pp. 33463:069-33463:099. 

8511010198 Forwards HB Tucker 85101 1 Itr & H Thompson draft Itrs & environ assess- 
ment re Duke Power Co request for approval of procedure for disposal of radioactively 
contaminated wood, for review.W/o end. 

ADENSAM.E.G. Licensing Branch 4. 85/10/30. BROWN, D. North Carolina, State of. 
Ip. 33303:354-33303:354. 

8511070238 Withdraws 850405 application for amends to Licenses NPF-9 & NPF-17, re- 
vising min ice bed weight required by Tech Specs, due to error in input assumptions 
used to provide technical justification for amend. 

TUCKER.H.B. Duke Power Co. 85/10/31. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). ADENSAM.E.G. Licensing Branch 4. Ip. 
33362:345-33362:345. 

8511180674 Forwards SER re util responses to Generic Ltr 83-28, Items 
3. 1.1 ,3.1. 2, 3.1. 3, 3.2.1, 3.2.2, 3.2.3, 4.1 & 4.5.1. Responses adequate & meet intent of ge- 
neric Itr. 

NOVAK, T.M. Assistant Director for Licensing. 85/10/31. TUCKER.H.B. Duke Power 
Co. 2pp. 33503:215-33503:221. 

—8511180686 Safety evaluation accepting util responses to Generic Ltr 83-28, Items 
3.1. 1,3.1. 2, 3.1. 3, 3.2.1, 3.2.2, 3.2.3, 4.1 & 4.5.1. 

* Division of Licensing (800428-851124). 85/10/31. 5pp. 33503:217-33503:221. 

8511180778 Forwards Amends 47 & 28 to Licenses NPF-9 & NPF-17, respectively & 
safety evaluation. Amends revise Tech Specs 3/4.5. 1 re cold leg injection accumula- 
tors & 3/4.5.1.2 re upper head injection accumulator sys. 

ADENSAM.E.G. Licensing Branch 4. 85/11/01. TUCKER.H.B. Duke Power Co. 3pp. 
33503:113-33503:128. 

-8511180783 Amends 47 & 28 to Licenses NPF-9 & NPF-1 7, respectively, revising Tech 
Specs 3/4.5.1 re cold leg injection accumulators & 3/4.5.1.2 re upper head injection 
accumulator sys. 

ADENSAM.E.G. Licensing Branch 4. 85/11/01. 9pp. 33503:116-33503:124. 

—8511180788 Safety evaluation supporting Amends 47 & 28 to Licenses NPF-9 & NPF- 
17, respectively. 

* NRC - No Detailed Affiliation Given. 85/11/01. 4pp. 33503:125-33503:128. 

8511070548 Forwards request for addl info re radiological aspects of upper head injec- 
tion removal & related radiological impacts on plant operations.Response requested 
within 30 days. 

ADENSAM.E.G. Licensing Branch 4. 85/11/04. TUCKER.H.B. Duke Power Co. 3pp. 
33382:186-33382:188. 

8511140100 Responds to 851015 request for addl info re 850820 proposed Tech Spec 
revs to allow increased containment integrated leak rate. 

TUCKER.H.B. Duke Power Co. 85/11/06. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). ADENSAM.E.G. Licensing Branch 4. 2pp. 
33449:263-33449:264. 


8511200183 Forwards Amends 48 & 29 to Licenses NPF-9 & NPF-17, respectively & 
safety evaluation. Amends modify Tech Spec 6.2.2.f re working hours of plant staff. 
ADENSAM.E.G. Licensing Branch 4. 85/11/12. TUCKER.H.B. Duke Power Co. 3pp. 
33562:244-33562:255. 


-8511200187 Amends 48 & 29 to Licenses NPF-9 & NPF-1 7,respectively, modifying 
Tech Spec 6.2.2.f re working hours of plant staff. 

ADENSAM.E.G. Licensing Branch 4. 85/11/12. 7pp. 33562:247-33562:253. 

-8511200191 Safety evaluation supporting Amends 48 & 29 to Licenses NPF-9 & NPF- 
1 7, respectively. 

* NRC - No Detailed Affiliation Given. 85/11/12. 2pp. 33562:254-33562:255. 

8511190386 Revised application for amends to Licenses NPF-9 & NPF-17, changing 
Tech Spec Section 6.0, “Administrative Controls” & reportabiiity requirements. 
TUCKER.H.B. Duke Power Co. 85/11/13. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). ADENSAM.E.G. Licensing Branch 4. 2pp. 
33510:356-33510:359. 


-8511190394 Proposed changes to Tech Spec Section 6.0, “Administrative Controls," 
re access to high radiation areas. 

* Duke Power Co. 85/11/13. 2pp. 33510:359-33510:359. 

8511260408 Forwards responses to 850916 request for addl info re main steam line 
break in doghouse.Heat transfer rate maintained in excess of value calculated w/com- 
bination of tube bundle uncovery & superheated steam heat transfer. 

TUCKER.H.B. Duke Power Co. 85/11/15. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). ADENSAM.E.G. Licensing Branch 4. 4pp. 

33614:128-33614:138. 

8511250211 Submits addl justification for deletion of commitment to upgrade pressurizer 
relief tank sightglass, per 850924 recuost.Nc sig-vfca-t safety concern exists if 
present upper head injection fill & vent cc'ifiuu'alicr Tas^a-sod 
TUCKER.H.B. Duke Power Co. 85/11, :■). CE\ r C\, -■ R C" :<* of Nuclear Reactor 
Regulation, Director (pre-851125). ADENSAM.E.G. Licensing Branch 4. 3pp. 

33591:076-33591:078. 


Q. Inspection reports, IE Bulletins & correspondence 


851 1010447 Ack receipt of 850830 itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-369/85-21 & 50-370/85-22. 

WALKER, R.D. Region 2, Office of Director. 85/09/12. TUCKER.H.B. Duke Power Co. 
1 p. 33292:360-33292:360. 

8511040077 Ack receipt of 850830 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-369/85-22 & 50-370/85-23. Individual radiation dose records 
described in LER 50-369/85-21-01 should reflect 10.6-rem skin dose. 

GRACE, J.N. Region 2, Office of Director. 85/10/17. TUCKER.H.B. Duke Power Co. 
2pp. 33306:360-33306:361. 

8511040010 Forwards Insp Repts 50-369/85-31 & 50-370/85-33 on 850923-27.No vio- 
lation or deviation noted. 

BROWNLEE, V.L Region 2, Office of Director. 85/10/18. TUCKER.H.B. Duke Power 
Co. Ip. 33309:111-33309:125. 

-8511040012 Insp Repts 50-369/85-31 & 50-370/85-33 on 850923-27.No violation or 
deviation noted.Major areas inspected:licensee action on previous enforcement 
matters, QA program review, QA/ QC administration, procurement, receipt, storage & 
handling. 

SMITH, C., BELISLE.G.A. Region 2, Office of Director. 85/10/11. 14pp. 33309:1 12- 
33309:125. 


8511040254 Forwards Insp Repts 50-369/85-30 & 50-370/85-32 on 850821-0920 & no- 
tices of violation & deviation. 

WALKER, R.D. Region 2, Office of Director. 85/10/21. TUCKER.H.B. Duke Power Co. 
Ip. 33306:197-33306:207. 

-8511040256 Notice of violation from insp on 850821-0920. 

* Region 2, Office of Director. 85/10/21. Ip. 33306:198-33306:198. 

-8511040262 Notice of deviation from insp on 850821-0920. 

*, Region 2, Office of Director. 85/10/21. Ip. 33306:199-33306:199. 

-8511040270 Insp Repts 50-369/85-30 & 50-370/85-32 on 850821-0920. Violations 
noted:two trains of pressurizer heaters w/backup emergency power inoperable for 
period longer than allowed by Tech Specs & failure to follow procedures. 

ORDERS, W., PIERSON, R„ DANCE, H.C. Region 2, Office of Director. 85/10/18. 8pp, 
33306:200-33306:207. 


8511050056 Forwards Insp Repts 50-369/85-34 & 50-370/85-35 on 850930-1 004.No 
violations or deviations identified. 

BROWNLEE, V.L Region 2, Office of Director. 85/10/22. TUCKER.H.B. Duke Power 
Co. 2pp. 33342:012-33342:021. 

-8511050058 Insp Repts 50-369/85-34 & 50-370/85-35 on 850930-1 004.No violation 
or deviation noted.Major areas inspected:radiation protection program, including exter- 
nal exposure control & transportation of radioactive matls. 

REVSIN.B.K., HOSEY.C.M. Region 2, Office of Director. 85/10/17. 8pp. 33342:014- 
33342:021. 

8511110185 Responds to request for addl info re response to Violation IV in Insp Repts 
50-369/84-28 & 50-370/84-25.ln-depth technical analysis delayed until 851104 due to 
unforeseen delays. 

TUCKER.H.B. Duke Power Co. 85/10/28. GRACE, J.N. Region 2, Office of Director. 
Ip. 33387:287-33387:287. 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 
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8510250543 E info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks." Svc list 


end. 

JORDAN, E.L Division o" E.re'ce-cv Preparedness & Response (Post 

830103). 85/10/30. Zz~sz-:zz:£z Edison Co. of New E5p;:. 33358:003- 

33358:138. 


8510250546 IE Info Notice 85-084, "inadequate Inservice Testing of MSIVs." Svc list 

end. 

JORDAN, E.L Divisio" c f E~ercencv P r eparedness & Engineering Response (Post 
830103). 85/10/30. Dc.nsc/catec Eos on Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, "Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Mai unction." Svc 

list end. 

JORDAN, E.L Division d Ems'ce-'cv Preparedness & E^c ^oerinc Response (Post 
830103). 85/10/31. Ccnsc-catec Edison Co. of New /or-. -- r 35pc 33357:063- 
33357:199. 

8511180337 Forwards technical analyses of electray hanger rods in Unit 1 mechanical 
pipe chase & Unit 2 auxiliary feedwater pump room, in response to NRC 850820 Itr re 
violations noted in Insp Repts 50-369/84-28 & 50-370/84-25. 

TUCKER, H.B. Duke Power Co. 85/11/04. GRACE, J.N. Region 2, Office of Director. 
1 p. 33493:030-33493:052. 

-8511180342 Rev 1 to "Analysis of Electray Hanger Rods in Unit 1 Mechanical Pipe 
Chase at McGuire Nuclear Station." 

LORENZ, M.S., SHEARMAN, R.J., DUNGAN.K.W. Professional Loss Control, Inc. 85/ 
09/20. 14pp. 33493:031-33493:044. 

-8511180346 "Analysis of Electray Hanger Rods in Unit 2 Auxiliary Feedwater Pump 
Room at McGuire Nuclear Station." 

* Duke Power Co. 85/10/31. 8pp. 33493:045-33493:052. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidaiea Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511130192 Forwards Insp Repts 50-369/85-33 & 50-370/85-34 on 851007-10.No vio- 
lation or deviation noted. Resolution of exercise weaknesses noted in Paragraphs 56 & 
1 3 requested. 

BROWNLFD.V L Peg 1 on 2 CTice of Director. 85/11/05. TUCKER, H.B. Duke Power 
Co. 2pp. 

-8511130197 Insp Repts 50-369/85-33 & 50-370/85-34 on 851007-10.No violation or 
deviation noted.Ma'Cv a r e?.s i nsoected - e n "9 r concv preparedness exercise. 

SARTOR, W.V., DilC-E" ’ = ' R;::- 2." C: ; :co of Director. 85/11/05. 10pp. 
33427:139-33427:148. 


8511190286 Clarifies statement in NRC 850808 Itr re Insp Repts 50-369/84-28 & 50- 
3 70/84-25.Util tak es credit for number & location of valve control circuit interlocks to 

-CKE :: . - r. Z ...■<■.£ Co. 85/11/06. GRACE, J.N. Region 2, Office of Director. 

2pp. 33516:225-33516:226. 

8511130175 Forwards Insp Repts 50-369/85-35 & 50-370/85-36 on 850921 -1028.NO 
violation or deviation noted. 

BROWNLEE, V.L Region 2, Office of Director. 85/11/07. TUCKER, H.B. Duke Power 
Co. Ip. 33425:147-33425:153. 

-8511130200 Insp Repts 50-369/85-35 & 50-370/85-36 on 850921 -1028.NO violation 
or deviation noted.Major areas inspected: operations safety verification, surveillance 

D = DE = S A. ■’ EPSON.',- , DANCE, H.C. Region 2, Office of Director. 85/11/07. 11pp. 
33425:148-33425:158. 


8511130441 IE Bulletin 85-003, "Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, "Hazards of Inerting Atmospheres." Svc list end. 
JORDAN, E.L. Division o- Fme-gercy Preparedness & Engineering Response (Post 
830103). 85/11/18. Dorse e«:ed Edison Co. of New York, Inc. 70pp. 33631:001- 

OOCO H .AH "7 ' 


8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
83C103). 85^11/18. Consolidated Edison Co. of New York, inc. 130pp. 33631:018- 


8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713-123- 


-8511270212 Insp Repts 50-369/85-32 & 50-370/85-29 on 850923-27. Violations 
noteddailure to follow procedure when replacing tubing test tee on cold leg accumula- 
tor level transmitter. 

CHRISTENSEN, H., MOORE, L.R., DEBS.B.T. Region 2, Office of Director. 85/11/14. 
10pp. 33627:042-33627:051. 


R. Periodic operating reports & related correspondence 

8511220053 Mcrthl'- coeratinq repts for Oct 1985.W/851 1 15 Itr. 

REAVIS, J.A., : LCKri'.H .’3. Duke Power Co. 85/10/31. 12pp. 33585:001-33585:012. 


S. Reportable occurrences, LERs & related correspondence 

8511070094 LER 83-001 /03L-0:on 630 iC5.du: ! nij rovi,>. of 791220 safety injection (SI) 
pumps & flow adjustment functional tea: !!, dwer^pan;:-.- discovered between test data 
& omitted acceptance criteria.Caused by procedure error.W/830204 Itr. 

NARDOCI.P.B., TUCKER, H.B. Duke Power Co. 83/02/04. O’REILLY, J.P. Region 2, 
Office of Director. 2pp. 33374:336-33374:337. 

8511070055 LER 85-029-00:on 851001 .Westinghouse notified util that reanalysis of 
peak containment pressure calculation resulted in greater value than internal pressure 
of 15 psig.Emergency procedure for ND spray initiation revised.W/851031 Itr. 

DAY.J.B., TUCKER, H.B. Duke Power Co. 85/10/31. 7pp. 33374:349-33374:355. 

8511190401 Fonvards preliminary case study rept, "Effects of Ambient Temp on Elec- 
tronic Equipmon: in Ss'ety-Rolalca...' Ropl .-litiated by 840604 event re total loss of 
control area vc-Tiiaiion s\s at plant Comments requested within 30 days. 
HELTEMES.C.J. AEOD, Director’s Office. 85/11/06. DENTON, H.R. Office of Nuclear 
Reactor Regulation. Director (pre-851 125). TAYLOR, J.M. Director’s Office, Office of 
Inspection and Enfc.-corroru. MINOGUE.R.B. Office of Nuclear Regulatory Research, 
Director. 2pp. 33532:001-33532:083. 

-8511190519 Forwards preliminary case study rept, "Effects of Ambient Temp on Elec- 
tronic Equipment in Safety-Related...," for review.Rept initiated by 840604 event re 
total loss of control area ventilation sys. 

HELTEMES.C.J. AEOD, Director's Office. 85/11/06. TUCKER.H. Duke Power Co. 
2pp. 33532:003-33532:004. 

-8511190524 Forwards preliminary case study rept, "Effects of Ambient Temp on Elec- 
tronic Equipment in Safety-Related...," for review.Rept initiated by 840604 event re 
total loss of control area ventilation sys. 

HELTEMES.C.J. AEOD, Director’s Office. 85/11/06. ROSSIN.D. Nuclear Safety Analy- 
sis Center. 2pp. 33532:005-33532:006. 

-8511190530 Forwards preliminary case study rept, "Effects of Ambient Temp on Elec- 
tronic Equipment in Safety-Related...," for review.Rept initiated by 840406 event re 
total loss of control area ventilation sys. 

HELTEMES.C.J. AEOD, Director’s Office. 85/11/06. PATE.Z.T. Institute of Nuclear 
Power Operations. 2pp. 33532:007-33532:008. 

-8511190535 Preliminary case study rept, "Effects of Ambient Temp on Electronic 
Equipment in Safety-Related Instrumentation & Control Sys." 

CHIRAMAL.M. Reactor Operations Analysis Branch. 85/11/30. 75pp. 33532:009- 
33532:083. 

8511180722 LER 85-030-00:on 851009, valve 1RN-33 found in locked closed position in- 
stead of locked open due to reversed local valve position indicator.Cause 
unknown. Valve opened & properly labeled.W/851 108 Itr. 

DAY.J.B., TUCKER.H. B. Duke Power Co. 85/11/08. 5pp. 33499:001-33499:005. 

8511190102 Summary of Operating Reactor Events Meeting 85-22 on 851104.List of 
attendees, events discussed & status of assignments end. 

CRUTCHFIELD, D. Assistant Directs for Safety Assessment. 85/11/12. 
THOMPSON, H.L. Division of Licensing (800428-8*:: 1/4). 15pp. 33543:208-33543:222. 

8511260064 LER 85-031 -00:on 851017,Train B chiller for control area ventilation/chilled 
water sys tripped on low YC flow while Train B sys inoperable, Cause could not be 
determined. Pressure switch repaired & tubes cleaned. W/851 1 18 Itr. 

DAY.J.B., TUCKER.H. B. Duke Power Co. 85/11/18. 5pp. 33641:315-33641:319. 


V. Operator Examinations 


8511110398 Forwards evaluation of util 850220 response to Generic Ltr 84-14 re re- 
placement & requalification training programs. Programs meet criteria of 1 0CFR55 & 
NUREG-0737 & acceptable. 

NOVAK, T.M. Assistant Director for Licensing. 85/11/04. TUCKER, H.B. Duke Power 
Co. 15pp. 33407:318-33407:332. 
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8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp 33712-214- 
33712:346. 


8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys " Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103)^85/1 1/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 

8511270206 Forwards Insp Repts 50-369/85-32 & 50-370/85-29 on 850923-27 & notice 
of violation. 

WALKER, R.D. Region 2, Office of Director. 85/11/19. TUCKER, H.B. Duke Power Co 
2op. 33527:037-33627:051. 

-8511270207 Notice of violation from insp on 850923-27. 

* Region 2, Office of Director. 85/11/19. 3pp. 33627:039-33627:041. 


Security, medical, emergency & fire protection plans 


85 acfnK . r ® c , eipt of scen3|r io for 1 985 emergency exercise scheduled for 
851008-09.Subrnittal appears to fulfill min requirement for limited-scale 
exercise.Complete scenario will be reviewed. 

Co 0 1M L 329^8 R 3 e 3 9 298li8 OHi0e ° f DireCt ° r ' 8S/09/10 - TUCKER, H.B. Duke Power 

^sions°^foCFR50 S 54(p) fiacceptable. 24 ‘° PhySiCa ' P ' a " 

^p L 33466-?61 R 33466l62 ff ' Ce ° f DireCt0r ' 85/10/31 - TUCKER, H.B. Duke Power Co. 

85 ^ 4 ??: Ce ' P M of , 8509 ° 9 J tr transmitting Rev 8 to Catawba Nuclear Station & 

mrp w 1 ° . cGuire Nuclear Station physical security plans.Submittal transferred to 
w& i Jpp r p V n W p becauS n involve vital equipment criteria. 

^p L 38^67: 188 R 33467H'9^ ,Ce ° f D,reCt0r 85/10/31 ■ TUCKER, H.B. Duke Power Co. 
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8511140450 Advises of transfer of review responsibility for Rev 23 to McGuire & Rev 8 
to Catawba physical security plans to NRR for resolution. 

BARR.K.P. Region 2, Office of Director. 85/10/31. THOMAS, C.O. Standardization & 
Special Projects Branch. Ip. 33456:147-33456:147. 

8511120077 Advises that Rev 16 to corporate crisis mgt plan dtd 850830 continues to 
meet planning stds of 10CFR50.47(b) & App E requirements. 

BROWNLEE.V.L. Region 2, Office of Director. 85/11/04. TUCKER, H.B. Duke Power 
Co. 2pp. 33423:354-33423:355. 

8511110279 Requests confirmation that air-aerosol mix'np uniformity test for control 
room area ventilation filter sys will be conducted by 85: ICC. per 951101 telcon. 
GRACE, J.N. Region 2, Office of Director. 85/11/05. FUCKER, H.B. Duke Power Co. 
1 p. 33397:232-33397:232. 

8511130192 Forwards Insp Repts 50-369/85-33 & 50-370/85-34 on 851007-10.No vio- 
lation or deviation noted.Resolution of exercise weaknesses noted in Paragraphs 56 & 
1 3 requested. 

BROWNLEE.V.L Region 2, Office of Director. 85/11/05. TUCKER, H.B. Duke Power 
Co. 2pp. 33427:137-33427:148. 

-8511130197 Insp Repts 50-369/85-33 & 50-370/85-34 on 851007-10.No violation or 
deviation noted. Major areas inspected:emergency preparedness exercise. 

SARTOR, W.V. Region 2, Office of Director. 85/11/05. 10pp. 33427:139-33427:148. 

8511180606 Forwards request for addl info re 840309 SPDS safety analysis & imple- 
mentation plan. Info requested within 45 days. 

ADENSAM.E.G. Licensing Branch 4. 85/11/07. TUCKER, H.B. Duke Power Co. 5pp. 
33503:173-33503:177. 

8511250445 Forwards sanitized spent fuel route survey from Oconee Nuclear 
Station, Seneca, SC to McGuire Nuclear Station, Cornelius, NC, per NRC 850910 
approval. Data re initial arrangement w/law enforcement agencies also end. 
MCCORKLE.G.W. Reactor & Transportation Licensing Branch. 85/11/19. 
WALDEN, G.R. Duke Power Co. 6pp. 33619:169-33619:174. 


8511070548 Forwards request for addl info re radiological aspects of upper head injec- 
tion removal & related radiological impacts on plant operations.Response requested 
within 30 days. 

ADENSAM.E.G. Licensing Branch 4. 85/11/04. TUCKER, H.B. Duke Power Co. 3pp. 
33382:186-33382:188. 

8511140100 Responds to 851015 request for addl info re 850820 proposed Tech Spec 
revs to allow increased containment integrated leak rate. 

TUCKER, H.B. Duke Power Co. 85/11/06. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851 125). ADENSAM.E.G. Licensing Branch 4. 2pp. 
33449:263-33449:264. 


8511200183 Forwards Amends 48 & 29 to Licenses NPF-9 & NPF-17, respectively & 
safety evaluation.Amends modify Tech Spec 6.2.2 f re werkrg hours of plant staff. 
ADENSAM.E.G. Licensing Branch 4. 85/11/12. 7 jjCKE- !-■ i=. Duke ^wer Co. 3pp. 
33562:244-33562:255. 


“8511200187 Amends 48 & 29 to Licenses NPF-9 & NPF-17, respectively, modifying 
Tech Spec 6.2.2.f re working hours of plant staff. 

ADENSAM.E.G. Licensing Branch 4. 85/11/12. 7pp. 33562:247-33562:253. 

“8511200191 Safety evaluation supporting Amends 48 & 29 to Licenses NPF-9 & NPF- 
17, respectively. 

* NRC - No Detailed Affiliation Given. 85/11/12. 2pp. 33562:254-33562:255. 

8511190386 Revised application for amends to Licenses NPF-9 & NPF-17, changing 
Tech Spec Section 6.0, “Administrative Controls" & reportability requirements. 
TUCKER, H.B. Duke Power Co. 85/11/13. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851 125). ADENSAM.E.G. Licensing Branch 4. 2pp. 
33510:356-33510:359. 

-8511190394 Proposed changes to Tech Spec Section 6.0, “Administrative Controls,” 
re access to high radiation areas. 

* Duke Power Co. 85/11/13. 2pp. 33510:359-33510:359. 


P. Operating license stage documents & correspondence 

8511070363 FOIA request for complete design plans for facility. 

SRAGOW.R. Lack & Sragow. 85/09/03. NRC - No Detailed Affiliation Given. Ip. 
33401:061-33401:061. 


8511260408 Forwards responses to 850916 request for addl info re main steam line 
break in doghouse.Heat transfer rate maintained in excess of value calculated w/com- 
bination of tube bundle uncovery & superheated steam heat transfer. 

TUCKER,H.B. Duke Power Co. 85/11/15 DENTON. H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851 125). ADENSAM.E.G. Lcansing Branch 4. 4pp. 
33614:128-33614:138. 


8511070367 Responds to FOIA request for design plans for facility. Forwards drawing of 
design plan for Unit 2 upper containment bldg, per 850909 telcon. 

FELTON, J.M. Division of Rules and Records. 85/10/21. SRAGOW.R. Lack & Sragow. 
Ip. 33401:062-33401:063. 

8511150108 Application for amends to Licenses NPF-9 & NPF-17, changing Tech Specs 
to remove resistance temp detector (RTD) bypass manifold. Nonproprietary & proprie- 
tary “RTD...Rept" & affidavit encl.Proprietary rept withheld (ref 10CFR2.790). 

TUCKER, H.B. Duke Power Co. 85/10/29. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851 125). ADENSAM.E.G. Licensing Branch 4. 4pp. 
33463:042-33463:099. 

-8511150115 Requests proprietary "Resistance Temp Detector Bypass Elimination Li- 
censing Rept for McGuire Units 1 & 2" be withheld (ref 10CFR2.790). 
WIESEMANN.R.A. Westinghouse Electric Corp. 85/09/19. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director (pre-851 125). 9pp. 33463:046-33463:054. 

“8511150119 Proposed Tech Spec changes, supporting station mod re removal of re- 
sistance temp detector bypass manifold. 

* Duke Power Co. 85/10/29. 14pp. 33463:055-33463:068. 


8511250211 Submits addl justification for deletion of commitment to upgrade pressurizer 
relief tank sightglass.per 850924 request.No significant safety concern exists if 
present upper head injection fill & vent configuration maintained. 

TUCKER, H.B. Duke Power Co. 85/11/19. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851 125). ADENSAM.E.G. Licensing Branch 4. 3pp. 
33591:076-33591:078. 


Q. inspection reports, IE Bulletins & correspondence 

8511010447 Ack receipt of 850830 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-369/85-21 & 50-370/85-22. 

WALKER, R.D. Region 2, Office of Director. 85/09/12. TUCKER, H.B. Duke Power Co. 
Ip. 33292:360-33292:360. 

8511040077 Ack receipt of 850830 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-369/85-22 & 50-370/85-23.lndividual radiation dose records 
described in LER 50-369/85-21-01 should reflect 10.6-rem skin dose. 

GRACE, J.N. Region 2, Office of Director. 85/10/17. TUCKER, H.B. Duke Power Co. 
2pp. 33306:360-33306:361. 


-8511150123 Nonproprietaiv “Resistance Temp Detector Bypass Elimination Licensing 
Rept for McGuire Units 1 & 2.” 

* Westinghouse Electric Corp. 85/10/29. 32pp. 33463:069-33463:099. 


8511010198 Forwards HB Tucker 851011 Itr & H Thompson draft Itrs & environ assess- 
ment re Duke Power Co request for approval of procedure for disposal of radioactively 
contaminated wood, for review.W/o end. 

ADENSAM.E.G. Licensing Branch 4. 85/10/30. BROWN.D. North Carolina, State of. 
Ip. 33303:354-33303:354. 

8511070238 Withdraws 850405 application for amends to Licenses NPF-9 & NPF-17, re- 
vising min ice bed weight required by Tech Specs, due to error in input assumptions 
used to provide technical justification for amend. 

TUCKER.H.B. Duke Power Co. 85/10/31. DENTON, H.R Office of Nuclear Reactor 
Regulation, Director (pre-851 125). ADENSAM.E.G. Licensing Branch 4. Ip. 
33362:345-33362:345. 


8511180674 Forwards SER re util responses to Generic Ltr 83-28, Items 
3.1.1,3.1.2,3.13,3.2.1,3.2.2,3.2.3,4.1 & 4.5.1. Responses adequate & meet intent of ge- 

NOVAK.T.M. Assistant Director for Licensing. 85/10/31. TUCKER.H.B. Duke Power 
Co. 2pp. 33503:215-33503:221. 


-8511180686 Safety evaluation accepting util responses to Generic Ltr 83-28,ltems 
3.11 3.1.2,3.13,3.2.1,3.2.2,3.2.3,4.1 & 4.5.1. 

* Division of Licensing (800428-851124). 85/10/31 5pp. 33503:217-33503:221. 


8511180778 Forwards Amends 47 & 28 to Licenses NPF-9 & NPF-17, respectively & 
safety evaluation.Amends revise Tech Specs 3/4.5. 1 re cold leg injection accumula- 
tors & 3/4.5.12 re upper head injection accumulator sys. „ 

ADENSAM.E.G. Licensing Branch 4. 85/11/01 TUCKER.H.B. Duke Power Co. 3pp. 
33503:113-33503:128. 


-8511180783 Amends 47 & 28 to Licenses NPF-9 & NPF-17, respectively, revising Tech 
Specs 3/4.5. 1 re cold leg injection accumulators & 3/4.5.12 re upper head injection 

ADENSM1EJj S Licensing Branch 4. 85/11/01. 9pp. 33503:116-33503:124. 


“8511180788 Safety evaluation supporting Amends 47 & 28 to Licenses NPF-9 & NPF- 
*N r RC- e No Detailed Affiliation Given. 85/11/01. 4pp. 33503:125-33503:128. 


8511040010 Forwards Insp Repts 50-369/85-31 & 50-370/85-33 on 850923-27.No vio- 
lation or deviation noted. , _ 

BROWNLEE.V.L. Region 2, Office of Director. 85/10/18. TUCKER.H.B. Duke Power 
Co. Ip. 33309:111-33309:125. 

-8511040012 Insp Repts 50-369/85-31 & 50-370/85-33 on 850923-27.No violation or 
deviation noted.Major areas inspecteddicensee action on previous enforcement 
matters, QA program review, QA/ QC administration, procurement, receipt, storage & 
handling. 

SMITH, C., BELISLE.G.A. Region 2, Office of Director. 85/10/11. 14pp. 33309:1 12- 
33309:125. 


8511040254 Forwards Insp Repts 50-369/85-30 & 50-370/85-32 on 850821-0920 & no- 
tices of violation & deviation. _ 

WALKER, R.D. Region 2, Office of Director. 85/10/21. TUCKER.H.B. Duke Power Co. 
Ip. 33306:197-33306:207. 


“8511040256 Notice of violation from insp on 850821-0920. 

* Region 2, Office of Director. 85/10/21. Ip. 33306:198-33306:198. 


-8511040262 Notice of deviation from insp on 850821-0920. 

* Region 2, Office of Director. 85/10/21. Ip. 33306:199-33306:199. 

“8511040270 Insp Repts 50-369/85-30 & 50-370/85-32 on 850821-0920. Violations 
noted:two trains of pressurizer heaters w/backup emergency power inoperable for 
period lonqer than allowed by Tech Specs & failure to follow procedures. 

ORDERS, W., PIERSON, R., DANCE, H.C. Region 2, Office of Director. 85/10/18. 8pp. 
33306:200-33306:207. 


8511050056 Forwards Insp Repts 50-369/85-34 & 50-370/85-35 on 850930-1 004. No 
violations or deviations identified. 

BROWNLEE.V.L Region 2, Office of Director. 85/10/22. TUCKER.H.B. Duke Power 
Co. 2pp. 33342:012-33342:021. 


“8511050058 Insp Repts 50-369/85-34 & 50-370/85-35 on 850930-1 004. No violation 
or deviation noted.Major areas inspected;radiation protection program, including exter- 
nal exposure control & transportation of radioactive matls. 

REVSIN.B.K,, HOSEY.C.M. Region 2, Office of Director. 85/10/17. 8pp. 33342:014- 
33342:021 
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8511110185 Responds to request for addl info re response to Violation IV in Insp Repts 
50-369/84-28 & 50-370/84-25.ln-depth technical analysis delayed until 851104 due to 
unforeseen delays. 

TUCKER.H.B. Duke Power Co. 85/10/28. GRACE.J.N. Region 2, Office of Director. 
Ip. 33387:287-33387:287. 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office c* !nscect ! 0 " and Erfc'ccmcnt. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. :39pp. 33355 139-23255.27/. 

8510250543 IE Info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN, E.L. Division Emoro-ncy Preparedness & Engineering Response (Post 
830103). 85/10/30. Ccr«c= ca:Jj Ec-sc :■ Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, "Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list end. 

JORDAN, E.L. Division of Emergency ~'cc -redness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511180337 Forwards technical analyses of electray hanger rods in Unit 1 mechanical 
pipe chase & Unit 2 auxiliary feedwater pump room, in response to NRC 850820 itr re 
violations noted in Insp Repts 50-369/84-28 & 50-370/84-25. 

TUCKER.H.B. Duke Power Co. 85/11/04. GRACE.J.N. Region 2, Office of Director. 
Ip. 33493:030-33493:052. 

—8511180346 "Analysis of Electray Hanger Rods in Unit 2 Auxiliary Feedwater Pump 
Room at McGuire Nuclear Station.” 

* Duke Power Co. 85/10/31. 8pp. 33493:045-33493:052. 

8511010020 IE Info Notice 85-086, "Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511130192 Forwards Insp Repts 50-369/85-33 & 50-370/85-34 on 851007-10.No vio- 
lation or deviation noted.Resolution of exercise weaknesses noted in Paragraphs 56 & 
13 requested. 

BROWNLEE, V.L. Region 2, Office of Director. 85/11/05. TUCKER.H.B. Duke Power 
Co. 2pp. 33427:137-33427:148. 

-8511130197 Insp Repts 50-369/85-33 & 50-370/85-34 on 851007-10.No violation or 
deviation noted.Major areas inspected:emergency preparedness exercise. 

SARTOR, W.V., DECKER, T.R. Region 2, Office of Director. 85/11/05. 10pp. 
33427:139-33427:148. 


8511270206 Forwards Insp Repts 50-369/85-32 & 50-370/85-29 on 850923-27 & notice 
of violation. 

WALKER.R.D. Region 2, Office of Director. 85/11/19. TUCKER.H.B. Duke Power Co 
2pp. 33627:037-33627:051. 

-8511270207 Notice of violation from insp on 850923-27. 

* Region 2, Office of Director. 85/11/19. 3pp. 33627:039-33627:041. 

-8511270212 Insp Repts 50-369/85-32 & 50-370/85-29 on 850923-27. Violations 
noted:failure to follow procedure when replacing tubing test tee on cold leg accumula- 
tor level transmitter. 

CHRISTENSEN, H., MOORE.L.R., DEBS.B.T. Region 2, Office of Director. 85/11/14 
10pp. 33627:042-33627:051. 


R. Periodic operating reports & related correspondence 


8511220053 Monthly operating repts for Oct 1985.W/8511 15 Itr. 

REAVIS, J.A., TUCKER.H.B. Duke Power Co. 85/10/31. 12pp. 33585:001-33585:012. 


S. Reportable occurrences, LERs & related correspondence 

8511190401 Forwards preliminary case study rept, "Effects of Ambient Temp on Elec- 
tronic Equipment in Safety-Related....” Rept initiated by 840604 event re total loss of 
control area ventilation sys at plant.Comments requested within 30 days. 
HELTEMES.C.J. AEOD, Director’s Office. 85/11/06. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851 125). TAYLOR, J.M. Director’s Office, Office of 
Inspection and Enforcement. MINOGUE.R.B. Office of Nuclear Requlatorv Research 
Director. 2pp. 33532:001-33532:083. 

-8511190519 Forwards preliminary case study rept, "Effects of Ambient Temp on Elec- 
tronic Equipment in Safety-Related...,” for review.Rept initiated by 840604 event re 
total loss of control area ventilation sys. 

HELTEMES.C.J. AEOD, Director’s Office. 85/11/06. TUCKER, H. Duke Power Co 
2pp. 33532:003-33532:004. 

-8511190524 Forwards preliminary case study rept, "Effects of Ambient Temp on Elec- 
tronic Equipment in Safety-Related...,” for review.Rept initiated by 840604 event re 
total loss of control area ventilation sys. 

HELTEMES.C.J. AEOD, Director’s Office. 85/11/06. ROSSIN.D. Nuclear Safety Analy- 
sis Center. 2pp. 33532:005-33532:006. 

-8511190530 Forwards preliminary case study rept, "Effects of Ambient Temp on Elec- 
tronic Equipment in Safety-Related...,” for review.Rept initiated by 840406 event re 
total loss of control area ventilation sys. 

HELTEMES.C.J. AEOD, Director’s Office. 85/11/06. PATE.Z.T. Institute of Nuclear 
Power Operations. 2pp. 33532:007-33532:008. 

-8511190535 Preliminary case study rept, "Effects of Ambient Temp on Electronic 
Equipment in Safety-Related Instrumentation & Control Sys." 

CHIRAMAL.M. Reactor Operations Analysis Branch. 85/11/30. 75pp. 33532:009- 
33532:083. 


8511190286 Clarifies statement in NRC 850808 itr re Insp Repts 50-369/84-28 & 50- 
370/84-25.Util takes credit for number & location of valve control circuit interlocks to 
crec'ude spurious operation. 

TuCKEF.H.3. D..-<g Power Co. 85/11/06. GRACE.J.N. Region 2, Office of Director. 
2pp. 33516:225-33516:226. 

8511130175 Forwards Insp Repts 50-369/85-35 & 50-370/85-36 on 850921 -1028.NO 
violation or deviation noted. 

BROWNLEE, V.L Region 2, Office of Director. 85/11/07. TUCKER.H.B. Duke Power 
Co. Ip. 33425:147-33425:158. 

-8511130200 Insp Repts 50-369/85-35 & 50-370/85-36 on 850921 -1028.NO violation 
or deviation noted.Major areas inspected: operations safety verification, surveillance 
testing & maint activities. 

ORDERS.W., PIERSON.R., DANCE.H.C. Region 2, Office of Director. 85/11/07. 11pp. 
33425:148-33425:158. 


8511130441 IE Bulletin 85-003, "Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Svritch Settmgs.” Svc list end. 

TAYLOR, J.M. Director’s Office, Office c f Inspc-cuor and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 


8511150098 IE Info Notice 85-087, “Hazards of Inerting 
JORDAN.E.L. Division of Emergency Preparedness & 
830103). 85/11/18. Consolidated Edison Co. of New 
33631:017. 


Atmospheres.” Svc list end. 
Engineering Response (Post 
York, Inc. 70pp. 33631:001- 


8511150107 IE Info Notice 85-088, "Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 


85111SC102 Summary of Operating Reactor Events Meeting 85-22 on 851104±istof 
attcndcos.cwMits discussed & status of assignments end. 

CRUTCHFIELD, D As&sianl Director for Safety Assessment. 85/11/12. 
THOMPSON, l-i.L. Division o! Licensing (800428-851124). 15pp. 33543:208-33543:222. 

8511210521 LER 85-024-00:on 851 01 4, gradual decrease in indicated value of full-power 
delta-T identified. Caused by change in hot leg temp streaming pattern supplying cool- 
ant samples to temp sensors.Calibr procedure developed. W/851 113 Itr. 

DAY.J.B., TUCKER.H.B. Duke Power Co. 85/11/13. 6pp. 33566:344-33566:349. 

8511220469 LER 85-023-00:on 851 01 4, monthly source check surveillance on all radi- 
ation monitoring devices performed on 850515 classified as "missed” due to loss of 
supporting documentation.Caused by personnel error.W/851113 Itr. 

DAY.J.B., TUCKER.H.B. Duke Power Co. 85/11/13. 4pp. 33584:218-33584:221. 

8511270066 LER 85-025-00:on 851 022, discovered that end to procedure, "Quarterly 
Surveillance Items” re refueling canal drains not completed by 851018 per Tech Spec 
4.4.4.2.Caused by personnel error.W/851121 Itr. 

DAY.J., TUCKER.H.B. Duke Power Co. 85/11/21. 5pp. 33709:302-33709:306. 


V. Operator Examinations 

8511110398 Forwards evaluation of util 850220 response to Generic Ltr 84-14 re re- 
placement & requalification training programs. Programs meet criteria of 10CFR55 & 
NUREG-0737 & acceptable. 

NOVAK, T.M. Assistant Director for Licensing. 85/11/04. TUCKER.H.B. Duke Power 
Co. 15pp. 33407:318-33407:332. 
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8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys.” Svc 
list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp, 33713:001- 
33713:122. 


F. Security, medical, emergency & fire protection plans 

8511050088 Rev 3 to Procedure LZP-1 330-8, “Sampling Liquid Process Monitors During 
Liquid Monitor High Radiation Alarm Conditions" & Rev 0 to Procedure LZP-1540-1, 
“Review of Actual Generating Station Emergency Plan Events.” 

* Commonwealth Edison Co. 85/10/23. 14pp. 33318:329-33318:342. 

8511050209 Forwards DCRDR final summary reptVoI 1 summarizes how each phase of 
review performed & identifies personnel involved. Vol 2 includes human engineering 
discrepancy findings & proposed schedules for corrective actions. 

MASSIN.H.L. Commonwealth Edison Co. 85/10/29. DENTON, H.R. Office of Nudear 
Reactor Regulation, Director (pre-851 125). 637pp. 33325:126-33327:042. 

-8511050211 Vol 2 of “Lasalle County Station DCRDR Final Summary Rept Review 
Findings, Part 1, Sections 1, 0-4.0 & Part 2, Sections 5.0-9.0." 

* Commonwealth Edison Co. 85/10/31. 472pp. 33325:291-33327:04 2. 
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8511190372 Rev 5 to policy statement delineating requirements & procedures re emer- 
gency plan & procedures. 

REED.C. Commonwealth Edison Co. 85/10/29. Ip. 33511:006-33511:203. 

-8511190389 Rev 5 to “Generating Station Emergency Plan.’* 

GOLDEN, J.C. Commonwealth Edison Co. 85/10/28. 175pp. 33511:007-33511:203. 

8511130113 Responds to questions raised in 851030 telcon re classification of Comsip 
analyzers. Analyzers currently classified as Category III monitoring Type D 
variable.Final decision on classification to be made in Feb 1 986. 

MASSIN.H.L. Commonwealth Edison Co. 85/11/04. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). Ip. 33425:108-33425:108. 

8511190171 Rev 11 to Offsite Procedure LZP-1310-1, “Notifications.” 

* Commonwealth Edison Co. 85/11/04. 22pp. 33511:273-33511:294. 

8511270047 Rev 14 to Emergency Plan Implementing Procedure LZP-1700-2, “Station 
Employee List" & Rev 12 to LZP-1 700-3, “Station Phone List." 

* Commonwealth Edison Co. 85/11/07. 28pp. 33626:015-33626:042. 

8511190362 Submits updated schedule for implementation of A model.Delay encoun- 
tered in revising A model sys at Dresden, Quad Cities, LaSalle County & Zion facilities 
due to changeover from release rates to dose projections in software design. 
ALEXANDERS. Commonwealth Edison Co. 85/11/15. DENTON, H.R. Office of Nucle- 
ar Reactor Regulation, Director (pre-851125). 2pp. 33511:242-33511:243. 


I. Financial information 


8511220452 Requests evaluation of effects of util cost curtailment program to assure 
that program does not contain elements which could affect safe operation or util com- 
mitments to NRC. Evaluation results requested by 851129. 

DIRCKS.WJ. Office of the Executive Director for Operations. 85/11/14. 
O’CONNOR, J.J. Commonwealth Edison Co. 2pp. 33601:028-33601:029. 


J. Insurance & indemnity information 

8511060127 Forwards executed Amend 5 to Indemnity Agreement B-84,Amend 4 to In- 
demnity Agreement B-97 & Amend 23 to Indemnity Agreement B-10. 

OSTER.J. Commonwealth Edison Co. 85/10/29. SALTZMAN.J. Assistant Director for 
State & Licensee Relations. 4pp. 33345:356-33345:359. 


P. Operating license stage documents & correspondence 

8511140127 Provides justification for deferral of drywell temp mod until second refueling 
outage.Mod intended to restore drywell cooling redundancy.Analysis end. 

MASSIN.H.L. Commonwealth Edison Co. 85/08/21. KEPPLER.J.G. Region 3, Office 
of Director. 6pp. 33449: 1 24-33449: 129. 

8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1984.App A documents available in PDR.Apps 
B & C documents partially & completely withheld, respectively, (ref Exemption 5). 
FELTON, J.M. Division of Rules and Records. 85/10/17. GILINSKY.V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

“8204130466 Outlines interim approach & results of conducting special QA assess- 
ments for OL applicants on case by case basis. 

DIRCKS.W.J. Office of the Executive Director for Operations. 82/03/29. 
PALLADINO.N.J. Commissioners. 12pp. 33537:233-33537:244. 

8511010058 Requests addl justification for acceptance of design methodology proce- 
dures used for calculating combined stresses on single angle 
members. Evaluation, preliminary conclusion & related correspondence end. 

BUTLER, W.R. Licensing Branch 2. 85/10/22. FARRAR, D.L. Commonwealth Edison 
Co. 11pp. 33304:146-33304:156. 

“8511010063 Informs that derivation of unbraced length provisions in American Inst of 
Steel Const book re steel structures does not apply to single angles in bending, per 
840227 telcon. 

GALAMBOS.T.V. Minnesota, Univ. of, Minneapolis, MN. 85/02/27. HARTZMAN.M. 
NRC - No Detailed Affiliation Given. 3pp. 33304:157-33304:157. 

“8511010067 Provides position on interpretation & application of combined stress equa- 
tions in Section 1.6, “Combined Stress," in American Inst of Steel Const manual, per 
850521 telcon. 

HARTZMAN.M. Mechanical Engineering Branch. 85/05/25. GALAMBOS.T.V. Minne- 
sota, Univ. of, Minneapolis, MN. 2pp. 33304:158-33304:159. 

“8511010070 Responds to Itr re interpretation of American Inst of Steel Const spec 
interaction equations in Section 1.6. Interpretation of equations correct.lnterpretation 
as applied to angles & tees results in conservative design. 

GALAMBOS.T.V. Minnesota, Univ. of, Minneapolis, MN. 85/06/14. HARTZMAN.M. 
Mechanical Engineering Branch. 2pp. 33304:160-33304:161. 

“8511010085 Responds to 850613 Itr re application of combined stress equations in 
spec for design fabrication & erection of structural steel for bldgs. 

HAAIJER.G. American Institute of Steel Construction, Inc. 85/07/25. ASHAR.H. NRC - 
No Detailed Affiliation Given. 2pp. 33304:162-33304:163. 

8511070359 Application for amend to License NPF-11, revising Tech Specs in support of 
first reload.GE Rev 0 to 23A1843, “Supplemental Reload Licensing..." & proprietary 
figures also encl.Figures withheld (ref 1QCFR2.790).Fee paid. 

MASSIN.H.L. Commonwealth Edison Co. 85/10/22. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 7pp. 33369:185-33369:243. 

-8511070362 Proposed Tech Spec changes re first reload. 

* Commonwealth Edison Co. 85/10/22. 24pp. 33369:192-33369:215. 

-8511070370 Rev 0 to “Supplemental Reload Licensing Submittal for LaSalle County 
Station, Unit 1, Reload 1 (Cycle 2).” 

ELLIOTT, P.E., VERBRYKE.P.A., CHARNLEY.J.S. General Electric Co. 23A1843 R00. 
85/06/30. 28pp. 33369:216-33369:243. 


8511050159 Advises that no adverse findings identified, based on review of util 851022 
proposed Tech Spec amend to License NPF-11, involving reload licensing package 
for Cycle 2. 

PARKER, M.C. Illinois, State of. 85/10/31. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). Ip. 33328:201-33328:201. 

8511070387 Forwards Amends 28 & 15 to Licenses NPF-11 & NPF-18 respectively & 
safety evaluation. Amends revise setpoints & setpoint tolerance for 18 safety-relief 
valves in Tech Specs. 

BUTLER, W.R. Licensing Branch 2. 85/10/31. FARRAR, D.L. Commonwealth Edison 
Co. 4pp. 33378:299-33378:314. 

—8511070391 Amends 28 & 15 to Licenses NPF-11 & NPF-18, respectively, revising set- 
points & setpoint tolerance for 18 safety-relief valves in Tech Specs. 

BUTLER, W.R. Licensing Branch 2. 85/10/31. 10pp. 33378:303-33378:312. 

-8511070395 Safety evaluation supporting Amends 28 & 15 to Licenses NPF-11 & 
NPF-1 8, respectively. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/31. 2pp. 
33378:313-33378:314. 

8511120075 Forwards Amend 29 to License NPF-11 & safety evaluation. Amend 
changes Tech Specs to incorporate mod of automatic depressurization sys logic. 
BUTLER, W.R. Licensing Branch 2. 85/11/01. FARRAR, D.L. Commonwealth Edison 
Co. 3pp. 33431:339-33431:359. 

-8511120082 Amend 29 to License NPF-1 1, changing Tech Specs to incorporate mod 
of automatic depressurization sys logic. 

BUTLER, W.R. Licensing Branch 2. 85/11/01. 13pp. 33431:341-33431:353. 

-8511120090 Safety evaluation supporting Amend 29 to License NPF-11. 

* NRC - No Detailed Affiliation Given. 85/11/01. 5pp. 33431:354-33431:359. 

8511190206 Notification of contract execution.Mod 2,to "Study of Uncertainties in Sys 
Analysis Part of Seismic PRA.” Contractor-Future Resources Assoc, inc. 

HAWKINS, D. Technical Assistance Contracts Branch. FIN D-1556. 85/11/05. 
GUSTAVE.R. Office of Nuclear Regulatory Research, Director. Ip. 33534:350- 
33534:352. 

“8511190215 Mod 2, substituting LaSalle reactor review for Limerick reactor & deleting 
E Hall from key personnel clause.to "Study of Uncertainties in Sys Analysis Part of 
Seismic PRA." 

BUDNITZ.B.J. Future Resources Associates, Inc. FIN D-1556. 85/11/05. 2pp. 
33534:351-33534:352. 

8511200331 Advises that, based on licensee 850927 position re Comsip, Inc, hydrogen- 
oxygen analyzers acceptable on interim basis until Aug 1 986.Acceptance conditioned 
on successful qualification of protective isolation devices by 851130. 

BUTLER, W.R. Licensing Branch 2. 85/11/06. FARRAR, D.L. Commonwealth Edison 
Co. 5pp. 33561:237-33561:241. 

8511220126 Responds to 851023 request for extension of time to submit DOE/NRC 
Forms 742 & 742c for 6-month repc<t ! nq period ending 850930-Approval granted to 
extend submittal date from 851 ?3C !c 85 i 1 15. 

BROWN, W.B. Material Licensing & International Activities Branch. 85/11/08. 
WEIN.E.T. Commonwealth Edison Co. Ip. 33603:255-33603:255. 

“8511220163 Informs of licensee 851023 request to extend submittal date for DOE/ 
NRC Forms 742 & 742c from 851030 to 841115 due to problems w/Nuclear Data 
Bank Computer Sys.Approval recommended. 

JACKSON.R.L. Division of Safeguards. 85/11/08. BROWN, W.B. Material Licensing & 
International Activities Branch. Ip. 33603:256-33603:256. 

8511220258 Application for amend to License NPF-11, changing Tech Specs by adding 
excess flow check valve to instrument line for containment floodup measurement sys 
during first refueling outage.Fee paid. 

MASSIN.H.L Commonwealth Edison Co. 85/11/13. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 3pp. 33570:092-33570:098. 

“8511220287 Proposed Tech Spec change adding excess flow check valve to instru- 
ment line for containment floodup measurement sys. 

* Commonwealth Edison Co. 85/11/13. 4pp. 33570:095-33570:098. 

8511220291 Application for amend to License NPF-11, changing Tech Specs to provide 
for CRD charging water header low pressure scram w/trip setpoint of greater than or 
equal to 1,157 psig.Fee paid. 

MASSIN.H.L. Commonwealth Edison Co. 85/11/13. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 4pp. 33570:117-33570:130. 

“8511220295 Proposed Tech Spec changes providing for CRD charging water header 
low pressure scram w/trip setpoint of greater than or equal to 1,157 psig.Significant 
hazards consideration end. 

* Commonwealth Edison Co. 85/11/13. 10pp. 33570:121-33570:130, 

6511220319 Application for amend to Licenses NPF-11 & NPF-1 8, revising Tech Specs 
to include low & degraded grid voltage mods that will be installed on Divs 1,11 & III trip 
sys during first refueling outage.Fee paid. 

MASSIN.H.L. Commonwealth Edison Co. 85/11/13. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 4pp. 33570:221-33570:224. 

“8511220323 Proposed Tech Spec changes to include low & degraded grid voltage 
mods that will be installed on Divs 1,11 & III trip sys during first refueling outage.W/ 
significant hazards consideration. 

* Commonwealth Edison Co. 85/11/13. 15pp. 33570:225-33570:239. 

8511220207 Forwards addl info to suppl integrated reactor vessel matl surveillance pro- 
gram re comparisons of design & operating features of four reactors. 

MANGAN.C.V. Niagara Mohawk Power Corp. 85/11/18. DENTON.H. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 20pp. 33568:224-33568:243. 

8511270143 Forwards safety evaluation supporting use of mechanical stress improve- 
ment process in primary sys stainless steel piping to modify residual stress pattern at 
piping butt welds & reduce probability of IGSCC. 

BUTLER, W.R. Licensing Branch 2. 85/11/18. FARRAR, D.L Commonwealth Edison 
Co. 3pp. 33646:001-33646:010. 
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-8511270149 Safety evaluation supporting use of mechanical stress improvement proc- 
ess in primary sys stainless steel piping to modify residual stress pattern at piping butt 
welds. 

* NRC - No Detailed Affiliation Given. 85/11/18. 7pp. 33646:004-33646:010. 

8511260318 Forwards Amends 30 & 17 to Licenses NPF-11 & NPF-18, respectively & 
safety evaluation.Amends revise Tech Specs re APRM gain adjustment to allow time 
to correct calibr before dec!:. fire ch-irr.c's roprrcb'r 

BUTLER, W.R. Licensing: /. 'U/20. r v.RH/'-R.D ■ Commonwealth Edison 

Co. 2pp. 33639:325-33639:347. 

-8511260327 Amends 30 & 17 to Licenses NPF-11 & NPF- 1 8. respectively, revising 
Tech Specs re APRM gain adjustment to allow time to correc: calif:: :>o:c'o declaring 
channels inoperable. 

BUTLER, W.R. Licensing Branch 2. 85/11/20. 14pp. 33639:327-33639:340. 

-8511260333 Safety evaluation supporting Amends 30 & 17 to Licenses NPF-11 & 
NPF-18, respectively. 

* NRC - No Detailed Affiliation Given. 85/11/20. 7pp. 33639:341-33639:347. 

8511260201 Forwards “Task Force Review of Operational History for LaSalle County 
Stations, Units 1 & 2,” final rept. Results indicate plant regulations history poor & prob- 
lems evident in mod program mgt. 

KEPPLER.J.G. Pecion 3 C“ : ce of Director. 85/11/2 2. REED.C. Commonwealth 
Edison Co. 3pp. 3 36 !C 1 29-336 1 1 :<iC 

-8511260209 "Task Force Review of Operational History for LaSalle County 
Station, Units 1 & 2,” final rept. 

SCHEIBINZ.E.R., STASEK.S., KOPRIVA.R.A. Region 3, Office of Director. 85/09/24. 
19pp. 33610:142-33610:160. 


Q. Inspection reports, IE Bulletins & correspondence 

8511110340 Responds to NRC 850718 Itr re noncompliance noted in Insp Repts 50- 
373/85-17 & 50-374/85-1 /.Corrective actions: initiating events identified & resolved & 
logic restored. Actuation equipment already tripped due to cold shutdown. 
DELGEORGE.L.O. Commonwealth Edison Co. 85/08/16. KEPPLER.J.G. Region 3, 
Office of Director. 10pp. 33391:133-33391:142. 

8511050077 Forwards amended Page 6 to 850816 response to NRC 850718 Itr re viola- 
tions noted in Insp Repts 50-373/85-17 & 50-374/85-1 /.Corrective actions:Sargent & 
Lundy prepared & reviewed detailed design drawings. 

MASSIN.H.L. Commonwealth Edison Co. 85/09/25. KEPPLER.J.G. Region 3, Office 
of Director. 2pp. 33318:325-33318:326. 

8511140294 Responds to NRC 850523 Itr re violations noted in Insp Repts 50-373/85- 
13 & 50-374/85-1 3. Corrective actions:GE Procedure LSCS-1 & Traveler Procedure A- 
LS-1 document 100% OC verification of relay production function. 

MASSIN.H.L. Commonwealth Edison Co. 85/09/25. KEPPLER.J.G. Region 3, Office 
of Director. 2pp. 33450:275-33450:282. 

-8511140300 Responds to NRC 850523 Itr re violations noted in Insp Repts 50-373/85- 
13 & 50-374/85- 13.Corrective actions:all temp controllers reset to proper setpoints 
per existing procedures. 

MASSIN.H.L. Commonwealth Edison Co. 85/06/20. KEPPLER.J.G. Region 3, Office 
of Director. 6pp. 33450:277-33450:282. 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511140166 EN-85-077:on 851 108, notice of violation & proposed imposition of civil pen- 
alty in amount of $37,500 will be issued to uti! based on violation involving failure to 
maintain adequate control over security badge sys. 

ROBINSON, P., AXELRAD.J. Director’s Office, Office of Inspection and Enforcement. 
85/11/05. Ip. 33449:104-33449:104. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres." Svc list end. 
JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, "Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 


8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 3371 3:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 

8511180335 Monthly operating repts for Oct 1985.W/851107 Itr. 

PETERS, J.P., DIEDERICK.G.J. Commonwealth Edison Co. 85/10/31. 32pp. 
33501:349-33502:018. 


S. Reportable occurrences, LERs & related correspondence 

8511260069 FOIA request for summaries & evaluations of LERs from fuel loading to 
declaration of commercial operation for listed nuclear power plants. 

SHOLLY.S.C. MHB Technical Associates. 85/09/27. FELTON, J.M. Division of Rules 
and Records. Ip. 33642:306-33642:306. 

8511060247 LER 85-065-Q0:on 850929, both chlorine detectors for control room & auxil- 
iary electrical equipment room HVAC Train B alarmed, resulting in ESF damper 
operation.Cause undetermined.Detectors checked & recalibr. 

WATFORD, P.S., DIEDERICH.G.J. Commonwealth Edison Co. 85/10/28. 4pp. 
33355:297-33355:300. 

8511070314 LER 85-064-00:on 85101 4, spurious trip of ammonia detector B resulted in 
ESF actuation.Cause unknown.Detector reset. W/851028 Itr. 

ROHRER.R.J., DIEDERICH.G.J. Commonwealth Edison Co. 85/10/28. 4pp. 
33374:267-33374:270. 

8511070435 LER 85-063-Q0:on 851 008, control room HVAC chlorine detector B tripped 
& would not reset.Caused by lower than normal electrolyte drip rate.Proper drip rate & 
local & control room alarms restored. W/851028 Itr. 

LYON.D.M., DIEDERICH.G.J. Commonwealth Edison Co. 85/10/28. 4pp. 33374:154- 
33374:157. 

8511260091 Partial response to FOIA request for summaries & evaluations of LERs 
from fuel loading to declaration of commercial operation for seven plants. Forwards 
documents fisted on App A.App B documents available in PDR. 

FELTON, J.M. Division of Rules and Records. 85/10/31. SHOLLY.S.C. MHB Technical 
Associates. 5pp. 33642:307-33642:311. 

-8511260179 Recommends that Region IV request licensee to evaluate suitability of 
HPCS sys relief valve discharge piping design due to failures which occurred at La 
Salle 1 & 2 . 

HELTEMES.C.J. AEOD, Director’s Office. 85/09/16. MARTIN.R.D. Region 4, Office of 
Director. 2pp. 33643:353-33643:354. 

-8511260187 Forwards AEOD engineering evaluation rept re HPCS sys relief valve 
failures.Requests that Region IV be notified of potential for valve failures at River 
Bend 1. 

SALAH,S. Reactor Operations Analysis Branch. 85/09/16. SEYFRIT.K.V. Reactor Op- 
erations Analysis Branch. Ip. 33643:355-33643:355. 

-8511260195 “HPCS Sys Relief Valve Failures,” engineering evaluation rept. 

* AEOD, Director’s Office. 85/09/16. 8pp. 33643:356-33644:002. 

8511250407 Supplemented NPDES noncompliance notification:on 850909,23 & 30, oil 
admitted to wastewater treatment process.Caused by excessive sludge in oil separa- 
tor inlet bays. Media Filter A changed out. 

DIEDERICH.G.J. Commonwealth Edison Co. 85/11/01. KEPPLER.J.G. Region 3, 
Office of Director. 3pp. 33617:246-33617:248. 

8511250435 NPDES noncompliance notification:on 851 01 5, large vol of oil entered & 
overloaded wastewater treatment sys.Caused by oil boom in effluent compartment 
trapping sheen of oil in vicinity where oil & grease obtained. 

DIEDERICH.G.J. Commonwealth Edison Co. 85/11/06. KEPPLER.J.G. Region 3, 
Office of Director. 3pp. 33617:080-33617:082. 

8511270111 NPDES noncompliance notification:on 851011, media filter B backwash 
nozzle discovered broken & filtering medium drained into clearwell, underdrains & efflu- 
ent chamber. Cause not stated. Nozzle replaced & anthracite coal added to filter. 
DIEDERICH.G.J. Commonwealth Edison Co. 85/11/06. KEPPLER.J.G. Region 3, 
Office of Director. 3pp. 33709:282-33709:284. 

8511250414 NPDES noncompliance notification:on 851011,39 ppm total suspended 
solids discharged to cooling lake at high flow rate.lnvestigation underway.Waste neu- 
tralization tanks will be discharged to cooling lake at low flow rate. 

DIEDERICH.G.J. Commonwealth Edison Co. 85/11/08. KEPPLER.J.G. Region 3, 
Office of Director. 3pp. 3361 7:251 -3361 7:253. 


DOCKET 50-374 LASALLE COUNTY STATION, UNIT 2 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 

8511220268 Notifies of schedule for responding to listed SER open items per Condition 
4 of Attachment 2 to procedures generation package. Response will be provided by 
860801. 

MASSIN.H.L. Commonwealth Edison Co. 85/11/08. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 2pp. 33570:089-33570:090. 
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F. Security, medical, emergency & fire protection plans 

8511050088 Rev 3 to Procedure LZP-1 330-8, “Sampling Liquid Process Monitors During 
Liquid Monitor High Radiation Alarm Conditions” & Rev 0 to Procedure LZP-1 540-1, 
‘‘Review of Actual Generating Station Emergency Plan Events." 

* Commonwealth Edison Co. 85/10/23. 14pp. 33318:329-33318:342. 

8511050209 Forwards DCRDR final summary rept.Vol 1 summarizes how each phase of 
review performed & identifies personnel involved. Vo! 2 includes human engineering 
discrepancy findings & proposed schedules for corrective actions. 

MASSIN.H.L. Commonwealth Edison Co. 85/10/29. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 637pp. 33325:126-33327:042. 

—8511050211 Vol 2 of “Lasalle County Station DCRDR Final Summary Rept Review 
Findings, Part 1, Sections 1. 0-4.0 & Part 2, Sections 5.0-9.O.” 

* Commonwealth Edison Co. 85/10/31. 472pp. 33325:291-33327:042. 

8511190372 Rev 5 to policy statement delineating requirements & procedures re emer- 
gency plan & procedures. 

REED.C. Commonwealth Edison Co. 85/10/29. Ip. 33511:006-33511:203. 

—8511190389 Rev 5 to “Generating Station Emergency Plan." 

GOLDEN, J.C. Commonwealth Edison Co. 85/10/28. 175pp. 33511:007-33511:203. 

8511130113 Responds to questions raised in 851030 telcon re classification of Comsip 
analyzers.Analyzers currently classified as Category III monitoring Type D 
variable.Final decision on classification tg be made in Feb 1 986. 

MASSIN.H.L. Commonwealth Edison Co. 85/11/04. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). Ip. 33425:108-33425:108. 

8511190171 Rev 11 to Offsite Procedure LZP-1310-1, “Notifications." 

* Commonwealth Edison Co. 85/11/04. 22pp. 33511:273-33511:294. 

8511270047 Rev 14 to Emergency Plan Implementing Procedure LZP-1 700-2, “Station 
Employee List" & Rev 12 to LZP-1 700-3, "Station Phone List.” 

* Commonwealth Edison Co. 85/11/07. 28pp. 33626:015-33626:042. 

8511220268 Notifies of schedule for responding to listed SER open items per Condition 
4 of Attachment 2 to procedures generation package. Response will be provided by 
860801. 

MASSIN.H.L Commonwealth Edison Co. 85/11/08. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 2pp. 33570:089-33570:090. 

8511190362 Submits updated schedule for implementation of A model.Delay encoun- 
tered in revising A model sys at Dresden, Quad Cities, LaSalle County & Zion facilities 
due to changeover from release rates to dose projections in software design. 
ALEXANDERS. Commonwealth Edison Co. 85/11/15. DENTON, H.R. Odice of Nucle- 
ar Reactor Regulation, Director (pre-851125). 2pp. 33511:242-33511:243. 


f. Financial information 


8511220452 Requests evaluation of effects of util cost curtailment program to assure 
that program does not contain elements which could affect safe operation or util com- 
mitments to NRC. Evaluation results requested by 851129. 

DIRCKS.W.J. Office of the Executive Director for Operations. 85/11/14. 
O’CONNOR, J.J. Commonwealth Edison Co. 2pp. 33601:028-33601:029. 


J. Insurance & indemnity information 

8511060127 Forwards executed Amend 5 to Indemnity Agreement B-84, Amend 4 to In- 
demnity Agreement B-97 & Amend 23 to Indemnity Agreement B-10. 

OSTER.J. Commonwealth Edison Co. 85/10/29. SALTZMAN.J. Assistant Director for 
State & Licensee Relations. 4pp. 33345:356-33345:359. 


P. Operating license stag® documents & correspondence 

8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1984.App A documents available in PDR.Apps 
B A C documents partially & completely withheld, respectively, (ref Exemption 5). 
FELTON, J.M. Division of Rules and Records. 85/10/17. GILINSKY.V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

—8204130466 Outlines interim approach & results of conducting special QA assess- 
ments for OL applicants on case by case basis. 

DIRCKS.W.J. Office of the Executive Director for Operations. 82/03/29. 
PALLADINO.N.J. Commissioners. 12pp. 33537:233-33537:244. 

8511010058 Requests addl justification for acceptance of design methodology proce- 
dures used for calculating combined stresses on single angle 
members. Evaluation, preliminary conclusion & related correspondence end. 

BUTLER, W.R. Licensing Branch 2. 85/10/22. FARRAR, D.L. Commonwealth Edison 
Co. 11pp. 33304:146-33304:156. 

8511070387 Forwards Amends 28 & 15 to Licenses NPF-11 & NPF-18 respectively & 
safety evaluation.Amends revise setpoints & setpoint tolerance for 18 safety-relief 
valves in Tech Specs. 

BUTLER, W.R. Licensing Branch 2. 85/10/31. FARRAR, D.L. Commonwealth Edison 
Co. 4pp. 33378:299-33378:314. 

—8511070391 Amends 28 & 15 to Licenses NPF-11 & NPF-1 8, respectively, revising set- 
points & setpoint tolerance for 18 safety-relief valves in Tech Specs. 

BUTLER, W.R. Licensing Branch 2. 85/10/31. 10pp. 33378:303-33378:312. 

—8511070395 Safety evaluation supporting Amends 28 & 15 to Licenses NPF-11 & 
NPF-1 8, respectively. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/31. 2pp. 
33378:313-33378:314. 

8511180317 Submits responses to listed comments re testing period for inservice diesel 
generators, accessibility of generators to crossties & capability of vital bus auto load 
shedding.per 851018 telcon. 

BUTLER, W. Licensing Branch 2. 85/11/05. PARKER, M.C. Illinois, State of, Dept, of 
Nuclear Safety. 5pp. 33504:145-33504:149. 


8511190206 Notification of contract execution, Mod 2, to “Study of Uncertainties in Sys 
Analysis Part of Seismic PRA.” Contractor:Future Resources Assoc, Inc. 

HAWKINS.D. Technical Assistance Contracts Branch. FIN D-1556. 85/11/05. 
GUSTAVE.R. Office of Nuclear Regulatory Research, Director. Ip. 33534:350- 
33534:352. 

-8511190215 Mod 2, substituting LaSalle reactor review for Limerick reactor & deleting 
E Hall from key personnel clause, to “Study of Uncertainties in Sys Analysis Part of 
Seismic PRA." 

BUDNITZ.B.J. Future Resources Associates, Inc. FIN D-1556. 85/11/05. 2pp. 
33534:351-33534:352. 

8511200331 Advises that, based on licensee 850927 position re Comsip, Inc, hydrogen- 
oxygen analyzers acceptable on interim basis until Aug 1986. Acceptance conditioned 
on successful qualification of protective isolation devices by 851 1 30. 

BUTLER, W.R. Licensing Branch 2. 85/11/06. FARRAR, D.L. Commonwealth Edison 
Co. 5pp. 33561:237-33561:241. 

8511220126 Responds to 851023 request for extension of time to submit DOE/NRC 
Forms 742 & 742c for 6-month reporting period ending 850930.Approval granted to 
extend submittal date from 851030 to 851 115. 

BROWN, W.B. Material Licensing & International Activities Branch. 85/11/08. 
WEIN.E.T. Commonwealth Edison Co. Ip. 33603:255-33603:255. 

-8511220163 Informs of licensee 851023 request to extend submittal date for DOE/ 
NRC Forms 742 & 742c from 851030 to 841115 due to problems w/Nuclear Data 
Bank Computer Sys.Approval recommended. 

JACKSON, R.L. Division of Safeguards. 85/11/08. BROWN, W.B. Material Licensing & 
International Activities Branch. 1 p. 33603:256-33603:256. 

8511210029 Forwards Amend 16 to License NPF-18 & safety evaluation. Amend ex- 
tends present 3 or 7-day period to 30 days during which three diesel generators would 
be required to satisfy standby onsite power requirements. 

BUTLER.W.R. Licensing Branch 2. 85/11/13. FARRAR, D.L. Commonwealth Edison 
Co. 3pp. 33558:093-33558:105. 

-8511210032 Amend 16 to License NPF-1 8,revising Tech Specs to extend 3 or 7-day 
period to 30 days during which only three diesel generators would be required to sat- 
isfy standby onsite power requirements. 

BUTLER.W.R. Licensing Branch 2. 85/11/13. 5pp. 33558:096-33558:100. 

-8511210034 Safety evaluation supporting Amend 16 to License NPF-18. 

* NRC - No Detailed Affiliation Given. 85/11/13. 5pp. 33558:101-33558:105. 

8511220319 Application for amend to Licenses NPF-11 & NPF-1 8, revising Tech Specs 
to include low & degraded grid voltage mods that will be installed on Divs 1,11 & III trip 
sys during first refueling outage.Fee paid. 

MASSIN.H.L Commonwealth Edison Co. 85/11/13. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 4pp. 33570:221-33570:224. 

-8511220323 Proposed Tech Spec changes to include low & degraded grid voltage 
mods that will be installed on Divs 1,11 & III trip sys during first refueling outage.W/ 
significant hazards consideration. 

* Commonwealth Edison Co. 85/11/13. 15pp. 33570:225-33570:239. 

8511220207 Forwards addl info to suppl integrated reactor vessel matl surveillance pro- 
gram re comparisons of design & operating features of four reactors. 

MANGAN.C.V. Niagara Mohawk Power Corp. 85/11/18. DENTON, H. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 20pp. 33568:224-33568:243. 

8511260318 Forwards Amends 30 & 17 to Licenses NPF-11 & NPF-18, respectively & 
safety evaluation.Amends revise Tech Specs re APRM gain adjustment to allow time 
to correct calibr before declaring channels inoperable. 

BUTLER.W.R. Licensing Branch 2. 85/11/20. FARRAR, D.L. Commonwealth Edison 
Co. 2pp. 33639:325-33639:347. 

-8511260327 Amends 30 & 17 to Licenses NPF-11 & NPF-1 8, respectively, revising 
Tech Specs re APRM gain adjustment to allow time to correct calibr before declaring 
channels inoperable. 

BUTLER.W.R. Licensing Branch 2. 85/11/20. 14pp. 33639:327-33639:340. 

-8511260333 Safety evaluation supporting Amends 30 & 17 to Licenses NPF-11 & 
NPF-1 8, respectively. 

* NRC - No Detailed Affiliation Given. 85/11/20. 7pp. 33639:341-33639:347. 

8511260201 Forwards “Task Force Review of Operational History for LaSalle County 
Stations, Units 1 & 2,” final rept.Results indicate plant regulations history poor & prob- 
lems evident in mod program mgt. 

KEPPLER.J.G. Region 3, Office of Director. 85/11/22. REED.C. Commonwealth 
Edison Co. 3pp. 33610:139-33610:160. 

-8511260209 “Task Force Review of Operational History for LaSalle County 
Station, Units 1 & 2,” final rept. 

SCHEIBINZ.E.R., STASEK.S., KOPRIVA.R.A. Region 3, Office of Director. 85/09/24. 
19pp. 33610:142-33610:160. 


Q. Inspection reports, IE Bulletins & correspondence 

8511110340 Responds to NRC 850718 Itr re noncompliance noted in Insp Repts 50- 
373/85-17 & 50-374/85-1 7.Corrective actions: initiating events identified & resolved & 
logic restored. Actuation equipment already tripped due to cold shutdown. 
DELGEORGE.L.O. Commonwealth Edison Co. 85/08/16. KEPPLER.J.G. Region 3, 
Office of Director. 10pp. 33391:133-33391:142. 

8511050077 Forwards amended Page 6 to 850816 response to NRC 850718 Itr re viola- 
tions noted in Insp Repts 50-373/85-17 & 50-374/85-1 7.Corrective actions:Sargent & 
Lundy prepared & reviewed detailed design drawings. 

MASSIN.H.L Commonwealth Edison Co. 85/09/25. KEPPLER.J.G. Region 3, Office 
of Director. 2pp. 33318:325-33318:326. 

8511140294 Responds to NRC 850523 Itr re violations noted in Insp Repts 50-373/85- 
13 & 50-374/85-1 3.Corrective actions:GE Procedure LSCS-1 & Traveler Procedure A- 
LS-1 document 100% QC verification of relay production function. 

MASSIN.H.L. Commonwealth Edison Co. 85/09/25. KEPPLER.J.G. Region 3, Office 
of Director. 2pp. 33450:275-33450:282. 
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-8511140300 Responds to NRC 850523 Itr re violations noted in Insp Repts 50-373/85- 
13 & 50-374/85-1 3. Corrective actions:all temp controllers reset to proper setpoints 
per existing procedures. 

MASSIN.H.L. Commonwealth Edison Co. 85/06/20. KEPPLER.J.G. Region 3, Office 
of Director. 6pp. 33450:277-33450:282. 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director's Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN, E.L. Division o f Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. 3cnscua:ed Edison Co. of New York. inc. 136po. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN, E.L. Division of Emn-qc-cy D reparedness & Engineering Response (Post 
830103). 85/10/30. CivsoHlsMJ Co. of New York, Inc. 137pp. 33357:200- 

33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting r D eactc- Sys 
Safety Relief Valve Opening Following Fire Protection Deluge- Sys vtellij'-.ci'on." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Enorcerinq Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New s 'cri : ., nc 139pp. 33385:198- 
33385:335. 

8511140166 EN-85-077;on 851 108, notice of violation & proposed imposition of civil pen- 
alty in amount of $37,500 will be issued to util based on violation involving failure to 
maintain adequate control over security badge sys. 

ROBINSON, P., AXELRAD.J. Director's Office, Office of Inspection and Enforcement. 
85/11/05. Ip. 33449:104-33449:104. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper S , .v : t'7 u Settings " Svc list end. 

TAYLOR, J.M. Director’s Office, Cricc c: nspoc'.ic'* r-nd Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres." Svc list end. 
JORDAN, E.L. Division cf Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017, 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, "Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 

8511180335 Monthly operating repts for Oct 1985.W/851107 Itr. 

PETERS, J.P., DIEDERICK.G.J. Commonwealth Edison Co. 85/10/31. 32pp. 

33501:349-33502:018. 


S. Reportable occurrences, LERs & related correspondence 

8511260069 FOIA request for summaries & evaluations of LERs from fuel loading to 
declaration of commercial operation for listed nuclear power plants. 

SHOLLY.S.C. MHB Technical Associates. 85/09/27. FELTON, J.M. Division of Rules 
and Records. Ip, 33642:306-33642:306. 

8511060244 LER 85-041-00:on 850930, HPCS sys declared inoperable due to trouble- 
shooting on 125-volt dc D:v !! ! g r O‘j".d n'arm.Cajsed by na'fuoofomng HPCS low level 
initiation switch due to actual aro ; J r d on switch lerminsl load.V'v785 : 030 !:«■. 
ADAMOVICH, J., DiEDERiCH.GJ. Commc'-.wealth ctsison Co 85/10/30. 3pp. 
33355:360-33355:362. 

8511070305 LER 85-042-00:on 850820,0930 & 1004, diesel generator 2B & HPCS sys 
declared inoperable due to intermittent circuit breaker trips.Caused by high starting 
current of pump motor & defective breaker. Breaker replaced. W/85 1031 Itr. 
VINYARD.H.T., DIEDERICH.G.J. Commonwealth Edison Co. 85/10/31. 5pp. 
33374:258-33374:262. 

8511120398 LER 85-040-01 :on 850822, standby liquid control solution tank concentra- 
tion exceeded Tech Spec limit.Caused by water evaporation from tank.Procedure re- 
vised to require verification that tank lid installed.W/851031 Itr. 

WATFORD, DIEDERICH.G.J. Commonwealth Edison Co. 85/10/31. 5pp. 33438:046- 
33438:050. 


8511130001 Forwards input for App B of AO rept to Congress for Third Quarter 
CY85.lnfo re license suspensions.orders & new generic safety issues also end. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/31, 
HELTEMES.C.J. AEOD, Director’s Office. 5pp. 33455:006-33455:024. 

-8510160384 Requests assistance to complete preparation of AO rept to Congress for 
Third Quarter CY85.Proposes listed events for reporting. Response requested by 
851018. 

HELTEMES.C.J. AEOD, Director’s Office. 85/10/07. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). DAVIS, J.G. Office of Nuclear Material 
Safety & Safeguards, Director. MINOGUE.R.B. Office of Nuclear Regulatory Research, 
Director. 14pp. 33455:011-33455:024. 

8511260091 Partial response to FOIA request for summaries & evaluations of LERs 
from fuel loading to declaration of commercial operation for seven plants.Forwards 
documents listed on App A.App B documents available in PDR. 

FELTON, J.M. Division of Rules and Records. 85/10/31. SHOLLY.S.C. MHB Technical 
Associates. 5pp. 33642:307-33642:311. 

-8511260179 Recommends that Region IV request licensee to evaluate suitability of 
HPCS sys relief valve discharge piping design due to failures which occurred at La 
Salle 1 & 2. 

HELTEMES.C.J, AEOD, Director’s Office. 85/09/16. MARTIN.R.D. Region 4, Office of 
Director. 2pp. 33643:353-33643:354. 

-8511260187 Forwards AEOD engineering evaluation rept re HPCS sys relief valve 
failures.Requests that Region IV be notified of potential for valve failures at River 
Bend 1. 

SALAH.S. Reactor Operations Analysis Branch. 85/09/16. SEYFRIT.K.V. Reactor Op- 
erations Analysis Branch. Ip. 33643:355-33643:355. 

-8511260195 "HPCS Sys Relief Valve Failures,” engineering evaluation rept. 

* AEOD, Director’s Office. 85/09/16. 8pp. 33643:356-33644:002. 

8511250407 Supplemented NPDES noncompliance notification:on 850909,23 & 30,oil 
admitted to wastewater treatment process.Caused by excessive sludge in oil separa- 
tor inlet bays.Media Filter A changed out. 

DIEDERICH.G.J. Commonwealth Edison Co. 85/11/01. KEPPLER.J.G. Region 3, 
Office of Director. 3pp. 33617:246-33617:248. 

8511250435 NPDES noncompliance notification:on 851 01 5, large vol of oil entered & 
overloaded wastewater treatment sys.Caused by oil boom in effluent compartment 
trapping sheen of oil in vicinity where oil & grease obtained. 

DIEDERICH.G.J. Commonwealth Edison Co. 85/11/06. KEPPLER.J.G. Region 3, 
Office of Director. 3pp. 3361 7:080-3361 7:082. 

8511270111 NPDES noncompliance notification:on 851011, media filter B backwash 
nozzle discovered broken & filtering medium drained into clearwell, underdrains & efflu- 
ent chamber.Cause not stated.Nozzle replaced & anthracite coal added to filter. 
DIEDERICH.G.J. Commonwealth Edison Co. 85/11/06. KEPPLER.J.G. Region 3, 
Office of Director. 3pp. 33709:282-33709:284. 

8511180262 LER 85-043-00:on 851010, vacuum breaker 2PC001A opened & 
closed, equalizing pressure difference between primary containment drywelf & suppres- 
sion chamber.Cause unknown. W/851107 Itr. 

LUCIETTOAM., DIEDERICH.G.J. Commonwealth Edison Co. 85/11/07. 3pp. 
33501:137-33501:139. 

8511140135 Confirms 851122 enforcement conference w/util at Region III ofc to dis- 
cuss concerns re having two divs of ECCS out of svc at same time while at 100% 
power. 

NORELIUS.C.E. Region 3, Office of Director. 85/11/08. REED.C. Commonwealth 
Edison Co. Ip. 33449:267-33449:267. 

8511210494 LER 85-044-00:on 851 021 .reactor scram occurred due to primary contain- 
ment isolation sys Group 1 isolation.Caused by spurious trip of main steam tunnel 
temp monitor.Arc suppressors to be installed.W/851108 Itr. 

KALMON.K.J., DIEDERICH.G.J. Commonwealth Edison Co. 85/11/08. 4pp. 
33570:266-33570:269. 

8511250414 NPDES noncompliance notification:on 851011,39 ppm total suspended 
solids discharged to cooling lake at high flow rate. Investigation underway.Waste neu- 
tralization tanks will be discharged to cooling lake at low flow rate. 

DIEDERICH.G.J. Commonwealth Edison Co. 85/11/08. KEPPLER.J.G. Region 3, 
Office of Director. 3pp. 33617:251-33617:253. 
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F. Security, medical, emergency & fire protection plans 

8511120008 Forwards public version of Rev 6 to Emergency Plan Implementing Proce- 
dure EP-2-050, “Offsite Dose Assessment (Manual)." 

COOK.K.W. Louisiana Power & Light Co. 85/10/23. MARTIN.R.D. Region 4, Office of 
Director. 2pp. 33442:085-33442:191. 

-8511120016 Public version of Rev 6 to Emergency Plan Implementing Procedure EP- 
2-050, "Offsite Dose Assessment (Manual).” W/JM Felton 851107 release memo. 
BARKHURST.R. Louisiana Power & Light Co. 85/09/11. 105pp. 33442:086- 
33442:191. 

8511060062 Forwards Human Factors Engineering Branch SSER re DCRDR program 
plan & summary repf & preimplementation audit of CRDR on 850603-06.SALP input & 
technical evaluation rept also end. 

KNIGHTON, G.W. Licensing Branch 3. 85/10/30. LEDDICK.R.S. Louisiana Power & 
Light Co. 2pp. 33373:001-33373:002. 

-851 1060065 SSER re DCRDR.Util will satisfy requirements of Suppl 1 to NUREG-0737 
for DCRDR w/satisfactory completion & appropriate documentation of listed 
issues.Uti! should provide summary rept by 860401. 

* Human Factors Engineering Branch. 85/10/30. 7pp. 33373:003-33373:009. 

-8511060068 “DCRDR for Waterford Unit 3,” technical evaluation rept. 

JOHNSON, G., MOORE, J.W. Lawrence Livermore National Laboratory. 85/09/30. 
NRC - No Detailed Affiliation Given. 18pp. 33373:010-33373:027. 
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8511150117 Rev 8 to Emergency Plan Implementing Instruction EP-1-001, “Recognition 
& Classification o' Emergency Conditions.'" W/851108 Itr. 

SMITH,, M., ESPENAN.LM i., COOK.K.W. Louisiana Power & Light Co. 85/11/08. 
MARTIN.R.D. Region 4, Office of Director. 23pp. 33460:230-33460:252. 

8511260571 Forwards Insp Rept 50-382/85-23 on 850805-09 & notice of violation. 
MARTIN, L.E. Region 4, Office of Director. 85/11/14. LEDDICK.R.S. Louisiana Power 
& Light Co. 2pp. 33640:349-33640:357. 

-8511260577 Notice of violation from insp on 850805-09. 

* Region 4, Office of Director. 85/11/14. Ip. 33640:351-33640:351. 

—8511260582 Insp Rept 50-382/85-23 on 850805-09. Violation noted: personnel as- 
signed to emergency organization not adequately trained. 

HACKNEY.C.A., YANDELL.L.A. Region 4, Office of Director. 85/11/05. 6pp. 
33640:352-33640:357. 


G. Adjudicatory correspondence 


-8511260577 Notice of violation from insp on 850805-09. 

* Region 4, Office of Director. 85/11/14. Ip. 33640:351-33640:351. 


-8511260582 Insp Rept 50-382/85-23 on 850805-09.Violation noted: personnel as- 
signed to emergency organization not adequately trained. 

HACXNEY.C.A., YANDELL.L.A. Region 4 . 0ff.ee of Director. 85/11/05. 6pp. 
33640:352-33640:357. 


8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR.J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN, E.L. Division of Emercencv Dr eparedness & E~q : nc c-’-g Response (Post 
830103). 85/11/18. Ccr.soiicslcc F.ssc'i Co. of New Y::i« nc. '/>.)(: 33631:001- 
33631:017. 


8511190375 Order extending time until 851206 for Commission to review ALAB- 
812.Served on 851115. 

CHILK.S.J. Office of the Secretary of the Commission. #485 211. 85/11/15. Commis- 
sioners. Ip. 33515:019-33515:019. 


P. Operating license stage documents & correspondence 

8511010035 Forwards info re operating experience, superseding 851021 Itr re shift 
supervisors.Util will meet operating staff requirements w/o use of shift supervisors, per 
851031 Attachment 2 to License NPF-38. 

COOK.K.W. Louisiana Power & Light Co. 85/10/30. KNIGHTON.G.W. Licensing 
Branch 3. 14pp. 33288:034-33288:048. 

8511050121 Notifies of successful completion of qualification of Borg-Wagner actuators 
per 1 0CFR50.49.Design changes implemented to resolve anomalies resulting from 
prior testing. 

COOK.K.W. Louisiana Power & Light Co. 85/11/01. KNIGHTON.G.W. Licensing 
Branch 3. 2pp. 33328:194-33328:195. 

8511140413 Summary of 851012-24 meeting w/util & BNL at site re surveillance pro- 
gram for common foundation basemat.List of attendees & Rev 1 to Procedure PE-5- 
033, “Nuclear Plant Island Structure Foundation Basemat...,” end. 

WILSON, J.H. Licensing Branch 3. 85/11/05. Licensing Branch 3. 4pp. 33469:203- 
33469:254. 

—8511140417 Rev 1 to “Nuclear Plant Island Structure Foundation Basemat Integrity 
Check.” 

* Louisiana Power & Light Co. 85/11/05. 48pp. 33469:207-33469:254. 

8511210303 Forwards response to Generic Ltr 83-28, Items 2.2.1, 2.2.2 & 3.2 re equip- 
ment classification.vendor interface program & post-maint testing of safety-related 
components, respectively, per License Condition 13. 

COOK.K.W. Louisiana Power & Light Co. 85/11/15. KNIGHTON.G.W. Licensing 
Branch 3. 19pp. 33546:113-33546:131. 

8511220197 Requests fee for 850528 application for approval of Rev 0 to 10-yr insp 
program & relief from testing requirements of ASME Code Section XI. 

DIGGS, R.M. License Fee Management Branch. 85/11/18. LEDDICK.R.S. Louisiana 
Power & Light Co. Ip. 33603:234-33603:234. 


8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & F r ‘g 1 neer i "g Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New 'r:'k, ire i 3:'p:; 33631:018- 
33631:151. 


8511220197 Requests fee for 850528 application for approval of Rev 0 to 10-yr insp 
program & relief from testing requirements of ASME Code Section XI. 

DIGGS, R.M. License Fco Mnraqemr-t Bmnch. 85/11/18. LEDDICK.R.S. Louisiana 
Power & Light Co. Ip. C/jC:3:i23-' , -i3z7.3 ?3- 


8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 


8511150120 IE Info Notice 85-090, "Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 


8511210390 Monthly operating rept for Oct 1985.W/851 1 14 Itr. 

MILLER, G., COOK.K.W. Louisiana Power & Light Co. 85/10/31. SCROGGINS, R.M. 
Office of Resource Management, Director. 8pp. 33552:355-33552:362. 


Q. Inspection reports, IE Bulletins & correspondence 


S. Reportable occurrences, LERs & related correspondence 


8510250539 IE Bulletin 85-001, "Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR.J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103), 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 


8511110049 Informs that violation noted in Insp Rept 50-382/85-20 re Procedure OP- 
03-014, “Control Room Heating & Ventilating," valid due to listed reasons.Sys should 
be evaluated to determine when safety reviews should be conducted. 

MARTIN, L.E. Region 4, Office of Director. 85/10/31. LEDDICK.R.S. Louisiana Power 
& Light Co. 4pp. 33397:143-33397:150. 


—8511110056 Responds to NRC 850829 Itr re violations noted in Insp Rept 50-382/85- 
20.Corrective actions:shift supervisors informed of responsibility to ensure that all sur- 
veillances satisfactorily performed & reviewed prior to making changes. 

COOK.K.W. Louisiana Power & Light Co. 85/09/27. MARTIN.R.D. Region 4, Office of 
Director. 4pp. 33397:147-33397:150. 


8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 


uuns. ovu ii»i ci iui. , . . 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 


8511260571 Forwards Insp Rept 50-382/85-23 on 850805-09 & notice of violation. 
MARTIN, L.E. Region 4, Office of Director. 85/11/14. LEDDICK.R.S. Louisiana Power 
& Light Co. 2pp. 33640:349-33640:357. 


8511040064 LER 85-040-00:on 850929,4.16 kV breaker tripped, resulting in automatic 
start of emergency diesel generator A & reactor trip.Main feedwater pump B also 
tripped on overspeed condition. Undersize cup valve seat replaced.W/851029 Itr. 
SMITH, T„ COOK.K.W. Louisiana Power & Light Co. 85/10/29. 5pp. 33308:176- 
33308:180. 

8511060527 LER 85-043-00:on 851 003, after securing both reactor auxiliary bldg normal 
ventilation fans to replace supply unit filters, high radiation alarm received on control 
room outside air intake radiation momtors.W/851 101 Itr. 

MYERS, L.W., COOK.K.W. Louisiana Power & Light Co. 85/11/01. 4pp. 33355:088- 
33355:091. 

8511070012 LER 85-042-00:on 851 002, water level in steam generator 2 increased to 
high level reactor trip setpoint.Caused by control board operator being distracted by 
alarms/ annunciations Air cryor mc'.or 'opiacorJ.W/351 !0t Itr. 

SMITH 7, COOK.K.W. i_:\.isa"a ^c:ao: & L.sgh: Cc. 85/11/01. 4pp. 33381:125- 
33381:128. 


8511070015 LER 85-041 -00:on 851 002, uncomplicated reactor trip occurred due to low 
water level in steam generator 2.Cau$ed by steam flow square root extractor module 
failing low.ModuIe replaced.W/851101 Itr. 

MYERS, L., COOK.K.W. Louisiana Power & Light Co. 85/11/01. 4pp. 33381:121- 
33381:124. 

8511180285 LER 85-044-00:on 851 010, uncomplicated reactor trip occurred. Caused by 
high water level in steam generator 2 when control board operator increased feed- 
water flow to steam generators. New guidelines issued.W/851108 Itr. 

MYERS, L., COOK.K.W. Louisiana Power & Light Co. 85/11/08. 4pp. 33501:318- 
33501:321. 


8511150052 LER 85-045-00:on 851014 & 16, automatic actuation of ESF portion of con- 
trol room ventilation sys occurred.Caused by electrical spike & coincident normal 
release, respectively. Guide issued re spurious alarms.W/851112 Itr. 

MYERS, L., COOK.K.W. Louisiana Power & Light Co. 85/11/12. 4pp. 33466:240- 
33466:243. 


8511210282 LER 85-046-00:on 851017, fire watch irregularities discovered when fire 
watch log compared to security cardreader computer access history printout.Caused 
by individual not performing assigned fire watch consistent w/Tech Specs.W/851 1 15 
Itr. 

CARNS.N., COOK.K.W. Louisiana Power & Light Co. 85/11/15. 5pp. 33546:094- 
33546:098. 
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V. Operator Examinations 


8511010281 Forwards schedules of best estimate needs for operator licensing & requa- 
lification exams for FY86-89 in response to Generic Ltr 85-18. 

COOK.K.W. Louisiana Power & Light Co. 85/10/30. BOGER.B.A. Operator Licensing 
Branch. 3pp. 33287:265-33287:267. 


DOCKET 50-387 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 1 


F. Security, medical, emergency It fire protection plans 

8511220092 Rev 2 to Emergency Plan Implementation Procedure EP-IP-103, 
“Review, Update, Control & Distribution of Susquehanna Steam Electric Station Emer- 
gency Plan & Implementing Procedures.” Table of contents encl.W/8511 15 ltr. 
KEISER.H.W. Pennsylvania Power & Light Co. 85/11/15. 29pp. 33569:010-33569:038. 


H. General correspondence 


8511140143 Advises of changes to svc list.Requests deletion of NW Curtis & EM Nagel 
& addition of HW Keiser & BA Snapp. 

KEISER.H.W. Pennsylvania Power & Light Co. 85/11/11. BUTLER, W.R. Licensing 
Branch 2. 2pp. 33449:101-33449:102. 


J. Insurance & indemnity information 


8511120121 Forwards unexecuted Amend 4 to Indemnity Agreement 8-90, modifying lo- 
cation description to location described in form policies. 

DINITZ.I. Office of State Programs, Director. 85/11/06. CURTIS, N.W. Pennsylvania 
Power & Light Co. 3pp. 33432:358-33432:360. 


P. Operating license stage documents & correspondence 

8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1984.App A documents available in PDR.Apps 
B & C documents oarfa'V & completely withhe'd, r espect ! vely (re f Exemption 5). 
FL : L:Ci\,-.M Dvsion c : Rules and Rec:.rcs. 55/10/17. G.LINSKY.V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

-8204 130466 Outlines interim approach & results of conducting special QA assess- 
ments for OL applicants on case by case basis. 

DIRCKS.W.J. Office of the Executive Director for Operations. 82/03/29. 
PALLADINO.N.J. Commissioners. 12pp. 33537:233-33537:244. 

8511050303 Forwards Amend 50 to License NPF-14 & safety evaluation. Amend revises 
Tech Specs to reflect incorporation of nitrogen makeup sys plant mods. 

BUTLER, W.R. Licensing Branch 2. 85/10/30. KEISER.H.W. Pennsylvania Power & 
Light Co. 3pp. 33339:316-33339:328. 

“8511050306 Amend 50 to License NPF-1 4, revising Tech Specs to reflect incorporation 
of nitrogen makeup sys plant mods.Amend effective upon startup following second re- 
fueling outage. 

BUTLER, W.R. Licensing Branch 2. 85/10/30. 5pp. 33339:319-33339:322. 

“8511050308 Safety evaluation supporting Amend 50 to License NPF-14. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/30. 6pp. 
33339:323-33339:328. 

8511070082 Forwards justification for single loop operation of Unit 1 w/Exxon Nuclear 
Co 8X8 fuel to support proposed Amends 66 & 1 to Licenses NPF-38 & NPF-22, re- 
spectively. 

KEISER.H.W. Pennsylvania Power & Light Co. 85/11/04. BUTLER, W.R. Licensing 
Branch 2. 1 0pp. 33366:1 72-33366: 181. 

8511210495 Notification of Licensee Meeting 85-116 on 851118 w/util in King of 
Prussia, PA to discuss philosophy & planning re plant operations covering near-term & 
long-term challenges. 

STRCSNiDER.J. Region ", Office of Director. 85/11/12. Region 1, Office of Director. 
3pp. 33552"! 66-33552:* G6. 

8511260637 Forwards water quality mgt permit & std conditions for sewage treatment 
plant expansion. 

FIELDS, J.S. Pennsylvania Power & Light Co. 85/11/18. BARBERICH.W.E. Pennsylva- 
nia Power & Light Co. 9pp. 33640:302-33640:310. 


Q. Inspection reports, IE Bulletins & correspondence 

8511060186 Forwards Exam Repts 50-387/85-25 & 50-388/85-27 of exam conducted 
during wk of 850805. 

KISTER.H.B. Region 1, Office of Director. 85/10/22. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 33356:001-33356:050. 

--S511060190 Exam Repts 50-387/85-25 & 50-388/85-27 on 850806-07. Exam 
resu!ts:seven reactor operator candidates passed oral, simulator & written sections of 
exams. 

LANGE,D., KELLER, R.M., KISTER.H.B. Region 1, Office of Director. 85/10/21. 47pp. 
33356:003-33356:049. 

“8511060196 Informs that facility review of 850806 reactor operator licensing exam 
generated minor comments which were resolved during review.Exam well written & 
well oriented. 

WARD.W.G. Pennsylvania Power & Light Co. 85/10/22. LANGE.DJ. Region 1, Office 
Of Director. Ip. 33356:050-33356:050. 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 


8510250543 IE Info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33 358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33 3 57:200- 
33357:336. 

8510290039 IE Info Notice 85-085, "Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Pest 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511260091 Partial response to FOIA request for summaries & evaluations of LERs 
from fuel loading to declaration of commercial operation for seven plants.Forwards 
documents listed on App A.App B documents available in PDR. 

FELTON, J.M. Division of Rules and Records. 85/10/31. SHOLLY.S.C. MHB Technical 
Associates. 5pp. 33642:307-33642:311. 

-8403300260 Forwards SALP input for facility covering Feb 1983 - Jan 1984. Category 1 
assigned in area of mgt involvement in assuring quality. 

PERCH, R.L. Licensing Branch 2. 84/03/13. STAROSTECKI.R. Division of Project & 
Resident Programs. 29pp. 33642:312-33642:340. 

“8506050101 Forwards NRR SALP input for Feb 1984 - Apr 1985. 

CAMPAGNONE.M. Licensing Branch 2. 85/05/22. STAROSTECKI.R. Region 1, Office 
of Director. 10pp. 33643:322-33643:331. 

“8511260163 Forwards annual SALP rept re facility for Feb 1984 - Apr 1 985. Category 1 
assigned in area of mgt involvement & control in assuring quality. 

MCCORKLE.G.W. Power Reactor Safeguards Licensing Branch (Pre 850707). 85/06/ 
05. JOYNER, J.H. Region 1, Office of Director. 2pp. 33643:332-33643:333. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppi 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. iO-'-op. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 


8511200260 Monthly operating repts for Aug 1985.W/850911 ltr. 

KUCZYNSKI.LA, KEISER.H.W. Pennsylvania Power & Light Co. 85/08/31. 
BEEBE, M.R. information Systems Branch. 9pp. 33556:030-33556:038. 

8511180218 Drinking water monitoring rept for Oct 1 985.W/851 1 08 ltr. 

ORTZ.D.G., CRIMMINS.T.M., FIELDS, J.S. Pennsylvania Power & Light Co. 85/10/31. 
2pp. 33500:357-33500:358. 


S. Reportable occurrences, LERs & related correspondence 

8511110155 Part 21 rept re cracked stem assembly detected in 3/4-inch Yarway wel- 
bond valve at non-nuclear facility. Investigation revealed leakage caused by void in bar 
stock.Valves sold to nuclear facilities contained stems.Review continuing. 
PESZKA.F.W. Yarway Corp. 85/09/26. MURLEY.T.E. Region 1, Office of Director. 
4pp. 33386:300-33386:303. 

8511260069 FOIA request for summaries & evaluations of LERs from fuel loading to 
declaration of commercial operation for listed nuclear power plants. 

SHOLLY.S.C. MHB Technical Associates. 85/09/27. FELTON, J.M. Division of Rules 
and Records. Ip. 33642:306-33642:306. 
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8511110115 Part 21 rept re defect in valve stems bearing Heat Number 3876.Entire 
stem/disc assembly will be replaced upon request. Replacement stem assembly will 
be supplied under unique Part Number 106626-10. 

ABBOTT, P.F. Yarway Corp. 85/10/08. PERLUKE.C. Pennsylvania Power & Light Co. 
3pp. 33387:194-33387:196. 

8511260091 Partial response to FOIA request for summaries & evaluations of LERs 
from fuel loading to declaration of commercial operation for seven plants.Forwards 
documents listed on App A.App B documents available in PDR. 

FELTON, J.M. Division of Rules and Records. 85/10/31. SHOLLY.S.C. MHB Technical 
Associates. 5pp. 33642:307-33642:311. 

-8406010412 Submits review of operating experience at Units 1 & 2,in response to re- 
quest for support re Commission meeting. Performance of both units concluded to be 
typical of plants in early stages of operation. 

MIRAGLIA.FJ. Assistant Director for Safety Assessment. 84/05/23. EISENHUT.D.G. 
Division of Licensing (800428-851124). 329pp. 33462:341-33643:304. 

“8505070516 Discusses evaluation of LERs submitted during Feb 1984 - Apr 1985, in 
support of ongoing SALP review. LERs adequate. Corrective actions commensurate w/ 
problems. LERs did not involve significant event or serious challenge to safety. 
SEYFHiT.K.V. Reactor Operations Analysis Branch. 85/05/01. STAROSTECKI.R. 
Region 1, Office of Director. 4pp. 33643:318-33643:321. 

8511180385 LER 85-044-01 :on 84061 3, average rod scram insertion time required by 
Tech Spec 3. 1.3.4 not met for all rods. Apparently caused by poor control rod scram 
pilot valve performance.Valves modified. W/851 108 Itr. 

CREASY, T.N., CRIMMINS.T.M. Pennsylvania Power & Light Co. 85/11/08. 3pp. 
33497:304-33497:306. 

8511210104 Summary of Operating Reactors Event Meeting 85-21 on 851028.List of 
attendees, events discussed & completion dates assigned end. 

CRUTCHFIELD, D. Assistant Director for Safety Assessment. 85/11/11. 
THOMPSON, H.L. Division of Licensing (800428-851124). 24pp. 33558:114-33558:137. 

8511220363 LER 85-032-00:on 851011 & 13, isolations of RWCU sys occurred.Caused 
by abnormal leakage through flow control valve which pressurized low pressure piping 
sys & caused valve to lift & discharge.Valve seat replaced.W/851113 Itr. 
SADVARY.D.D., CRIMMINS.T.M. Pennsylvania Power & Light Co. 85/11/13. 5pp. 
33584:191-33584:195. 

8511270172 LER 85-033-00:on 851023, noble gas sample taken 3 h,45 minutes 
iate.Caused by personnel error.Chemistry instruction will be written to provide guid- 
ance to technicians on sampling & recordkeeping.W/851121 Itr. 

KUCZYNSKI.L.A., CRIMMINS.T.M. Pennsylvania Power & Light Co. 85/11/21. 3pp. 
33646:322-33646:324. 


V. Operator Examinations 

8511060186 Forwards Exam Repts 50-387/85-25 & 50-388/85-27 of exam conducted 
during wk of 850805. 

KISTER.H.B. Region 1, Office of Director. 85/10/22. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 33356:001-33356:050. 

“8511060190 Exam Repts 50-387/85-25 & 50-388/85-27 on 850806-07. Exam 
results:seven reactor operator candidates passed oral, simulator & written sections of 
exams. 

LANGE, D., KELLER, R.M., KISTER.H.B. Region 1, Office of Director. 85/10/21. 47pp. 
33356:003-33356:049. 

—8511060196 Informs that facility review of 850806 reactor operator licensing exam 
generated minor comments which were resolved during review. Exam well written & 
well oriented. 

WARD.W.G. Pennsylvania Power & Light Co. 85/10/22. LANGE, D.J. Region 1, Office 
of Director. 1 p. 33356:050-33356:050. 


DOCKET 50-388 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8511220092 Rev 2 to Emergency Plan Implementation Procedure EP-IP-103, 
"Review, Update, Control & Distribution of Susquehanna Steam Electric Station Emer- 
gency Plan & Implementing Procedures." Table of contents encl.W/8511 15 Itr. 
KEISER.H.W. Pennsylvania Power & Light Co. 85/11/15. 29pp. 33569:010-33569:038. 


H. Genera) correspondence 

8511140143 Advises of changes to svc list.Requests deletion of NW Curtis & EM Nagel 
& addition of HW Keiser & BA Snapp. 

KEISER.H.W. Pennsylvania Power & Light Co. 85/11/11. BUTLER, W.R. Licensing 
Branch 2. 2pp. 33449:1 01 -33449:1 02. 


J. Insurance & indemnity information 

8511120121 Forwards unexecuted Amend 4 to Indemnity Agreement B-90, modifying lo- 
cation description to location described in form policies. 

DINITZJ. Office of State Programs, Director. 85/11/06. CURTIS, N.W. Pennsylvania 
Power & Light Co. 3pp. 33432:358-33432:360. 


P. Operating license stage documents & correspondence 

8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1984.App A documents available in PDR.Apps 
B & C documents partially & completely withheld, respectively, (ref Exemption 5). 
FELTON, J.M. Division of Rules and Records. 85/10/17. GILINSKY.V. Affiliation Not 
Assigned 31pp. 33535:002-33535:068. 

“8204130466 Outlines interim approach & results of conducting special QA assess- 
ments for OL applicants on case by case basis. 

DIRCKS.W.J. Office of the Executive Director for Operations. 82/03/29. 
PALLADINO.N.J. Commissioners. 12pp. 33537:233-33537:244. 


8511070082 Forwards justification for single loop operation of Unit 1 w/Exxon Nuclear 
Co 8X8 fuel to support proposed Amends 66 & 1 to Licenses NPF-38 & NPF-22, re- 
spectively. 

KEISER.H.W. Pennsylvania Power & Light Co. 85/11/04. BUTLER, W.R. Licensing 
Branch 2. 10pp. 33366:172-33366:181. 

8511210495 Notification of Licensee Meeting 85-116 on 851118 w/util in King of 
Prussia.PA to discuss philosophy & planning re plant operations covering near-term & 
long-term challenges. 

STRORNIDERJ Region \ Office of Director. 85/11/12. Region 1, Office of Director. 
3pp. 33552: -65 33552: 1 68 

8511260637 Forwards water quality mgt permit & std conditions for sewage treatment 
plant expansion. 

FIELDS, J.S. Pennsylvania Power & Light Co. 85/11/18. BARBERICH.W.E. Pennsylva- 
nia Power & Light Co. 9pp. 33640:302-33640:310. 


Q. Inspection reports, IE Bulletins & correspondence 


8511060186 Forwards Exam Repts 50-387/85-25 & 50-388/85-27 of exam conducted 
during wk of 850805. 

KISTER.H.B. Region 1, Office of Director. 85/10/22. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 33356:001-33356:050. 

--851 1060190 Exam Repts 50-387/85-25 & 50-388/85-27 on 850806-07. Exam 
results:seven reactor operator candidates passed oral, simulator & written sections of 
exams. 

LANGE, D., KELLER, R.M., KISTER.H.B. Region 1, Office of Director. 85/10/21. 47pp. 
33356:003-33356:049. 


8510250539 IE Bulletin 85-001, ‘‘Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks." Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 


8510290039 IE Info Notice 85-085, "Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511260091 Partial response to FOIA request for summaries & evaluations of LERs 
from fuel loading to declaration of commercial operation for seven plants.Forwards 
documents listed on App A.App B documents available in PDR. 

FELTON, J.M. Division of Rules and Records. 85/10/31. SHOLLY.S.C. MHB Technical 
Associates. 5pp. 33642:307-33642:311. 

-8403300260 Forwards SALP input for facility covering Feb 1 983 - Jan 1 984.Category 1 
assigned in area of mgt involvement in assuring quality. 

PERCH, R.L. Licensing Branch 2. 84/03/13. STAROSTECKI.R. Division of Project & 
Resident Programs. 29pp. 33642:312-33642:340. 

-8506050101 Forwards NRR SALP input for Feb 1984 - Apr 1985. 

CAMPAGNONE.M. Licensing Branch 2. 85/05/22. STAROSTECK1.R. Region 1, Office 
of Director. 10pp. 33643:322-33643:331. 

“8511260163 Forwards annual SALP rept re facility for Feb 1984 - Apr 1 985.Category 1 
assigned in area of mgt involvement & control in assuring quality. 

MCCORKLE.G.W. Power Reactor Safeguards Licensing Branch (Pre 850707). 85/06/ 
05. JOYNER, J.H. Region 1, Office of Director. 2pp. 33643:332-33643:333. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 


8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 
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8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN, E.L. Division c* c Tcrronrv Preparedness & Engineering Response (Post 
830103). 85/11/19. C.r--.” ■: jison Co. of New York, Inc. 133pp. 33712:214- 

33712:346. 

8511150120 IE Info Notice 85-090, "Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN, E.L. Divisior Emc-rc-:-. D reparedness & Engineering Response (Post 
830103). 85/11/19. Cor se = c.*c- Co. of New York, Inc. 135pp. 33713:001- 

33713:122. 


R. Periodic operating reports & related correspondence 

851 12002S0 Monthly operating re-pis for Aug 1985.W/85091 1 Itr. 

K^CZYNSKi.L.A , KEISER.n'.VV. Pennsylvania Power & Light Co. 85/08/31. 
BEEBE, M.R. Information Systems Branch. 9pp. 33556:030-33556:038. 

8511180218 r } rl rW i "n water monitoring rept for Oct 1985.W/851108 Itr. 

ORTZ.D.G. C~ \S T.V FiELDS, J.S. Pennsylvania Power & Light Co. 85/10/31. 
2pp. 33500:357-33500:358. 


S. Reportable occurrences, LERs & related correspondence 

8511110155 Part 21 rept re cracked stem assembly detected in 3/4-inch Yarway wel- 
bond valve at non-nuclear facility. Investigation revealed leakage caused by void in bar 
stock. Valves sold to nuclear facilities contained stems. Review continuing. 

PESZKA.F.W. Yarway Corp. 85/09/26. MURLEY.T.E. Region 1, Office of Director. 
4pp. 33386:300-33386:303. 

8511260069 FOIA request for summaries & evaluations of LERs from fuel loading to 
declaration of commercial operation for listed nuclear power plants. 

SHOLLY.S.C. MHB Technical Associates. 85/09/27. FELTON, J.M. Division of Rules 
and Records. Ip. 33642:306-33642:306. 

8511110115 Part 21 rept re defect in valve ste m s bes' in g Heat Number 3876. Entire 
stem/disc assembly will be replaced upon quest Replace mo -I stem assembly will 
be supplied under unique Part Number 106626-10. 

ABBOTT, P.F. Yarway Corp. 85/10/08. PERLUKE.C. Pennsylvania Power & Light Co. 
3pp. 33387:194-33387:196. 

8511260091 Partial response to FOIA request for summaries & evaluations of LERs 
from fuel loading to declaration of commercial operation for seven plants.Forwards 
documents listed on App A.App B documents available in PDR. 

FELTON, J.M. Division of Rules and Records. 85/10/31. SHOLLY.S.C. MHB Technical 
Associates. 5pp. 33642:307-33642:311. 

--8406010412 Submits r eview o f operating experience at Units 1 & 2,in response to re- 
quest for support re C.onmss on "'vetmc: Performance of both units concluded to be 
typical of p'rrts ir e-r'v stages of operation. 

MIRAGLIA.Fv Asswl Director for Safety Assessment. 84/05/23. EISENHUT.D.G. 
Division of Licensing (800428-851124). 329pp. 33462:341-33643:304. 

--8505070516 Discusses evaluation of LERs submitted during Feb 1984 - Apr 1985, in 
supcort cf ongoing SALP review.LERs adequate. Corrective actions commensurate w/ 
problems. LERs did not involve significant event or serious challenge to safety. 
SEYFRIT.K.V. Reactor Operations Analysis Branch. 85/05/01. STAROSTECKI.R. 
Region 1, Office of Director. 4pp. 33643:318-33643:321. 

8511070141 Special rept:on 850805, reactor high water level signal caused RCIC sys in- 
jection when reactor scrammed on turbine control valve fast closure.Three feed pump 
turbines tripped & RCIC steam supply isolated.RCIC injection secured. 

CRIMMINS.T.M. Pennsylvania Power & Light Co. 85/11/01. Record Services Branch 
(Document Control Desk). Ip. 33366:182-33366:182. 

8511120242 LER 85-325-0C::n 85" OOS.p'v:*-: -to-ground fault occurred on 500 kV trans- 
mission lines due :c licnt-mg srike.Fa..'-re of auxiliary relay resulted in isolation of 
generator.Caused by stuck r elay.Re l ay repaired. W/851 104 Itr. 

CREASY, T.N., CP.MMiN'S.T.M. Pennsylvania Power & Light Co. 85/11/04. 3pp. 
33422:054-33422:056. 


V. Operator Examinations 

8511060186 Forwards Exam Repts 50-387/85-25 & 50-388/85-27 of exam conducted 
during wk of 850805. 

KISTER.H.B. Region 1, Office of Director. 85/10/22. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 33356:001-33356:050. 

-8511060190 Exam Repts 50-387/85-25 & 50-388/85-27 on 850806-07.Exam 
results:seven reactor operator candidates passed oral, simulator & written sections of 
exams. 

LANGE, D. Region 1, Office of Director. 85/10/21. 47pp. 33356:003-33356:049. 

-8511060196 Informs that facility review of 850806 reactor operator licensing exam 
generated minor comments which were resolved during review. Exam well written & 
well oriented. 

WARD.W.G. Pennsylvania Power & Light Co. 85/10/22. LANGE.D.J. Region 1, Office 
of Director. 1 p. 33356:050-33356:050. 
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F. Security, medical, emergency & fire protection plans 

8511130165 Rev 30 to Emergency Plan Implementing Procedure 3100023E, “Onsite 
Emergency Organization & Roster.” W/851 107 Itr. 

W1LLIAMS.J.W. Florida Power & Light Co. 85/11/07. GRACE, J.N. Region 2, Office of 
Director. 18pp. 33426:239-33426:256. 

8511220511 Responds to 850820 Itr & 0926 meeting w/NRC re intake canal barrier & 
intrusion detection sys.Capability to detect penetrations of protected area & assuring 
integrity of barrier maintained insufficient Extension denied. 

THOMPSON, H.L. Division of Licensing (800428-851124). 85/11/14. WILLIAMS, J.W. 
Florida Power & Light Co. 5pp. 33585:330-33585:334. 


8511210172 Forwards response to SER open items identified in NRC 850425 Itr re Reg 
Guide 1.97 & Rev 1 to “Emergency Evaluation of Instrumentation Sys for Reg Guide 
1.97,Rev 3” for Units 1 & 3,respectively. 

WILLIAMS, J.W. Florida Power & Light Co. 85/11/18. BUTCHER, EJ. Operating Reac- 
tors Branch 3. 10pp. 33546:136-33546:291. 


H. General correspondence 


8511270114 Requests future correspondence re fee invoicing for insp & enforcement & 
routine & reactive review costs be sent to J Williams at listed address. 

WILLIAMS.J.W. Florida Power & Light Co. 85/11/20. EISENHUT.D.G. Division of Li- 
censing (800428-851124). Ip. 33624:338-33624:338. 


I. Financial information 

8511110247 Forwards financial info, including util 1984 Form 10-K, Sept 1985 quarterly 
financial rept & internal cash flow excluding retained earnings for yr ending 
350930.ee" 10CFR240.21. 

'.YiLJAMS.J.’.V. Florida Power & Light Co. 85/11/04. SALTZMAN.J. Office of State 
Programs, Director. 80pp. 33393:080-33393:158. 


P. Operating license stage documents & correspondence 

8511040034 Informs that Amend 8 to 850610 Topical QA Rept FPLTQAR 1- 
76A, updated by 850920 response to 850808 telcon request, satisfies 10CFR50,App B 
requirements.Rept acceptable. 

WALKER, R.D. Region 2, Office of Director. 85/10/18. WILLIAMS.J.W. Florida Power 
& Light Co. 2pp. 33308:182-33308:183. 

8511050101 Forwards addl info re 840522 application for amend to License NPF-16,in- 
creasing ESFAS/auxiliary feedwater actuating sys actuation logic surveillance interval 
from 6 months to 18 months. 

WILLIAMS.J.W. Florida Power & Light Co. 85/10/31. BUTCHER, EJ. Operating Reac- 
tors Branch 3. 17pp. 33318:159-33318:175. 

8511110018 Forwards BAW-1880, “Analysis of Capsule W-83,Florida Power & Light 
Co.St Lucie Plant Unit 2, Reactor Vessel Matls Surveillance Program,” per 
10CFR50,App H.Rept describes results of exam of first surveillance capsule. 
WILLIAMS.J.W. Florida Power & Light Co. 85/11/05. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). Ip. 33828:173-33828:284. 

-8511110023 "Analysis of Capsule W-83, Florida Power & Light, Co, St Lucie Plant Unit 
2, Reactor Vessel Matls Surveillance Program.” 

LOWE.A.L., COLLINS.L.L, HASSLER.L.A. Babcock & Wilcox Co. BAW-1880. 85/09/ 
30. 113pp. 33828:174-33828:284. 

8511260631 Forwards Amend 12 to License NPF-16 & safety evaluation. Amend 
changes Tech Specs to limit use of 8-inch containment purge sys to required safety- 
related purposes. 

SELLS, D.E. Operating Reactors Branch 3. 85/11/14. WILLIAMS.J.W. Florida Power & 
Light Co. 2pp. 33645:268-33645:276. 

-8511260636 Amend 12 to License NPF-16, changing Tech Specs to limit use of 8-inch 
containment purge sys to required safety-related purposes. 

BUTCHER.E.J. Operating Reactors Branch 3. 85/11/12. 5pp. 33645:270-33645:274. 

-8511260639 Safety evaluation supporting Amend 12 to License NPF-16. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/14. 2pp. 
33645:275-33645:276. 


Q. Inspection reports, IE Bulletins & correspondence 


8511010446 Ack receipt of 850828 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-335/85-16 & 50-389/85-16. 

WALKER, R.D. Region 2, Office of Director. 85/09/11. WILLIAMS.J.W. Florida Power 
& Light Co. Ip. 33292:361-33292:361. 

8511010426 Ack receipt of 851004 itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-335/85-20 & 50-389/85-20. 

WALKER, R.D. Region 2, Office of Director. 85/10/21. WILLIAMS.J.W. Florida Power 
& Light Co. Ip. 33298:187-33298:187. 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511250015 Further response to FOIA request for six categories of documents re Ofc 
of Investigations. Forwards App A documents. Documents also available in PDR. 
FELTON, J.M. Division of Rules and Records. 85/11/01. ADATO.M. Union of Con- 
cerned Scientists. 7pp. 33644:167-33645:130. 
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-8511250054 Forwards investigation status rept re Case 2-83-008 concerning allegation 
that uncertified welder welding seismic hangers used to support sprinkler sys. 

HAYES, B.B. Office of Investigation. 83/07/21. PALLADINO Commissioners. 2pp. 
33644:195-33644:196. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511130441 IE Bulletin 85-003, "Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, "Hazards of Inerting Atmospheres." Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:25 2. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 

8511190004 Monthly operating repts for Aug 1985.W/850913 Itr. 

GRANT, N.W. Florida Power & Light Co. 85/08/31. 18pp. 33531:135-33531:152. 


S. Reportable occurrences, LERs & related correspondence 

8511070119 LER 83-01 7/03L-0:on 830527, during preoperational testing, instrument in- 
verter MB briefly deenergized.Caused by operator opening inverter supply breaker by 
mistake.Power to inverter restored.W/830624 Itr. 

WEST.D., WILLIAMS, J.W. Florida Power & Light Co. 83/06/24. 2pp. 33374:329- 
33374:330. 

8511070129 LER 83-01 5/03L-0:on 830527, during preoperational testing, both 4,160-volt 
safety-related buses 2A3 & 2B3 deenergized. Caused by tie breakers being tripped as 
operator opened cubicle door & switch gears cleaned.W/830624 Itr. 

WEST.D, WILLIAMS, J.W. Florida Power & Light Co. 83/06/24. 2pp. 33374:327- 
33374:328. 

8511270230 PNO-ll-85-110:on 8511 19, Hurricane Kate centered slightly inland over 
north central Cuba, about 150 miles south of Key West.FL.Diesel generators at all 
three sites operable.Turkey Point declared unusual event on 851118. 

SARTOR, W. Region 2, Office of Director. 85/11/19. 2pp. 33626:329-33626:331. 
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A. Application/construction stage documents & correspondence 


8510290157 Forwards investigation repts & related documents dealing w/potentially 
safety-related employee concerns, per WF Willis 850926 Itr.lnfo covers period of 
851014-24. 

WHITT, K.W. Tennessee Valley Authority. 85/10/24. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 200pp. 33232:103-33232:358. 


8511010466 Notification of 851106 meeting w/util in Bethesda.MD re briefing on struc- 
tural welding program & related employee concerns. 

LONG.B. Operating Reactors Branch 2. 85/10/28. ADENSAM.E.G. Licensing Branch 
4. 4pp. 33301:321-33301:324. 

8511040101 Forwards chronology of welding issues & requests that info be considered 
in evaluation of welding program & employee concerns for scheduled 851106 
meeting. Presentation should include listed topics. 

ADENSAM.E.G. Licensing Branch 4. 85/10/29. PARRIS, H.G. Tennessee Valley Au- 
thority. 23pp. 33337:014-33337:036. 


8511050155 Informs that 850801 commitment to provide “request for reading” cards to 
employees modified.lnterested employees may call TVA citizen action line to request 
copies of repts. “Nuclear Safety Update” will identify rept numbers. 

DOMER,J.A. Tennessee Valley Authority. 85/10/30. ADENSAM.E. Licensing Branch 
4. Ip. 33328:320-33328:320. 


8511050195 Forwards investigation repts & related documents covering 851025-31 re 
potential safety-related employee concerns on TVA nuclear plants, in response to 
850926 request. 

WHITT, K.W. Tennessee Valley Authority. 85/10/31. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 251pp. 33324:097-33324:347. 


8511130301 Informs that listed items will be submitted to NRC by 851125 in lieu of 
summaries of closed nuclear sf/ety review staff repts transmitted to NRC on 
850927, per recent 1 ESAdensam concerning summary deficiencies. 

PARRIS, H.G. Tennessee Val.’r. A::thcrL 35 '11/06. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director .::rc £-5' 2cr 33437:302-33437:303. 

8511130213 Forwards investigation repts & related documents dealing w/potentially 
safety-related employee concerns on util nuclear plant covering 851101-07 as re- 
quested in NRC 850926 Itr. 

WHITT.K.W. Tennessee Valley Authority. 85/11/07. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 224pp. 33425:166-33426:029. 

8511180381 Forwards rev to 851107 printout listing K-Forms processed during 851101- 
07. 

WHITT.K.W. Tennessee Valley Authority. 85/11/08. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 2pp. 33495:243-33495:244. 

8511260128 Partial response to FOIA request for documents re complaints filed w/NRC 
from 820101-850412 regarding safety, QA, security & equipment concerns at 
facility.Forwards Apps A & R documents Aon C withheld (ref FOIA Exemption 7). 
FELTON, J.M. Division of R,jI-.;.s «n:J 85/11/12. BECK.R.S. Knoxville Journal, 

Knoxville, TN. 7pp. 33636:205-33636:286. 

--851 1260146 List of allegations received during 1982 & 1985 & allegations entered into 
computer sys during 830101-850412. Portions deleted. 

* Division of Rules and Records. 85/11/12. 75pp. 33636:212-33636:286. 

8511260112 Advises that util will provide all necessary FSAR changes & Tech Specs re 
license for addl diesel generator unit by 851209. 

SHELL, R.H. Tennessee Valley Authority. 85/11/19. ADENSAM.E. Licensing Branch 4. 
2pp. 33606:329-33606:330. 


F. Security, medical, emergency & fire protection plans 


8511260122 FOIA request for documents re complaints filed w/NRC between 820101 & 
85041 2, inclusive, regarding safety, QA, security & equipment concerns at plant near 
Sweetwater.TN. 

BECK.R.S. Knoxville Journal, Knoxville, TN. 85/04/12. Region 2, Office of Director. 
Ip. 33636:204-33636:204. 

8511060050 Forwards Insp Repts 50-390/85-53 & 50-391/85-43 on 850820-0920 & 
notice of violation. 

WALKER, R.D. Region 2, Office of Director. 85/10/25. PARRIS, H.G. Tennessee Valley 
Authority. 2pp. 33:156 0" ■ oliJSf, 095 

-8511060056 Insp Repts 50-390/85-53 & 50-391/85-43 on 850820-0920. Violations 
noted:failure to establish & implement procedures re administrative 
instruction, engineering design & CC instruction. 

SHYMLOCK.M.B., HOLLAND.W.E., CALDWELL, C.W. Region 2, Office of Director. 85/ 
10/23. 17pp. 33356:077-33356:093. 

8511190406 Forwards "Watts Bar Nuclear Plant Exercise Conducted on 850725.” 
Areas requiring corrective action can be corrected through training & addl 
resources. Offsite radiological emergency preparedness adequate. 

KRIMM.R.W. Federal Emergency Management Agency. 85/11/06. JORDAN.E.L. Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). Ip. 
33515:131-33515:171. 


-8511190407 “Watts Bar Nuclear Plant Exercise Conducted on 850725." 

* Federal Emergency Management Agency. 85/08/14. 41pp. 33515:132-33515:171, 

8511130182 Rev 0 to Central Emergency Ctr Implementing Procedure IP-21, “Div of 
Medical Svcs, Support to CECC." Rev 1 to table of contents also encl.W/851 107 Itr. 
HUFHAM.J.W. Tennessee Valley Authority. 85/11/07. 10pp. 33437:292-33437:301. 


8511180767 Notification of 851113 meeting w/util in Chattanooga, TN to discuss evalua- 
tion program of physical security sys. 

KENYON, J.J. Licensing Branch 4. 85/11/08. ADENSAM.E.G. Licensing Branch 4. 
4pp. 33503:135-33503:138. 


8511260128 Partial response to FOIA request for documents re complaints filed w/NRC 
from 820101-850412 regarding safety, QA, security & equipment concerns at 
facility.Forwards Apps A & B documents.App C withheld (ref FOIA Exemption 7). 
FELTON, J.M. Division of Rules and Records. 85/11/12. BECK.R.S. Knoxville Journal, 
Knoxville, TN. 7pp. 33636:205-33636:286. 


8511260286 Extends invitation to review US Air Force test rept re perimeter intrusion 
detection sys on 851126 in Silver Sprinp.MD demons reviewing rept must have securi- 
ty clearances forwarded to Cfc of Soar iy ?. r.e: ic n tovng. 

ADENSAM.E. Licensing Brarc" 85/* 1-2C-. PA :j RiS,h 3. Tennessee Valley Author- 
ity. 4pp. 33645:139-33645:142. 


Q. Inspection reports, IE Bulletins & correspondence 

8511010380 Forwards Insp Rept 50-390/85-51 on 850729-0802.No violation or devi- 
ation noted. 

VERRELLI.D.M. Region 2, Office of Director. 85/09/12. PARRIS, H.G. Tennessee 
Valley Authority. 2pp. 33298:226-33298:247. 

“8511010381 Insp Rept 50-390/85-51 on 850729-0802.No violation or deviation 
noted.Major areas inspected:surveillance instructions & closeout of open items noted 
in previous procedural insps. 

MCCOY, F.R., DEBS.B.T. Region 2, Office of Director. 85/09/06. 20pp. 33298:228- 
33298:247. 

8511010033 Forwards Insp Repts 50-390/85-58 & 50-391/85-47 on 850930- 1003. No 
violations or deviations noted. 

VERRELLI.D.M. Region 2, Office of Director. 85/10/21. PARRIS, H.G. Tennessee 
Valley Authority. 2pp. 33299:058-33299:063. 

“8511010038 Insp Repts 50-390/85-58 & 50-391/85-47 on 850930-1 003. No violation 
or deviation noted.Major areas inspected:test procedure review & witnessing. 
VANDYNE.K.W., JAPE.F. Region 2, Office of Director. 85/10/16. 4pp. 33299:060- 
33299:063. 
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8511010521 Ack receipt fi£CG? T tr ir/c-rr 
noted in Insp Rept SC-SC-L’-ii-IW "J:: =c“' 
by 8511 15 confirmed, per 851016 telcon. 
GRACE.J.N. Region 2, Office of Director. 
Authority. Ip. 33292:307-33292:307. 


MRC of steps taken to correct violations 
■r'-rnc-rv. to provide supplemental response 

85/10/21. PARRIS.H.G. Tennessee Va'ley 


851 «:■ response to NRC 850507 Itr re deviation noted 

in , ^Vir^ior5:-333’553!oon' : vi~’cn;S 12.002 & 12.005 re review of plant walk- 

HUFHAmYw. Tennessee Valley Authority. 85/10/21. GRACE.J.N. Region 2, Office of 
Director, ip. 33295:055-33295:055. 


851106QG50 Forwards Insp Repts 50-390/85-53 & 50-391/85-43 on 850820-0920 & 

WALK ER R°D. { Region 2, Office of Director. 85/10/25. PARRIS.H.G. Tennessee Valley 
Authority.’ 2pp. 33356:071 -33356:093. 


-8511060054 Notice of violation from insp on 850820-0920. 

* Region 2, Office of Director. 85/10/25. 4pp. 33356:073-33356:076. 

-8511060056 Insp Repts 50-390/85-53 & 50-391/85-43 on 850820-0920. Violations 
noted:failure to establish & implement procedures re administrative 

instruction, engineering design & QC instruction. . , . oc/ 

L. HO... /-XD.-.V.F.. CALDWELL.C.W. Region 2, Office of Director. 85/ 
■: .C ■ 2 3 ‘ 7pp 33356:C77-33355:C95 


8511060410 Informs that NRC not anticipating any shortening of schedule presented in 
850917 Itr re restart c ( onerating units & licensing of Watts Bar, based on need tor 
special insps & "zr mcovrc: w.'Ccm, mission. 

DENTON, H.R. Oiice r Nuclear Rcacto' Recitation. Directc' (pro-851125). 85/10/28. 
PARRIS.H.G. ‘-e.-'esse- Valle;. Ai.:ror:ty. 2pp. 33S v 3-2 - 5-3337C:?17. 


8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps." Svc list 

TAYLOR.J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
soliaaied' Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 


8511040332 Forwards Safety Insp Repts 50-390/85-56 & 50-391/85-45 on 850731- 
0822. Violation under consideration for escalated enforcement action. 

GRACE J.N. Region 2, Office of Director. 85/10/29. PARRIS.H.G. Tennessee Valley 
Authority. 2pp. 33296:177-33296:186. 

-8511040336 Insp Repts 50-390/85-56 & 50-391/85-45 on 850731-082 2. Violation 
noted’.failure to follow procedures c o r rorcwmc welder performance qualification. 

YORK J.W., SHYMLOCK.M.B., WrllSE.S.?. Regie-. 2, Office of Director. 85/10/25. 
8pp. 33296:179-33296:186. 


8511150114 IE Info Notice 85-089, ‘‘Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN, E.L. Division o- Enorconcy Preparedness & Engineering Response (Post 
830103). 85/11/19. Ccnsdidnicd .-dison Co. of New York, Inc. i 33pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, "Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 

8511250230 Forwards investigation repts & related documents r~ potential/ safety-re- 
lated employee concerns at facility. Info covers period of 85; 1 i5-2C.Ccr.pu'.er sum- 
maries of info also end. 

WHITT, K.W. Tennessee Valley Authority. 85/11/21. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 94pp. 33595:048-33595:143. 


S. Reportable occurrences, LERs & related correspondence 

8511120450 Final Deficiency Rept NCR WBN 6277 re potential defects in welder certifi- 
cation reptinitially reported on 850830. Welders w/certificates more than 90 days old 
will receive renewal qualification tests. 

HUFHAM.J.W. Terriossc-e Valley Authority. 85/09/30. GRACE.J.N. Region 2, Office of 
Director. 8pp. 33422:25 1 -23 ■■22:PL8. 

8511120355 Final deficiency rept for Unit 1 & first interim rept for Unit 2 re instrument 
branch lines not seismically qualified. Initially reported on 850903. Affected lines & 
hangers scheduled to be reworked. Next rept by 861121. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/03. GRACE.J.N. Region 2, Office of 
Director. 2pp. 33422:134-33422:135. 

8511180358 Final Deficiency Rept NCR W-262-P re support of conductors inside verti- 
cal conduit runs.lnitially reported on 850906. Previously installed runs containing Class 
1 E designated cables to be evaluated per listed criteria. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/03. GRACE.J.N. Region 2, Office of 
Director. 2pp. 33502:01 9-33502:021 . 

8511130427 Final Deficiency Rept NCR W-245-P re defect in C&D Batteries battery 
rack installations. Initially reported on 850905. Battery cells 31,32 & 33 relocated to 
agree w/drawing.spacer removed & drawings revised. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/04. GRACE.J.N. Region 2, Office of 
Director. 3pp. 33442:341-33442:343. 


8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 


8511140238 Deficiency Rept 6172 re inadequate slope on reactor coolant flow transmit- 
ter sense lines.Rev to nonconformance rept prepared, indicating problem is potentially 
generic for instrument lines. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/10. GRACE.J.N. Region 2, Office of 
Director. Ip. 33466:349-33466:349. 


8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511110001 Forwards Vol 1 to “Nuclear Performance Plan.Corporate" & Vol 2 to “Nu- 
clear Performance Plan, Sequoyah," in response to 850917 request to correct deficien- 
cies in SALP. 

DEAN.C.H. Tennessee Valley Authority. 85/11/01. DIRCKS.WJ. Office of the Execu- 
tive Director for Operations. 3pp. 33398:063-33400:041 . 

-8511110002 Vol 1 of “Nuclear Performance Plan.Corporate." 

* Tennessee Valley Authority. 85/11/01. 325pp. 33398:066-33398:269. 

8511010020 IE Info Notice 85-086, "Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511190217 Forwards investigation repts & documents re potentially safety-related em- 
ployee concerns, as outlined in 851007 Itr. Documents cover period of 851108- 
14.Computer summaries of info submitted to date also end. 

WHITT, K.W. Tennessee Valley Authority. 85/11/14. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 200pp. 33513:001-33513:227. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR.J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres." Svc list end. 
JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 


8511120314 Final deficiency rept re inadequate separation of trained cables. Initial'/ re- 
ported on 85091 8.Train A auxiliary power cable will be protected w, 1-h -'ire-rated ‘ bar- 
rier in Room 737.0-A3. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/16. GRACE.J.N. Region 2, Office of 
Director. 2pp. 33422:235-33422:236. 

8511120241 Part 21 & first interim Deficiency Rept NRC W-267-P re failure of GE Type 
PK test block terminal studs. Initially reported on 85091 8.GE contacted re corrective 
actions.Next rept will be submitted by 851 1 25. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/17. GRACE.J.N. Region 2, Office of 
Director. 2pp. 33422:057-33422:058. 

8511120343 Final deficiency rept re incorrect use of AMP Products Corp Model PIDG 
crimp-type terminal lugs.lnitially reported on 85091 3.Existing terminal lugs will be sol- 
dered on solid conductor component leads or replaced. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/17. GRACE.J.N. Region 2, Office of 
Director. 3pp. 33422:149-33422:151. 

8511120412 Final deficiency rept re failure to annunciate test position at control switch- 
es HS-90-136 A1 & 136 A2.lnitially reported on 850913.Series of licensing familiariza- 
tion sessions held w/key electrical design employees. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/17. GRACE.J.N. Region 2, Office of 
Director. 2pp. 33422:349-33422:350. 

8511040260 PNO-l!-85-098:on 851018, util received bomb threat from unidentified indi- 
vidual stating dynamite would be transported onto site.Packages searched at const 
gate & pat-down searches administered. No explosives found. 

IGNATONIS.A., MCGUIRE, D. Region 2, Office of Director. 85/10/21. Ip. 33295:286- 
33295:286. 

8511120022 Forwards util 851010 Itr & end inadvertently omitted from Itr re Noncon- 
forming Condition Rept (NCR) 61 72 concerning reactor coolant flow transmitter sense 
lines w/inadequate slope. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/21. GRACE.J.N. Region 2, Office of 
Director. Ip. 33428:004-33428:017. 

-8511120032 Deficiency rept re Nonconforming Condition Rept (NCR) 6172 concerning 
reactor coolant flow transmitter sense lines w/inadequate slope.Reportability evalua- 
tion package end. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/10. GRACE.J.N. Region 2, Office of 
Director. 1 3pp. 33428:005-33428:0 1 7. 


8511150107 IE Info Notice 85-088, "Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 


8511140002 First interim deficiency rept re auxiliary feedwater App R analysis 
defectJnitially reported on 85091 8. Evaluation underway to select option to correct 
deficiency. Next rept will be provided by 851 114. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/21. GRACE.J.N. Region 2, Office of 
Director. 3pp. 33467:264-33467:266. 


8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:25 2. 


8511140262 Interim Deficiency Rept NCR WBN 6278 re questionable compression fit- 
tings on instrumentation tubing.initially reported on 850924.Caused by lack of site or 
upper tier procedures governing installation.Next rept by 85121 1. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/24. GRACE.J.N. Region 2, Office of 
Director. 2pp. 33467:198-33467:199. 
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8511180769 Interim Deficiency Rept NRC W-255-P re inappropriate seals in Siemens- 
Allis essential raw cooling water pump clutch assembly.lnitially reported on 
850924.Clutches returned to vendor & seals replaced.Next rept by 860211. 
HUFHAM,J.W. Tennessee Valley Authority. 85/10/24. GRACE, J.N. Region 2, Office of 
Director. 2pp. 33499:234-33499:235. 

8511180773 Interim Deficiency Rept NCR WBN 6295 re min bend radius cable 
defects. Initially reported on 850926.Qualification testing of affected wiring type & size 
to be performed by Wyle Lab.Next rept anticipated on 860711. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/24. GRACE, J.N. Region 2, Office of 
Director. 2pp. 33499:227-33499:228. 

8511180779 Second supplemental final deficiency rept re HVAC duct insulation heavier 
than weight used in support analysis. Initially reported on 85071 5.lnstallation of five 
addl duct hangers will be completed by 851130. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/24. GRACE, J.N. Region 2, Office of 
Director. 2pp. 33501 :233-33501 :234. 

8511130132 Supplemental Part 21 & final deficiency rept re Westinghouse CRD mecha- 
nism heavy drive rod guide screw. Initially reported on 841220.Westinghouse repaired 
or replaced all affected rod assemblies as necessary. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/25. GRACE, J.N. Region 2, Office of 
Director. 3pp. 33443:001-33443:003. 

8511130146 First interim deficiency rept re unanalyzed diesel generator transients for 
blackout followed by safety injection signal. Initially reported on 850927.Sequence 
timers & control circuitry being modified.T^ext rept expected by 851 223. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/29. GRACE, J.N. Region 2, Office of 
Director. 3pp. 33444:313-33444:315. 

8511220003 First interim Deficiency Rept NCR WBN 6276 re instrument line pipe & tube 
bending operations not meeting General Const Spec G-29. Initially reported on 
85091 8. Evaluation continuing.Final rept will be provided by 860103. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/30. GRACE, J.N. Region 2, Office of 
Director. 2pp. 33584:282-33584:283. 

8511220362 Supplemental final deficiency rept re failure to document design basis 
changes for fire dampers.lnitially reported on 850304.Corrective action will be com- 
pleted by 860314 rather than 850901 due to emphasis on environ qualification. 
HUFHAM.J.W. Tennessee Valley Authority. 85/10/31. GRACE, J.N. Region 2, Office of 
Director. Ip. 33584:196-33584:196. 


DOCKET 50-391 WATTS BAR NUCLEAR PLANT, UNIT 2 


A. Application/constructSon stage documents & correspondence 

8510290157 Forwards investigation repts & related documents dealing w/potentialiy 
safety-related employee concerns.per WF Willis 850926 Itr.lnfo covers period of 
851014-24. 

WHITT, K.W. Tennessee Valley Authority. 85/10/24. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 200pp. 33232:103-33232:358. 

8511010466 Notification of 851106 meeting w/util in Bethesda.MD re briefing on struc- 
tural welding program & related employee concerns. 

LONG.B. Operating Reactors Branch 2. 85/10/28. ADENSAM.E.G. Licensing Branch 
4. 4pp. 33301:321-33301:324. 

8511040101 Forwards chronology of welding issues & requests that info be considered 
in evaluation of welding program & employee concerns for scheduled 851106 
meeting.Presentation should include listed topics. 

ADENSAM.E.G. Licensing Branch 4. 85/10/29. PARRIS, H.G. Tennessee Valley Au- 
thority. 23pp. 33337:014-33337:036. 

8511050155 informs that 850801 commitment to provide “request for reading” cards to 
employees modified. Interested employees may call TVA citizen action line to request 
copies of repts. “Nuclear Safety Update" will identify rept numbers. 

DOMER.J.A. Tennessee Valley Authority. 85/10/30. ADENSAM.E. Licensing Branch 
4. Ip. 33328:320-33328:320. 

8511050195 Forwards investigation repts & related documents covering 851025-31 re 
potential safety-related employee concerns on TVA nuclear plants, in response to 
850926 request. 

WHITT, K.W. Tennessee Valley Authority. 85/10/31. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 251pp. 33324:097-33324:347. 

8511130301 Informs that listed items will be submitted to NRC by 851125 in lieu of 
summaries of closed nuclear safety review staff repts transmitted to NRC on 
850927, per recent discussions w/ EG Adensam concerning summary deficiencies. 
PARRIS, H.G. Tennessee Valley Authority. 85/11/06. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 2pp. 33437:302-33437:303. 

8511130213 Forwards investigation repts & related documents dealing w/potentially 
safety-related employee concerns on util nuclear plant covering 851101-07 as re- 

3 uested in NRC 850926 Itr. 

/HITT, K.W. Tennessee Valley Authority. 85/11/07. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 224pp. 33425:166-33426:029. 

8511180381 Forwards rev to 851107 printout listing K-Forms processed during 851101- 
07. 

WHITT, K.W. Tennessee Valley Authority. 85/11/08. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 2pp. 33495:243-33495:244. 

8511260112 Advises that util will provide all necessary FSAR changes & Tech Specs re 
license for addl diesel generator unit by 851209. 

SHELL, R.H. Tennessee Valley Authority. 85/11/19. ADENSAM.E. Licensing Branch 4. 
2pp. 33606:329-33606:330. 


F. Security, medical, emergency & fire protection plans 

8511260122 FOIA request for documents re complaints filed w/NRC between 820101 & 
85041 2,inclusive, regarding safety, QA, security & equipment concerns at plant near 

2yy0Q‘£yy££jj0f TN 

BECK.R.S. Knoxville Journal, Knoxville, TN. 85/04/12. Region 2, Office of Director. 
Ip. 33636:204-33636:204. 


8511060050 Forwards Insp Repts 50-390/85-53 & 50-391/85-43 on 850820-0920 & 
notice of violation. 

WALKER, R.D. Region 2, Office of Director. 85/10/25. PARRIS, H.G. Tennessee Valley 
Authority. 2pp. 33356:071-33356:093. 

-8511060056 Insp Repts 50-390/85-53 & 50-391/85-43 on 850820-0920. Violations 
noted:failure to establish & implement procedures re administrative 
instruotior.^dncednn design & QC instruction. 

ShW.iLO.'X, ISf ,S.' 3 . Region 2, Office of Director. 85/10/23. 17pp. 

33356:077-33356:093. 

8511190406 Forwards “Watts Bar Nuclear Plant Exercise Conducted on 850725.” 
Areas requiring corrective action can be corrected through training & addl 
resources.Offsite rnriioJcoicn! omeremev pmc«rod''or.s adequate 
KRIMM.R.W. Fede-.v. <:ihfli*;c"cy .V,jr:a:;r.no-: Auorcy * 4 . Jo JORDAN, E.L. Divi- 
sion of Emergerc, :3r c:>«n. c-ioss & v:su [-osnc's.i -Post 830103). Ip. 

33515:131-33515:171. 

-8511190407 ‘‘Watts Bar Nuclear Plant Exercise Conducted on 850725.” 

* Federal Emergency Management Agency. 85/08/14. 41pp. 33515:132-33515:171. 

8511130182 Rev 0 to Central Emergency Ct r !Tplene"t: r, g Procedure IP-21, “Div of 
Medical Svcs, Support to CECC.” Rev 1 to ::m:o oi ccT.ohts also encl.W/851 107 Itr. 
HUFHAM.J.W. Tennessee Valley Authority. 85/11/07. 10pp. 33437:292-33437:301. 

8511180767 Notification of 851113 meeting w/util in Chattanooga.TN to discuss evalua- 
te program .V physical security sys. 

'<!.N V CN,- J Licensing Branch 4. 85/11/08. ADENSAM.E.G. Licensing Branch 4. 
4pp. 33503:135-33503:138. 

8511260128 Partial response to FOIA request for documents re complaints filed w/NRC 
from 820101-850412 regard’ng snfctvOA. security & equipment concerns at 
facility. Forwards Apps A & !.» Jccjmc-T.s 4r>:> G withheld (ref FOIA Exemption 7). 
FELTON, J.M. Division of Rules and Records. 85/11/12. BECK.R.S. Knoxville Journal, 
Knoxville, TN. 7pp. 33636:205-33636:286. 


Q. Inspection reports, sE Bulletins & correspondence 


8511010033 Forwards Insp Repts 50-390/85-58 & 50-391/85-47 on 850930- 10O3.No 
violations or deviations noted. 

VERRELLI.D.M. Region 2, Office of Director. 85/10/21. PARRIS, H.G. Tennessee 
Valley Authority. 2pp. 33299:058-33299:063. 

-8511010038 Insp Repts 50-390/85-58 & 50-391/85-47 on 850930-1 003.No violation 
or deviation noted. Major areas inspected:test procedure review & witnessing. 
VANDYNE.K.W., JAPE.F. Region 2, Office of Director. 85/10/16. 4pp. 33299:060- 
33299:063. 

8511060050 Forwards Insp Repts 50-390/85-53 & 50-391/85-43 on 850820-0920 & 
notice of violation. 

WALKER, R.D. Region 2, Office of Director. 85/10/25. PARRIS, H.G. Tennessee Valley 
Authority. 2pp. 33356:071-33356:093. 

-8511060054 Notice of violation from insp on 850820-0920. 

* Region 2, Office of Director. 85/10/25. 4pp. 33356:073-33356:076. 

-8511060056 Insp Repts 50-390/85-53 & 50-391/85-43 on 850820-0920. Violations 
noted:failure to establish & implement procedures re administrative 
instruction.engineering design & QC instruction. 

SHYMLOCK.M.B., HOLLAND, W.E., CALDWELL, C.W. Region 2, Office of Director. 85/ 
10/23. 17pp. 33356:077-33356:093. 

8511060410 informs that NRC not anticipating any shortening of schedule presented in 
850917 Itr re restart of operating units & licensing of Watts Bar, based on need for 
special insps & for meeting w/Commission. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/28. 
PARRIS, H.G. Tennessee Valley Authority. 3pp. 33370:215-33370:217. 

8510250539 IE Bulletin 85-001, "Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director's Office, Office of Inspection and Enforcement 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8511040332 Forwards Safety Insp Repts 50-390/85-56 & 50-391/85-45 on 850731- 
0822.Vfolation under consideration for escalated enforcement action. 

GRACE, J.N. Region 2, Office of Director. 85/10/29. PARRIS, H.G. Tennessee Valley 
Authority. 2pp. 33296:177-33296:186. 

-8511040336 Insp Repts 50-390/85-56 & 50-391/85-45 on 850731-0822. Violation 
noted:failure to follow procedures for renewing welder performance qualification. 
YORK.J.W., SHYMLOCK.M.B., WEISE.S.P. Region 2, Office of Director. 85/10/25. 
8pp. 33296:179-33296:186. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 
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8511110001 Forwards Vol 1 to “Nuclear Performance Plan, Corporate" & Vol 2 to “Nu- 
clear Performance Plan, Sequoyah," in response to 850917 request to correct deficien- 
cies in SALP. 

DEAN.C.H. Tennessee Valley Authority. 85/11/01. DIRCKS.W.J. Office of the Execu- 
tive Director for Operations. 3pp. 33398:063-33400:041. 

-8511110002 Vol 1 of "Nuclear Performance Plan.Corporate.” 

* Tennessee Valley Authority. 85/11/01. 325pp. 33398:066-33398:269. 

8511010020 IE Info Notice 85-086, "Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN, E.L. Division c £ Emarccncv Preparedness & E'-d-onri-c Response (Post 
830103). 85/11/05. C:.'i?d Edison Co. of New v: 13 9 op 33385:198- 

33385:335. 

8511190217 Forwards investigation repts & documents re potentially safety -related em- 
ployee concerns, as outlined in 851007 Itr. Documents cover p.'rod of B:s ■ l CS- 
14. Computer summaries of info submitted to a'so enc 1 

WHITT.K.W. Tennessee Valley Authority. 85 ■■ : *■' .TP.V'CN H.F. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 200pp. 33513:001-33513:227. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Imprope' Svrtr^ Settles ” S*'c list end. 

TAYLOR, J.M. Director's Office, Of: za c -t spccKC" and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, "Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, "Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN, E.L. Division of Fmeroencv Preparedness & Engineering Response (Post 
830103). 85/11/19. Cnsd I’.'j-sc- Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Contrc' Rcc~ Ccd ,: ”c " Svc list end. 

JORDAN, E.L Divisior c ; rlTcirtine, “-eparedness & Engineering Response (Post 
830103). 85/11/19. Consol Ec.s cr Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, "Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 

8511250230 Forwards investigation repts & related documents re potentially safety-re- 
lated omplcvoe concerns at facility. Info covers period of 851115-20.Computer sum- 
mer iis o' :dc end. 

vVH T”,K Tcr-r-essee Valley Authority. 85/11/21. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 94pp. 33595:048-33595:143. 


S. Reportable occurrences, LERs & related correspondence 

8511120401 Suppl to final deficiency rept re excessive movement of containment pene- 
tration bellows.lnitially reported on 81 1204. Work will be completed per revised sched- 
ule prior to fuel load. 

HUFHAM.J.W. Tennessee Valley Authority. 85/09/25. GRACE, J.N. Region 2, Office of 
Director. 2pp. 33423:051-33423:052. 

8511120450 Final Deficiency Rept NCR WBN 6277 re potential defects in welder certifi- 
cation rept. Initially reported on 850830. Welders w/ certificates more than 90 days old 
will receive renewal qualification tests. 

HUFHAM.J.W. Tennessee Valley Authority. 85/09/30. GRACE, J.N. Region 2, Office of 
Director. 8pp. 33422:251-33422:258. 

8511130014 Third interim deficiency rept re inadequate separation of redundant cables 
near floor openings.lnitially reported on 840720.Analysis being performed & special 
engineering procedure to be issued. Next rept expected by 861007. 

HUFHAM.J.W. Tftnrossoo Va"oy Authority. 85/10/01. GRACE, J.N. Region 2, Office of 
Director. 3pp. 33^44:G5e-334-a-: 35? 

8511120355 Final deficiency rept for Unit 1 & first interim rept for Unit 2 re instrument 
branch lines not seismically qualified. Initially reported on 85Q903.Affected lines & 
hangers scheduled to be rewcrked.Next mpt by 96“ 1 21 . 

HUFHAM.J.W. Tennessee Valley A.tnority. 85/10/03 GRACE, J.N. Region 2, Office of 
Director. 2pp. 33422: 1 34-33422: 1 35. 

8511180358 Final Deficiency Rept NCR W-262-P re support of conductors inside verti- 
cal conduit runs.lnitiaiiy reported on 850906. Previously installed runs containing Class 
IE designated cables to be evaluated per listed criteria. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/03. GRACE, J.N. Region 2, Office of 
Director. 2pp. 33502:019-33502:021. 

8511130427 Final Deficiency Rept NCR W-245-P re defect in C&D Batteries battery 
rack installations.lnitially reported on 850905. Battery cells 31,32 & 33 relocated to 
agree w/drawing.spacer removed & drawings revised. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/04. GRACE, J.N. Region 2, Office of 
Director. 3pp. 33442:341-33442:343. 

8511140251 Final deficiency rept re overstressed RHR sump suction piping.lnitially re- 
ported on 850129.Affected drawings under engineering change notices revised. 
HUFHAM.J.W. Tennessee Valley Authority. 85/10/07. GRACE, J.N. Region 2, Office of 
Director. 3pp. 33467:1 80-33467:1 83. 


8511120174 Twelfth interim Deficiency Rept NCR WBN 3567R re qualification of epoxy 
or oi ! t for safety re!a*od .applications. Initially resorted on 810827.Use of epoxy grout on 
sys 'iSilvO >■•■!; bo suomi: too iv 8602 »■■. 

: ; L r, AL.J V/. 'iunn-'ssee Valley Authority. 85/10/09. GRACE, J.N. Region 2, Office of 
Director. 2pp. .i3'26 05'- 5r-.--2:i.06:: 

8511120201 Part 21 & final deficiency rept re incorrect response spectra in Gilbert-Com- 
monwealth piping analysis.lnitially reported on 820426.Const mods to affected hang- 
ers scheduled for completion by 851129. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/09. GRACE, J.N. Region 2, Office of 
Director. 2pp. 33428:043-33428:044. 

8511120241 Part 21 & first interim Deficiency Rept NRC W-267-P re failure of GE Type 
PK test block terminal studs.lnitially reported on 85091 8.GE contacted re corrective 
actions.Next rept will be submitted by 851125. 

HUFHAM.J.W. Tennessee VsUcy Authc^fy. 85/10/17. GRACE, J.N. Region 2, Office of 
Director. 2pp. 33--22.057-j3-'i?2.0u6. 

8511120343 Final deficiency rept re incorrect use of AMP Products Corp Model PIDG 
crimp-type terminal lugs.lnitially reported on 85091 3. Existing terminal lugs will be sol- 
dered on solid conductor component leads or replaced. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/17. GRACE, J.N. Region 2, Office of 
Director. 3pp. 33422:149-33422:151. 

8511120412 Final deficiency rept re failure to annunciate test position at control switch- 
es HS-90-136 A1 & 136 A2.lnitially reported on 850913-Series of licensing familiariza- 
tion sessions held w/key electrical design employees. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/17. GRACE, J.N. Region 2, Office of 
Director. 2pp. 33422:349-33422:350. 

8511120451 Final Deficiency Rept NCR WBN 6260 re containment spray pipe 
supports.lnitially reported on 85091 1 .All affected supports will be reworked to comply 
w/design configuration per Engineering Change Notice 5896. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/17. GRACE.J.N. Region 2, Office of 
Director. 2pp. 33422:249-33422:250. 

8511040260 PNO-ll-85-098:on 851 01 8, util received bomb threat from unidentified indi- 
vidual stating dynamite would be transported onto site.Packages searched at const 
gate & pat-down searches administered.No explosives found. 

IGNATONIS.A., MCGUIRE, D. Region 2, Office of Director. 85/10/21. Ip. 33295:286- 
33295:286. 

8511120214 Final deficiency rept re unconservative loads on pipe support design 
mods Initia'ly reported on 801 21 7. Affected pipe supports assigned to sys transfer 
oackf-rr-s for design evaluation & const rework. 

r ijn-AM,J \\ Tennessee Valley Authority. 85/10/21. GRACE.J.N. Region 2, Office of 
Director. 3pp. 33422:088-33422:090. 

8511140002 First interim deficiency rept re auxiliary feedwater App R analysis 
defect. Initially reported on 85091 8. Evaluation underway to select option to correct 
deficiency.Next rept will be provided by 851 114. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/21. GRACE.J.N. Region 2, Office of 
Director. 3pp. 33467:264-33467:266. 

8511140252 Sixth interim deficiency rept re improper overlapping piping analysis 
techniques.lnitially reported on 830111. Instructions for use of structural analysis tech- 
niques placed in handbook.Next rept expected by 861103. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/23. GRACE.J.N. Region 2, Office of 
Director. 2pp. 33467:1 84-33467:1 85. 

8511140374 Sixth interim deficiency rept re incorrect insulation weights used in piping 
analysis.lnitially reported on 820825. Drawings will be prepared to verify correct 
weights & EP 43.18 issued. Next rept expected by 860620. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/23. GRACE.J.N. Region 2, Office of 
Director. 2pp. 33456:354-33456:355. 

8511140376 Fifth interim deficiency rept re suspect nozzle load qualification. Initially re- 
ported on 830421. Rigorous analysis handbook, Section 104, revised to specify tracking 
sys.Next rept will be submitted by 860715. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/23. GRACE.J.N. Region 2, Office of 
Director. 2pp. 33456:349-33456:350. 

8511140262 Interim Deficiency Rept NCR WBN 6278 re questionable compression fit- 
tings on instrumentation tubing.lnitially reported on 850924.Caused by lack of site or 
upper tier procedures governing installation. Next rept by 851211. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/24. GRACE.J.N. Region 2, Office of 
Director. 2pp. 33467:198-33467:199. 

8511140276 Supplemental final deficiency rept re steel containment penetration 
assembly.lnitially reported on 801219. Corrective actions rescheduled for 860912 due 
to overall schedule slippage for sys transfers. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/24. GRACE.J.N. Region 2, Office of 
Director. Ip. 33457:126-33457:126. 

8511180280 Fifth interim deficiency rept re digitized response spectra data used to qual- 
ify safety-related piping.lnitially reported on 820422.Reanaiysis of piping sys w/improp- 
er reactor coolant loop seismic response spectra continuing. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/24. GRACE.J.N. Region 2, Office of 
Director. 2pp. 33501:058-33501:060. 

8511180769 Interim Deficiency Rept NRC W-255-P re inappropriate seats in Siemens- 
Aliis essential raw cooling water pump clutch assembly.lnitially reported on 
850924.Clutches returned to vendor & seals replaced.Next rept by 860211, 
HUFHAM.J.W. Tennessee Valley Authority. 85/10/24. GRACE.J.N. Region 2. Office of 
Director. 2pp. 33499:234-33499:235. 

8511180773 Interim Deficiency Rept NCR WBN 6295 re min bend radius cable 
defects.lnitially reported on 850926.Qualification testing of affected wiring type & size 
to be performed by Wyle Lab.Next rept anticipated on 86071 1 . 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/24. GRACE.J.N. Region 2. Office of 
Director. 2pp. 33499:227-33499:228. 

8511180779 Second supplemental final deficiency rept re HVAC duct insulation heavier 
than weight used in support analysis. Initially reported on 85071 S.lnstallation of five 
addl duct hangers will be completed by 851130. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/24. GRACE.J.N. Region 2, Office of 
Director. 2pp. 33501:233-33501:234. 
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8511210603 Supplemental final deficiency & Part 21 rept re leaking steam generator hy- 
draulic snubbers.lnitially reported on 830927.Repts for snubbers not received from 
Paul-Munroe Hydraulics.Corrective actions will be completed by 860330. 
HUFHAM.J.W. Tennessee Valley Authority. 85/10/24. GRACE.J.N. Region 2, Office of 
Director. Ip. 33576:358-33576:358. 

8511130132 Supplemental Part 21 & final deficiency rept re Westinghouse CRD mecha- 
nism heavy drive rod guide screw. Initially reported on 841 220. Westinghouse repaired 
or replaced all affected rod assemblies as necessary. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/25. GRACE.J.N. Region 2, Office of 
Director. 3pp. 33443:001-33443:003. 

8511120107 Fifth interim deficiency rept re qualification of process piping w/instrument 
lines attached. Initially reported on 820909 Rigorous Analysis Handbook revised to es- 
tablish decoupling criteria.Next rept oMjciduq :> tluO'/.'si 

HUFHAM.J.W. Tonrcssco VaMcy Auihorii*. 6!>. if: 29 GRACE. J N Region 2, Office of 
Director. 2pp. 33436:044 -324380-::>. 

8511130146 First interim deficiency rept re unanalyzed diesel generator transients for 
blackout followed by safety injection signal. Initially reported on 850927.Sequence 
timers & control circuitry being modified. Next rept expected by 851223. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/29. GRACE.J.N. Region 2, Office of 
Director. 3pp. 33444:313-33444:315. 


8511250142 Advises that Rev 7 to corporate emergency mgt plan continues to meet 
planning stds of NUREG-0654. 

VERRELLI.D.M. Region 2, Office of Director. 85/11/13. NAUMAN.D.A. South Carolina 
Electric & Gas Co. 2pp. 33618:034-33618:035. 

8511250415 Forwards Insp Rept 50-395/85-39 on 851001-31. No violation or deviation 

noted. 

VERRELLI.D.M. D cci?' ? 0“ : ce z* C 85/11/13. NAUMAN.D.A. South Carolina 
Electric & Gas C: :: Jttui ■’ /E-t-SBc 25' 

-8511250422 Insp Rept 50-395/85-39 on 851 001 -31. No violation or deviation 
noted.Major areas inspected:Tech Spec compliance, plant tours, operations 
certormance.hcusekooprc.site security.QA practices & IE bulletin & notice followup. 
-HEW 'E. ~.C., CANTRELL, F.S. Region 2, Office of Director. 85/11/ 
07. 7pp. 3361 7:255-3361 7:261 . 

8511250314 Forwards application fee for review of 850529 Itr providing interim results 
c f Ano Q r eana | v , S!S 

NAwivA.N.D A S Carolina Electric & Gas Co. 85/11/21. DIGGS, R.M., License Fee 
Management Branch. Ip. 33592:361-33592:361. 


H. General correspondence 


8511140228 Seventh interim deficiency rept re use of incorrect seismic displacement & 
response spectra. Initially reported on 850430.TVA will modify support designs as re- 
quired under engineering change notices. Next rept expected by 860730. 
HUFHAM.J.W. Tennessee Valley Authority. 85/10/29. GRACE.J.N. Region 2, Office of 
Director. 2pp. 33466:347-33466:348. 

8511180324 Final Deficiency Rept NCR CEB 8524 re modeling error used on spring 
support calculations.lnitially reported on 851002. Affected supports will be redesigned 
by 851 231. Mods will be completed by 860301. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/29. GRACE.J.N. Region 2, Office of 
Director. 2pp. 33501:184-33501:185. 

8511180338 Final deficiency rept re foam seals in mechanical pipe sleeves. Initially re- 
ported on 81 1204.Caused by lack of identification control of interfaces & inadequate 
procedures.Measuring spring constants insignificant 

HUFHAM.J.W. Tennessee Valley Author:** 65. 10 29. GRACE.J.N. Region 2, Office of 
Director. 3pp. 33501:346-33501:348. 


8511050096 Notifies of 851101 reorganization in corporate structure of facility, resulting 
in promotion of DA Nauman to vice president, nuclear operations.Nauman address pro- 
vided. 

DIXON.O.W. South Carolina Electric & Gas Co. 85/10/31. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director (pre-851125). Ip. 33318:176-33318:176. 


J. Insurance & indemnity information 

8511140250 Forwards Endorsements 21 & 39 to MAELU Policy MF-108 & NELIA Policy 
NF-252, respectively. 

HOGGE.S.D. Marsh & McLennan, Inc. 85/11/04. DINITZ.I. Assistant Director for State 
& Licensee Relations. 5pp. 33450:008-33450:012. 


P. Operating license stage documents & correspondence 


8511210543 Sixth interim deficiency rept re incomplete or undocumented checking of 
analyses. Initially reported on 820513. Qualification of rigorous analysis problems being 
reviewed & reanalyzed if required.Next rept by 860804. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/30. GRACE.J.N. Region 2, Office of 
Director. 3pp. 33566:327-33566:329. 


8511210560 Second interim deficiency rept re undervoltage condition on 125-volt dc 
vital control power sys. Initially reported on 850716.WB-DC-30-2 revised to formally 
document voltage range of vital battery sys.Next rept by 860103. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/30. GRACE.J.N. Region 2. Office of 
Director. 3pp. 33577:004-33577:006. 


8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1984.App A documents available in PDR.Apps 
B & C documents partially & completely withheld, respectively. (ref Exemption 5). 
FELTON JM. Division of Rules and Records. 85/10/17. GILINSKY.V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

-8204130466 Outlines interim approach & results of conducting special QA assess- 
ments for OL applicants on case by case basis 

DIRCKS.W.J. Office of the Executive Director for Operations. 82/03/29. 
PALLADINO.N.J. Commissioners. 12pp. 33537:233-33537:244. 


8511220003 First interim Deficiency Rept NCR WBN 6276 re instrument line pipe & tube 
bending operations not meeting General Const Spec G-29.lnitiaily reported on 
85091 S.Evaluation continuing.Final rept will be provided by 860103. . 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/30. GRACE.J.N. Region 2, Office of 
Director. 2pp. 33584:282-33584:283. 

8511220205 Final deficiency rept re incorrect use of Category l(L) supports on pipes 
near water chillers.lnitially reported on 8301 17. Engineering Procedure 43.24, “Piping 
Analysis Techniques - Selection,” issued on 840315. * 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/31. GRACE.J.N. Region 2. Office of 
Director. 3pp. 33584:348-33584:350. 

8511220362 Supplemental final deficiency rept re failure to document design basis 
changes for fire dampers.lnitially reported on 850304.Corrective action will be com- 
pleted by 860314 rather than 850901 due to emphasis on environ qualification 
HUFHAM.J.W. Tennessee Valley Authority. 85/10/31. GRACE.J.N. Region 2, Office of 
Director. Ip. 33584:196-33584:196. 
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F. Security, medical, emergency & fire protection plans 

8511050143 Forwards addl info re App R reanalysis discussed during 850724 & i 25 
meetings concerning Fire Protection Audit Rept 50-395/85-26.lnfo concerns use o 
Th/Tc instrumentation to verify natural circulation f| ow conditions 
NAUMAN.D.A. South Carolina Electric & Gas Co. 85/1 f 

Nuclear Reactor Regulation, Director (pre-851125). 7pp. 33327.065-33327.071. 

8511120040 Ack receipt of 851014 Itr informing NRC of steps taken to correct violations 

WAUCER, 1 R.?) R Re , g?o 0 ri 3 2 95 Otffcl 3 of Director. 85/11/04. NAUMAN.D.A. South Carolina 
Electric & Gas Co. Ip. 33415:302-33415:303. 

-8511120044 Responds to NRC 850918 Itr re violations noted in Insp Rept 50-395/85- 
33.Corrective actions withheld. rpir r . w 2 

DIXON O.W. South Carolina Electric & Gas Co. 85/10/14. GRACE.J.N. Region , 
Office of Director. Ip. 33415:303-33415:303. 

8511190346 Forwards exercise rept for 850424-25 exercise of offsite radiological emer- 

Kffl^M!R.W. r ?e^era| P Ernergericy ManagementAgenc^85/11^06^^^^ 

sion of Emergency Preparedness & Engineering Response (ros 
33511:204-33511:241. 

-8511190350 "VC Summer Nuclear Station &erciseConducted 1:241 . 

* Federal Emergency Management Agency. 85/05/31. Japp- 

8511180629 Requests fee, per 10CFR170,re 850529 application transmitting results o 

ffiswi 81 '^Management Branch. 85/11/13. DIXON.O.W. South Caroli- 
na Electric & Gas Co. Ip. 33503:001-33503:001. 


8511060258 Informs of completion of program re superheated blowdowns outside 
containment.Temp envelopes for each plant to be established within min of 90 
davs.! 1st c * ccuicmerf octentially affected by envelopes expected within 60 days. 
CERf/AK.j.C. Wcs-.ricjiOjSO Operating Plants Owners Group. 85/10/28. 
V/TgG.NTCN D.L Drze o I Nuclear Reactor Regulation, Director (pre-851125). ip. 
33346 : W-3ES40- :8A 


J51 1040287 Forwards Science Applications Inti Corp draft “Review of Licensee & Appli- 
cant Responses to NRC Generic Ltr 83-28, (Required Actions Based on Generic Im- 
plications of Salem ATWS Events), Item 1.2....’’ technical ova I'.mtT.n rent 
NOVAK, T.M. Assistant Director for Licensing. 86. ‘.2 '29 South Carolina 

Electric & Gas Co. 3pp. 33336:309-33336:326. 

-8511040291 Draft “Review of Licensee & Applicant Responses to NRC Generic Ltr 
83-28 (Required Actions Based on...ATWS Events), Item 1 .2, Post-Trip Review, Data 
& Info Capabilities for VC Summer Nuclear Station Unit 1 ." w MRr 

* Science Applications International Corp. (formerly - Science nF-).-a.o ; .s v> ^ ; ).NRLr 
03-82-096. SAIC-85/ 1525-9 DRFT. 85/10/29. NRC - No Glv€n - 

15pp. 33336:312-33336:326. 

B51 1 110231 Forwards safety evaluation of 830902,1 104 840229,0430 & 0928 re- 
sponses to Generic Ltr 83-28.Responses to Items 3.1.1., 3.1.2, 3.2.1.3.2.2, 4.1 & 4.5.1 

85/11/04. NAUMAN, D.A. South Caroli- 
na Electric & Gas Co. 2pp. 33412:354-33412:361. 

-8511110237 Safety evaluation re response to Generic Ltr 83-28, Items 
3 113 1.2, 3.2.1, 3.2.2, 4.1 & 4.5.1. Response to Item 3.2.2 incomplete & addl info re- 

* U NRC - No Detailed Affiliation Given. 85/11/04. 6pp. 33412:356-33412:361. 

8511110224 Provides info in response to Generic Ltrs 83-1 0c & . d re E®3 ct ° r ’ 
pump trip criteria. Info corresponds to items outlined in Section IV of NRC safety eval- 

NAUMAN.D.A. South Carolina Electric & Gas Co. 85/1 ° f 

Nuclear Reactor Regulation, Director (pre-851125). 5pp. 33387.226-3338/.23U. 

am 1200152 Foiwards Amend 46 to License NPF-12 & safety evaluation. Amend 
^changes required shutdown margin from at least 2% for Al 4 L & , j '1? 1 r 2P?? £ 
RCS boron concentration dependent shutdown margin vanable from at least 1 k to at 

ADENSAmV- G -censing Branch 4. 85/11/07. NAUMAN, D.A. South Carolina Electric 
& Gas' Co. 3pp. 33563:202-33563:215. 

-8511200157 Amend 46 to License NPF-1 2, revising Tech Specs re required shutdown 
marqin from at least 2% for Modes 3,4 & 5 to mode & FiCS boron concentration de- 
pendent shutdown margin variable from at least 1 % to at ^4^ 3.98^. 

ADENSAM.E.G. Licensing Branch 4. 85/11/07. 8pp. 33563:205-33563:213. 

-8511200159 Safety evaluation supporting Amend 46 to License 'NPF-1 2 - 
« Office of Nuclear Reactor Regulation. Director (pre-851125). 85/11/07. 2pp. 
33563:214-33563:215. 
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8511180472 Forwards WCAP-1C814. "Analysis cf Capsule U From South Carolina Elec- 
tric & Gas Co, Virgil C Summer U~:t -.r.eactcr Vessel Radiation Surveillance Pro- 
gram." Results of review & Tech Spec change request will be forwarded by 860201. 
NAUMAN.DA South Carolina Electric & Gas Co. 85/11/08. DENTON, H.R. Office of 
Nuciear Reactor Regulation, Director (pre-851125). Ip. 33495:096-33495:192. 

-8511180477 "Analysis of Capsule U From South Carolina Electric & Gas Co, Virgil C 
Summer Unit 1, Reactor Vessel Radiation Surveillance Program.’’ 

BOGGS, R.S., FERO.A.H., KAISER, W.T. Westinghouse Electric Corp. WCAP-10814. 
85/06/30. 96pp. 33495:097-33495:192. 

8511220340 Forwards safety evaluation & EG&G Rept EA-7030, “Conformance to Ge- 
neric Ltr 83-28, Items 3.1.3 & 3.2.3...,’’ accepting 831108 response. 

VARGA, S.A. Operating Reactors Branch 1. 85/11/14. WILLIAMS, J.W. Florida Power 
& Light Co. 2pp. 33532:1 3^-33602:1 05. 

-8510290588 “Conformance to Generic Ltr 83-28, Items 3.1.3 & 3.2.3, Farley Units 1 & 
2, Turkey Point Units 3 & 4,Robinson Unit 2 & Summer Unit 1 

HAROLDSEN.R. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. 85/09/30. Divi- 
sion of Systems Integration (811005-851124). 13pp. 68127:045-68127:058. 


Q. Inspection reports, IE Bulletins & correspondence 

8511060093 Forwards insp Rept 50-395/85-34 on 850801 -0906. Notice of violation not 
issued since violations under consideration for escalated enforcement action. 

GRACE, J.N. Region 2. C"ice of Director. 35/10/23. DIXON, O.W. South Carolina Elec- 
tric & Gas Cc. 2pp. 33355.325-33355:325. 

-8511060104 Insp Rept 50-395/85-34 on 850903-06. No violations or deviations 
noted.Major areas inspected:violations/ operational events resulting from personnel 
errors & open item closeout. 

POERTNER.W.R., LUEHMAN.J.G., LOVELESS, D.R. Region 2, Office of Director. 85/ 
10/12. 9pp. 33355:328-33355:336. 

8511040346 Forwards Insp Rept 50-395/85-38 on 850930-1 004.No violations or devi- 
ations noted. 

VERRELLI.D.M. Region 2, Office of Director. 85/10/28. DIXON, O.W. South Carolina 
Electric & Gas Co. 2pp. 33296:260-33296:271. 

-8511040347 Insp Rept 50-395/85-38 on 850930-1 004.No violations or deviations 
noted.Major areas inspected:QA program review, offsite support staff & offsite review 
committee. 

RUNYAN, M.F., BELISLE.G.A. Region 2, Office of Director. 85/10/23. 10pp. 
33296:262-33296:271. 


8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.’’ Svc list 
end. 

TAYLOR, J.M. Director's Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

85110403 48 Forwards insp Rept 50-395/85-37 c- 55C9C7 23 & no:ic-: of violation. 
WALKER, R.D. Region 2, Office of Director. 55"C'22 rvAu.V.A\n.A South Carolina 
Electric & Gas Co. 2pp. 33298:088-33298:102. 

-8511040349 Notice of violation from insp on 850907-30. 

* Region 2, Office of Director. 85/10/29. Ip. 33298:090-33298:090. 

-8511040362 Insp Rept 50-395/85-37 on 850907-30. Violation noted: feedwater isola- 
tion valve rendered inoperable for approx 10 days, causing isolation of air supply to 
valve. 

HEHL.C.W., HOPKINS.P.C., CANTRELL, F.S. Region 2, Office of Director. 85/10/29 
12pp. 33298:091-33298:102. 


8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks " Svc list 
end. 

JORDAN, E.L. Division cf Emerercy Preparedness & Engineering Response (Post 
830103). 85/10/30. Cc“sc--v.o.: Ecison Co. of New York. Inc. i36po. 33358-003- 
33358:138. 


8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineerinn Response (Pcs* 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. ‘37pc 33357-2C0- 
33357:336. ' 

8510290039 IE info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
i is i enci. 

° f Pre Pf edn ess & Engineering Response (Post 

333574 99 85/1 0/31 ’ Consolldated Ed,son Co. of New York, Inc. 135pp. 33357:063- 


8511050143 Forwards add! info re App R reanalys's discussed d-'-mr 

concerning Fire D rctoct:cn Auci*f Red 53-395/85-26. Tifo Governs use of 
■ i i,"i vT* ' ” hr '?. r ' -* r cuia:!cr flow conditions. 

Nuclear Reactor Regulatio^ fppl ° f 

" r in,0mina NRC ° ( S,eps ,aka " nations 

M 8 3?* NAUMAN ' 0A South Carolina 

-8511120044 Responds to NRC 850918 ltr re violations noted in Insp Rept 50-395/85- 
33.Corrective actions withheld. 

DIXGN.O.W. South Carolina Electric & Gas Co. 85/10/14. GRACE, J.N. Reqion 2 
Office of Director. Ip. 33415:303-33415:303. 9 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generatinq Sta- 
tions. ’ Svc list end. y 

°* Emergency Preparedness & Engineering Response (Post 
C^rtsdidated Edison Co. of New York, Inc. 139pp. 33385:198- 

33385;335. 


^i^^^forwards Enforcement Conference Rept 50-395/85-41 on 851008 
P t R i CE, o - ^ R l g, °" 2) 5^°® of Director. 85/11/13. NAUMAN.D.A. South Caroiin 
Electnc & Gas Co. 2pp. 33618:013-33618:016. 


-8511250132 Enforcement Conference Rept 50-395/85-41 on 851008. Major areas 
discussed:deficiencies identified in Insp Rept 50-395/85-34, including isolation of both 
trains of low head safety injection. 

* Region 2, Office of Director. 85/11/13. 2pp. 33618:015-33618:016. 


8511250415 Forwards Insp Rept 50-395/85-39 on 851001-31. No violation or deviation 
noted. 

VERRELLI.D.M. Region 2, Office of Director. 85/11/13. NAUMAN.D.A. South Carolina 
Electric & Gas Co. Ip. 33617:254-33617:261. 

-8511250422 Insp Rept 50-395/85-39 on 851001-31. No violation or deviation 
noted.Major areas inspected:Tech Spec compliance, plant tours, operations 
performance, housekeeping, site security, QA practices & IE bulletin & notice followup 
PREVATTE.R.L., HOPKINS.P.C., CANTRELL, F.S. Region 2, Office of Director. 85/11/ 
07. 7pp. 33617:255-33617:261. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 


8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres." Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 


8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp 33631*018- 
33631:151. P 


8511150089 Suppl 1 to IE Info Notice 85-058, "Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713423- 
33713:252. 


8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 


8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 

00710.100 rr 


R. Periodic operating reports & related correspondence 


8511110469 "Semiannual Effluent & Waste Disposal Rept for Jan-June 1985.” 
GOWDY.G.M., BAEHR.W.R., COX, J.W. South Carolina Electric & Gas Co. 85/08/30 
114pp. 33401:113-33401:226. 


8511180813 Monthly operating rept for Aug 1985.W/850913 ltr. 

LOIGNON.G.A., DIXON, O.W. South Carolina Electric & Gas Co. 85/08/31. 
BARRY, L.W. Office of Resource Management, Director. 5pp. 33499:138-33499:142. 


S. Reportable occurrences, LERs & related correspondence 


8511120428 Special Rept SPR 85-01 4:on 850914, main steam line process radiation 
monitor RMG-19A declared inoperable due to erratic indication.Caused by bad 
detector.Detector & associated signal cable replaced. 

DIXON, O.W. South Carolina Electric & Gas Co. 85/09/27. GRACE, J.N. Region 2, 
Office of Director. 2pp. 33423:014-33423:015. 

8511120209 LER 85-030-00:on 851006,10 of 15 main steam safety valves lifted out of 
pec tolerance. Investigation of cause ongoing.Setpoints adjusted. On 
851007, post- testing calibr verification not completed due to broken gauge.W/851105 

33422*092 33422^095 N,D A S ° Uth Car0lina Electric & Gas Co. 85/11/05. 4pp. 

851 1130067 LER 85-028-00:on 851007,inadvertent safety injection occurred during Sur- 
veillance Test Procedure 125.011. Caused by personnel failure to insert manual blocks 
associated w/ signals. Procedures will be revised.W/851 1 05 ltr. 

33443*267' '33443^269 N,D A ‘ S ° Uth Carolina Electric & Gas Co. 85/11/06. 3pp. 

® 5 J JJ _ LER 85-029-00:on 851 009, shutdown margin surveillance test interval 
exceetied.Caused n y u P® rson |] el error.Surveillance test task sheets for tests of speci- 
? J o nCI ?? am!L ? f, 'ssued independently. W/851 1 08 ltr. 

33499:247-334^^250 N,D A S ° Uth Car ° lina Electric & Ga S Co. 85/11/08. 4pp. 

S S m * m ? y of °P®rating Reactor Events Meeting 85-22 on 85110411st of 
rFU?Tr Hpfn n n diSC A SS - e + & . stat ^ s of assignments end. 

THOMPSQN^Lnivkfnn^T- D ^ ect ?LJ or Safaty Assessment. 85/11/12. 
l HUMPSON.H.L. Division of Licensing. (800428-851 124). 15pp. 33543:208-33543:222. 

700^ubes^w/i^^^Th^wa?M ^>101 4, inservice insp of steam generator B identified 9 
frnm w/through-wall indications in area of hot leg tubesheet.Caused by stress 
KOClS T T er MA m 9 an n 5® "?° *besheetW/851 1 13 ltr, Y 

33585:0^33585^069 ' ^ Car0lina Bectric & Gas 85/11/13. 2pp. 
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DOCKET 50-396 UNIV. OF VIRGINIA CAVALIER REACTOR 


F. Security, medical, emergency & fire protection plans 

6511250085 Rev 2 to Emergency Plan Implementing Procedures EPIP-6, EPIP-8 EPIP- 
1 1.EPIP-12 & EPIP-14 re initial emergency actions, initial rept’ form.reactor 
staff, contamination limit & evacuation of facility.respectively.W/851020 Itr. 

* Virginia, Univ. of, Charlottesville, VA. 85/10/20. THOMAS, C.O. Standardization & 
Special Projects Branch. 16pp. 33596:313-33596:328. 


DOCKET 50-397 WPPSS NUCLEAR PROJECT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8511050176 Responds to concerns identified in 850702 telcon re graphic display sys & 
emergency dose protection sys.Alternative means of differentiating real & test data 
being explored. Plant computer updated to improve response time. 

SORENSEN, G.C. Washington Public Power Supply System. 85/08/02. 

SCARANO.R.A. Region 5, Office of Director. 3pp. 33330:330-33330:332. 

8511040166 Forwards Insp Rept 50-397/85-32 on 850901-27. No violations noted. 
KIRSCH.D.F. Region 5, Office of Director. 85/10/18. SORENSEN, G.C. Washington 
Public Power Supply System. Ip. 33306:344-33306:351. 

—8511040170 Insp Rept 50-397/85-32 on 850901-27. No violations or deviations 
noted.Major areas inspected.control room operations, surveillance program, maint 
program, LERs, special insp topics & corrective actions on previous insp findings. 
TOTH.A.D,, WAITE, R.S., JOHNSON, P.H. Region 5, Office of Director. 85/10/17. 7pp. 
33306:345-33306:351. 

8511140174 Forwards Insp Rept 50-397/85-26 on 850909-1 3. No violation noted. 
WENSLAWSKI.F.A. Region 5, Office of Director. 85/10/25. SORENSEN, G.C. Wash- 
ington Public Power Supply System. 2pp. 33458:138-33458:139. 

-8511140184 Insp Rept 50-397/85-26 on 850909-1 3. No significant deficiencies or viola- 
tions noted.Major areas inspected: emergency preparedness exercise & associated 
critique, follow up on previous findings & IE info notices & previous drills. 

TEMPLE, G.M., PRENDERGAST.K., FISH.R.F. Region 5, Office of Director. 85/10/25. 
10pp. 33458:140-33458:149. 

8511050221 Forwards Safety/Security Insp Rept 50-397/85-33 on 850909-1 8.No viola- 
tions noted.Rept withheld (ref 10CFR73.21 & 2.790). 

MONTGOMERY, J.L. Region 5, Office of Director. 85/10/29. SORENSEN, G.C. Wash- 
ington Public Power Supply System. 2pp. 33330:361-33330:362. 

8511110262 Forwards “CRDR & Emergency Procedure Functional Task Analysis Sum- 
mary Rept” & emergency operating procedures, including Rev 1 to Procedure 5.0.0, 
"Emergency Procedure General Precautions." 

SORENSEN.G.C. Washington Public Power Supply System. 85/11/01. BUTLER, W.R. 
Licensing Branch 2. Ip. 33391:186-33392:048. 

-8511110266 "CRDR & Emergency Procedure Functional Task Analysis Summary 
Rept." 

* Washington Public Power Supply System. 85/09/30. 130pp. 33391:273-33392:048. 


851122Q2G7 Forwards addl info to -'jcc! d -cactor vessel mail surveillance pro- 
gram re comparsn-s d dcdnr- ■£-. srerj-.: j- four reactors 

MANGAN.C.V. \.=carr: vchsUx Core -if: ' 1 '£ DENTON.H. Office of Nuclear 
Reactor Regula: c.~ Dr--:w ip-u-iS-'Zz 33568:224-33568:243. 

8511260609 Forwards Amend 18 to License NPF-21 & safety evaluation. Amend 
chs-.gos Controls Section 6.2.3 of Tech Specs to permit alternation of 
Sa!«!; Vssu'a-:: 3'o;:p ccmocsticn £ corrects typo in Amend 11. 

™ 3 - »'=£■■«*'■£ Bran:- ; =:V 21 SORENSEN.G.C, Washington Public 

Suppj S/sier. 3pp. 33645:236-33645:245. 

—8511260618 Amend 18 to License NPF-21 .changing Tech Specs to permit alternation 
of composition of Nuclear Safety Assurance Group. 

BUTLER, W.R. Licensing Branch 2. 85/11/20. 5pp. 33645:239-33645:243. 

--851 1260623 Safer; eva'aufo" sjonodir.: Arnold 18 to License NPF-21. 

* NRC - No Decree A-: : -ia:i»r. G ! ,or S-j. ■ * 23 2pp. 33645:244-33645:245. 


Q. Inspection reports, IE Bulletins & correspondence 


8511040166 Forwards Insp Rept 50-397/85-32 on 850901 -2?.No violations noted. 
K'RSCF.D.F. Roden 5, Office of Director. 85/10/18. SORENSEN G.C. Wasmncron 
P--3.u: Fo.ya: S„:;n y System. Ip. 33306:344-33306:351. 

-8511040170 Insp Rept 50-397/85-32 on 850901 -27.No violations or deviations 
noted.Major areas inspected:control room operations.surveillance program, maint 
program, LERs, special insp tonics 8 ocrccVvo r.ctiors c- n' 0 v : c::£ : : sc findi-gs 
TOTH.A.D., WAITE, R.S., JOi-ssSCN.P-. Re-;. ::r- Ofiin:: C 65 ' \ 7pp. 

33306:345-33306:351. 


8511140174 Forwards Insp Rept 50-397/85-26 on 850909-13.No violation noted. 
WENSLAWSKI.F.A. Region 5, Office of Director. 85/10/25. SORENSEN.G.C. Wash- 
ington Public Power Supply System. 2pp. 33458:138-33458:139. 

-8511140184 Insp Rept 50-397/85-26 on 850909-13.No significant deficiencies or viola- 
tions noted.Major areas inspected: emergency preparedness exercise & associated 
critique, follow up on previous fi- dines £ IE info notices & previous drills. 

TEMPLE, G.M., PRENDERGAST.K.,” 1 - IS-’. 13 .- Reg.on 5, Office of Director. 85/10/25. 
10pp. 33458:140-33458:149. 

8511210245 Forwards Insp Rept 50-397/85-35 on 85091 3-1 8.No violation noted. 
WENSLAWSKI.F.A. Region 5, Office of Director. 85/10/28. SORENSEN.G.C. Wash- 
ington Public Power Supply System. 2pp. 33578:202-33578:208. 

-8511210252 Insp Rept 50-397/85-35 on 85091 3-1 8.No noncompliance noted. Major 
areas inspectedxonfirmatory split sample measurements of gamma emitting radionu- 
clides in gas, liquid, charcoal & particulate samples. 

HAMADA.G.H., YUHAS.G. Region 5, Office of Director. 85/10/24. 5pp. 33578:204- 
33578:208. 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 


-8511110269 Revised emergency procedures, including Rev 1 to Procedure 5.0.0, 
"Emergency Procedure General Precautions," Rev 0 to Procedure 5.0.1, “Emergency 
Operating Procedure Flow Chart" & Rev 1 to Procedure 5.1.3, “Reactor Power Con- 
trol." 

BAKER, J.W. Washington Public Power Supply System. 85/11/01. 88pp. 33391:187- 
33391:272. 


P. Operating license stage documents & correspondence 

8511040196 Application for amend to License NPF-21, revising Tech Specs to allow re- 
actor mode changes w/isolated primary or secondary containment isolation valves w/ 
no degradation to public health & safety.Fee paid. 

SORENSEN.G.C. Washington Public Power Supply System. 85/10/28. BUTLER, W.R. 
Licensing Branch 2. 4pp. 33294:197-33294:202. 

-8511040199 Proposed Tech Specs allowing reactor mode changes w/isolated primary 
or secondary containment isolation valves w/no degradation to public health & safety. 
* Washington Public Power Supply System. 85/10/28. 2pp. 33294:201-33294:202. 

8511070427 Forwards Amend 17 to License NPF-21 & safety evaluation. Amend revises 
Tech Specs to change Surveillance Requirement 4.6. 1.8.2 to permit greater leakage 
through drywell & suppression chamber purge supply & exhaust isolation valves. 
BUTLER, W.R, Licensing Branch 2. 85/11/01. SORENSEN.G.C. Washington Public 
Power Supply System. 4pp. 33385:155-33385:166. 

-8511070430 Amend 17 to License NPF-21 .revising Tech Specs to change Surveillance 
Requirement 4.6.1. 8.2 to permit greater leakage through drywell & suppression cham- 
ber purge supply & exhaust isolation valves. 

BUTLER, W.R. Licensing Branch 2. 85/11/01. 5pp. 33385:159-33385:163. 


8511050221 Forwards Safety/Security Insp Rept 50-397/85-33 on 850909-18.No viola- 
tions noted.Rept withheld (ref 10CFR73.21 & 2.790). 

MONTGOMERY. J.L. Region 5 ! ce of Director. 85/10/29. SORENSEN.G.C. Wash- 
, melon Pubi c Power Supdy Svslem. ?pp. 33330:361-33330:362. 


8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN, E.L. Divisior of Emercencv Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidate:: ildiso" Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 


8510250546 IE Info Notice 85-084, "Inadequate Inservice Testing of MSIVs.” Svc list 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 


510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 

loRDANEL* Division of Emergency Preparedness & Engineering Response (Post 
830103) .85/11/05 Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 


-8511070434 Safety evaluation supporting Amend 1 7 to License NPF-21. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/01. 3pp. 
33385:164-33385:166. 

8511250077 Forwards final reactor internals vibration measurements rept, per Section 
3,40.3 of final startup repLW/o end. ecu ,™ martin i r 

POWERS, C,M. Washington Public Power Supply System. 85/11/04. MARTIN, J.fcJ. 
Region 5, Office of Director. Ip. 33591:350-33591:350. 

8511130344 Application for amend to License NPF-21 .changing administrative section 

of Tech Specs by updating organization charts. □, m FR w a 

SORENSEN.G.C. Washington Public Power Supply System. 85/11/06. BUTLER, W.H. 
Licensing Branch 2. 1 p. 33434:337-33434:341 . 

-8511130347 Proposed Tech Spec changes, updating lorMnizagonclw^^^ 

* Washington Public Power Supply System. 85/11/06. 4pp. 33434.338-334J . 


8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR J M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. „ . . 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631.018- 
33631:151. 
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8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN.E.L Divister r x F~r'rercv Preparedness A Engineering Response (Post 
830103). 85/11/19. Cd^sc'-js : dsori Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room. Coding.” Svc 'i*=t one!. 

JORDAN.E.L. Division of Ero r Cwnc-. ’r-oprtrocni'SS A Engineering Response (Post 
830103). 85/11/19. Conso ^-ioc: Fc.son Co c ! \«i.- York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN.E.L. Division o f F m erce n cv Preparedness A Engineering Response (Post 
830103). 85/11/19. Corse Edison Co. of New York. Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 

8511190153 Mcnth'y operat>.c root for Aug 1985.W/850906 Itr. 

R-TC: ■ SC\._.3 -OVvF.-S'.C Washington Public Power Supply System. 85/08/ 
3' -op 3353* 1)22 I "2 6 


S. Reportable occurrences, LERs A related correspondence 

8511260069 FOIA request for summaries & evaluations of LERs from fuel loading to 
declaration of commercial operation for listed nuclear power plants. 

SHOLLY.S.C. MHB Technical Associates. 85/09/27. FELTON, J.M. Division of Rules 
and Records. 1 p. 33642:306-33642:306. 

8511180708 LER 85-057-00:on 851011, during fire damper insp surveillance.reactor bldg 
outside air fire damper ROA-FD-12 discovered not installed.RHR HX B passageway 
area placed on fire watch. Procurement of damper initiated. W/851 108 Itr. 

DAVISON, W.S., POWERS, C.M. Washington Public Power Supply System. 85/11/08. 
4pp. 33499:006-33499:009. 

8511200124 PNO-V-85-077:on 851 113, blown fuse in water level control sys resulted in 
reactor feedpumps overfeeding A reactor trip.Caused by faulty inverter. Facility shut 
down to allow installation of instrumentation to monitor vibrations. 

QUALLS, P., TOTH, A. Region 5, Office of Director. 85/11/13. Ip. 33527:151- 
33527:151. 

8511220415 LER 85-058-00:on 85101 4, uncontrolled quantities of primary containment 
atmosphere released to environ w/o being treated during 24 h of purge 
operation.Caused by failure of standby gas treatment fan 1B2.Purge terminated.W/ 
851113 Itr. 

DAVISON, W.S., POWERS, C.M. Washington Public Power Supply System. 85/11/13. 
5pp. 33584:117-33584:121. ' 


DOCKET 50-400 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 1 


A. Application/construction stage documents & correspondence 

8507170602 Board Notification 85-064:forwards NUREG/CR-4077 & Westinghouse 
Owners Group 850103 Itr re Westinghouse reactor coolant pump seals, updating info 
provided in Board Notifications BN-83-139 A BN-84-076.Related correspondence. 
THOMPSON, H.L. Division of Licensing (800428-851124). #485 647. 85/06/24. PAL- 
LADINO Commissioners. 82pp. 31630:192-31630:293. 

8511060198 Advises of changes to FSAR, reflecting revs to QA program. Future amend 
will update FSAR to clarify QA supervisors review responsibilities & expand descrip- 
tion of training of QA/QC personnel in diesel maint.Marked-up FSAR pages end. 
ZIMMERMAN, S.R Carolina Power & Light Co. 85/10/16. GRACE, J.N. Region 2, 
Office of Director. 8pp. 33346:067-33346:074. 

8511010214 Forwards preliminary findings of 850604-05 pipe support design 
eud’t.Des'gn guidelines consistent w/OL review, however, specific pipe support design 
gw.:co"res foe uroad. Addl info requested. 

KNIGHTON, G.W. Licensing Branch 3. 85/10/25. UTLEY, E.E. Carolina Power A Light 
Co. 14pp. 33305:020-33305:033. 

8511070394 Approves use of ASME Code Case N-397, “Alternate Rules to Spectral...” 
& Code Case N-411, “Alternative Damping Values...,” per 850821 requestUse of 
ASME Code cases must be documented in future amend to FSAR. 

KNIGHTON, G.W. Licensing Branch 3. 85/10/28. UTLEY, E.E. Carolina Power A Ught 
Co. 4pp. 33378:293-33378:296. 

8511050078 Forwards request for addl info in order to continue review of 850702 sub- 
mittal re demonstration of operability of containment purge A vent valves.per TMI Item 
II.E.4.2(6). 

KNIGHTON, G.W. Licensing Branch 3. 85/10/30. UTLEY.E.E. Carolina Power & Light 
Co. 8pp. 33340:001-33340:008. 

8511120258 Notification of 851121 exit meeting w/util in New Hill.NC to discuss 
851119-21 environ qualification audit. 

BUCKLEY, B.C. Licensing Branch 3. 85/10/30. KNIGHTON, G.W. Licensing Branch 3. 
4pp. 33431:112-33431:115. 

8511120297 Forwards request for addl info re amends to FSAR affecting initial plant 
test program through Amend 22. 

KNIGHTON.G.W. Licensing Branch 3. 85/10/30. UTLEY.E.E. Carolina Power & Light 
Co. 3pp. 33442:058-33442:060. 

8511060315 Informs that reporting identification symbol XIY financial use only restriction 
lifted A should be used to rept all activities under License SNM-1939. 
BENNINGTON.G.M. Reactor & Transportation Licensing Branch. 85/10/31. 
MARTIN, L.H. Carolina Power A Light Co. Ip. 33371:039-33371:039. 

8511120429 Forwards lists of equipment selected for audit by Pump & Valve Operability 
Review Team & SORT. Audits requested to start on 851203. 

KNIGHTON.G.W. Licensing Branch 3. 85/11/05. UTLEY.E.E. Carolina Power A Ught 
Co. 9pp. 33433:255-33433:263. 


8511190531 Forwards, for review.draft technical evaluation rept, “Review of Licensee & 
Applicant Responses to NRC Generic Ltr 83-28....” Conference call should be ar- 
ranged to discuss or resolve discrepancies. 

KNIGHTON.G.W. Licensing Branch 3. 85/11/07. UTLEY.E.E. Carolina Power A Light 
Co. 3pp. 33531:345-33531:362. 

8511260452 Forwards 47879-02, “Test Rept on Electrical Separation Verification Test- 
ing for CP&L for Use in Shearon Harris Nuclear Power Plant,” in compliance w/Rev 1 
to Reg Guide 1.75 & Section 5.1. 1.2 of IEEE Std 384-1974. 

ZIMMERMAN, S.R. Carolina Power A Light Co. 85/11/21. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (pre-851125). 11pp. 33613:112-33614:098. 

-8511260458 "Test Rept on Electrical Separation Verification Testing for CPAL for Use 
in Shearon Harris Nuclear Power Plant." 

* Wyle Laboratories. 47879-02. 85/11/21. 200pp. 33613:123-33614:098. 


E. NRC Safety Evaluation Report (SER), suppls A correspondence 


8511180518 Forwards response to NRC question re flood protection. Rev to SER Sec- 
tion 2.4.2.2 requested to reflect that Tech Spec for watertight A airtight doors w/o 
curbs at 261 feet elevation not needed. 

ZIMMERMAN, S.R. Carolina Power A Light Co. 85/11/12. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (pre-851125). 3pp. 33496:194-33496:196. 


F. Security, medical, emergency A fire protection plans 

8511010365 Forwards FEMA final rept of 850517-18 emergency exercise. Assistance to 
State of NC & Harnett County in resolving noted deficiencies encouraged.Resolution 
of deficiencies should be completed prior to next emergency exercise. 

VERRELLI.D.M. Region 2, Office of Director. 85/09/10. UTLEY.E.E. Carolina Power A 
Light Co. Ip. 33298:248-33298:343. 

8511040279 Ack receipt of 850726 ltr re deficiency improvement items A incomplete 
areas in Emergency Preparedness Appraisal Insp Rept 50-400/85-09. 

WALKER, R.D. Region 2, Office of Director. 85/10/16. UTLEY.E.E. Carolina Power A 
Light Co. Ip. 33306:212-33306:212. 

8511010294 Revised emergency plan implementing procedures, including Rev 2 to PEP- 
201 re plant operations director, Rev 2 to PEP-203 re logistic support director A Rev 3 
to PEP-204 re radiological control director. W/851 025 Itr. 

WATSON, R.A. Carolina Power A Light Co. 85/10/25. 103pp. 33286:026-33286:128. 

8511040131 Forwards SER based on review of util SAR A design verification audit of 
SPDS. “Technical Evaluation Rept of SPDS.Shearon Harris Nuclear Power Plant,” 
also end. 

KNIGHTON.G.W. Licensing Branch 3. 85/10/25. UTLEY.E.E. Carolina Power A Light 
Co. 3pp. 33337:108-33337:134. 

-8511040136 Safety evaluation re SPDS design verification auditAdd! info required 
before evaluation can be completed. 

* NRC - No Detailed Affiliation Given. 85/10/25. 24pp. 33337:111-33337:134. 

-8508150198 "Technical Evaluation Rept of SPDS.Shearon Harris Nuclear Power 
Plant.” 

O’CONNELL, W.J. Lawrence Livermore National Laboratory. 85/04/17. 30pp. 
33337:135-33337:164. 


8511040300 Forwards Insp Rept 50-400/85-37 on 850920-1 020.No violations or devi- 
ations noted. 

VERRELLI.D.M. Region 2, Office of Director. 85/10/29. UTLEY.E.E. Carolina Power A 
Light Co. 2pp. 33297:139-33297:147. 

-8511040302 Insp Rept 50-400/85-37 on 850920-1 020. No violations or deviations 
noted.Major areas inspected:IE bulletins, preoperational test program, fire 
protection, as-built drawings A unresolved A inspector followup items. 

MAXWELL, G.F., PREVATTE.R.L., BURRIS.S.P. Region 2, Office of Director. 85/10/ 
29. 7pp. 33297:141-33297:147. 

8511110273 Ack receipt of 851002 supplemental response to 850726 Itr informing NRC 
of steps taken to correct violations noted in Emergency Preparedness Appraisal Rept 
50-400/85-09. 

WALKER, R.D. Region 2, Office of Director. 85/11/05. UTLEY.E.E. Carolina Power A 
Light Co. Ip. 33385:347-33385:347. 

8511210378 Revised emergency plan implementing procedures, including Rev 3 to PEP- 
102 re site emergency coordinator-control room, Rev 2 to PEP-343 re automation of 
dose projection - IBM PC A Rev 2 to PEP-323 re evacuation. W/851 118 Itr. 

WATSON, R.A. Carolina Power A Light Co. 85/11/18. 213pp. 33544:208-33545:059. 


G. Adjudicatory correspondence 


8511010493 Reply rebutting NRC & applicant 851015 responses to proposed emergen- 
cy planning exercise contentions.Certificate of Svc end. 

EDDLEMAN.W. Eddleman, W. #485 986. 85/10/28. BRIGHT, G.O., CARPENTER, J.H., 
KELLEY, J.L. Atomic Safety and Licensing Board Panel. 10pp. 33290:160-33290:162. 

8511050207 Motion to strike Section III of intervenor 851008 brief on appeal from partial 
initial decision on safety contentions. Certificate of Svc end. 

BAXTER, T. A. Carolina Power A Light Co. BAXTER, T.A. Shaw, Pittman, Potts A Trow- 
bridge. #485 055. 85/10/28. Atomic Safety and Licensing Appeal Panel. 20pp. 
33330:164-33330:183. 


8511050079 Order denying applicant 851025 motion to strike Section III of Conservation 
Council of North Carolina, W Eddleman & Joint Intervenors 851008 brief.Served on 
851101. 

SHOEMAKER, C.J. Atomic Safety and Licensing Appeal Panel. #485 067. 85/10/31. 
Carolina Power A Ught Co. 4pp. 33319:095-33319:098. 
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8511130279 Requests amend to 851025 Itr to facilitate planning for hearing on Conser- 
vation Council of North Carolina Contention WB-3 resuming 851 11 2. Dupont will be ap- 
plicant first witness. Svc list encI.Related correspondence. 

BAXTER, T- A. Shaw, Pittman, Potts & Trowbridge. BAXTER, T. A. Carolina Power & 
Light Co. #485 135. 85/11/01. KELLEY, J.L., BRIGHT, G.O., CARPENTER, J.H. Atomic 
Safety and Licensing Board Panel. 3pp. 33434:308-33434:310. 

8511130359 Forwards Technical Svc Lab 851029 Itr presenting results of eddy current 
exam of sample of steam generator tubes & replacement Pages 1 9-22 for applicant 
testimony of HR Banks & others. W/Certificate of Svc.Related correspondence. 
O’NEILL, J.H. Shaw, Pittman, Potts & Trowbridge. O’NEILL, J.H. Carolina Power & Light 
Co. #485 134. 85/11/07. KELLEY, J.L., BRIGHT, G.O., CARPENTER, J.H. Atomic 
Safety and Licensing Board Panel. 16pp. 33435:315-33435:330. 


8511130276 Confirms that util provided Exhibit 48 (EPA-600/1 -77-010) & Exhibit 49 
(siren map) provided to court reporter. Documents also provided to ASLB & other par- 
ties per applicant 851022 Itr.Svc list end. 

RIDGWAY.D.A. Shaw, Pittman, Potts & Trowbridge. #485 136. 85/11/08. 

KELLEY, J.L., BRIGHT, G.O., CARPENTER, J.H. Atomic Safety and Licensing Board 
Panel. 4pp. 33434:316-33434:319. 

8511150029 Motion to subpoena MR Bassiouni.et al as witnesses on Eddleman Conten- 
tion 57-C-3. Public interest & sound record require testimony of all named 
persons.Draft subpoenas & Certificate of Svc encI.Related correspondence. 
EDDLEMAN W. Eddleman, W. #485 176. 85/11/12. Atomic Safety and Licensing 
Board Panel. 12pp. 33466:001-33466:012. 

8511190352 Order reflecting cancellation of Unit 2 effective 831221. Served on 851115. 
KELLEY, J.L. Atomic Safety and Licensing Board Panel. #485 212. 85/11/15. Carolina 
Power & Light Co. Ip. 33514:173-33514:173. 


8511270120 Forwards MR Bassiouni 851111 Itr forwarding ATI review & German study 
of prefiled testimony re Eddleman Contention 57-C-3 concerning alert & notification 
svs.per request. Related correspondence. 

MOORE, J E. Hearing Branch 1. #485 311. 85/11/15. KELLEY, J.L., CARPENTER, J.H., 
BRIGHT, G.O. Atomic Safety and Licensing Board Panel. 73pp. 33624:241-33624:313. 

8511210412 Informs of possible generic safety problems re nighttime emergency notifi- 
cation of residents in emergency planning zones.Most residents would not be aroused 
from sleep by emergency sirens if bedroom windows closed.Served on 851120. 
KELLEY.J.L, CARPENTER, J.H., BRIGHT, G.O. Atomic Safety and Licensing Board 
Panel. #485 228. 85/11/19. PALLADINO.N.J., ROBERTS, T.M., ASSELSTINE.J.K. 
Commissioners. 3pp. 33552:277-33552:279. 

8511250273 Responds to IE Info Notices 85-42 & 85-81 in response to Joint Interve- 
nors appeal of ASLB ruling in favor of applicant on Contention IV re use of TLDs.Svc 
list, info notices & Board Notification 85-083 end. . , . 

O’NEILL, J.H. Shaw, Pittman. Potts & Trowbridge. O'NEILL, J.H. Carolina Power & Light 
Co O'NEILL, J.H, North Carolina Municipal Power Agencies. #485 285. 85/11/20. 
MOORE, T.S., GOTCHY.R.L., WILBER, H.A. Atomic Safety and Licensing Appeal Panel. 
16pp. 33595:201-33595:216. 

8511260084 Brief opposing Joint Intervenors 851008 appeal from ASLB 850820 partial 
initial decision on safety contentions.No credible basis advanced for disturbing well- 
reasoned decision.Certificate of Svc end. n 

BAXTER, T.A. Carolina Power & Light Co. BAXTER.T.A. Shaw, Pittman, Potts & Trow- 
bridge. #485 286. 85/11/22. Atomic Safety and Licensing Appeal Panel. 79pp. 
33611:134-33611:212. 

8511260239 Answer opposing Eddleman 851104 motion to subpoena M Bassouni as 
witness on Eddleman Contention 57-C-3. Alternative request if motion upheld is to re- 
convene hearing by Dec 1 985.Certificate of Svc encI.Related correspondence 
BAXTER.T.A. Carolina Power & Light Co. BAXTER.T.A. Shaw, Pittman, Potts & Trow- 
bridge. #485 287. 85/11/22. Atomic Safety and Licensing Board Panel. 33pp. 
33658:281 -33608:31 3. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8511200054 Forwards Amend 23 to FSAR for Shearon Harris Nuclear Power Plant, Unit 

CUTTER?A.b! Caroiina 9 Power & Light Co. 85/ 1 1 /I I • 1 ° ffice of Nuclear 

Reactor Regulation, Director (pre-851125). 5pp. 33525:107-33525:111. 

—051 1200057 Amend 23 to FSAR for Shearon Harris Nuclear Power Plant, Unit 1. 

* Carolina Power & Light Co. 85/11/11. 260pp. 33525:112-33526:176. 

8511270067 Advises that Amend 23 to FSAR distributed per end list on 851 111. Distri- 
bution list revised to reflect changes in titles, names & addresses per request of mdi- 

Zl'wMERMAN^S.R. Carolina Power & Light Co. 85/11/20. THOMPSON, H.L. Division of 
Licensing (800428-851124). 4pp. 33625:334-33625:337. 


Q. Inspection reports, IE Bulletins & correspondence 

R51 1010431 Forwards Insp Rept 50-400/85-32 on 850812-16 & notice of violation. 
VERRELLI D.M. Region 2, Office of Director. 85/09/11. UTLEY, E.E. Carolina Power & 
Light Co. 2pp. 33298:173-33298:174. 

-8511010434 Notice of violation from insp on 850812-16. 

* Region 2, Office of Director. 85/09/11. Ip. 33298:175-33298.175.. 

-8511010437 Insp Rept 50-400/85-32 on 85081 2 - 1 6. Violation noted:failure to maintain 
status of heaters for charging/safety injection Pumps I B & 1C. wor-i 76- 

HUNT, M.D., CONLON.T.E. Region 2, Office of Director. 85/09/09. 7pp. 33298.176 

33298:182. 

8S1 1040279 Ack receipt of 850726 Itr re deficiency improvementtem 8 S incomplete 
areas in Emergency Preparedness Appraisal Insp > Rept 50-400/85-09 
WALKER R D Region 2, Office of Director. 85/10/16. UTLEY, E.E. Carolina Power & 
Light Co. ’ip. 33306:212-33306:212. 

8S1 1050031 Forwards Insp Rept 50-400/85-34 on 850923-27.No violations or devi- 

VERRHLU D.M 1 : Region 2, Office of Director. 85/10/23. UTLEY.E.E. Carolina Power & 
Light Co. Ip. 33342:037-33342:044. 


-8511050035 Insp Rept 50-400/85-34 on 850923-27.No violations or deviations 
noted.Major areas inspected:structural concrete, foundations, previously identified find- 
ings & employee concern re water !o 2 ki"f: r. containment ddc. 

HARRIS, J.R., CONLON.T.E. Region 5 Choc ol Dffsotcv bi-T ' ‘ 7. 7pp. 33342:038- 
33342:04 4. 


8511040293 Forwards “Containment Recirculation Sump Evaluation," based on metho- 
dolgy presented by NRC during 850918 meeting. Integrated Design Insp Item D2.3-1 
closed. List of nrotir.c attendees a'sc 

ZIMMERMAN.S H Cs'o-ra & _-gr Co. 85/10/25. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (pre-851125). Ip. 33296:001-33296:026. 


-8511040297 “Ccntainron* Rscrndatbn Surr.n Evaluation." 

* Carolina Powi/ & Lord Co. Sf- 10 ’25. 21 pp 33296:002-33296:026. 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.'' Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8511040300 Forwards Insp Rept 50-400/85-37 on 850920-1 020.No violations or devi- 
ations noted. 

VERRELLI, D.M. Region 2, Office of Director. 85/10/29. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 33297:139-33297:147. 


-8511040302 Insp Rept 50-400/85-37 on 850920-1 020.No violations or deviations 
noted.Major areas inspected:IE bulletins, preoperational test program, fire 

protection, as-built drawings & unresolved & inspector followup items. 

MAXWELL, G.F., PREVATTE.R.L., BURRIS, S.P. Region 2, Office of Director. 85/10/ 
29. 7pp. 33297:141-33297:147. 

8511040384 Forwards Insp Rept 50-400/85-35 on 850930-1 004.No deviations or viola- 
tions noted. 

VERRELLI, D.M. Region 2, Office of Director. 85/10/29. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 33297:231-33297:242. 

-8511040388 Insp Rept 50-400/85-35 on 850930-1 004.No violations or deviations 
noted.Major areas inspected:const deficiency repts, electrical cable matl certification 
rocc'ris.equiomont installation records & r e l ay coordination program. 

.-"JN'-.M-C .'MCELHiNNEY, 1 .F.. C0N-3W ' Region 2, Office of Director. 85/10/24. 
10pp. 33297:233-33297:242. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 


8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs." Svc list 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 


8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protectiorl Deluge Sys Malfunction." Svc 
list end. „ _ . . _ , 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511140134 Ack receipt of 851011 Itr informing NRC of steps taken to correct violations 

VE t RRELUD.M. e Region 2, Office of Director. 85/1 1/01. UTLEY.E.E. Carolina Power & 
Light Co. Ip. 33458:083-33458:083. 

8511140225 Forwards Insp Rept 50-400/85-36 on 850930-1 004.No violation or devi- 

VERr'eLLLD.M. Region 2, Office of Director. 85/11/01. UTLEY.E.E. Carolina Power & 
Light Co. Ip. 33466:331-33466:341. 

-8511140231 Insp Rept 50-400/85-36 on 850930-1 004.No violation or deviation 
noted Major areas inspecteddicensee action on previous enforcement 
matters, inspector followup items, safety-related I pipe ' supports & ^strajj sys. 

LIU.W.C., BLAKE, J.J. Region 2, Office of Director. 85/10/30. 10pp. 33466.332- 
33466:341 . 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 

JORDA^E.L 1 Division of Emergency Preparedness & En 9 in f® rin ^ 

830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385.198 
33385:335. 

8511110273 Ack receipt of 851002 supplemental response te 850726 It; NRC 

of steps taken to correct violations noted in Emergency Prepaieartss «,. v ,aisa. Rept 

WALKER 5 R°D. Region 2, Office of Director. 85/11/05. UTLEY.E.E. Carolina Power & 
Light Co. ’ip. 33385:347-33385:347. 

8511140072 Requests use of alternatives to ASME Code re preservice insp ^compo- 
nent supports.Alternative involves utilizing final const insp reciDrds that document insp 
performed prior to hot functional testing & equal io preservice insp Nuclear 

rt ittpr A R Carolina Power & Liqht Co. 85/11/05. DENTON, H.R. utrice ot iNuciear 
ReactorRegulSon, rarecto*(pre-851125). Ip. 33449:059-33449:059. 

A 5 H 950149 Forwards Insp Rept 50-400/85-39 on 851021-25 & notice of violation. 
VERRELU D R R%ion 2 O&ice of Director. 85/1 1/H. UTLEY, E.E. Carolina Power & 
Light Co. 2pp. 33618:036-33618:045. 

-8511250152 Notice of violation from insp on 851021-25. 

* Region 2, Office of Director. 85/11/14. ip. 33618:038-33618:038. 

-8511250158 Insp Rept 50-400/85-39 on 851021-25.Violation notedifailure to close air 

Director. 85/11/13. 7pp. 33618:039- 

33618:045. 
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85 pian? °-*l- i-~ Rl - ’, 85 ‘ 003 Mcto-Cperated Valve Common Mode Failures During 
Sv r S £ - ;J0 '? 'T. pfCper S* Settings.” Svc list end. 9 

soiiriateH 1 Pri!c^rI , S! 0r ^V iii0 5 9' M , ce 01 lns P ection and Enforcement. 85/11/15. Con- 
so.idated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

85 JORDAnVi E nfvi= NotiC 1 I 5 ' 087 ' “ Ha ? rds of lnertin 9 Atmospheres." Svc list end 
8301 03t N ' 85/1 ?/Tr™ ^ er 9e n gy. Preparedness & Engineering Response (Post 
33631 3 017 85/11 71 8 ‘ Consolldated Ed »son Co. of New York, Inc. 70pp 33631:001- 

“rrai-^Svc l"st°encf Ce 85 ‘° 88 ' “ Uoensee Contro1 ° f Contracted Svcs Providing 

Pr ep? r edness & Engineering Response (Post 
3362' i •"•i /18 ‘ Consol,dated Edison Co. of New York, Inc. 130pp .33631:018- 

8 WAi 7 K^R 8 R F S™R a ±L nS ! P nf ' 50 ; 480/88 - 38 851021-25 & notice of violation. 

8 ‘ UTLEY ’ EE Car ° lina Power & 

--85 1 1 270 19° Notice of violation from insp on 851021-25 

Region 2, Office of Director. 85/11/18. Ip. 33627:146-33627:146. 

50 1 0< ? / ® 5 - 38 on 851021 -25. Violation noted:failure to establish 
KmNsnRTP iS I t0 D ^ r c 0l l S 0ra J e of P ermanen t plant equipment. 
33627:l4?-33627^55 BLAKE,JJ ‘ Re9 '° n 2 ’ 0fflCe ° f Director ' 85/11/07. 9pp. 

“™p No,ioe 85 ' 058 ' " Fa “ ure of GE Type AK - 2 - 25 "•«*» 

0f E-nercency Preparedness & Engineering Response (Post 
3371^252 Ccsclicaicd Edison Co. of New York, Inc. 134pp. 3371 3?1 23- 

85 | 1 4-?° 1 F 1 4l ,IE 1?/° ^^o 85 * 08 ^’ " Pot ® n o al Loss of Solid-State Instrumentation Fol- 
rJuS* m - ?! Co Uo] Room Cooling.” Svc list end. 

SScip'!- Preparedmss & Engineering Response (Post 
33712-J346 1 3 consolidated Edison Co. of New York, Inc. 133pp. 33712:21 4- 

85 |ist 1 e 5 n°c 1 | 20 IE N ° tiCe 85 * 090, “ Use of Sealin 9 Compounds in Operating Sys.” Svc 

mnimf l, Rlbi?W? 0 ^ 0f Emergency Preparedness & Engineering Response (Post 
3371 3 3 122 85/1 1/1 9 ' Conso,ldated Edison Co. of New York, Inc. 135pp. 33713:001- 

85 !! r 2 c 50273 Re fPonds to IE Info Notices 85-42 & 85-81 in response to Joint Interve- 
nors appeal of ASlb ruling in favor of applicant on Contention IV re use of TLDs Svc 
fst'nfo notices & Board Notification 85-083 end. Lus.bvc 

Co N 0'NEiLL J h H m T, : owbd dge- O'NEILL.J.H. Carolina Power & Light 
MOOP F E s”'^^TCH c| ( ^ ar w^r po u C lf a i Ro y ve L > Agencies. #485 285. 85/11/20. 
16pp. 33 o jj 5 ■ 20 T- 3359“ : 2 16 WILBER ’ HA Atomic Safet V and Licensing Appeal Panel. 

S. Reportable occurrences, LERs & related correspondence 

8511 I 40 ? 01 Part 21 & second deficiency reptjtem 213 re undetprtahio faih.ro 
Irested n Hnalrfpre rt 4acred 8 by8^2^I St ’ n9hOUSe radesi 9 ned being installed 

Ca 85/o9/2s - grace - j - n - Re 9'° n oHice of 

85 r?Jif V & defi biency rept,ltem 188 re natural frequencies of ITT-Grin- 

flexiWe p d diaphragm values - lnitlal| y reported on 840926.Valves reclassified as 

Ca 85/09/3a GRACE ’ J - N - ReRion *■ 0ffl “ o* 

tested hardware.Final rept by 851216 e 

Ca 85/10/0a GRa6e ' j - n - Re9idn 2 ’ 0ffida ° f 

65 V1 2022S Par ! & S€con d interim deficiency reptjtem 215 re Westinqhouse safetv 
grade core exit therrnocoupies. Initially reported on 850528.Vendor will establish cause 
& recommend mods.Final rept will be submitted by 860101. a " Sh Cause 

C °- 85/10/1a GRACEJ - N - Ra 9™ 2. Office of 

85 o?! 2 P? 32 Par t 21 inte , ril ?. deficiency reptjtem 218 re main transfer oanels - SeriP«? 

31 latching switch relays. Initially reported on 850910. Relays returned to Electro Switch 
wa?' qnN ST? C r?n5 of' e D rep lac ?' ^® nt .Final rept will be submitted by 851220. 
aSSS^i^liSS^ C ° ' 88/10/1 °- GRACE ' J - N - Ra9i °" 2 ' Office Of 

8511140384 Part 21 & final deficiency reptjtem 183 re potential overpressurization of 

a4OB 1 a.w^ fc0h £»*«S5 B ^J 
C °- 85/,0/21 - GRACEJ - N - Ra9i °" 2 ’ Of 

851112°1 0 3 Part 21 rept re potential defect in DSR or DSRV standby diesel generator 
intake & exhaust valve springs mfg by Betts Spring Co.Users recommended to inspect 
engines for broken springs & identify original mfg. p 

GUNTRUMJ3.C. Transamerica Deiavai, Inc. 85/11/06. Director's Office, Office of In- 
spection and Enforcement. 5pp. 33413:293-33413:297. 

T. Hearing transcripts on non-antitrust matters 

851 1070154 Transcript of 851104 evidentiary hearing in Raleigh, NC.Pp 9 356-9 61 0 
Atomic Safety and Licensing Board Panel. 85/11/04. 332pp. 33365:184-33366:155. 

^110705 95 Transcript of 851105 evidentiary hearing in Raleigh, NC. Pp 9,611- 
9,976.Supportmg documentation end. H ’ 

* Atomic Safety and Licensing Board Panel. 85/11/05. 479pp, 33375-001-33376*119 


88 t t 0,207 9 Supportkig C documentatlon enc| Vident ' ar7 heari " 9 Ralei9h ’ Na P P M77- 
* Atomic Safety and Licensing Board Panel. 85/11/12. 400pp. 33463:107-33464:131. 

V. Operator Examinations 

8511270201 Documents points of agreement reached during 851114 conference call re 
rniniTtered e durk.g°wk^ C> 86012 o! P °' C °' d Candidates - Wd «®b exams will be ad- 

L i g h t^Ca *"3 pp ^ v' 0, - 'f ' ? f ? ^ ' rec t0 r ‘ 85/1 1/22 - UTLEY, E.E. Carolina Powers 

DOCKET 50-401 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 2 
G. Adjudicatory correspondence 

85 KELLEY j cand f '. lation of Unit 2 effective 831221 . Served on 851 1 15. 

PoweF&Ligh A (?a1fX 3^331 47173-3351 4 : 9 ^° ard Padel ' #485 212 ' 85/11/15 - Carali " a 

8511270120 Forwards MR Bassiouni 851111 Itr forwardinq ATI review & German 

asasaraassssf r— "" 

DOCKET 50-409 LA CROSSE BOILING WATER REACTOR 
F. Security, medical, emergency & fire protection plans 

85 rl! 9 t?, 2 a ° n L Req ^ eStS equipment la y° ut drawings, P&IDs, electrical one-line diagrams & 
Sw r evfeT 95 necessa,y to oom P lete LASL vital area study per regulatory 

Sa 85/1 ° /29 ' TAYL0R ’ J - W - Dai ty'and PowerCo- 

8S Sys 220 W/851 1 1 5 [tr'° Emer9enc '' Plan Procedure EPP-21, “Prompt Public Notification 
TAYLOR, J.W. Dairytand Power Cooperative. 85/11/15. 20pp. 33570:170-33570:189. 

85 |ssue ( ^l^ to' EF^p Index "Emergency Plan Procedure Index,” 

3 "romm?trfr^ :2, 9 ga o a , tl0n & °P erat| ons During Emergencies,” issue 9 to EPP- 
TAV?HR I w n 9 ? S X S n & ls % ue 7 to Epp - 18 . “Public Educ & Info." W/851030 Itr. 

ayluh.J.W. Dairyland Power Cooperative. 85/11/30. 18pp. 33327:259-33327:276. 

J. Insurance & indemnity information 

Forwards Nuclear Energy Svcs responses to BNWL questions re onsite 

4 5^?6 resolved lnsurance,speciflca,, y post-accident recovery cost study.Questions 

Reactors^Branch 5. a i l 7|^! ( 33M6^01^S59 l ^217’. 85/11/21 - ZW0LINSKI ' d - OP^ting 

P. Operating license stage documents & correspondence 

8S f 1 rom 6 NURFr?m 47 L a ^ 1 ,T ^ '? 850428 & 840801 requests for exemptions 

mnnitnrinn E A G Hall 7, t K I, - F * 1 "? re upper ran 9 e of noble gas concentration 

TAv?nJ fl i & das, 9n basis shielding envelope for radioiodine sampling. 

IrtnhpRr'^h Dai^land Power Cooperative. 85/11/08. ZWOLINSKI.J. Operating Re- 
actors Branch 5. 10pp. 33606:319-33606:328. 

85 l 12 t°I 2 ? Reque f ts adjustment of mod completion date for Section 4.26.3 re isola- 

power suppiies ' per 850103 ,,r ’ 10 ai1 ™ 

actors°Branch 5. a 2pfx n 33616:320^336f6f32 d ' 85/11/14 ' ZW0LINSKIJ - ° 9ara,,d S Ra ‘ 

Q. Inspection reports, IE Bulletins & correspondence 

8S i 1 Arn°J3 ReSp ? nds L° ^ RC 851017 ltr ra violations noted in Insp Rept 50-409/85- 
Han+h h??— 6 act '? ns; dunng next operations audit scheduled for Dec 1985, greater 
x?v t h AD d ?i?? m S n b ng ma,nt request reviews will be incorporated, 
rtllriin- Daifyland p ower Cooperative. 85/10/24. KEPPLER.J.G. Region 3, 

Office of Director. Ip. 33397:134-33397:134. 

85 enci 5 ° 539 IE Bulletin 85 ‘ 001 - “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 

seated' ? ffi . ce °!J? spection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

85 mllS,lSl q Sn^ U Sf^ , lay ? ut drawings P&IDs. electrical one-line diagrams & 
SSIrS revteSI. 9 necessary 10 com P |ete LAS'- vi ‘ a ' area study per regulatory 

operative: 85/1 ° /29 - TAVL0R ’ J W - Dail y |and p °» a ' Co- 

85 enc| 5 ° 543 iE ,nf ° N0t ' Ce 85 ' 083 * “Potential Failures of GE PK-2 Test Blocks.” Svc list 

830 R 103^Rs^n/^n iO r^l prep aredness & Engineering Response (Post 

33358-1 38 85/10/30 ‘ Consol,dated Edison Co. of New York, Inc. 136pp. 33358:003- 

85 enc| 5 ° 546 E lnf ° N ° tiCe 85 ' 084, “Inadequate Inservice Testing of MSIVs." Svc list 

83ot 031 N « 5 /i ? j3?f rt 0f Preparedness & Engineering Response (Post 

33357?36 85/10/30 ‘ Conso!,dated Edison Co. of New York, Inc. 137pp 33357:200- 
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8510290039 IE Info Notice 85-085, "Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511110254 Forwards Safety Insp Rept 50-409/85-17 on 851023-1 101. No violation 
noted. 

REYES.L.A. Region 3, Office of Director. 85/11/05. TAYLOR, J.W. Dairyland Power 
Cooperative. 2pp. 33392:065-33392:084. 

-8511110268 Insp Rept 50-409/85-17 on 851023-1 101. No violation or deviation 
noted.Major areas inspected:followup of IE Bulletin 84-03, inservice testing program 
implementation & insen/ice testing of pumps, valves & test instruments. 

ENG.P.L., G’JLDEi' lO.'VD.W G. i'ioaion 3, Office of Director. 85/11/05. 9pp. 
33392:067-33392:084. 

8511150027 Ack receipt of 850913 submittal of QA program.Review will require more 
than 60 days from date of submittal, based on current review schedule.Review results 
forthcoming. 

PAPERIELLO.C.J, Region 3, Office of Director. 85/11/12. TAYLOR, J.W. Dairyland 
Power Cooperative. Ip. 33465:358-33465:358. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 

8511250090 Forwards Safety Insp Rept 50-409/85-19 on 851023-25.No violations 
noted. 

HARRISON, J.J. Region 3, Office of Director. 85/11/19. TAYLOR, J.W. Dairyland 
Power Cooperative. 2pp. 33592:087-33592:088. 

-8511250097 Insp Rept 50-409/85-19 on 851023-25.No violations or deviations 
noted.Major areas inspected:followup on alert declared by licensee & actions re con- 
firmatory action Itr on flux level alarm failing to scram on 851023. 

RING.M., ENG.P., VILLALVAJ. Region 3, Office of Director. 85/11/19. 11pp. 
33592:089-33592:103. 


R Periodic operating reports & related correspondence 

8511180571 Monthly operating rept for Aug 1 985.W/850904 Itr. 

MALIN.L, GOODMAN, L.S., TAYLOR, J.W. Dairyland Power Cooperative. 85/08/31. 
5pp. 33498:110-33498:114. 


S. Reportable occurrences, LERs & related correspondence 

8511050153 Responds to 851023 confirmatory action Itr re improper response of reac- 
tor protective sys. Investigation discussed & startup testing performed under cogni- 
zance of NRC representatives. 

TAYLOR, J.W. Dairyland Power Cooperative. 85/10/23. KEPPLER.J.G. Region 3, 
Office of Director. 3pp. 33328:198-33328:200. 

8511210104 Summary of Operating Reactors Event Meeting 85-21 on 85l028.List of 
attendees, events discussed & completion dates assigned end. 

CRUTCHFIELD, D. Assistant Director for Safety Assessment. 85/11/11. 
THOMPSON, H.L. Division of Licensing (800428-851124). 24pp. 33558:114-33558:137. 

8511270279 LER 85-01 8-00:on 851 023, high flux scram alarm received on nuclear in- 
strumentation Channel 6.Caused by malfunction in oscillator circuit on trip stage.Step 
added to plant startup procedure to ensure recorders on.W/851 118 Itr. 

GOODMAN, L.S., TAYLOR, J.W. Dairyland Power Cooperative. 85/11/18. 4pp. 

33646:164-33646:167. 

8511260692 LER 85-01 7-00:on 851022 reactor scrammed due to high flux. Caused by 
loss of load due to maint on tie line breaker 2NB1 1 & loss of offsite power.Power 
supply to breaker compressor changed. W/851 1 1 9 Itr. 

GOODMAN, L.S., TAYLOR, J.W. Dairyland Power Cooperative. 85/11/19. 4pp. 

33620:294-33620:297. 


8511260607 LER 85-01 9-00:on 851026,partial reactor scram occurred due to momen- 
tary short in CRD gas pressure circuit.Caused by worn mechanical seal allowing more 
seal water to flow through than normal.Seal leakage reduced.W/851121 Itr. 
GOODMAN.L.S., TAYLOR, J.W. Dairyland Power Cooperative. 85/11/21. 4pp. 
33620:336-33620:339. 


DOCKET 50-410 NINE MILE POINT NUCLEAR STATION, UNIT 2 


A. Appllcation/construction stage documents & correspondence 

8511010277 Submits results of addl studies re consideration of quantities of standing 
roof water due to rainfall in installation of screenwell bldg scupper drains before & 
after 6 h PM P. 

MANGAN.C.V. Niagara Mohawk Power Corp. 85/10/28. BUTLER, W. Licensing 
Branch 2. 2pp. 33286:351-33286:352. 

8511050288 Notification of 851101 meeting w/util in Bethesda.MD to discuss contain- 
ment sys issues. 

HAUGHEY.M.F. Licensing Branch 2. 85/10/28. BUTLER, W.R. Licensing Branch 2. 
4pp. 33339:332-33339:335. 

8511060031 Summary of 841030-31 meetings w/util at site to review const progress & 
collect data necessary for NRC to estimate resource needs & 850613 meeting w/util 
to provide update of const progress.Agenda from 841030-31 meetings end. 
HAUGHEY.M.F. Licensing Branch 2. 85/10/28. Licensing Branch 2. 70pp. 33373:076- 
33373:146. 

8511070317 Provides review of 850726 request for approval to use NC1G-01,Rev 2, 
“Visual Weld Acceptance Criteria for Structural Welding....” Submittal acceptable w/ 
listed clarifications. Draft SSER end. 

NOVAK, T.M. Assistant Director for Licensing. 85/10/31. HOOTEN.B.G. Niagara 
Mohawk Power Corp. 4pp. 33379:124-33379:131. 

—8511070327 Draft SSER re use of NCIG-01,Rev 2, “Visual Weld Acceptance Criteria 
for Structural Welding....” Criteria will provide adequate quality of non-ASME class 
welded structural steel weldments. 

* Materials Engineering Branch. 85/10/31. 4pp. 33379:128-33379:131. 

8511070070 Forwards responses to Seismic Review Team audit open items. Remaining 
responses will be provided by 860101. 

MANGAN.C.V. Niagara Mohawk Power Corp. 85/11/01. BUTLER, W. Licensing 
Branch 2. 30pp. 33366:183-33366:213. 

8511130371 Submits responses to 851011 questions re QA organization, QA topical rept 
& QA program controls.Changes will be incorporated into next rev to QATR-1. 

PERRY, J.A. Niagara Mohawk Power Corp. 85/11/05. GRIMES.B.K. Division of QA, 
Vendor & Technical Training Center Programs (Post 850212). 6pp. 33435:157- 
33435:162. 

-8511130376 "Operational Phase Organization.” 

* Niagara Mohawk Power Corp. 85A11/05. Ip. 33435:163-33435:164. 

8511210043 Provides info to clarify status of safety-related bldg roofs.Concrete roofs on 
safety-related bldgs, except reactor bldg, can withstand loads from water buildup up to 
roof parapets.Screenwell bldg not wholly safety-related. 

MANGAN.C.V. Niagara Mohawk Power Corp. 85/11/06. BUTLER, W. Licensing 
Branch 2. Ip. 33547:186-33547:186. 

8511200230 Requests that future amends to FSAR list Itr commitments incorporated 
into that suppl.Changes basis for changes & whether or not change affects SER 
should be discussed in cover Itr. 

BUTLER, W.R. Licensing Branch 2. 85/11/07. HOOTEN.B.G. Niagara Mohawk Power 
Corp. 3pp. 33561:329-33561:331. 

8511140170 Forwards revised response to certain FSAR questions resulting from 
850913 meeting re startup & test program, FSAR Chapter 14.lnfo will be provided in 
FSAR Amend 22. 

MANGAN.C.V. Niagara Mohawk Power Corp. 85/11/08. BUTLER.W. Licensing 
Branch 2. 16pp. 33450:013-33450:028. 

8511210035 Notification of change of location of 851118 meeting w/util in Bethesda.MD 
to discuss caseload forecast & schedule for facility. 

HAUGHEY.M.F. Licensing Branch 2. 85/11/12. BUTLER, W.R. Licensing Branch 2. 
4pp. 33558:289-33558:292. 

8511200173 Forwards addl technical data required by Reg Guide 1.84 to support invo- 
cation of ASME 111 Code Cases N-192 & N-192-2. Proprietary design repts withheld 
(ref 1 0CFR2.790(a)(4)). 

MANGAN.C.V. Niagara Mohawk Power Corp. 85/11/14. BUTLER, W. Licensing 
Branch 2. 9pp. 33529:053-33529:061. 

8511220207 Forwards addl info to suppl integrated reactor vessel matl surveillance pro- 
gram re comparisons of design & operating features of four reactors. 

MANGAN.C.V. Niagara Mohawk Power Corp. 85/11/18. DENTON, H. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 20pp. 33568:224-33568:243. 

8511250144 Forwards proposed rev to App B of QA Program Topical Rept NMPC- 
QATR-l.in response to NRC questions noted during 851101 telcon.Comments re- 
quested. 

PERRY, J.A. Niagara Mohawk Power Corp. 85/11/18. GRIMES.B.K. Division of QA, 
Vendor & Technical Training Center Programs (Post 850212). 10pp. 33596:329- 
33596:338. 

8511250119 Informs that on 85081 3, Contract DE-CR01-85RW00048 w/DOE for dispos- 
al of spent reactor fuel generated at facility executed. 

MANGAN.C.V. Niagara Mohawk Power Corp. 85/11/19. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (pre-851125). Ip. 33591:089-33591:089. 

8511250321 Submits addl info re operability of containment purge & vent valves.per 
850910 request.Posi Seal Inti will supply LOCA & seismic analysis rept to incorporate 
results & recommendations. 

MANGAN.C.V. Niagara Mohawk Power Corp. 85/11/19. BUTLER, W. Licensing 
Branch 2. 3pp. 33595:033-33595:035. 
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8511250202 Forwards corrected proposed revs to App B of QA Program Topical Rept 
NMPC-QATR-1, indicating where changes made.Revs transmitted by 851118 Itr did not 
have rev flags. 

PERRY, J.A. Niagara Mohawk Power Corp. 85/11/20. GRIMES.B.K. Division of QA, 
Vendor & Technical Training Center Programs (Post 850212). 9pp. 33591:012- 
33591:020. 

8511250363 Forwards updated environ qualification document, including info submitted 
on 851017. 

MANGAN.C.V. Niagara Mohawk Power Corp. 85/11/20. BUTLER, W. Licensing 
Branch 2. Ip. 33595:220-33595:308. 

--8511250365 Updated environ qualification document. 

* Niagara Mohawk Power Corp. 85/11/30. 100pp. 33595:221-33595:308. 

8511260052 Forwards proof & review Tech Specs per 851118 discussion. Review 
should identify areas inconsistent w/FSAR or as-built plant. 

BUTLER, W.R. 'Jcensmg B'arc h 2 85/11/20. HOOTEN.B.G. Niagara Mohawk Power 
Corp. 430pp. :?Cf:38 )5--22639 192. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 

8511010304 Forwards FSAR changes which address SER Confirmatory Item 25 re LPCI 
& LPCS valve interlocks.One oversize P&ID drawing also end. 

MANGAN.C.V. Niagara Mohawk Power Corp. 85/10/30. BUTLER, W. Licensing 

Branch 2. 14pp. 33293:134-33293:147. 

8511010333 Forwards Amend 22 to updated FSAR & responses to questions re en- 
hanced startup & testing program, per 850912 discussion w/NRC.Test abstracts to 
close out SER Open Item 17 also end. 

MANGAN.C.V. Niagara Mohawk Power Corp. 85/10/30. BUTLER, W. Licensing 

Branch 2. Ip. 33282:001-33283:079. 

8511070110 Forwards “Control Sys Common Sensor Line Failure Analysis Evaluation 
Rept" & “Control Sys Common Power Failures Evaluation Rept," to close out SER 
Confirmatory Items 24 & 26. 

MANGAN.C.V. Niaca-n Mohawk Power Corp. 85/11/04. BUTLER, W. Licensing 

Branch 2. Ip. fit-CirJS 352.23'. 

--8511070124 “Control Sys Common Sensor Line Failure Analysis Evaluation Rept for 
Nine Mile Point Nuclear Station Unit 2." 

BENNETT, D.E. General Electric Co. 85/07/31. 70pp. 33362:049-33362:119. 

-8511070131 "Control Sys Common Power Failures Evaluation Rept." 

JARVIS, C.F. General Electric Co. 85/06/30. 111pp. 33362:120-33362:231. 

8511200099 Forwards draft SSER-2 Section 15.6.5, “Radiological Consequences of 
LOCAs,” in response to D Hill request. Enel draft accepts proposed Tech Spec bypass 
leakage limits t C SAR Table 6.2-55.SSER-2 will be issued later in month. 

NOVAK, TVS. Assistant Director for Licensing. 85/11/05. HOOTEN.B.G. Niagara 

Mohawk Power Corp. 7pp. 33563:050-33563:056. 

8511200079 Informs that certain figures & info submitted on 850916 & 30 & marked 
proprietary in response to SER Confirmatory Issue 13 will be withheld from public. 
BUTLER, W.R. Licensing Branch 2. 85/11/06. HOOTEN.B.G. Niagara Mohawk Power 
Corp. 5pp. 33562:286-33562:290. 

8511200170 Advises that instructions for diesel generators contained in Interim Operat- 
ing Procedures lOP-IOO.IOP-IOO.I & IOP-57 should resolve SER Confirmatory Items 
35,39,41 & 43. 

MANGAN.C.V. Niagara Mohawk Power Corp. 85/11/14. BUTLER, W. Licensing 
Branch 2. 2pp. 33527:142-33527:143. 

8511210017 Forwards summary of incorporated changes to Amend 21 to 
FSAR, including responses to SER items.editorial or typographical changes & nonsa- 
fety-related changes in design, schedule &/or procedures. 

MANGAN.C.V, Niagara Mohawk Power Corp. 85/11/14. BUTLER, W. Licensing 

Branch 2. 11pp. 33551:075-33551:085. 

8511220200 Advises that completion of 90% of Unit 2 cable terminations expected by 
851130 & 90% of Category I terminations by 851231, in response to SER Confirmatory 
Items 30 & 31. 

MANGAN.C.V. Niagara Mohawk Power Corp. 85/11/18. BUTLER, W. Licensing 

Branch 2. Ip. 33569:068-33569:068. 

8511220132 Forwards Rev 0 to “High Energy Line Break Evaluation Rept (Effect on 
Nonsafety-Related Control Components),” per NRC Request for Addl Info 421.43 & 
SER Confirmatory Item 27. Event being evaluated.Supplemental rept expected by 
851215. 

MANGAN.C.V. Niagara Mohawk Power Corp. 85/11/19. BUTLER, W. Licensing 

Branch 2. 1 p. 33567:001 -33568:063. 

-8511220137 Rev 0 to “High Energy Line Break (HELB) Evaluation Rept (Effect on 
Nonsafety-Reiated Control Components)." 

* Niagara Mohawk Power Corp. 85/10/30. 400pp. 33567:002-33568:063. 


F. Security, medical, emergency & fire protection plans 

8511060108 Requests confirmation that offsite emergency plans include list of medical 
facilities having radiation exposure treatment capabilities & commitment to full compli- 
ance w/ forthcoming Commission response to end 850521 GUARD remand. 

BUTLER, W.R. Licensing Branch 2. 85/10/28. HOOTEN.B.G. Niagara Mohawk Power 
Corp. 6pp. 33372:315-33372:320. 

8511050099 Informs that 850708 Amend 20 to Unit 2 FSAR re updates to emergency 
plan & procedures also applies to Unit 1. 

MANGAN.C.V. Niagara Mohawk Power Corp. 85/10/31. Record Services Branch 
(Document Control Desk). Ip. 33320:231-33320:231. 

8511270083 Forwards "Conformance to Reg Guide 1.97, Nine Mile Point Nuclear 
Station, Unit 2." Rept identifies unjustified exceptions & ref to unreviewed & unap- 
proved BWR Group rept. Response requested by 860115. 

BUTLER, W.R. Licensing Branch 2. 85/11/15. HOOTEN.B.G. Niagara Mohawk Power 
Corp. 3pp. 33646:011-33646:030. 


“8510280474 “Conformance to Reg Guide 1.97, Nine Mile Point, Unit 2." 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN A-6493. 85/10/31. NRC - No 
Detailed Affiliation Given. 18pp. 33646:014-33646:030. 

8511250223 Forwards response to 850913 rept re 850717-18 audit of SPDS. Thorough 
design & testing program to implement enhancements proposed.Program will be com- 
pleted by end of first refueling outage. 

MANGAN.C.V. Niagara Mohawk Power Corp. 85/11/19. BUTLER, W. Licensing 
Branch 2. 7pp. 33595:038-33595:044. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8511010333 Forwards Amend 22 to updated FSAR & responses to questions re en- 
hanced startup & testing programmer 850912 discussion w/NRC.Test abstracts to 
close out SER Open Item 1 7 also end. 

MANGAN.C.V. Niagara Mohawk Power Corp. 85/10/30. BUTLER, W. Licensing 
Branch 2. 1 p. 33282:001 -33283:079. 

-8511010337 Amend 22 to updated FSAR for Nine Mile Point Unit 2. 

* Niagara Mohawk Power Corp. 85/10/30. 438pp. 33282:002-33283:079. 

8511250170 Forwards Amend 22 to FSAR for Nine Mile Point Unit 2 & proprietary 
“Design Assessment Rept App 6A.” Proprietary rept withheld (ref 10CFR2.790). 
MANGAN.C.V. Niagara Mohawk Power Corp. 85/11/20. THOMPSON, H. Division of Li- 
censing (800428-851124). 12pp. 33627:261-33627:272. 

“8511250173 Amend 22 to FSAR for Nine Mile Point Unit 2. 

* Niagara Mohawk Power Corp. 85/11/30. 900pp. 33627:273-33630:309. 


Q. Inspection reports, IE Bulletins & correspondence 


8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR.J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks." Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8511040210 Informs that independent verification insp will be held on 851209-20 using 
NRC NDE van.Data packages discussed in end Attachment A should be submitted to 
NRC by 851 122. Addl info re NDE van activity preparation also end. 

EBNETER.S.D. Region 1, Office of Director. 85/10/30. HOOTEN.B.G. Niagara 
Mohawk Power Corp. 6pp. 33294:173-33294:178. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511130240 Forwards Safety Insp Rept 50-410/85-29 on 850930-1 004. No violation 
noted. 

EBNETER.S.D. Region 1, Office of Director. 85/11/08. HOOTEN.B.G., SEIBERT, C.R. 
Niagara Mohawk Power Corp. 2pp. 33434:051-33434:059. 

-8511130242 Insp Rept 50-410/85-29 on 850930-1 004.No violation noted. Major areas 
inspected:impact test data for Class 1 pipe weld procedures, resolution of bioshield 
wall ultrasonic welding indications & welders qualification documentation. 

GRAY.E.H., WIGGINS.J.T. Region 1, Office of Director. 85/10/22. 7pp. 33434:053- 
33434:059. 

8511180319 Forwards Safety Insp Rept 50-410/85-31 on 851007-11. No violation noted. 
EBNETER.S.D. Region 1, Office of Director. 85/11/12. HOOTEN.B.G. Niagara 
Mohawk Power Corp. 2pp. 33493:053-33493:074. 

-8511180326 Insp Rept 50-410/85-31 on 851007-11. No violation noted.Major areas 
inspected:problems identified on previously FQC-accepted ITT-Grinnell large bore pipe 
supports.One unresolved item identified. 

MANOLY.K.A., CAMPBELL, R.M., WIGGINS.J.T. Region 1. Office of Director. 85/11/ 
07. 20pp. 33493:055-33493:074. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR.J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511220270 Forwards Safety Insp Rept 50-410/85-33 on 851021-25.No violation noted. 
EBNETER.S.D. Region 1, Office of Director. 85/11/15. HOOTEN.B.G., SEIBERT, C.R. 
Niagara Mohawk Power Corp. 2pp. 33570:082-33570:088. 

-8511220273 Insp Rept 50-410/85-33 on 851021-25.No violation noted. Major areas 
inspected:installation & repair of safety-related mechanical equipment & closeout of 
previously identified const deficiency rept items, 

GREGG, H.I., WIGGINS.J.T. Region 1, Office of Director. 85/11/06. 5pp. 33570:084- 
33570:088. 



DOCKETED ITEMS 167 


85 iinRr?AN 8 p , | E n f0 c NotlC€ f p 5 “ 087, “Hazards of Inerting Atmospheres.” Svc list end 
8301 09^’ 66/ Pre P^redness & Engineering Response (Post 
33631 ^01 7 85/11/18 ‘ Consolldatecl EdlS0n Co. of New York, Inc. 70pp. 33631:001- 

85 Tr i ainin 1 g°^S l v E c l.^encf “ 85 ’° 88 ' " Ucensee Contro1 of Contracted Svcs Providing 
£?J?£* N ’ EL Division of Emergency Preparedness & Pnnir^inn Qesoonse fPnst 
3363?fl51 8 ‘ C ° nS0,idated Edison Co. of New vA. inc : ^ 


I. Financial information 


1 1 isuuoo rui wares Mmena 


nf0 & exhibits re proposed affiliation between utils. 

_ ..... f - V r :-Tg-, Potts & Trowbridge. 85/11/13. DENTON, H.R Office of 

■.-..'t- i-'.-r.-i-c-.c' -og.i^-.r.- Director (pre-851 125). 400pp. 33450:253-33462-018 


M. Antitrust correspondence 


85 T^ip S e 0 ^ 0 ofk a ^“ P ^c 1 |is?o^c. l^,O N0 “ Ce 85 '° 58 - " FailUre °* GE AK - 2 ‘ 25 “ 

OTmnT'H/v.Pif'oT 01 E^gency Preparedness & Engineering Response (Post 
3T/n-'?5?' 0/1 1/19 - Consolidated Edison Co. of New York, Inc. 134pp. 3371 3:123- 


8511050266 Forwards revised info for antitrust review for OL, updating response to 
questions in Reg Guide 9.3. ' 

CARF V J . L cht Co. 85/10/24. DENTON, H.R. Office of Nuclear Reactor 

Re::..;'::-cr . = '125). 234pp. 33322:101-33322:334. 


851 1 1501 14 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & End.nec'irn RcsDonse (Post 
830108). 85/11/19. Consolidated Edison Co. of New York, Inc i03r,->. 3371 2:21 4- 
33/12.346. ’ 1 


"Use of Sealing Compounds in Operating Sys.” Svc 


8511150120 IE Info Notice 85-090, 
list oncl. 

^HDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


8511260425 Forwards Radiological Controls Insp Repts 50-220/85-18 & 50-410/85-32 
on 851014-1 8.No violation noted.Addl attention should be directed toward closure of 
IE bulletins & circulars at Unit 2. 

MARTIN, T.T. Region 1, Office of Director. 85/11/20. MANGAN.C.V. Niagara Mohawk 
Power Carp. 2pp. 33615:268-33615:268. 

-8511260432 Insp Repts 50-220/85-18 & 50-410/85-32 on 851014-18.No violation or 
deviation noted. Major areas inspected:personnel training & 
qualification, posting, barricading & access control, previous findings & bulletins & circu- 
lars. 

NIMITZ.R.L., PASCIAK.WJ. Region 1, Office of Director. 85/11/18. 20pp. 33615:269- 
33615:288. 


S. Reportable occurrences, LERs & related correspondence 

8511140305 Interim Deficieny Rept (55(e)85-28) re Gould svc water pump motor hold- 
down bolts. Initially reported on 850930-Result of investigation & analysis of safety im- 
plications will be? submitted in final rept by 860103. 

MANGAN.C.V. Niagara Mohawk Power Corp. 85/10/30. STAROSTECKI.R. Region 1, 
Office of Director. 2pp. 33457:053-33457:054. 


DOCKET 50-412 BEAVER VALLEY POWER STATION, UNIT 2 


A. Application/construction stage documents & correspondence 

8511040143 Further response to FOIA request for documents re Comanche Peak Task 
Force established in Mar 1984. Forwards App A documents.Documents also available 
in PDR.App A documents not end undergoing further review. 

FELTON, J.M. Division of Rules and Records. 85/10/16. GARDE, B.P. Government Ac- 
countability Project. 8pp. 33470:001-33491:281. 

-8511050331 "Test Program to Evaluate DBA Performance of Overlaps Coating Sys 
(Carboline/lmperial) for Beaver Valley Unit 2." 

ARNOLD, G.E., TAYLOR, R.R. Imperial Professional Coatings. 553-81. 81/12/24. 
1 33pp. 334 76: 1 26-33476:258. 

8511060258 Informs of completion of program re superheated blowdowns outside 
containmentTemp envelopes for each plant to be established within min of 90 
days. List of equipment potentially affected by envelopes expected within 60 days. 
GERMAK.J.O. Westinghouse Operating Plants Owners Group. 85/10/28. 
WIGGINTON.D.L. Office of Nuclear Reactor Regulation, Director (pre-851 125). Ip. 
33346:184-33346:184. 

8511130282 Forwards response to 850618 request for addl info re Generic Ltr 83- 
28, Items 4.2.1 & 4.2.2 concerning preventive maint program for reactor trip breakers/ 
maint & trending. Reactor monitoring program will trend listed parameters. 

CAREY, J.J. Duquesne Light Co. 85/11/04. KNIGHTON, G.W. Licensing Branch 3. 3pp. 
33434:305-33434:307. 

$511210562 Responds to FOIA request, confirming 851001 telcon which advised that 
NRG 850705 response to 841214 FOIA request re plant final. 

FELTON, J.M. Division of Rules and Records. 85/11/07. GRABER.L. NUS Corp. Ip. 
33578:359-33578:360. 


D. NBC Draft/ Final Environmental Statements, suppls & correspondence 


8511250116 Accepts FES pending resolution of listed items. Response to EPA com- 
ments fails to adequately address issue of water quality. Long-term data needed for 
analysis of accident sequence probabilities. rs w i 

PEPINO.R.V. Environmental Protection Agency. 85/11/15. KNIGHTON, G.W. Licensing 
Branch 3. Ip. 33618:008-33618:008. 


E. NBC Safety Evaluation Report (SER), suppls & correspondence 

8511220301 Forwards info in response to Generic Ltr 8 ^ 12 , ‘ ‘ 1 
Action Item K.35, ‘Automatic Trip of Reactor Coolant Pumps. Info concerns items 
ai a?B 2C1 & C2of SER & Section IV implementation section. 

GAREY.JJ.' Duquesne Light Co. 85/11/15. THOMPSON, H.L. Division of Licensing 
£800428-851124). 5pp. 33570:140-33570:144. 


Q. Inspection reports, IE Bulletins & correspondence 


8511010027 Ack receipt of 850530 & 0729 Itrs informing NRC of steps taken to correct 
violations noted in Insp Rept 50-412/85-04. Verification of discrepancy for Violations 
85-04-02 & 03 will be examined during future insp. 

EBNETEP.S.D n c-= : cn J Cf t: ce of Director. 85/10/28. GAREY.JJ. Ducuesne Liaht 
Co. 2pp. 

8510250539 IE Bulletin 85-001, ‘‘Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Er.gineerinc Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York. Inc. 136pp. 33358:003- 
33358:138. 


8510250546 IE Info Notice 85-084, "Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN, E.L. Division o f Emerceno-' P-eparedness & Encinoorir.c Response (Post 
830103). 85/10/30. Ceric -saica ~r. sc" Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 


8510290039 IE Info Notice 85-085, "Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & E^cineermc Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, ire. iG5pp. 33357:063- 
33357:199. 


8511010020 IE Info Notice 85-086, "Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New Yc^x, Inc. I39pp 33385:198- 
33385:335. 


8511130387 Forwards Safety Insp Rept 50-412/85-22 on 850923-27.No violation noted. 
EBNETER.S D Recicr 1. C“ : ce of Director. 85/11/07. CAREY, J.J. Duquesne Light 
Co. 2pp. 3342-:- 342-3342:: 349 

-8511130389 Insp Rept 50-412/85-22 on 850923-27.No violation noted. Major areas 
inspected:preventive maint program for emergency diesel generators & associated 
equipment & status cf c'ov’cusiv identified open items. 

.VCCDARD.C i ■ , ANDERSON C J Region 1, Office of Director. 85/10/31. 8pp. 
33435:342-33435:349. 

8511130441 IE Bulletin 85-003, "Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 


8511150098 IE info Notice 85-087, “Hazards of Inerting Atmospheres." Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 


Licensee Control of Contracted Svcs Providing 


& Er.croe-irc Response (Post 
Co. of New Vcrx, nc '.23pp 33631:018- 


8511150107 IE Info Notice 85-088, 

Train ng." Svc isi end. 

JC -DAN, E.L Dv.-sion e* Emergency D : 

SSCOSL 85. 1 Cc'-scicatoi: Eciso 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. „ _ . _ , 

JORDAN, E.L Division of Emergency Preparedness & Engineering^ Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. . 

JORDAN, E.L Division of Emergency Preparedness & ._ng:nee-:ng Response (Post 
830103) 85/11/19. Consolidated Edison Co. of New Vc.-k, n c -3opp 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys." Svc 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 


S. Reportable occurrences, LERs & related correspondence 
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8511050220 PNO-l-85-083:on 851 031 .unmonitored release of 1,600 gallons radioactive 
water from Uni* 4 tcric acid holding tan?: orc-'rod Caused by personnel error.Leak 
isciaiec £. sem e's 'nonnur-iC.Uni: 'A ^ork;:r sontam-.-awd or shoe. 

TROSKOSKI.B., MEYER.G. Region 1, Office of Director. 85/10/31. Ip. 33327:279- 
33327:279. 


T. Hearing transcripts on non-antitrust matters 

8511150003 Transcript of ACRS Subcommittee on Beaver Valley Power Station, Unit 2 
851101 meeting in Pittsburgh, PA.Pp 1-240. Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 85/11/01. 400pp. 33459:174- 
33460:229. 


V. Operator Examinations 

8511190369 Forwards best estimate of need for operator licensing & requalification 
exams during FY86-89,in response to Generic Ltr 85-18. 

CAREY.J.J. Duquesne Light Co. 85/11/07. BOGER.B. Operator Licensing Branch. 
3pp. 33510:360-33510:362. 


DOCKET 50-413 CATAWBA NUCLEAR STATION, UNIT 1 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 

8511010300 Responds to NRC 851010 transmittal of proof & review Tech Specs re re- 
actor trip sys instrumentation & ESFAS. Corrections to errors originating in SER 
review attached. 

TUCKER, H.B. Duke Power Co. 85/10/30. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). ADENSAM.E.G. Licensing Branch 4. 22pp. 
33286:135-33286:156. 


F. Security, medical, emergency & fire protection plans 

8511010469 Forwards Insp Repts 50-413/85-35 & 50-414/85-32 on 850727-0825.No 
violation or deviation noted. 

BROWNLEE, V.L. Region 2, Office of Director. 85/09/10. TUCKER.H.B. Duke Power 
Co. 2pp. 33292:271-33292:279. 

-8511010474 Insp Repts 50-413/85-35 & 50-414/85-32 on 850726-0825. No violations 
or deviations noted.Major areas inspected:fire protection, surveillance observation, plant 
operations review & comparison of as-built plant to FSAR. 

SKINNER, P.H., VAN DOOR N , P. K. , DANCE, H. Region 2, Office of Director. 85/09/09. 
7pp. 33292:273-33292:279. 

8511060118 Forwards Rev 4 to safeguards contingency plan reflecting station organiza- 
tion changes.Rev withheld (ref 10CFR73.21). 

TUCKER.H.B. Duke Power Co. 85/10/23. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). 3pp. 33345:348-33345:350. 

8511010283 Forwards addl justification for additions to Rev 1 to Westinghouse Owners 
Group Emergency Response Guideline ECA-1.2, “LOCA Outside Containment," per 
850611 & 1023 tfricons.Cjrrcrt cmrrgencv operating procedures appropriate. 
TUCKER.H.B. Duke P:>e: Co. 85/:C'29. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). ADENSAM.E.G. Licensing Branch 4. 12pp. 
33287:277-33287:288. 

8511140257 Ack receipt of 850909 ltr transmitting Rev 8 to Catawba Nuclear Station & 
Rev 23 to McGuire Nuclear Station physical security plans.Submittal transferred to 
NRR for review because changes involve vital equipment criteria. 

WALKER, R.D. Region 2, Office of Director. 85/10/31. TUCKER.H.B. Duke Power Co. 
3pp. 33467:188-33467:190. 

8511140410 Advises that 850930 Rev 6 to guard training & qualification plan consistent 
w/provisions of 1 0CFR50.54(p) & acceptable. 

WALKER, R.D. Region 2, Office of Director. 85/10/31. TUCKER.H.B. Duke Power Co. 
2pp. 33456:262-33456:263. 

8511140450 Advises of transfer of review responsibility for Rev 23 to McGuire & Rev 8 
to Catawba physical security plans to NRR for resolution. 

BARR.K.P. Region 2, Office of Director. 85/10/31. THOMAS, C.O. Standardization & 
Special Projects Branch. Ip. 33456:147-33456:147. 

8511120077 Advises that Rev 16 to corporate crisis mgt plan dtd 850830 continues to 
meet planning stds of 10CFR50.47(b) & App E requirements. 

BROWNLEE, V.L. Region 2, Office of Director. 85/11/04, TUCKER.H.B. Duke Power 
Co. 2pp. 33423:354-33423:355. 

8511130224 Forwards Insp Repts 50-413/85-43 & 50-414/85-46 on 850926-1025 & 
notice of violation.Attention invited to unresolved items identified in insp rept. 

WALKER, R.D. Region 2, Office of Director. 85/11/06. TUCKER.H.B. Duke Power Co. 
2pp. 33434:067-33434:080. 

-8511130239 Insp Repts 50-413/85-43 & 50-414/85-46 on 850926-1025. Violation 
noted:failure to follow procedure for control of nonconforming items. 

VAN DOORN.P.K., SKINNER f P.H., DANCE, H.C. Region 2, Office of Director. 85/11/ 
04. 10pp. 33434:071-33434:080. 

8511130374 Forwards Insp Repts 50-413/85-44 & 50-414/85-47 on 851008-10.No vio- 
lation or deviation noted. 

BROWNLEE, V.L Region 2, Office of Director. 85/11/06. TUCKER.H.B. Duke Power 
Co. 2pp. 33435:255-33435:262. 

-8511130382 Insp Repts 50-413/85-44 & 50-414/85-47 on 851 008-1 0.No violation or 
deviation noted.Major areas inspected: radiological environ monitoring requirements & 
previously identified inspector concerns. 

HARRIS, J.R., KUZO.G.B., CLINE, W.E. Region 2, Office of Director. 85/11/04. 6pp. 
33435:257-33435:262. 

8511150048 Forwards Rev 10 to security plan to correct security door error & change 
terminology of “security officer” to "security force member.” Rev withheld (ref 
10CFR73.21). 

TUCKER.H.B. Duke Power Co. 85/11/11. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). Ip. 33466:114-33466:114. 


8511260267 Informs that 850624 Rev 6 to radiological emergency plan inconsistent w/ 
annual training requirement of NUREG-0654. Rev changes frequency of training from 
annual to once every 2 years.Response requested within 45 days of ltr date. 

WALKER, R.D. Region 2, Office of Director. 85/11/12. TUCKER.H.B. Duke Power Co 
2pp. 33641:046-33641:047. 


G. Adjudicatory correspondence 

8511070200 Advises that documents filed w/NRC, except for legal dccjrrcnts.vill rn 
longer be provided since ALAB-813 became final agency action or- 65:025 Relniod 
correspondence. 

CARR.A.V. Duke Power Co. #485 090. 85/10/31. GUILD, R. Guild, R. RILEY, J.R. 
Carolina Environmental Study Group. 1 p. 33362:327-33362:327. 

@511250184 Decision A LAB-825, affirming remaining part of ASLB OL 
authorization, permitting applicant to receive & store spent fuel generated at Duke 
Power Co Oconee & McGuire nuclear power facilities.Served on 851121. 
SHOEMAKER, C.J. Atomic Safety and Licensing Appeal Panel. #485 265. 85/11/21. 
15pp. 33590:313-33590:327. 


H. General correspondence 


@511110306 Notifies of address change for organization & R Guild. 

* Palmetto Alliance. NRC - No Detailed Affiliation Given. 3pp. 33391:175- 

33391:177. 


P. Operating license stage documents & correspondence 


8507170602 Board Notification 85-064:forwards NUREG/CR-4077 & Westinghouse 
Owners Group 850*03 ltr Wosiinghouso reactor coolant pump seals, updating info 
provided in Board Medications 83- 5 39 & BN-84-076. Related correspondence. 
THOMPSON.H.L. Division of Licensing (800428-851124). #485 647. 85/06/24. PAL- 
LADINO Commissioners. 82pp. 31630:192-31630:293. 

8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1984.App A documents available in PDR.Apps 
B & C documents partially & completely withheld, respectively, (ref Exemption 5). 
FELTON, J.M. Division of Rules and Records. 85/10/17. G!LINSKY,V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

-8511140447 Rept of 830824 interview w/L Harris re incidents of harrassment or intimi- 
dation of util employees resulting from contact w/NRC. Expresses concern about rup- 
ture strengths of welds. 

MCKENNA.P. Office of Inspector & Auditor. 83/09/01. Ip. 33535:325-33535:325. 

-8511140452 Rept of 830823 interview w/HE Eubanks re problems concerning util & 
NRC handling of employee/employer problems.Employees never threatened w/trans- 
fers/terminations as potential retaliatory weapon by util. 

MCKENNA.P. Office of Inspector & Auditor. 83/08/31. Ip. 33535:326-33535:326. 

8511010198 Forwards HB Tucker 851011 ltr & H Thompson draft Itrs & environ assess- 
ment re Duke Power Co request for approval of procedure for disposal of radioactively 
contaminated wood, for review. W/o end. 

ADENSAM.E.G. Licensing Branch 4. 85/10/30. BROWN.D. North Carolina, State of. 
Ip. 33303:354-33303:354. 

8511010300 Responds to NRC 851010 transmittal of proof & review Tech Specs re re- 
actor trip sys instrumentation & ESFAS. Corrections to errors originating in SER 
review attached. 

TUCKER.H.B. Duke Power Co. 85/10/30. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). ADENSAM.E.G. Licensing Branch 4. 22pp. 
33286:135-33286:156. 

8511190231 Forwards Amend 1 to License NPF-35 & safety evaluation.Amend revises 
Tech Specs to extend, by 72 h, allowable time in Mode 3 w/unidentified RCS leakage 
greater than 1 gpm.but less than 5 gpm. 

ADENSAM.E.G. Licensing Branch 4. 85/11/01. TUCKER.H.B. Duke Power Co. 4pp. 
33534:338-33534:341. 


-8511190234 Amend 1 to License NPF-35, revising Tech Specs to extend by 72 
h, allowable time in Mode 3 w/unidentified RCS leakage greater than 1 gpm.but less 
than 5 gpm. 

ADENSAM.E.G. Licensing Branch 4. 85/11/01. 5pp. 33534:342-33534:346. 

-8511190242 Safety evaluation supporting Amend 1 to License NPF-35. 

* NRC - No Detailed Affiliation Given. 85/11/01. 3pp. 33534:347-33534:349. 

8511220042 Partial response to FOIA request for records re Enforcement Action EA 84- 
93. Forwards App A documents.Documents listed on end App B already available in 
PDR.App C documents already available to util. 

FELTON, J.M. Division of Rules and Records. 85/11/04. CARR.A.V. Duke Power Co. 
6pp. 33585:114-33585:194. 

-8511220048 Notification of significant meeting on 840418 w/util in Atlanta, GA to dis- 
cuss welding issue irregularity findings at site.Case of Brown & Root, Inc vs RJ Dono- 
van end. 

Region 2, Office of Director. 84/04/11. Region 2, Office of Director. 21pp. 
33585:125-33585:150. 


—8511220061 Summarizes 840815 telcorf w/B Ross re dissatisfaction w/resolution of 
Ross grievance against util.ltems discussed listed. 

BRYANT, J.C. Region 2, Office of Director. 84/08/15. BROWNLEE, V.L NRC - No De- 
tailed Affiliation Given. 3pp. 33585:183-33585:185. 

-8511220105 Advises that Chairman requests 5-day extension on SECY-85-226 re 
review of Director’s Decision 85-9.Notation vote response sheet end. 

REAMER.B. Commissioners. 85/07/23. BATES, A. NRC - No Detailed Affiliation Given. 
2pp. 33585:258-33585:260. 
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--851 1220108 Extends time for review of SECY-85-216 & SECY-85-226 until 
850729„Press Releases 85-108 & 85-60, describing NRC proposed fine for util discrimi- 
nation against employee end. 

REAMER, B. Commissioners. 85/07/26. BATES, A. NRC - No Detailed Affiliation Given. 
6pp. 33585*261 -33585.*266. 


-85 111 40454 Rept of 820823 interview w/R Irby re possible falsification of documents 
& possible harassment or intimidation of util employees.NRC position on nonconform- 
rc :toT:S should be stronger. 

i/.C:<r>;VA, r) . C: ; :cc c: inspector & Auditor. 83/08/31. Ip. 33535:327-33535:327. 


8511220077 Requests that end memo be served on parties in facility OL proceedina 
DAVIS, P. Commissioners. 84/10/11. CLEMENTS, W. Docketinq & Services Branch 
Ip. 33585:195-33585:257. a 


-8511140460 Rept of 830824 interview w/GE Ross rs 'ocri-mstic- b*. .:t:* for employee 
contacting NRC ocncorrmc CA 'QO .•.c’iisru o-corar* GAOC c. r s:: ! f:*"s of secondary 
importance to mg!. P.-.;ia:ec dcci-meniai-cr cid. 

MCKENNA, P. Office of Inspector & Auditor. 83/09/01. 9pp. 33535:328-33535:336. 


8511130332 Forwards NUREG-0588 environ qualification summary sheets for Unit 2 
equipment different from Unit 1 .Summary sheets will be included in Rev 7 to response 
to NUREG-0588. All harsh environs listed in response are worst case for equipment 
TUCKER, H.B. Duke Power Co. 85/11/05. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). ADENSAM.E.G. Licensinq Branch 4 6dd 
33434:344-33434:349. 


8511130249 Forwards corrected proof & review Tech Specs, including mods to changes 
per 850507 request re ice condenser door spec. 

TUCKER, H.B. Duke Power Co. 85/11/07. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). ADENSAM.E.G. Licensing Branch 4. 13pp 
33434:037-33434:049. 


8511220515 Summary of 850925 meeting w/util,ORNL & Westinghouse at site to dis- 
cuss inadequate core cooling instrumentation. List of attendees & viewgraphs end. 
JABBOUR.K.N. Licensing Branch 4. US/ 11/07. Licensing Branch 4. 28pp. 33585:299- 
33585:326. 


8511130372 Forwards technical justification & analysis of significant hazards consider- 
ation for Tech Spec changes requested in 850315,0731 & 0807 Itrs. 

TUCKER, H.B. Duke Power Co. 85/11/08. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). ADENSAM.E.G. Licensing Branch 4. 8pp. 
33435:165-33435:254. 


8511260408 Forwards responses to 850916 request for addl info re main steam line 
break in doghouse.Heat transfer rate maintained in excess of value calculated w/com- 
bination of tube bundle uncovery & superheated steam heat transfer. 

TUCKER, H.B. Duke Power Co. 85/11/15. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). ADENSAM.E.G. Licensing Branch 4. 4pp. 
33614:128-33614:138. 


-8511140468 Rept of 840201 interview w/V Brownlee re GAP allegation that util did not 
implement 1974 commitment to separate QA/QC function from const & engineering 
until 1982. s a 

MULLEY.G.A. Office of Inspector & Auditor. 84/02/16. 3pp. 33535:337-33535:339. 

-8511140471 Rept of 840523 interview w/JP O’Reilly re allegations of NRC mgt/per- 
sonnel improprieties concerning facility. 

iVICK: NNA.P. C'l.ce of inspector & Auditor. 84/06/07. Ip. 33535:340-33535:340. 

8511060511 Forwards Insp Repts 50-413/85-41 & 50-414/85-40 on 850826-0925. No 
violations or deviations noted. 

BROWNLEE.V.L. Region 2, Office of Director. 85/10/21. TUCKER, H.B. Duke Power 
Co. 2pp. 33355:075-33355:087. 

-8511060522 Insp Repts 50-413/85-41 & 50-414/85-40 on 850826-0925.No violations 
or deviations noted.Major areas inspected: followup of licensee & NRC identified items 
& maint & surveillance observation for Unit 1 . 

VANDOORN.P.K., SKINNER, P.H., DANCE, H.C. Region 2, Office of Director. 85/10/ 
18. 11pp. 33355:077-33355:087. 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR.J.M. Director’s Office, Office of Inspection and Enforcement 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8511040316 Forwards AEOD input to SALP review, assessing LERs for correction of 
specific deficiencies in future repts.Quality of LERs acceptable based on requirements 
of 10CFR50.73. 

BROWNLEE.V.L Region 2, Office of Director. 85/10/29. TUCKER, H.B. Duke Power 
Co. 77pp. 33296:083-33296:159. 


8511220107 Requests approval for elimination of arbitrary intermediate pipe breaks 
using alternative pipe break criteria. Implementation of revised criteria will require ex- 
emption from compliance w/SRP Sections 3.6.1 & 3.6.2.Fee paid. 

TUCKER, H.B. Duke Power Co. 85/11/20. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). ADENSAM.E.G. Licensing Branch 4. 62pp. 
33568:310-33569:009. 


Q. Inspection reports, IE Bulletins & correspondence 


851122003® FOIA request for documents re Enforcement Action EA 84-93 being taken 
against util. 

CARR.A.V. Duke Power Co. 85/08/19. FELTON, J.M. Division of Rules and Records. 
2pp. 33585:112-33585:113. 

8508270045 Board Notification 85-079:discusses issuance of notice of violation & pro- 
posed imposition of civil penalty in amount of $64,000 re discrimination by util.per Di- 
rector's Decision DD-85-9. 

THOMPSON, H.L. Division of Licensing (800428-851124). 85/08/26. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. 4pp. 33051:119-33051:129. 


8511010502 Responds to Violation 413/85-28-02 noted in Insp Rept 50-41 3/85-28.Cor- 
roctive actions:renewed emphasis placed on annual const procedure review process 
to assure procedures reflect current practices & needs. 

TUCKER, H.B. Duke Power Co. 85/09/09. GRACE, J.N. Region 2, Office of Director. 
2pp. 33292:242-33292:243. 


8511010469 Forwards Insp Repts 50-413/85-35 & 50-414/85-32 on 850727-0825.No 
violation or deviation noted. 

BROWNLEE.V.L. Region 2, Office of Director. 85/09/10. TUCKER, H.B. Duke Power 
Co. 2pp. 33292:271-33292:279. 


-8511010474 Insp Repts 50-413/85-35 & 50-414/85-32 on 859726-0825. No violations 
or deviations noted.Major areas inspected:fire protection, surveillance observation, plant 
operations review & comparison of as-built plant to FSAR. 

SKINNER, P.H., VANDOORN.P.K., DANCE, H. Region 2, Office of Director. 85/09/09. 
7pp. 33292:273-33292:279. 

8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1984.App A documents available in PDR.Apps 
B & C documents partially & completely withheld, respectively, (ref ^Exemption 5). 
FELTON, J.M. Division of Rules and Records. 85/10/17. GILINSKY.V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

-8511140329 Discusses util investigation of allegations re QC welding insp.lnvestigation 
complete. Resultant recommendations & actions adequate. _ _ 

VAN DOORN.P.K, NRC - No Detailed Affiliation Given. 83/02/01. ALDERSON.C.E. 
NRC - No Detailed Affiliation Given. Ip. 33535:303-33535:305. 

-8511140335 Rept of 840131 interview w/GF Maxwell re NRC handling of various alle- 
gations by welding inspectors. „„„ 

MULLEY.G.A. Office of Inspector & Auditor. 84/02/24. 5pp. 33535:306-33535:310. 

-8511140341 Rept of 840202 interview w/LR Davison re QA/QC program at plant & 
Oct 1980 meeting w/GF Maxwell re NRC insp. „„„„ _ 

MULLEY.G.A. Office of Inspector & Auditor. 84/02/16. 3pp. 33535:311-33535:312. 

-8511140346 Rept of 840201 interview w/PK Van Doom re knowledge of NRC han- 
dling of allegations raised by welding inspectors employed by uffl. 

MULLEY.G.A. Office of Inspector & Auditor. 84/02/10. 7pp. 33535.313-33535.322. 

-8511140442 Rept of 830504 interview w/CF Alderson re allegations in GAP 830421 Itr 

concerning welding insp program. - qQcqc.qoqoocqc.o 2 4 

MCKENNA, P, Office of Inspector & Auditor. 83/05/12. 2pp. 33535.323-33535.J24. 


8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 


8511110158 Advises that completion date for corrective adions re violation from Insp 
Rept 50-413/85-05 must be extended due to excessive procedure revs.Corrective ac- 
tions will be completed by 851202. 

TUCKER, H.B. Duke Power Co. 85/10/30. GRACE, J.N. Region 2, Office of Director. 
Ip. 33385:346-33385:346. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 


8511140115 Forwards Insp Repts 50-413/85-45 & 50-414/85-45 on 850930-1 004.No 
violation or deviation noted. 

BROWNLEE.V.L. Region 2, Office of Director. 85/11/04. TUCKER, H.B. Duke Power 
Co. Ip. 33458:072-33458:072. 

-8511140123 Insp Repts 50-413/85-45 & 50-414/85-45 on 850930-1 004.No violation 
or deviation noted.Major areas inspected:welding verification.review of preservice insp 
procedures & work activities performed during preservice insp. 

COLEY, J.L., BLAKE, J.J. Region 2, Office of Director. 85/11/01. 10pp. 33458:073- 
33458:082. 


851 1220042 Partial response to FOIA request for records re Enforcement Action EA 84- 
93.Forwards App A documents.Documents listed on end App B already available in 
PDR.App C documents already available to util. 

FELTON, J.M. Division of Rules and Records. 85/11/04. CARR.A.V. Duke Power Co. 
6pp. 33585:114-33585:266. 


—8511220055 Requests review of end Ofc of Investigations Rept 2-83-038 & excerpts 
from ASLB action (ASLBP 81-463-0601) to identify potential areas of enforcement 
action re welding concerns at facility.Evaluation requested by 840822. 

NEJFELT.G.M. NRC - No Detailed Affiliation Given. 84/08/14. L£WIS,R.C., 
OLSHINSKI.J.A. NRC - No Detailed Affiliation Given. 32pp. 33585:151-33585:182. 

-8511220067 Requests that NRC issue civil penalty in amount of $250,000 against util 
for deliberate & persistent harassment of QC inspectors at facility from approx 1978 - 

GARDE, B.P. Government Accountability Project. 84/09/27 DEYOUNG, R.C. Director’s 
Office, Office of Inspection and Enforcement AXELRAD.J. Enforcement Staff. 9pp. 
33585:186-33585:194. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 

JORDANJE. L. Division of Emergency Preparedness & Engineering (Post 

830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511130224 Forwards Insp Repts 50-413/85-43 & 50-414/85-46 on 850926-1025 & 
notice of vioiation.Attention invited to unresolved items identified in insp rept 
WALKER.R.D. Region 2, Office of Director. 85/11/06. TUCKER, H.B. Duke Power Co. 
2pp. 33434:067-33434:080. 
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-8511130231 Notice of violation from insp on 850926-1025. 

* Region 2, Office of Director. 85/11/06. 2pp. 33434:069-33434:070. 

-8511130239 Insp Repts 50-413/85-43 & 50-414/85-46 on 850926-1025. Violation 
noted:failure to follow procedure for control of nonconformino Items. 

VAN DOORN,P.K., SKINNER, P.H., DANCE, H.C. Region 2, Office of Director. 85/11/ 
04. 10pp. 33434:071-33434:080. 

8511130374 Forwards Insp Repts 50-413/85-44 & 50-414/85-47 on 851008-10.No vio- 
lation or deviation noted. 

BROWNLEE. V.L Region 2, Office of Director. 85/11/06. TUCKER, H.B. Duke Power 
Co. 2pp. .':j4 35 255-3243:: 252 

-8511130382 insp Repts 50-413/85-44 & 50-414/85-47 on 85l008-10.No violation or 
deviation noted.Major areas inspected: radiological environ monitoring requirements & 
c'ov'cus'y ‘dc.ntifieri hsooctor concerns. 

KL.73G.-:., CLINE, W.E. Region 2, Office of Director. 85/11/04. 6pp. 
33435:257-33435:262. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Ergmeerng Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New v cyk, \r.z. "Jod 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Response (Post 

830103). 85/11/18. Consolidated Edison Co. of New v c r K no. '3Cpc. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN, E.L. Division cf Emergency P r eparedness & Engineering Response (Post 
830103). 85/11/19. Co- sol dater; Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 

8511270234 Forwards Exam Rept 50-413/OL-85-04 for Units 1 & 2, of exams adminis- 
tered on 850917 & 1021-22.lndividual results withheld (ref 10CFR2.790(a)). 
BROWNLEE, V.L. Region 2, Office of Director. 85/11/20. TUCKER, H.B. Duke Power 
Co. 2pp. 33627:052-33627:055. 

-8511270240 Exam Rept 50-41 3/OL-85-04 on 850917 & 1021-22 for Units 1 & 2.Thir- 
teen reactor operator & 29 senior reactor licenses amended to be licensed on Unit 2. 
ROGERS.T., WILSON, B.A. Region 2, Office of Director. 85/11/19. 2pp. 33627:054- 
33627:055. 


R. Periodic operating reports & related correspondence 

8511220315 Monthly operating rept for Oct 1985.W/851 1 15 Itr. 

REAVIS, J.A., TUCKER, H.B. Duke Power Co. 85/10/31. 7pp. 33584:229-33584:235. 


S. Reportable occurrences, LERs & related correspondence 

8511040204 PNO-ll-85-096:on 851 01 8, reactor shut down due to unidentified RCS leak 
of 1.3 gpm.Cause under investigation. Probably caused by RHR valve packing 
leak.Plant in hot standby for 72 h. 

BURGER,C., DANCE, H. Region 2, Office of Director. 85/10/21. Ip. 33294:188- 
33294:188. 

8511060282 Summary of Operating Reactors Events Meeting 85-19 on 851007 w/ofc 
directors, div directors & representatives on events which occurred since last meeting 
on 851007. 

CRUTCHFIELD, D. Assistant Director for Safety Assessment. 85/10/21. 
THOMPSON, H.L. Division of Licensing (800428-851124). 24pp. 33371:015-33371:038. 

8511010138 LER 85-056-0Q:on 850924,during health physics biological shield 
survey, radiation streaming discovered coming through many eletrical penetrations in 
reactor bldg.Caused by failure to analyze path in shielding analysis.W/851024 Itr. 
OUELLETTE, R.W., TUCKER, H.B. Duke Power Co. 85/10/24. 4pp. 33299:130- 
33299:133. 

851 1040244 LER 85-Q57-00:on 850924, comparison of digital rod position to demand rod 
position not performed. Caused by alarm malfunction & personnel error.Measured rod 
position verified & 13 circuit cards replaced in computer. W/85 1025 Itr. 

OUELLETTE, R.W., TUCKER.H.B. Duke Power Co. 85/10/25. 6pp. 33306:093- 
33306:098. 

8511040316 Forwards AEOD input to SALP review, assessing LERs for correction of 
specific deficiencies in future repts.Quality of LERs acceptable based on requirements 
of 10CFR50.73. 

BROWNLEE, V.L Region 2, Office of Director. 85/10/29. TUCKER.H.B. Duke Power 
Co. 77pp. 33296:083-33296:159. 

8511070001 Forwards Rev 1 to “TDI Diesel Generator Design Review & Quality Revali- 
dation Rept,” Vols t-4.Proposed plan for implementation of design review & quality 
revalidation maint & surveillance recommendations submitted on 850621 . 
TUCKER.H.B. Duke Power Co. 85/11/04. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). ADENSAM.E.G. Licensing Branch 4. Ip. 
33360:001-33362:047. 


-8511070009 Rev 1 to “TDI Diesel Generator Design Review & Quality Revalidation 
Rept," Vols 1-4. 

DEESE.R.J., RAY.C.L. TDI (Transamerica Delaval, Inc.) Owners Group. 85/02/28. 
766pp. 33360:002-33362:047. 

85 11220042 Partial response to FOIA request for records re Enforcement Action EA 84- 
93. Forwards App A documents.Documents listed on end App B already available in 
PDR.App C documents already available to util. 

FELTON, J.M. Division of Rules and Records. 85/11/04. CARR, A. V. Duke Power Co. 
6pp. 33585:114-33585:194. 

8511070552 Forwards list of current AEOD studies of operational events re reactors 
nonreactor activities. Each study will be documented as technical review, engineering 
evaluation or case study rept when completed. 

HELTEMES.C.J. AEOD, Director’s Office. 85/11/05. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 24pp. 33382:160-33382:183. 

8511120103 Part 21 rept re potential defect in DSR or DSRV standby diesel generator 
intake & exhaust valve springs mfg by Betts Spring Co. Users recommended to inspect 
engines for broken springs & identify original mfg. 

GUNTRUM.B.C. Transamerica Delaval, Inc. 85/11/06. Director’s Office, Office of In- 
spection and Enforcement. 5pp. 33413:293-33413:297. 

8511180198 LER 85-058-00:on 851008,hourly fire watches for nine fire detection zones 
performed approx 30 minutes late.Caused by lack of formalized program to document 
post assignments or changes in assignments. Patrols performed.W/851 107 Itr. 
OUELLETTE, R.W., TUCKER.H.B. Duke Power Co. 85/11/07. 5pp. 33502:180- 

33502:184. 

8511150081 LER 85-060-00:on 851010,both motor-driven auxiliary feedwater pumps 
automatically started after main feedwater pump tripped on high discharge 
pressure.Caused by unidentified primary coolant sys leak.W/851108 Itr. 

OUELLETTE, R.W., TUCKER.H.B. Duke Power Co. 85/11/08. 5pp. 33463:017- 

33463:021 . 

8511150097 LER 85-059-00:on 851 01 0-12, reactor shut down due to RCS leakage in 
excess of 1 gpm.Caused by leaking compression tube fitting on flow transmitter. Fitting 
tightened. W/851108 Itr. 

OUELLETTE, R.W., TUCKER.H.B. Duke Power Co. 85/11/08. 6pp. 33459:008- 

33459:013. 

8511260070 LER 85-045-00:on 850710, during 18-month surveillance calibrs, reactor trip 
occurred on lo-lo steam generator. Caused by personnel error.Technician in field will 
be provided documentation.W/851115 Itr. 

OULLETTE.R.W., TUCKER.H.B. Duke Power Co. 85/11/15. 5pp. 33641:310- 

33641:314. 


V. Operator Examinations 

8511270234 Forwards Exam Rept 50-41 3/OL-85-04 for Units 1 & 2, of exams adminis- 
tered on 850917 & 1021 -22. Individual results withheld (ref 10CFR2.790(a)). 
BROWNLEE.V.L. Region 2, Office of Director. 85/11/20. TUCKER.H.B. Duke Power 
Co. 2pp. 33627:052-33627:055. 

-8511270240 Exam Rept 50-41 3/OL-85-04 on 850917 & 1021-22 for Units 1 & 2.Thir- 
teen reactor operator & 29 senior reactor licenses amended to be licensed on Unit 2. 
ROGERS.T., WILSON, B.A. Region 2, Office of Director. 85/11/19. 2pp. 33627:054- 
33627:055. 


DOCKET 50-414 CATAWBA NUCLEAR STATION, UNIT 2 


A. Application/construction stage documents & correspondence 

8507170602 Board Notification 85-064:forwards NUREG/CR-4077 & Westinghouse 
Owners Group 850103 Itr re Westinghouse reactor coolant pump seals, updating info 
provided in Board Notifications BN-83-139 & BN-84-076.Related correspondence. 
THOMPSON.H.L. Division of Licensing (800428-851124). #485 647. 85/06/24. PAL- 
LADINO Commissioners. 82pp. 31630:192-31630:293. 

8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1984.App A documents available in PDR.Apps 
B & C documents partially & completely withheld, respectively, (ref Exemption 5). 
FELTON, J.M. Division of Rules and Records. 85/10/17. GILINSKY.V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

-8511140447 Rept of 830824 interview w/L Harris re incidents of harrassment or intimi- 
dation of util employees resulting from contact w/NRC.Expresses concern about rup- 
ture strengths of welds. 

MCKENNA, P. Office of Inspector & Auditor. 83/09/01. Ip. 33535:325-33535:325. 

-8511140452 Rept of 830823 interview w/HE Eubanks re problems concerning util & 
NRC handling of employee/employer problems.Employees never threatened w/trans- 
fers/terminations as potential retaliatory weapon by util. 

MCKENNA, P. Office of Inspector & Auditor. 83/08/31. Ip. 33535:326-33535:326. 

8511010198 Forwards HB Tucker 851011 Itr & H Thompson draft Itrs & environ assess- 
ment re Duke Power Co request for approval of procedure for disposal of radioactively 
contaminated wood, for review. W/o end. 

ADENSAM.E.G. Licensing Branch 4. 85/10/30. BROWN.D. North Carolina, State of. 
Ip. 33303:354-33303:354. 

8511010300 Responds to NRC 851010 transmittal of proof & review Tech Specs re re- 
actor trip sys instrumentation & ESFAS. Corrections to errors originating in SER 
review attached. 

TUCKER.H.B. Duke Power Co. 85/10/30. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). ADENSAM.E.G. Licensing Branch 4. 22pp. 
33286:135-33286:156. 

8511220042 Partial response to FOIA request for records re Enforcement Action EA 84- 
93.Forwards App A documents.Documents listed on end App B already available in 
PDR.App C documents already available to util. 

FELTON, J.M. Division of Rules and Records. 85/11/04. CARR.A.V. Duke Power Co. 
6pp. 33585:114-33585:194. 
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-8511220048 Notification of significant meeting on 840418 w/util in Atlanta, GA to dis- 
cuss welding issue irregularity findings at site.Case of Brown & Root, Inc vs RJ Dono- 
van end. 

* Region 2, Office of Director. 84/04/11. Region 2, Office of Director. 21 pp 
33585:125-33585:150. 

-8511220061 Summarizes 840815 telcon w/B Ross re dissatisfaction w/resolution of 
Ross grievance against util. Items discussed listed. 

BRYANT, J.C. Region 2, Office of Director. 84/08/15. BROWNLEE, V.L. NRC - No De- 
tailed Affiliation Given. 3pp. 33585:183-33585:185. 

-8511220105 Advises that Chairman requests 5-day extension on SECY-85-226 re 
review of Director’s Decision 85-9.Notation vote response sheet end. 

REAMER, B. Commissioners. 85/07/23. BATES, A. NRC - No Detailed Affiliation Given. 
2pp. 33585:258-33585:260. 

-8511220108 Extends time for review of SECY-85-216 & SECY-85-226 until 
850729.Press Releases 85-108 & 85-60, describing NRC proposed fine for util discrimi- 
nation against employee end. 

REAMER, B. Commissioners. 85/07/26. BATES, A. NRC - No Detailed Affiliation Given. 
6pp. 33585:261-33585:266. 

85112200 77 Requests that end memo be served on parties in facility OL proceeding. 
DAVIS, P. Commissioners. 84/10/11. CLEMENTS, W. Docketing & Services Branch. 
Ip. 33585:195-33585:257. 

8511130332 Forwards NUREG-0588 environ qualification summary sheets for Unit 2 
equipment different from Unit 1 .Summary sheets will be included in Rev 7 to response 
to NUREG-0588.AII harsh environs listed in response are worst case for equipment. 
TUCKER, H.B. Duke Power Co. 85/11/05. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851 125). ADENSAM.E.G. Licensing Branch 4. 6pp. 
33434:344-33434:349. 

8511130249 Forwards corrected proof & review Tech Specs, including mods to changes 
per 850507 request re ice condenser door spec. 

TUCKER, H.B. Duke Power Co. 85/11/07. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851 1 25). ADENSAM.E.G. Licensing Branch 4. 13pp. 
33434:037-33434:049. 

8511220515 Summary of 850925 meeting w/util.ORNL & Westinghouse at site to dis- 
cuss inadequate core cooling instrumentation. List of attendees & viewgraphs end. 
JABBOUR.K.N. Licensing Branch 4. 85/11/07. Licensing Branch 4. 28pp. 33585:299- 
33585:326. 

8511130372 Forwards technical justification & analysis of significant hazards consider- 
ation for Tech Spec changes requested in 850315,0731 & 0807 Itrs. 

TUCKER, H.B. Duke Power Co. 85/11/08. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851 125). ADENSAM.E.G. Licensing Branch 4. 8pp. 
33435:165-33435:254. 

8511260408 Forwards responses to 850916 request for add! info re main steam line 
break in doghouse, Heat transfer rate maintained in excess of value calculated w/com- 
bination of tube bundle uncovery & superheated steam heat transfer. 

TUCKER, H.B. Duke Power Co. 85/11/15. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). 4pp. 33614:131-33614:141. 

8511220107 Requests approval for elimination of arbitrary intermediate pipe breaks 
using alternative pipe break criteria. Implementation of revised criteria will require ex- 
emption from compliance w/SRP Sections 3.6.1 & 3.6.2.Fee paid. 

TUCKER, H.B. Duke Power Co. 85/11/20. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). ADENSAM.E.G. Licensing Branch 4. 62pp. 
33568:310-33569:009. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 

8511010300 Responds to NRC 851010 transmittal of proof & review Tech Specs re re- 
actor trip sys instrumentation & ESFAS. Corrections to errors originating in SER 
review attached. 

TUCKER, H.B. Duke Power Co. 85/10/30. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). 22pp. 33286:135-33286:156. 


F. Security, medical, emergency & fire protection plans 

8511010469 Forwards Insp Repts 50-413/85-35 & 50-414/85-32 on 850727-0825. No 
violation or deviation noted. 

BROWNLEE, V.L. Region 2, Office of Director. 85/09/10. TUCKER, H.B. Duke Power 
Co. 2pp. 33292:271-33292:279. 


8511140450 Advises of transfer of review responsibility for Rev 23 to McGuire & Rev 8 
to Catawba physical security plans to NRR for resolution. 

BARR.K.P. Region 2, Office of Director. 85/10/31. THOMAS.C.O. Standardization & 
Special Projects Branch. Ip. 33456:147-33456:147. 

8511180451 Forwards request for addl info re SPDS.Requested info includes parameter 
selection & scope of SPDS. 

ADENSAM.E.G. Licensing Branch 4. 85/10/31. TUCKER, H.B. Duke Power Co. 5pp. 
33503:334-33503:338. 

8511050022 Responds to NRC 850910 & 1031 Itrs re results of SPDS audit. Response 
to request for addl info re E-MAX isolation devices end. Responses to remaining re- 
quests will be provided by 851 1 1 5. 

TUCKER, H.B. Duke Power Co. 85/11/01. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). ADENSAM.E.G. Licensing Branch 4. 5pp. 
33319:200-33319:204. 

8511120077 Advises that Rev 16 to corporate crisis mgt plan dtd 850830 continues to 
meet planning stds of 10CFR50 4 7 'h' Arc E requirements. 

BROWNLEE, V.L. Region 2, C"icv :r 1 Sector. 85/11/04. TUCKER, H.B. Duke Power 
Co. 2pp. 33423:354-33423:355. 

8511130224 Forwards Insp Repts 50-413/85-43 & 50-414/85-46 on 850926-1025 & 
notice of violation.Attention invited to unresolved items identified in insp rept. 

WALKER, R.D. Region 2, Office of Director. 85/11/06. TUCKER, H.B. Duke Power Co. 
2pp. 33434:067-33434:080. 

-8511130239 Insp Repts 50-413/85-43 & 50-414/85-46 on 850926-1025. Violation 
noted:failure to follow procedure for control of noriccrfo — ‘hq item? 

VAN DOORN.P.K. Region 2, Office of D.reoior. 65/11/04. 10pp. 33434:071- 
33434:080. 

8511130374 Forwards Insp Repts 50-413/85-44 & 50-414/85-47 on 851008-10.No vio- 
lation or deviation noted. 

BROWNLEE, V.L. Region 2, Office of Director. 85/11/06. TUCKER, H.B. Duke Power 
Co. 2pp. 33435:255-33435:262. 

-8511130382 Insp Repts 50-413/85-44 & 50-414/85-47 on 851 008-1 0.No violation or 
deviation noted. Major areas inspected: radiological environ monitoring requirements & 
previously identified inspector concerns. 

HARRIS, J.R. Region 2, Office of Director. 85/11/04. 6pp. 33435:257-33435:262. 

8511150048 Forwards Rev 10 to security plan to correct security door error & change 
terminology of “security officer" to “security force member." Rev withheld (ref 
10CFR73.21). 

TUCKER, H.B. Duke Power Co. 85/11/11. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). Ip. 33466:114-33466:114. 

8511150116 Discusses physical security plan. Implementation of physical security 
plan, security officer training & qualification plan & safeguards contingency plan.per 
10CFR50.54(r>Loenrihg receipt of OL. 

TUCKFP.H 3 iJi.-Ki: Povi.- Co. 85/11/11. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). 2pp. 33463:010-33463:011. 

8511190417 Confirms 851209-13 special insp to evaluate plant for compliance w/fire 
protection & safe shutdown capability guidelines of SRP Section 9.5.1 (NUREG- 
0800). Listed addl info requested by 851202. 

WALKER, R.D. Region 2, Office of Director. 85/11/12. TUCKER, H.B. Duke Power Co. 
2pp. 33515:178-33515:179. 

8511260267 Informs that 850624 Rev 6 to radiological emergency plan inconsistent w/ 
annual training requirement of N'JRfG 0R5- Rov changes f reouercv of training from 
annual to once every 2 yoars.Fospr: roqucsU-d wUhr 4 5 c 1 date. 

WALKER, R.D. Region 2, Office of Director. 85/11/12. rjCK-7R,H v, Duke Power Co. 
2pp. 33641:046-33641:047. 

8511270209 Forwards Insp Rept 50-414/85-50 on 851 02 1-26. No violations or devi- 
ations noted. 

BROWNLEE, V.L Region 2, Office of Director. 85/11/18. TUCKER. H.B. Duke Power 
Co. Ip. 33627:159-33627:169. 

-8511270213 Insp Rept 50-414/85-50 on 851021-25. No violations or deviations 
noted. Major areas inspected:fire protection. 

MILLER, W.H., WISEMAN, G.R., CONLON.T.E. Region 2, Office of Director. 85/11/14. 
10pp. 33627:160-33627:169. 


G. Adjudicatory correspondence 


-8511010474 Insp Repts 50-413/85-35 & 50-414/85-32 on 850726-0825.No violations 
or deviations noted. Major areas inspected:fire protection, surveillance observation, plant 
operations review & comparison of as-built plant to FSAR. 

SKINNERJP.H. Region 2, Office of Director. 85/09/09. 7pp. 33292:273-33292:279. 

8511060118 Forwards Rev 4 to safeguards contingency plan reflecting station organiza- 
tion changes.Rev withheld (ref 10CFR73.21). 

TUCKER, H.B. Duke Power Co. 85/10/23. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). 3pp. 33345:348-33345:350. 

8511010283 Forwards addl justification for additions to Rev 1 to Westinghouse Owners 
Group Emergency Response Guideline ECA-1.2, “LOCA Outside Containment,” per 
850611 & 1023 telcons.Current emergency operating procedures apprppriate. 

TUCKER, H.B. Duke Power Co. 85/10/29. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). ADENSAM.E.G. Licensing Branch 4. 12pp. 
33287:277-33287:288. 

8511140257 Ack receipt of 850909 Itr transmitting Rev 8 to Catawba Nuclear Station & 
Rev 23 to McGuire Nuclear Station physical security plans.Submittal transferred to 
NRR for review because changes involve vital equipment criteria. 

WALKER, R.D. Region 2, Office of Director. 85/10/31. TUCKER.H.B. Duke Power Co. 
3pp. 33467:188-33467:190. 


8511070200 Advises that documents filed w/NRC, except for legal documents, will no 
longer be provided since ALAB-813 became final agency action on 851Q25.Related 
correspondence. 

CARR.A.V. Duke Power Co. #485 090. 85/10/31. GUILD.R. Guild, R. RILEY, J.R. 
Carolina Environmental Study Group. Ip. 33362:327-33362:327. 

8511250184 Decision ALAB-825, affirming remaining part of ASLB OL 

authorization, permitting applicant to receive & store spent fuel generated at Duke 
Power Co Oconee & McGuire nuclear power facilities.Served on 851121. 
SHOEMAKER, C.J. Atomic Safety and Licensing Appeal Panel. #485 265. 85/11/21. 
15pp. 33590:313-33590:327. 


H. General correspondence 


8511110306 Notifies of address change for organization & R Guild. 

* Palmetto Alliance. 85/11/11. NRC - No Detailed Affiliation Given. 3pp. 33391:175- 
33391:177. 


Q. Inspection reports, IE Bulletins & correspondence 


8511140410 Advises that 850930 Rev 6 to guard training & qualification plan consistent 


w/provistons of 1 0CFR50.54(p) & acceptable. 

WALKER, R.D. Region 2, Office of Director. 85/10/31. TUCKER.H.B. Duke Power Co. 
2pp. 33456:262-33456:263. 


8511220038 FOIA request for documents re Enforcement Action EA 84-93 being taken 
against util. 

CARR.A.V. Duke Power Co. 85/08/19. FELTON, J.M. Division of Rules and Records. 
2pp. 33585:112-33585:113. 
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8508270045 Board Notification 85-079:discusses issuance of notice of violation & pro- 
posed imposition of civil penalty in amount of $64,000 re discrimination by util, per Di- 
rector’s Decision DD-85-9. 

THOMPSON, H.L. Division of Licensing (800428-851124). 85/08/26. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. 4pp. 33051:119-33051:129. 

8511010469 Forwards Insp Repts 50-413/85-35 & 50-414/85-32 on 850727-0825.No 
violation or deviation noted. 

BROWNLEE, V.L. Region 2, Office of Director. 85/09/10. TUCKER, H.B. Duke Power 
Co. 2pp. 33292:271-33292:279. 

-8511010474 Insp Repts 50-413/85-35 & 50-414/85-32 on 850726-0825.No violations 
o' devVicns -ctori Major areas inspected:fire protection, surveillance observation, plant 
L-oors: :ov <_s co-parison of as-built plant to FSAR. 

SK-.V.rlVLH ,'A\CCORN,P.K., DANCE, H. Region 2, Office of Director. 85/09/09. 
7pp. 33292:273-33292:279. 

8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1 984.App A documents available in PDR.Apps 
B & C documents partially ". comc'ctTy ■.v: it ' l ’o!d r espective!y,(ref Exemption 5). 
FELTON, J.M. Division of ... a-'j -e:o'c:s. 85/ 'C l/ G.:..NSK V ,V Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

-8511140329 Discusses util investigation of allegations re QC welding insp. Investigation 
comp'ofc Q os:i'ta."t rocorr’-^endatic"? ft actions adequate. 

v-.\ L!CCRN, !: i( \ rj .C - >ic Do'.a:-'/.:: Affiliation Given. 83/02/01. ALDERSON.C.E. 
NRC - No Detailed Affiliation Given. Ip. 33535:303-33535:305. 

-8511140335 Rept of 840131 interview w/GF Maxwell re NRC handling of various alle- 
gations by welding inspectors. 

MULLEY.G.A. Office of Inspector & Auditor. 84/02/24. 5pp. 33535:306-33535:310. 

-8511140341 Rept of 840202 interview w/LR Davison re QA/QC program at plant & 
Cct 1980 meeting w/GF Maxwell re NRC insp. 

MULLEY.G.A. Ofiice of Inspector & Auditor. 84/02/16. 3pp. 33535:311-33535:312. 

-8511140346 Rept of 840201 interview w/PK Van Doom re knowledge of NRC han- 
rJU'g of rTiegaticrs raised by welding inspectors employed by util. 

■A.\ LE-LG A c: inspector & Auditor. 84/02/10. 7pp. 33535:313-33535:322. 

“8511140442 Rept of 830504 interview w/CF Alderson re allegations in GAP 830421 Itr 
concerning welding insp program. 

MCKENNA, P. Office of Inspector & Auditor. 83/05/12. 2pp. 33535:323-33535:324. 

“8511140454 Rept of 820823 interview w/R Irby re possible falsification of documents 
& possible harassment or intimidation of util employees.NRC position on nonconform- 
irq items shou'd be st-onger. 

./.’OKFNV-V Ciiicn Inspector & Auditor. 83/08/31. Ip. 33535:327-33535:327, 

-8511140460 Rept of 830824 interview w/GE Ross re recrimination by util for employee 
contacting NRC concerning QA/QC welding program.QA/QC problems of secondary 
importance to mgt. Related documentation end. 

MCKENNA, P. Office of Inspector & Auditor. 83/09/01. 9pp. 33535:328-33535:336. 

-8511140468 Rept of 840201 interview w/V Brownlee re GAP allegation that util did not 
implement 1974 commitment to separate QA/QC function from const & engineering 
until 1982. 

MULLEY.G.A. Office of Inspector & Auditor. 84/02/16. 3pp. 33535:337-33535:339. 

-8511140471 Rept of 840523 interview w/JP O’Reilly re allegations of NRC mgt/per- 
scrrei imcrcorieties ccnceminc facility. 

MCKENNA , ?\ Cnee ;/ Irspecror & Auditor. 84/06/07. Ip. 33535:340-33535:340. 

8511060511 Forwards Insp Repts 50-413/85-41 & 50-414/85-40 on 850826-0925.No 
violations or deviations noted. 

BROWNLEE, V.L. Region 2, Office of Director. 85/10/21. TUCKER, H.B. Duke Power 
Co. 2pp. 33355:075-33355:087. 

-8511060522 Insp Repts 50-413/85-41 & 50-414/85-40 on 850826-0925.No violations 
or deviations noted.Major areas inspected: followup of licensee & NRC identified items 
& maint & surveillance observation for Unit 1. 

VANDOORN.P.K., SKINNER, P.H., DANCE, H.C. Region 2, Office of Director. 85/10/ 
1 8. 1 1 pp. 33355:077-33355:087. 

8510250539 IE Bulletin 85-001, "Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR.J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8511040408 Forwards Insp Rept 50-414/85-42 on 850930-1 004.No violations or devi- 
ations noted. 

BROWNLEE, V.L. Region 2, Office of Director. 85/10/29. TUCKER, H.B. Duke Power 
Co. Ip. 33297:162-33297:169. 

-8511040410 Insp Rept 50-414/85-42 on 850930-1 004.No violations or deviations 
noted.Major areas inspected:preoperational test procedure review & test 
witnessing, hot functional test witnessing & followup items. 

THOMAS, M., JAPE.F. Region 2, Office of Director. 85/10/28. 7pp. 33297:163- 
33297:169. 

8511130112 Forwards Insp Rept 50-414/85-48 on 851007-10.No violations or devi- 
ations noted. 

BROWNLEE, V.L Region 2, Office of Director. 85/10/29. TUCKER, H.B. Duke Power 
Co. Ip. 33426:183-33426:186. 

-8511130117 Insp Rept 50-414/85-48 on 851007-10.No violations or deviations 
noted.Major areas inspected:previously identified enforcement item & followup inspec- 
tor items re epoxy matls, concrete testing lab & standby nuclear svc water dam. 
HARRIS, J.R., CONLON.T.E. Region 2, Office of Director. 85/10/25. 3pp. 33426:184- 
33426:186. 

8510250543 IE Info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 


8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8511110080 Forwards Insp Rept 50-414/85-43 on 850930-1 004.No violation or devi- 
ation noted. 

BROWNLEE,'/.!... Redon 2. Office of Director. 85/10/30. TUCKER, H.B. Duke Power 
Co. 2pp. 3o387 C52-303S7.eS;. 

“8511110085 Insp Rept 50-414/85-43 on 850930-1 004.No violation or deviation 
noted.Major areas inspected:QA insp of civil (concrete repair & structural) work activi- 
ties. 

WRIGHT, R.W., BELISLE.G.A. Region 2, Office of Director. 85/10/25. 8pp. 33387:054- 
33387:061. 

8510290039 IE Info Notice 85-085, "Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list end. J 

JORDAN, E.L. Division of Emergency Preparedness & Enninee r! ng Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York. me. :35pp. 33357:063- 
33357:199. 

8511140115 Forwards Insp Repts 50-413/85-45 & 50-414/85-45 on 850930-1 004.No 
violation or deviation noted. 

BROWNLEE, V.L Region 2, Office of Director. 85/11/04. TUCKER, H.B. Duke Power 
Co. Ip. 33458:072-33458:072. 

-8511140123 Insp Repts 50-413/85-45 & 50-414/85-45 on 850930-1 004.No violation 
or deviation noted.Major areas inspected:welding verification, review of preservice insp 
procedures & work activities performed during preservice insp. 

COLEY, J.L., BLAKE, J.J. Region 2, Office of Director. 85/11/01. 10pp. 33458:073- 
33458:082. 

8511220042 Partial response to FOIA request for records re Enforcement Action EA 84* 
93.Forwards App A documents.Documents listed on end App B already available in 
PDR.App C documents already available to util. 

FELTON, J.M. Division of Rules and Records. 85/11/04. CARR.A.V. Duke Power Co. 
6pp. 33585:114-33585:266. 

-8511220055 Requests review of end Ofc of Investigations Rept 2-83-038 & excerpts 
from ASLB action (ASLBP 81-463-0601) to identify potential areas of enforcement 
action re welding concerns at facility.Evaluation requested by 840822. 

NEJFELT.G.M. NRC - No Detailed Affiliation Given. 84/08/14. LEWIS.R.C., 
OLSHINSKI.J.A. NRC - No Detailed Affiliation Given. 32pp. 33585:151-33585:182. 

-8511220067 Requests that NRC issue civil penalty in amount of $250,000 against util 
for deliberate & persistent harassment of QC inspectors at facility from approx 1978 - 
1984. 

GARDE.B.P. Government Accountability Project. 84/09/27. DEYOUNG, R.C. Director’s 
Office, Office of Inspection and Enforcement. AXELRADJ. Enforcement Staff. 9pp. 
33585:186-33585:194. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511130224 Forwards Insp Repts 50-413/85-43 & 50-414/85-46 on 850926-1025 & 
notice of violation.Attention invited to unresolved items identified in insp rept. 
WALKER.R.D. Region 2, Office of Director. 85/11/06. TUCKER, H.B. Duke Power Co. 
2pp. 33434:067-33434:080. 

-8511130239 Insp Repts 50-413/85-43 & 50-414/85-46 on 850926-1025. Violation 
noted:faiiure to follow procedure for control of nonconforming items, 

VAN DOORN.P.K., SKINNER, P.H., DANCE, H.C. Region 2, Office of Director. 85/11/ 
04. 10pp. 33434:071-33434:080. 

8511130374 Forwards Insp Repts 50-413/85-44 & 50-414/85-47 on 851008-10.No vio- 
lation or deviation noted. 

BROWNLEE, V.L Region 2, Office of Director. 85/11/06. TUCKER, H.B. Duke Power 
Co. 2pp. 33435:255-33435:262. 

“8511130382 Insp Repts 50-413/85-44 & 50-414/85-47 on 851008-10.No violation or 
deviation noted.Major areas inspected: radiological environ monitoring requirements & 
previously identified inspector concerns. 

HARRIS, J.R., KUZO.G.B., CLINE.W.E. Region 2, Office of Director. 85/11/04. 6pp. 
33435:257-33435:262. 

8511190417 Confirms 851209-13 spedal insp to evaluate plant for compliance w/fire 
protection & safe shutdown capability guidelines of SRP Section 9.5.1 (NUREG- 
0800).Listed addl info requested by 851202. 

WALKER, R.D. Region 2, Office of Director. 85/11/12. TUCKER, H.B. Duke Power Co. 
2pp. 33515:178-33515:179. 

8511250473 Forwards Insp Rept 50-414/85-54 on 851021-25.No violations or devi- 
ations noted. 

BROWNLEE, V.L Region 2, Office of Director. 85/11/13. TUCKER, H.B. Duke Power 
Co. Ip. 33617:149-33617:153. 

“8511250478 Insp Rept 50-414/85-54 on 851021-25.No violations or deviations 
noted.Major areas inspected:preoperational test procedure review, preoperational test 
witnessing & review of previously identified inspector followup items. 

THOMAS, M., JAPE,F. Region 2, Office of Director. 85/11/07. 4pp. 33617:150- 
33617:153. 

8511130441 IE Bulletin 85-003, "Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end, 

TAYLOR.J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511270238 Forwards Insp Rept 50-414/85-49 on 851021-25.No violation or deviation 
noted. 

BROWNLEE, V.L. Region 2, Office of Director. 85/11/15. TUCKER.H.B. Duke Power 
Co. 2pp. 33627:134-33627:141. 
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—8511270242 Insp Rept 50-414/85-49 on 851021-25.No violation or deviation 
noted. Major areas inspected:procurement,receiving & storage. 

JACKSON, L.H., BELISLE.G.A. Region 2, Office of Director. 85/11/12. 7pp. 
33627:135-33627:141. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres." Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511270209 Forwards Insp Rept 50-414/85-50 on 851021-26.No violations or devi- 
ations noted. 

BROWNLEE, V.L Region 2, Office of Director. 85/11/18. TUCKER, H.B. Duke Power 
Co. Ip. 33627:159-33627:169. 

-8511270213 Insp Rept 50-414/85-50 on 851021-25.No violations or deviations 
noted.Major areas inspected:fire protection. ° 

MILLER.W.H., WISEMAN, G.R., CONLON.T.E. Region 2, Office of Director. 85/11/14. 
10pp. 33627:160-33627:169. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 


8511120103 Part 21 rept re potential defect in DSR or DSRV standby diesel generator 
intake & exhaust valve springs mfg by Betts Spring Co.Users recommended to inspect 
engines for broken springs & identify original mfg. 

GUNTRUM.B.C. Transamerica Delava!, Inc. 85/11/06. Director’s Office, Office of In- 
spection and Enforcement. 5pp. 33413:293-33413:297. 


V. Operator Examinations 


8511270234 Forwards Exam Rept 50-41 3/OL-85-04 for Units 1 & 2, of exams adminis- 
tered on 850917 & 1021-22.lndividual results withheld (ref 10CFR2.790(a)). 
BROWNLEE, V.L. Region 2, Office of Director. 85/11/20. TUCKER, H.B. Duke Power 
Co. 2pp. 33627:052-33627:055. 

-8511270240 Exam Rept 50-41 3/OL-85-04 on 850917 & 1021-22 for Units 1 & 2.Thir- 
teen reactor operator & 29 senior reactor licenses amended to be licensed on Unit 2. 
ROGERS, T. Region 2, Office of Director. 85/11/19. 2pp. 33627:054-33627:055. 
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F. Security, medical, emergency & fire protection plans 

8511010430 Ack receipt of 850802 Itr w/copy of agreement reached between util & 
State of MS Fmcmnncy Mgt Agency re offsite decontamination.Agreement provides 
adequate resolution. 

WALKER, R.D. Region 2, Office of Director. 85/09/10. RICHARD, J.B. Mississippi 
Power & Light Co. Ip. 33298:183-33298:183. 

8511060337 Ack receipt of scope & objectives of 851204 emergency preparedness 
plume exposure exercise.Scope & objectives appear to fulfill min requirements for full- 
scale exercise. 

BROWNLEE, V.L. Region 2, Office of Director. 85/10/16. RICHARD, J.B. Mississippi 
Power & Light Co. Ip. 33356:139-33356:139. 


8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 

8511270234 Forwards Exam Rept 50-41 3/OL-85-04 for Units 1 & 2,of exams adminis- 
tered on 850917 & 1021-22.!ndividual results withheld (ref 10CFR2.790(a)). 
BROWNLEE, V.L. Region 2, Office of Director. 85/11/20. TUCKER, H.B. Duke Power 
Co. 2pp. 33627:052-33627:055. 

-8511270240 Exam Rept 50-41 3/OL-85-04 on 850917 & 1021-22 for Units 1 & 2.Thir- 
teen reactor operator & 29 senior reactor licenses amended to be licensed on Unit 2. 
ROGERS, T., WILSON, B.A. Region 2, Office of Director. 85/11/19. 2pp. 33627:054- 
33627:055. 


S. Reportable occurrences, LERs & related correspondence 


8511120085 Final Significant Deficiency Rept SD 414/85-05 re potential problem w/ 
starting air check valves in on-engine mounted starting air piping.lnitially reported on 
85041 9.Modified disk assemblies mfg from 17-4 PH stainless steel installed. 

TUCKER, H.B. Duke Power Co. 85/10/18. GRACE, J.N. Region 2, Office of Director. 
3pp. 33438:100-33438:102. 

8511060282 Summary of Operating Reactors Events Meeting 85-19 on 851007 w/ofc 
directors, div directors & representatives on events which occurred since last meeting 
on 851007. 

CRUTCHFIELD.D. Assistant Director for Safety Assessment. 85/10/21. 
THOMPSON, H.L. Division of Licensing (800428-851124). 24pp. 33371:015-33371:038. 

8511120019 Significant Deficiency Rept SD 414/85-11 re unconsidered effects of radi- 
ation streaming through reactor bldg penetrations from post-LOCA atmospheric 
activity. Initially reported on 850924. 

TUCKER, H.B. Duke Power Co. 85/10/24. GRACE, J.N. Region 2, Office of Director. 
3pp. 33428:021-33428:023. 

8511070001 Forwards Rev 1 to “TDI Diesel Generator Design Review & Quality Revali- 
dation Rept,” Vols 1-4.Proposed plan for implementation of design review & quality 
revalidation maint & surveillance recommendations submitted on 850621. 

TUCKER, H.B. Duke Power Co. 85/11/04. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). ADENSAM.E.G. Licensing Branch 4. Ip. 
33360:001-33362:047. 


-8511070009 Rev 1 to “TDI Diesel Generator Design Review & Quality Revalidation 
Rept," Vols 1-4. 

DEESE.R.J., RAY.C.L. TDI (Transamerica Delaval, Inc.) Owners Group. 85/02/28. 
766pp. 33360:002-33362:047. 


8511220042 Partial response to FOIA request for records re Enforcement Action EA 84- 
93.Forwards App A documents.Documents listed on end App B already available in 
PDR.App C documents already available to util. 

FELTON.J.M. Division of Rules and Records. 85/11/04. CARR.A.V. Duke Power Co. 
6pp. 33585:114-33585:194. 


8511070552 Forwards list of current AEOD studies of operational events re reactor & 
nonreactor activities. Each study will be documented as technical review, engineering 
evaluation or case study rept when completed. 

HELTEMES.CJ. AEOD, Director’s Office. 85/11/05. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 24pp. 33382:160-33382:183. 


8511210523 Significant Deficiency Rept 414/85-11 re high priority mods required prior 
to fuel loading.Administrative controls implemented to control personnel access to 
penetration area during in-core instrument movement. 

TUCKER, H.B. Duke Power Co. 85/11/05. GRACE.J.N. Region 2, Office of Director. 
Ip. 33566:343-33566:343. 


8511070320 Forwards Insp Rept 50-416/85-34 on 85091 6-20.No violations or devi- 
ations identified. 

BROWNLEE, V.L. Region 2, Office of Director. 85/10/22. RICHARD, J.B. Mississippi 
Power & Light Co. 2pp. 33374:271-33374:272. 

--851 1070324 Physical Security insp Rept 50-416/85-34 on 85091 6-20.No violations 
noted.Major areas inspected:security plan & procedures, mgt effectiveness & physical 
barriers.Details withheld (ref 10CFR2.790 & 73.21). 

PERNY.C.D., MCGUIRE.D.R. Region 2, Office of Director. 85/10/16. Ip. 33374:273- 
33374:273. 

8511110116 Forwards Insp Rept 50-416/85-36 on 850917-1010.No violation or devi- 
ation noted. 

BROWNLEE, V.L. Region 2, Office of Director. 85/10/31. RICHARD, J.B. Mississippi 
Power & Light Co. 2pp. 33386:349-33386:358. 

-8511110127 Insp Rept 50-416/85-36 on 85091 7-1 01 0.Major areas inspected: ESF 
walkdowns & TMI action items.One apparent violation re failure to submit LER within 
30 days noted. 

BUTCHER, R.C., CALDWELL, J.L., PANCIERA.V.W. Region 2, Office of Director. 85/ 
10/30. 8pp. 33386:351-33386:358. 

8511250455 Comments on scenario for 851203 emergency preparedness exercise.Addl 
info re methods.procedures & mods & expected deviations from simulation required to 
meet diverse objectives of States of MS & LA. 

BROWNLEE, V.L. Region 2, Office of Director. 85/11/13. RICHARD, J.B. Mississippi 
Power & Light Co. 2pp. 33617:099-33617:100. 


I. Financial information 


8511120096 Requests issuance of in furtherance certification by 851115 in order to 
permit financing of ownership interest of South Mississippi Electric Power Assoc in 
pollution control facilities.Related info end. 

KNOTTS, J.B. Bishop, Liberman, Cook, Purcell & Reynolds. KNOTTS, J.B. Middle 
South Utilities, Inc. - Middle South Energy, Inc. KNOTTS, J.B. South Mississippi Electric 
Power Association. 85/11/08. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director (pre-851125). 4pp. 33413:210-33413:248. 


P. Operating license stage documents & correspondence 


8511210298 Final response to FOIA request for five categories of documents re pollu- 
tion control bonds for plants.Forwards App E documents.Documents listed in App F & 
App E available in PDR. 

FELTON.J.M. Division of Rules and Records. 85/10/11. BELL.N. Nuclear Information 
& Resource Service. 3pp. 33559:108-33559:112. 

-8511210341 Forwards certificate of pollution control facilities for facilities described in 
Attachment 2 to 841 1 02 request. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 84/11/13. 
KNOTTS, J.B. Middle South Utilities, Inc. - Middle South Energy, Inc. KNOTTS, J.B. 
Bishop, Liberman, Cook, Purcell & Reynolds. 8pp. 33559:155-33559:162. 

8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1984.App A documents available in PDR.Apps 
B & C documents partially & completely withheld, respectively, (ref Exemption 5). 
FELTON.J.M. Division of Rules and Records. 85/10/17. GILINSKY.V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

-8204130466 Outlines interim approach & results of conducting special QA assess- 
ments for OL applicants on case by case basis. 

DIRCKS.W.J. Office of the Executive Director for Operations. 82/03/29. 
PALLADINO.N.J. Commissioners. 12pp. 33537:233-33537:244. 
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-8403020427 Summarizes NRR 840214 briefing to Commissioner Gilinsky on Kuosheng 
Nuclear Station based on recent visits to plant. Problems w/AE balance-of-plant 
des.cn cTsc jsscd 

D!-.CKS,7v.j Cr'ice of the Executive Director for Operations. 84/02/21. PALLADINO, 
GILINSKY, ROBERTS Commissioners. Ip. 33537:326-33537:326. 


8511270254 Forwards Interim Rept 85-M-Q17, “Metallurgical Evaluation of Recirculation 
Piping Ctr Cross Surface Cracking Following Induction Heat Stress improvement 
Grand Gulf Station Unit 1 per 851115 request. 

DALE.L.F. Mississippi Power & Light Co. 85/11/20. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 2pp. 33627:208-33627:260. 


“8511140215 Informs that Comrvssior rcctra concludes Ofc of Secretary 

action on COMVG-84-11 n. am - cw pc * a or cp-'raf^r. 

CHILK.S.J. Office of the Secretary of the Commission. 84/06/06. GILINSKY Commis- 
sioners. Ip. 33535:257-33535:260. 

“8511180508 Forwards background info for Commissioner Gilinsky re prelicensing trip 
to plant including facts & issues on plant & info on high level & low level waste activi- 
ties in State of MS, per request. 

TRINER.E.G. Division of Budget & Analysis. 82/06/07. SHOWMAN, S. Commissioners. 
7pp. 33536:332-33536:338. 

“8511180597 Forwards, for info, notice of initiation of investigation re alleged falsification 
of maint training records. 

PALLADINO, N.J. Commissioners. 84/02/22. GILINSKY, ROBERTS, ASSELSTINE 
Commissioners. 2pp. 33537:043-33537:044. 

8511010290 Forwards safety evaluation re review of final rept concerning primary reac- 
tor containment structural integrity testStructural integrity test for facility containment 
acceptable. 

NOVAK, T.M. Assistant Droctcr for L : censing. 85/10/23. RICHARD, J.B. Mississippi 
Power & Light Co. 6pp. G2333:2?C-333(;C.‘-230. 

-8511010295 Safety evaluation re final rept concerning primary reactor containment 
structural integrity tesLTest acceptable. 

* NRC - No Detailed Affiliation Given. 85/10/23. 4pp. 33300:227-33300:230. 

8511060023 Discusses util commitments resulting from proposed Tech Spec changes re 
acceptable high/low pressure boundary design for RHR headspray line.Handswitches 
will be removed from remote shutdown panel for Valves E12-F023 & E12-F394. 
DALE.L.F. Mississippi Power & Light Co. 85/10/30. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851 125). 2pp. 33346:104-33346:105. 

8511050257 Forwards clarification of use of stress criteria for high density spent fuel 
racks.in response to NRC request. Stress criteria differences between OT position 
paper & NUREG-0800 amount to same limits for rack modules. 

DALE.L.F. Mississippi Power & Light Co. 85/11/01. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 3pp. 33328:250-33328:252. 

8511070615 Informs that 851011 request for license smend.deferring installation of 
automatic depressurization sys air receiver pressure ircxat.on deficientListed 
info.includir.g analysis to support NSHC, requested by 851122 to complete review. 
ADENSAM.E.G. Licensing Branch 4. 85/11/01. RICHARD, J.B. Mississippi Power & 
Light Co. 3pp. 33381:129-33381:131. 

8511120096 Requests issuance of in furtherance certification by 851115 in order to 
permit financing of ownership interest of South Mississippi Electric Power Assoc in 
pollution control facilities.Related info end. 

KNOTTS.J.B. Bishop, Liberman, Cook, Purcell & Reynolds. KNOTTS, J.B. Middle 
South Utilities, Inc. - Middle South Energy, Inc. KNOTTS.J.B. South Mississippi Electric 
Power Association. 85/11/08. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director (pre-851125). 4pp. 33413:210-33413:248. 

8511200330 Forwards Amend 7 to License NPF-29 & safety evaluation. Amend modi- 
fies Tech Specs re valves listed in Tables 3.3. 7.4-1, 3.6.4- 1 & 4.3.2-1 & electrical pro- 
tective devices in Tables 3.8.4. 1-1 & 3.8.4.2-1. 

ADENSAM.E.G. -.icensinc Bra-on 4. 85/11/08. RICHARD, J.B. Mississippi Power & 
L .gh: Co. f!pp 33561:242-33561:264. 

“8511200332 Amend 7 to License NPF-29,modifying Tech Specs re valves listed in 
Tables 3.3.7.4-1.3.6.4-1 & 4.3.2-1 & electrical protective devices in Tables 3.8.4. 1-1 & 
3.8.4.2-1. 

ADENSAM.E.G. Licensing Branch 4. 85/11/08. 17pp. 33561:245-33561:261. 

“8511200336 Safety evaluation supporting Amend 7 to License NPF-29. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/08. 3pp. 
33561:262-33561:264. 

8511220265 Summarizes utils responses to NRC request for info re effects of recent 
cost curtailment program at facilities. Curtailment impacts received appropriate licens- 
ee mat attention.No special NRC action warranted at present. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/08. 
DIRCKS.W.J. Office of the Executive Director for Operations. 3pp. 33603:134- 
33603:136. 

8511180132 Forwards spray actuation data for Scoping Tests S.11 & S.12.2 & thermo- 
couple data for Tests S.09 & S.11, per 850909 telcon. Response to listed Item 3 re 
variation in test will be submitted in near future. 

HOBBS, S.H. Hydrogen Control Owners Group. HOBBS, S.H. Mississippi Power & Light 
Co. 85/11/14. BERNERO.R. Office of Nuclear Reactor Regulation, Director (pre- 
851 1 25). 1 4pp. 33493:1 63-33493:1 76. 

8511250254 Application for amend to License NPF-29, authorizing changes to util nucle- 
ar production dept offsite organization chart (Fig 6.2. 1-1) & associated Tech Spec 
changes & deleting License Condition 2.C(28).Fee paid. 

KINGSLEY.O.D. Mississippi Power & Light Co. 85/11/14. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (pre-851125). 4pp. 33596:072-33596:095. 

“8511250255 Proposed Tech Specs, authorizing changes to util nuclear production dept 
offsite organization chart (Fig 6.2.1 -1) & associated Tech Spec changes & deleting 
License Condition 2.C(28). 

* Mississippi Power & Light Co. 85/11/14. 20pp. 33596:076-33596:095. 

8511250228 Discusses action taken to resolve Humphrey containment concern re 1 /10- 
scale unencroached pool swell test data. Containment Issues Owners Group opinion 
that pool swell overdriven due to vent capacitance effects endorsed. 

DALE.L.F. Mississippi Power & Light Co. 85/11/15. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 2pp. 33595:046-33595:047. 

8511250070 Endorses evaluation of TVA igniter spray tests submitted on 851031 to 
close Hydrogen Control Owners Group program plan,Subtask 6.26 & all other work 
associated w/Task 6. Task 3 in progress.awaiting completion of Subtask 3.12. 
DALE,L.F. Mississippi Power & Light Co. 85/11/18. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 2pp. 33592:054-33592:055. 


-8511270258 “Metallurgical Evaluation of Recirculation Piping Ctr Cross Surface Crack- 
ing Following Induction Heat Stress Improvement, Grand Gulf Nuclear Station - Unit 
1," interim rept. 

* Mississippi Power & Light Co. 85-M-017. 85/11/19. 48pp. 33627:210-33627:260. 


Q. Inspection reports, IE Bulletins & correspondence 


8511040322 Responds to NRC 850917 Itr re violations noted in Insp Rept 50-41 6/85- 
27.Corrective actions:Administrative Procedure 01-S-07-3, “Calibr & Control of Meas- 
uring & Test Equipment,” will be revised by 851115. 

DALE.L.F. Mississippi Power & Light Co. 85/10/16. GRACE.J.N. Region 2, Office of 
Director. 3pp. 33295:048-33295:050. 

8511070320 Forwards Insp Rept 50-416/85-34 on 85091 6-20.No violations or devi- 
ations identified. 

BROWNLEE, V.L. Region 2, Office of Director. 85/10/22. RICHARD, J.B. Mississippi 
Power & Light Co. 2pp. 33374:271-33374:272. 

“8511070324 Physical Security Insp Rept 50-416/85-34 on 850916-20.No violations 
noted.Major areas inspected:security plan & procedures, mgt effectiveness & physical 
barriers.Details withheld (ref 10CFR2.790 & 73.21). 

PERNY.C.D., MCGUIRE.D.R. Region 2, Office of Director. 85/10/16. Ip. 33374:273- 
33374:273. 

8510250539 JE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR.J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511040086 Forwards response to 850822 request for addl info re 840725 10-yr inserv- 
ice insp program & 840920 request for exemption from certain ASME Code Section XI 
requirements.Program approval requested by 860302. 

DALE,L.F. Mississippi Power & Light Co. 85/10/31. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 19pp. 33293:248-33293:266. 

8511110074 Ack receipt of 851016 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-416/85-27. 

WALKER, R.D. Region 2, Office of Director. 85/10/31. RICHARD, J.B. Mississippi 
Power & Light Co. 2pp. 33397:248-33397:249. 

8511110116 Forwards Insp Rept 50-416/85-36 on 85091 7-1 01 0.No violation or devi- 
ation noted. 

BROWNLEE, V.L Region 2, Office of Director. 85/10/31. RICHARD, J.B. Mississippi 
Power & Light Co. 2pp. 33386:349-33386:358. 

-8511110127 Insp Rept 50-416/85-36 on 85091 7-1 01 0.Major areas inspected: ESF 
walkdowns & TMI action items.One apparent violation re failure to submit LER within 
30 days noted. 

BUTCHER.R.C., CALDWELL, J.L., PANCIERA.V.W. Region 2, Office of Director. 85/ 
10/30. 8pp. 33386:351-33386:358. 

8511110305 Responds to violations noted in Insp Rept 50-416/85-33. Corrective 
actionsdtr issued re compliance w/safety-related procedures & surveillance proce- 
dures revised to include test port flanges. 

DALE.L.F. Mississippi Power & Light Co. 85/11/01. GRACE.J.N. Region 2, Office of 
Director. 8pp. 33391:178-33391:185. 

8511250015 Further response to FOIA request for six categories of documents re Ofc 
of Investigations.Forwards App A documents. Documents also available in PDR. 
FELTON, J.M. Division of Rules and Records. 85/11/01. ADATO.M. Union of Con- 
cerned Scientists. 7pp. 33644:167-33645:130. 

~8511250147 Forwards investigation status record re Case 2-83-009 concerning falsifi- 
cation of reinforcing steel (rebar) records. 

HAYES, B.B. Office of Investigation. 83/08/03. PALLADINO Commissioners. 2pp. 
33644:197-33644:198. 

8511110341 Forwards safety evaluation re util 820119,830128 & 0413 responses to IE 
Bulletin 80-1 1 on criteria for reevaluation of masonry walls & mods.Reevaluation crite- 
ria acceptable. 

NOVAK.T.M. Assistant Director for Licensing. 85/11/04. RICHARD, J.B. Mississippi 
Power & Light Co. 2pp. 33407:333-33407:334. 

“8511110343 Safety evaluation re util 820119,830128 & 0413 responses to IE Bulletin 
80-1 1 on criteria for reevaluation of masonry walls & mods.Llcensee fulfilled require- 
ments of License Condition 2.C.(9). 

* NRC - No Detailed Affiliation Given. 85/11/04. 2pp. 33407:335-33407:336. 
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8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511200244 Forwards Insp Rept 50-416/85-37 on 851007-11. No violation or deviation 
noted. 

BROWNLEE.V.L. Region 2, Office of Director. 85/11/07. RICHARD, J.B. Mississippi 
Power & Light Co. 2pp. 33556:005-33556:015. 

—8511200247 Insp Rept 50-416/85-37 on 851007-11. No violation or deviation 
noted.Major areas inspected:plant chemistry & inservice testing of pumps & valves. 
ROSS.W.J., CLINE, W.E. Region 2, Office of Director. 85/11/04. 9pp. 33556:007- 
33556:015. 

8511190191 Forwards Exam Rept 50-41 6/OL-85-01 of exams administered on 850812- 
1 6. Written exam questions also end. 

BROWNLEE.V.L. Region 2, Office of Director. 85/11/12. RICHARD, J.B. Mississippi 
Power & Light Co. 2pp. 33510:192-33510:355. 

-8511190199 Exam Rept 50-41 6/OL-85-01 on 85081 2-1 6. Exam results:6 out of 13 ap- 
plicants passed written, oral & simulator exams. 

MUNRO.J.F., WILSON, B.A. Region 2, Office of Director. 85/11/04. 160pp. 33510:194- 
33510:350. 

-8511190202 Comments on written exam given to 13 candidates for NRC operator & 
senior operator licenses & instructor certification on 85081 2. Exams viewed as 
fair, comprehensive & well written. 

DALE.L.F. Mississippi Power & Light Co. 85/08/16. GRACE, J.N. Region 2, Office of 
Director. 5pp. 33510:351-33510:355. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres." Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:12 2. 

8511270220 Forwards Insp Rept 50-416/85-38 on 851021-25 & notice of violation. 
BROWNLEE.V.L. Region 2, Office of Director. 85/11/22. RICHARD.J.B. Mississippi 
Power & Light Co. 2pp. 33627:190-33627:207. 

-8511270223 Notice of violation from insp on 851021-25. 

* Region 2, Office of Director. 85/11/22. Ip. 33627:192-33627:192. 

-8511270227 Insp Rept 50-416/85-38 on 851 021 -25. Violation noted:person inspecting 
thermocouple placement & installation was same person performing layout & installa- 
tion of thermocouple. 

CROWLEY, B.R., COLEY, J.L., BLAKE, J.J. Region 2, Office of Director. 85/11/21. 
15pp. 33627:193-33627:207. 


R. Periodic operating reports & related correspondence 

8511200300 Monthly operating rept for Oct 1985.W/851113 Itr. 

CESARE,J.G., DALE.L.F. Mississippi Power & Light Co. 85/10/31. TAYLOR, J.M. Di- 
rector’s Office, Office of Inspection and Enforcement. 8pp. 33555:319-33555:326. 


S. Reportable occurrences, LERs & related correspondence 

8511120423 Special Rept 85-01 2:on 851 002, limiting condition for operation entered 
under Tech Spec 3.3.7.S when turbine bldg ventilation exhaust accident range monitor 
removed from svc for annual calibr surveillance. 

DALE.L.F. Mississippi Power & Light Co. 85/10/16. GRACE, J.N. Region 2, Office of 
Director. 2pp. 33422:347-33422:348. 

8511110066 PNO-1 1-85-1 02:crack-like indications discovered on surface of cross assem- 
bly which ties 24-inch discharge piping of recirculation pump to jet pump 16-inch ring 
supply header. Util & Nutech performing evaluation. 

CARROLL, R„ CROWLEY, B.R. Region 2, Office of Director. 85/10/31. 2pp. 
33386:038-33386:039. 

8511070045 LER 85-033-01 :on 850830, Unit 2 standby svc water sys required to support 
seismic qualification of Unit 1 sys not under operational control.Caused by omission of 
piping in release package during turnover of sys basin.W/851101 Itr. 
DAUGHTERY.LF., DALE,L.F. Mississippi Power & Light Co. 85/11/01. 4pp. 
33381:117-33381:120. 


8511120103 Part 21 rept re potential defect in DSR or DSRV standby diesel generator 
intake & exhaust valve snrrn? mfc try Betts Spring Co. Users recommended to inspect 
engines for broken springs & idcniT or.c;:ra mfg. 

GUNTRUM.B.C. Transark-.cr: Dc 85/11/06. Director's Office, Office of In- 

spection and Enforcement. 5pp. 33413:293-33413:297. 

8511180116 PNO-ll-85-106:on 851 105,design engineer fell approx 40 ft inside cooling 
tower.Victim transferred to hosp. 

CARROLL, R.E., PANCIERA.V. Region 2, Office of Director. 85/11/07. Ip. 33493:179- 
33493:179. 

8511190025 PNO-ll-85-108:on 851 107, emergency diesel generator overspeed 

occurred.Uti! & TDI disassembling & inspecting for damage. Cause under review. Link 
pin bushing & main bearing cracked. 

CARROLL.R., PANCIERA.V. Region 2, Office of Director. 85/11/12. 2pp. 33510:163- 
33510:164. 

8511190102 Summary of Operating Reactor Events Meeting 85-22 on 851 104. List of 
attendees, events discussed & status of assignments end. 

CRUTCHFIELD, D. Assistant Directc for Sa # etv Assessment. 85/11/12. 
THOMPSON, H.L. Division of Licensing i BCG-'- 26 351 !24: 15pp. 33543:208-33543:222. 

8511250474 LER 85-039-00:on 85101 7, inadvertent loss of power to ESF bus caused 
inoperability of Div 2 safety sys.Caused by personnel error. Electrical personnel in- 
structed on relationship of protective circuit to feeder breakers.W/851 118 Itr. 
BYRD.R.W., DALE.L.F. Mississippi Power & Light Co. 85/11/18. 5pp. 33617:154- 
33617:158. 

8511250486 LER 85-040-00:on 851 021 .while performing calibr surveillance of scram hy- 
draulic control unit accumulator low pressure alarm switches, 158 of 193 switch set- 
points found lower than Tech Spec limits.Tech Specs revised. W/851 118 Itr. 
BYRD.R.W., DALE.L.F. Mississippi Power & Light Co. 85/11/18. 4pp. 33617:173- 
33617:176. 

8511220333 Board Notification 85-091 :submits info re Grand Gulf TDI emergency diesel 
generator overspeed condition on 851106. Probably caused by malfunction of Wood- 
ward governor mechanism. Damage being assessed & evaluated. 

THOMPSON, H.L. Division of Licensing (800428-851124). 85/11/21. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. 2pp. 33614:123-33614:124. 


T. Hearing transcripts on non-antitrust matters 

8511260232 FOIA request that transcript of ACRS Subcommittee on Grand Gulf 740118 
meeting be placed in PDR. 

PEARCE, W.R. Affiliation Not Assigned. 85/11/08. FELTON, J.M. Division of Rules and 
Records. Ip. 33639:268-33639:268. 

8511260240 Responds to FOIA request that transcript of ACRS Subcommittee on 
Grand Gulf 740118 meeting be placed in PDR. Transcript available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 85/11/18. PEARCE, W.R. Affiliation 
Not Assigned. Ip. 33639:269-33639:269. 


V. Operator Examinations 

8511200119 Corrects & clarifies 850724 request for waiver of experience requirements 
for two senior operator candidates.Rationale for waiver listed.NUREG-0737 does not 
consider case of plant w/full power license for short period of time. 

DALE.L.F. Mississippi Power & Light Co. 85/07/29. GRACE, J.N. Region 2, Office of 
Director. 5pp. 33527:179-33527:183. 

8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June l984.App A documents available in PDR.Apps 
B & C documents partially & completely withheld, respectively, (ref Exemption 5). 
FELTON, J.M. Division of Rules and Records. 85/10/17. GILINSKY.V. Affiliation Not 
Assigned. 31pp. 33535:002-3353 5:068. 

-8401060344 Forwards answers to 831213 questions re qualification of operating 
staff.ln response to concerns, util initiated comprehensive program to expand & 
strengthen mgt controls in staffing & training area & to recertify operators. 

DIRCKS.W.J. Office of the Executive Director for Operations. 83/12/28. GILINSKY.V. 
Commissioners. 17pp. 33538:007-33538:023. 

-8403280190 Forwards response to 840302 memo re problems identified w/surveil- 
lance procedures. 

DIRCKS.W.J. Office of the Executive Director for Operations. 84/03/09. GILINSKY 
Commissioners. 3pp. 33537:180-33537:182. 

8511190191 Forwards Exam Rept 50-41 6/OL-85-01 of exams administered on 850812- 
16.Written exam questions also end. 

BROWNLEE.V.L Region 2, Office of Director. 85/11/12. RICHARD.J.B. Mississippi 
Power & Light Co. 2pp. 3351 0:1 92-3351 0:355. 

-8511190199 Exam Rept 50-41 6/OL-85-01 on 85081 2-1 6.Exam results:6 out of 13 ap- 
plicants passed written, oral & simulator exams. 

MUNRO.J.F., WILSON, B.A. Region 2, Office of Director. 85/11/04. 160pp. 33510:194- 
33510:350. 

-8511190202 Comments on written exam given to 13 candidates for NRC operator & 
senior operator licenses & instructor certification on 85081 2.Exams viewed as 
fair, comprehensive & well written. 

DALE.L.F. Mississippi Power & Light Co. 85/08/16. GRACE.J.N. Region 2, Office of 
Director. 5pp. 33510:351-33510:355. 


DOCKET 50-417 GRAND GULF NUCLEAR STATION, UNIT 2 


A. Application/construction stage documents & correspondence 

8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1984.App A documents available in PDR.Apps 
B & C documents partially & completely withheld, respectively, (ref Exemption 5). 
FELTON, J.M. Division of Rules and Records. 85/10/17. GILINSKY.V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 
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-8204130466 Outlines interim approach & results of conducting special QA assess- 
ments for OL applicants on case by case basis. 

DIRCKS.W.J. Office of the Executive Director for Operations. 82/03/29. 
PALLADINO.N.J. Commissioners. 12pp. 33537:233-33537:244. 

-8403020427 Summarizes NRR 840214 briefing to Commissioner Gilinsky on Kuosheng 
Nuclear Station based on recent visits to "plant. Problems w/AE balance-of-plant 
design discussed. 

DIRCKS.W.J. Office of the Executive Director for Operations. 84/02/21. PALLADINO, 
GILINSKY, ROBERTS Commissioners. Ip. 33537:326-33537:326. 

-8511140215 informs that Commission 840601 meeting concludes Ofc of Secretary 
action on COMVG-84-11 re plant low power operation. 

CHILK.S.J. Cff'-cn =* \hc Secretary of the Commission. 84/06/06. GILINSKY Commis- 
sioners. Ip. " ■33::!: c ?6.1. 

-8511180508 Forwards background info for Commissioner Gilinsky re prelicensing trip 
to r ! r.~t ; nc ,, jdi r c f ?=cts & issues on plant & info on high level & low level waste activi- 
■■ LlS.per -equest. 

7"l\L : - E G 'Tvs :::! c' Budget & Analysis. 82/06/07. SHOWMAN.S. Commissioners. 
7pp. f: 321 ; -‘.;263c 338. 

-8511180597 Forwards.for info, notice of initiation of investigation re alleged falsification 
of maint training records. 

PALLADINO.N.J. Commissioners. 84/02/22. GILINSKY, ROBERTS, ASSELSTINE 
Commissioners. 2pp. 33537:043-33537:044. 

8511050257 Forwards clarification of use of stress criteria for high density spent fuel 
racks, in response to NRC request.Stress criteria differences between OT position 
paper & NUREG-0800 amount to same limits for rack modules. 

DALE.L.F. Mississippi Power & Light Co. 85/11/01. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 3pp. 33328:250-33328:252. 

8511250228 Discusses action taken to resolve Humphrey containment concern re 1 /10- 
scale unencroached pool swell test data. Containment Issues Owners Group opinion 
that pool swell overdriven due to vent capacitance effects endorsed. 

DALE.L.F. Mississippi Power & Light Co. 85/11/15. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 2pp. 33595:046-33595:047. 

8511250070 Endorses evaluation of TVA igniter spray tests submitted on 851031 to 
close Hydrogen Control Owners Group program plan.Subtask 6.26 & all other work 
associated w/Task 6. Task 3 in progress, awaiting completion of Subtask 3.12. 
DALE.L.F. Mississippi Power & Light Co. 85/11/18. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 2pp. 33592:054-33592:055. 


F. Security, medical, emergency & fire protection plans 

8511010430 Ack receipt of 850802 Itr w/copy of agreement reached between util & 
State of MS Emergency Mgt Agency re offsite decontamination.Agreement provides 
adequate resoiut.cn, 

WALKER, R.D. Region 2, Office of Director. 85/09/10. RICHARD, J.B. Mississippi 
Power & Light Co. 1 p. 33298: 1 83-33298: 1 83. 


Q. Inspection reports, SE Bulletins & correspondence 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, ‘‘Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, "Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33C-57:199. 

8511250015 Further response to FO'A request for six categories of documents re Ofc 
of Investigations. Forwards App A tiocurr.crs Documents also available in PDR. 
FELTON, J.M. Division of Rules and Records. 85/11/01. ADATO.M. Union of Con- 
cerned Scientists. 7pp. 33644:167-33645:130. 

-8511250147 Forwards investigation status record re Case 2-83-009 concerning falsifi- 
cation of reinforcing steel (rebar) records. 

HAYES, B.B. Office of Investigation. 83/08/03. PALLADINO Commissioners. 2pp. 
33644:197-33644:198. 

8511110341 Forwards safety evaluation re util 820119,830128 & 0413 responses to IE 
Bulletin 80-1 1 on criteria for reevaluation of masonry walls & mods.Reevaluation crite- 
ria acceptable. 

NOVAK.T.M. Assistant Director for Licensing. 85/11/04. RICHARD, J.B. Mississippi 
Power & Light Co. 2pp. 33407:333-33407:334. 

-8511110343 Safety evaluation re util 820119,830128 & 0413 responses to IE Bulletin 
80-1 1 on criteria for reevaluation of masonry walls & mods.Licensee fulfilled require- 
ments of License Condition 2.C.(9). 

* NRC - No Detailed Affiliation Given. 85/11/04. 2pp. 33407:335-33407:336. 

8511010020 IE Info Notice 85-086, "Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 


8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres." Svc list end. 
JORDAN, E L. Division of Emergency Preparedness & F ndneerre Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New Yo r -. l'\: "'Ope 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, "Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. 

JORDAN.E.L. Division c* Emergency Preparedness & Engmeernc Response (Post 
830103). 85/11/18. Consc.’.-o:; :6c. Ediso” Co. of New inc \T>pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, "Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


S. Reportable occurrences, LERs & related correspondence 

8511120103 Part 21 rept re potential defect in DSR or DSRV standby diesel generator 
intake & exhaust valve springs mfg by Betts Spring Co.Users recommended to inspect 
engines for broken springs & identify original mfg. 

GUNTRUM.B.C. Transamerica Delaval, Inc. 85/11/06. Director’s Office, Office of In- 
spection and Enforcement. 5pp. 33413:293-33413:297. 

8511190102 Summary of Operating Reactor Events Meeting 85-22 on 851 1 04.List of 
attendees, events discussed & status of assignments end. 

CRUTCHFIELD.D. Assistant Director for Safety Assessment. 85/11/12. 
THOMPSON, H.L. Division of Licensing (800428-851124). 15pp. 33543:208-33543:222. 

8511220333 Board Notification 85-091 :submits info re Grand Gulf * r Di onerconcy cfic?r-I 
generator overspeed condition on 851106. Probably caused by maifu-'occi.'i West- 
ward governor mechanism. Damage being assessed & evaluated. 

THOMPSON.H.L. Division of Licensing (800428-851124). 85/11/21. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. 2pp. 33614:123-33614:124. 


T. Hearing transcripts on non-antitrust matters 


8511260232 FOIA request that transcript of ACRS Subcommittee on Grand Gulf 740118 
mooting bo daced in PDR. 

”E*\ C CF 1 \V Affiliation Not Assigned. 85/11/08. FELTON, J.M. Division of Rules and 
Records. Ip. 33639:268-33639:268. 

8511260240 Responds to FOIA request that transcript of ACRS Subcommittee on 
Grand Gulf 740118 meeting be placed in PDR. Transcript available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 85/11/18. PEARCE, W.R. Affiliation 
Not Assigned. Ip. 33639:269-33639:269. 


V. Operator Examinations 

8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1984. App A documents available in PDR.Apps 
B & C documents partially & completely withheld, respectively, (ref Exemption 5). 
FELTON, J.M. Division of Rules and Records. 85/10/17. GILINSKY, V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

-8403280190 Forwards response to 840302 memo re problems identified w/surveil- 
lance procedures. 

DIRCKS.W.J. Office of the Executive Director for Operations. 84/03/09. GILINSKY 
Commissioners. 3pp. 33537:180-33537:182. 


DOCKET 50-423 MILLSTONE NUCLEAR POWER STATION, UNIT 3 


A. Application/construction stage documents & correspondence 

8511070264 Forwards response to NRC Question 260.60 re FSAR Table 3.2-1 concern- 
ing QA & Seismic Category 1 structures, sys & components.Appropriate portions of 
table revised to reflect commitments made in response to Question 260.58. 
OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Northeast Utilities. 85/10/04. YOUNGBLOOD, B.J. Licensing Branch 1. 25pp. 
33362:292-33362:316. 

8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1984.App A documents available in PDR.Apps 
B & C documents partially & completely withheld, respectively, (ref Exemption 5). 
FELTON, J.M. Division of Rules and Records. 85/10/17. GILINSKY, V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

-8511180309 Responds to 840430 memo re Caseload Forecast Panel.Table tentative 
staff assessments on requested plants listed. Proposed action plan end. 

DIRCKS.W.J. Office of the Executive Director for Operations. 84/05/30. GILINSKY 
Commissioners. Ip. 33536:133-33536:133. 
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8511050241 Forwards documentation re environ qualification of three listed items of 
safety-related mechanical equipment, per request.W/three oversize drawings. 
OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Northeast Utilities. 85/10/21. YOUNGBLOOD, B.J. Licensing Branch 1. 665pp 
33331:001-33332:305. 

8511010065 Notification of 851028-29 meetings w/util at site to assess operational 
readiness of plant.Proposed agenda end. 

DOOLITTLE, E.L. Licensing Branch 1. 85/10/24. YOUNGBLOOD, B.J. Licensinq 
Branch 1. 4pp. 33304:142-33304:145. 

8511050085 Forwards proprietary & nonproprietary supplemental info re, “Justification 
for Use of W-3 Correlation for...Steamline Break Analysis,” in response to 850925 
telcon. Proprietary version withheld (ref 10CFR2.790). 

OPEKA.J.F., BISHOP, R.W. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
OPEKA.J.F. Northeast Utilities. 85/10/25. YOUNGBLOOD, B.J. Licensing Branch 1. 
2pp. 33318:131-33318:145. 

-8511050089 Requests withholding proprietary info entitled, “Justification for Use of W- 
3 Correlation for Millstone Unit 3 Steamline Break Analysis." Proprietary info notice & 
affidavit end. 

WIESEMANN.R.A. Westinghouse Electric Corp. 85/10/14. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director (pre-851125). 9pp. 33318:133-33318:141. 

-8511050093 “Justification for Use of W-3 Correlation for Millstone Unit 3 Steamiine 
Break Analvs : s.” 

* Westing 1 ' buso Eiocthc Corp. 85/10/14. 4pp. 33318:142-33318:145. 

8511050107 Forwards response to informal NRC question raised during 850925 telcon 
re steam generator tube rupture issue related to three-loop operation. 

OPEKA.J.F., BISHOP, R.W. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
OPEKA.J.F. Northeast Utilities. 85/10/25. YOUNGBLOOD, B.J. Licensing Branch 1. 
3pp. 33318:354-33318:356. 

8511010449 Forwards draft low power License NPF-44.Comments requested by 
851105. 

NOVAK, T.M. Assistant Director for Licensing. 85/10/28. OPEKA.J.F. Northeast Nucle- 
ar Energy Co. (subs, of Northeast Utilities). 12pp. 33301:330-33301:341. 

8511060258 Informs of completion of program re superheated blowdowns outside 
containment.Temp envelopes for each plant to be established within min of 90 
days.List of equipment potentially affected by envelopes expected within 60 days. 
CERMAK.J.O. Westinghouse Operating Plants Owners Group. 85/10/28. 
WIGGINTON.D.L. Office of Nuclear Reactor Regulation, Director (pre-851125). Ip. 
33346:184-33346:184. 

8511190221 Forwards Tech Spec Table 3.6-2, “Containment Isolation Valves,” per 
851018 request & change to FSAR Table 6.2-65 which will be incorporated into sub- 
sequent amend to FSAR. 

OPEKA.J.F., SEARS, C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
OPEKA.J.F. Northeast Utilities. 85/10/30. YOUNGBLOOD, B.J. Licensing Branch 1. 
22pp. 3351 3:308-3351 3:329. 

8511070126 Forwards revised final draft Tech Spec 3/4.6. 1.5, providing containment air 
temp monitor locations, per 851018 request. Selection of locations based on orienta- 
tion re design air flow patterns.Sketch supporting locations also end. 

OPEKA.J.F., BISHOP, R.W. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
OPEKA.J.F. Northeast Utilities. 85/10/31. YOUNGBLOOD.B.J. Licensing Branch 1. 
4pp. 33362:358-33362:361. 

8511110280 Forwards summary of seismic interaction program, per 851024 
meeting.Review & approval requested prior to 851115 fuel load date. 

OPEKA.J.F., BISHOP, R.W. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
OPEKA.J.F. Northeast Utilities. 85/10/31. YOUNGBLOOD.B.J. Licensing Branch 1. 
28pp. 33398:001-33398:028. 

8511050125 Forwards resumes of shift advisors in order to meet hot participation expe- 
rience requirements per Generic Ltr 84-16. 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Northeast Utilities. 85/11/01. YOUNGBLOOD.B.J. Licensing Branch 1. 14pp. 
33327:074-33327:126. 

-8511050133 Rev 0 to Procedure OP 3262, “Operations Shift Advisor." Related info 
end. 

MROCZKA.E.J., SCACE.S. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
85/11/01. 8pp. 33327:088-33327:095. 

-8511050144 "Training Program for Millstone Unit 3 Shift Advisors." Related info end. 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 85/11/01. 31pp. 
33327:096-33327:126. 

8511050225 Forwards addl changes to three tables in final draft Tech Specs, reflecting 
as-built plant configuration.Changes consist of additions & deletions to Tech Specs re 
containment penetration conductor overcurrent devices. 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Northeast Utilities. 85/11/01. YOUNGBLOOD.B.J. Licensing Branch 1. 24pp. 

33330:333-33330:356. 

8511110275 Forwards addl changes to three tables in final draft Tech Specs, reflecting 
as-built plant configuration for listed components. 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Northeast Utilities. 85/11/01. YOUNGBLOOD.B.J. Licensing Branch 1. 24pp. 

33386:177-33386:200. 

8511140152 Responds to 851025 request for addl info re use & training of shift 
advisors.Training program for shift advisors end. 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Northeast Utilities. 85/11/01. YOUNGBLOOD.B.J. Licensing Branch 1. 22pp. 

33449:268-33449:320. 

-8511140155 "Training Program for Millstone Unit 3 Shift Advisors.” 

STOLK.R.G., BURTON, K.L., HAYN.H.F. Northeast Nuclear Energy Co. (subs, of North- 
east Utilities). 85/11/01. 31pp. 33449:290-33449:320. 

8511120052 Forwards addl info re sve water pump performance during startup testing, in 
response to telcon on Pump & Valve Operability Review Team 850304-08 audit. 
OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Northeast Utilities. 85/11/04. YOUNGBLOOD.B.J. Licensing Branch 1. 3pp. 
33415:299-33415:301. 


8511130211 Provides justification for not qualifying accumulator nitrogen vent valves for 
submergence.Compliance w/Branch Technical Position RSB 5-1 does not require that 
valves be qualified for post-LOCA submergence. 

OPEKA.J.F., FEE.W.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
OPEKA.J.F. Northeast Utilities. 85/11/05. YOUNGBLOOD.B.J. Licensing Branch 1. 
2pp. 33434:162-33434:163. 

8511180697 Advises that response to Generic Ltr 83-28 incomplete.Addl info 
requested.Forwards draft “Review of Licensee & Applicant Responses to NRC Gener- 
ic Ltr 83-28...," technical evaluation rept. 

ZWOLINSKI.J.A. Operating Reactors Branch 5. 85/11/06. OPEKA.J.F. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). 2pp. 33503:339-33503:358. 

-8511180707 Draft “Review of Licensee & Applicant Responses to NRC Generic Ltr 
83-28, (Required Actions Based on Generic Implications of Salem ATWS Events), Item 
1.2...," technical evaluation rept. 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-82-096. 85/11/06. NRC - No Detailed Affiliation Given. 18pp. 33503:341- 
33503:358. 

8511150012 Advises that policy re on-shift operating experience complies w/NRC con- 
cerns w/ respect to providing reasonable assurance of adequate on-shift operating 
experience, in response to Generic Ltr 84-16. 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Northeast Utilities. 85/11/07. YOUNGBLOOD.B.J. Licensing Branch 1. 5pp. 
33459:169-33459:173. 

8511210424 Forwards rev to 851010 response to NRC concern re use of 90F contain- 
ment air temp for agmg process.per request. 

OPEKA.J.F., SLAPS, C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
OPEKA.J.F. Northeast Utilities. 85/11/07. YOUNGBLOOD.B.J. Licensing Branch 1. 
9pp. 33553:001-33553:009. 


8511180643 Summary of 851025-29 meetings w/util in Waterford, CT re operational 
readiness of facility. List of attendees & viewgraphs end. 

DOOLITTLE, E.L. Licensing Branch 1. 85/11/08. Licensing Branch 1. 44pp. 
33503:269-33503:312. 


8511180669 Forwards final draft Tech Specs developed using FSAR.SER & Rev 5 to 
Westinghouse STS.Resubmittal of Tech Specs w/ changes requested as amend to 
application for license. Process used for review also requested.W/o end. 

NOVAK, T.M. Assistant Director for Licensing. 85/11/08. OPEKA.J.F. Northeast Nucle- 
ar Energy Co. (subs, of Northeast Utilities). 2pp. 33503:239-33503:240. 

8511250134 Responds to 850910 request for addl info re qualification of safety-related 
equipment as result of SORT & Pump & Valve Operability Team audits.Preoperational 
tests for safety- related pumps & valves performed per util startup manual. 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Northeast Utilities. 85/11/08. YOUNGBLOOD.B.J. Licensing Branch 1. 5pp. 
33592:049-33592:053. 

8511210153 Forwards changes to final draft Tech Spec Table 3.8-1 re containment 
penetration conductor overcurrent protective devices, 3.8-2a re motor-operated valves 
thermal overload & 3.8-2b re thermal overload protection not bypassed. 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Northeast Utilities. 85/11/12. YOUNGBLOOD.B.J. Licensing Branch 1. 37pp. 
33546:057-33546:093. 


8511210280 Informs that test conducted to verify dosing of PORV valve during recent 
hot functional testing satisfied requirements of NUREG-0737,ltem II.D.I.in response to 
recent NRC request. 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Northeast Utilities. 85/11/12. YOUNGBLOOD.B.J. Licensing Branch 1. 2pp. 
33546:099-33546:100. 

8511210365 Forwards changes to final draft Tech Specs 2.2.1.3.2.2.2, 3.2.5 & 
3.5.1. Changes reflect new design info & updated analyses.Revised protection sys set- 
point study will be submitted prior to issuance of OL. 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Northeast Utilities. 85/11/12. YOUNGBLOOD.B.J. Licensing Branch 1. 9pp. 

33552:177-33552:185. 

8511250056 Responds to Power Sys Branch Confirmatory Item 51 re operating voltage 
of 345-kV switchyard at facility.Plant can operate w/switchyard voltage as low as 331 
kV w/o causing equipment problems. 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Northeast Utilities. 85/11/12. YOUNGBLOOD.B.J. Licensing Branch 1. 2pp. 

33592:181-33592:182. 


8511250118 Forwards rev to FSAR clarifying definition of single failure criterion.Rev 
clarifies requirements for postulating single active failures when evaluating interactions 
occurring w/dual-purpose safe shutdown sys. 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Northeast Utilities. 85/11/14. YOUNGBLOOD, B.J. Licensing Branch 1. 10pp. 
33591:079-33591:088. 


8511260304 Notice of environ assessment & finding of no significant impact re util 
851015 & 1118 requests for schedular exemption from requirements of GDC 2 to 
allow for complete implementation of seismic interaction program. 

NOVAK, T.M. Assistant Director for Licensing. 85/11/20. 5pp. 33639:353-33639:357. 

8511260621 Forwards changes to final draft Tech Specs.Reaffirmation of certification 
that Tech Specs reflect, in all matl aspects, as-built plant configurations, FSAR through 
Amend 16 & SER through Amend 3 requested. 

YOUNGBLOOD.B.J. Licensing Branch 1. 85/11/20. OPEKA.J.F. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 8pp. 33645:251-33645:258. 

8511270332 Notice of environ assessment & finding of no significant impact re util 
850926 exemption request to eliminate full pressure test of normal air lock opening & 
substitute seal leakage test. 

NOVAK, T.M. Assistant Director for Licensing. 85/11/20. 4pp. 33645:343-33645:346. 
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E. NRC Safety Evaluation Report (SER), suppls & correspondence 

8511040269 Forwards response to NRC request for add! info on SER Confirmatory Item 
58 re emergency diesel generator fuel oil sto r age & transfer sys. 

OPERA, J.F. Northeast Nuclear Energy Cc. (subs, of Northeast Utilities). OPERA, J.F. 
Northeast Utilities. 85/10/21. YOUNGBLOOD, B.J. Licensing Branch 1. 3pp. 
33296:038-33296:040. 

8511040272 Forwards revised deviation request from Branch Technical Position CMEB 
9.5-1 re auxiliary bldg - separation criteria, per SER Open item 14.3 on safe shutdown 
capability. 

OPERA, J.F. Northeast Nuclear E'C-'py C: .'r-ubs of Northeast Utilities). OPERA, J.F. 
Northeast Utilities. 85/10/21. v C«NG.,:LOC.'-C "i . Licensing Branch 1. 10pp. 
33297:013-33297:022. 

8511070339 Responds to NRC 851023 request for add! info on SER Confirmatory Item 
27 re effect of insulation debris on pump performance. Revised FSAR pages end. 
OPEKA.J.F., BISHOP, R.W. Northeast Nuclea' E~<rcy Cc (subs of Northeast Utilities). 
OPEKA.J.F. Northeast Utilities. 85/10/25. .■'OuY.jR. CC.') :» .. Licensing Branch 1. 
35pp. 33368:175-33368:210. 

8511110152 Forwards changes to Tech Specs, reflecting plant as-built 

ccr/ic.. radon FS-F & SER in response to 851018 request. W/o end. 

w : V'r.oast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Northeast Utilities. 85/11/01. YOUNGBLOOD.B.J. Licensing Branch 1. 2pp. 

33386:298-33386:299. 

8511110242 Forwards marked-up final draft Tech Spec 3Z4.6.2.2 re containment 
sys, recirculation spray sys, based on 851025 response to SER Confirmatory Item 
27, increasing time containment recirculation pumps start after accident. 

OPEKA.J.F, Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Northeast Utilities. 85/11/01. YOUNGBLOOD, B.J. Licensing Branch 1. 3pp. 

33397:307-33397:309. 

8511180584 Submits addl info re SER Confirmatory Item 66 concerning implementation 
of program to address NUREG-0737 Task Action Plan Item III.D.1.1. Hydrogen recom- 
biners will be tested on refueling outage basis.Two preoperational tests performed. 
OPEKA,J.F., MROCZKA.E.D. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). OPEKA.J.F. Northeast Utilities. 85/11/06. YOUNGBLOOD, B.J. Licensing Branch 
1 . 3pp. 33496: 1 52-33496: 1 54. 

8511250165 Responds to 851018 request for review of Tech Specs to ensure accurate 
reflection of FSAR, SER & plant as-built configuration. SER discrepancies re ECCS 
subsystems & ESFAS instrumentation end. 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Northeast Utilities. 85/11/08. YOUNGBLOOD, B.J. Licensing Branch 1. 5pp. 
33592:291-33592:295. 

8511220227 Forwards SSER 3 (NUREG-1031).W/o end. 

YOUNGBLOOD.B.J. Licensing Branch 1. 85/11/14. OPEKA.J.F. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 33603:219-33603:220. 

8511210377 Forwards Safety Insp Rept 50-423/85-52 on 85081 3-0923.No violation 
noted. 

WENZINGER.E.C. Region 1, Office of Director. 85/11/15. OPEKA.J.F. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). 2pp. 33552:230-33552:249. 

—8511210386 Insp Rept 50-423/85-52 on 85081 3-0923. No violation noted. Major areas 
inspected: main condenser structural repairs, diesel generator reliability review, TMI 
items, potentially dofb'-oncies A SE R items. 

REBELOWSKt.T.A CASE-. A , I Ylrf=L,A Region 1, Office of Director. 85/11/14. 
18pp. 33552:232-33552:249. 

8511250032 Forwards SSER 3 (NUREG-1031).W/o end. 

YOUNGBLOOD.B.J. Licensing Branch 1. 85/11/18. OPEKA.J.F. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 3pp. 33619:330-33619:332. 

8511260621 Forwards changes to final draft Tech Specs. Reaffirmation of certification 
that Tech Specs refiect.in all matl aspects, as-built plant configurations, FSAR through 
Amend 16 & SER through Amend 3 requested. 

YOUNGBLOOD.B.J. Licensing Branch 1. 85/11/20. OPEKA.J.F. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 8pp. 33645:251-33645:258. 


F. Security, medical, emergency & fire protection plans 

8511040272 Forwards revised deviation request from Branch Technical Position CMEB 
9.5-1 re auxiliary bldg - separation criteria, per SER Open Item 14.3 on safe shutdown 
capability. 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Northeast Utilities. 85/10/21. YOUNGBLOOD.B.J. Licensing Branch 1 10 dd 
33297:013-33297:022. 

8511010408 Forwards Preoperational Security Program Review insp Rept 50-423/85-30 
on 85061 7-21. No noncompliance noted. 

MARTIN, T.T. Region 1, Office of Director. 85/10/23. OPEKA.J.F. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 33298:204-33298:205. 

-8511010411 Preoperational Security Program Review Insp Rept 50-423/85-30 on 
85061 7-21. No noncompliance noted.Major areas reviewed:site physical security 
program. Portions deleted (ref 10CFR73.21 & 2.790). 

MADDEN, W.J., KEIM1G.R.R. Region 1. Office of Director. 85/10/10. 6pp. 33298:206- 
33298:211. 

8511050280 Documents clarifications from 851017 meeting re manner of determining 
characteristics associated w/info & control needs of operator during function & task 
analysis portion of CRDR.per Suppi 1 to NUREG-0737. 

OPEKA.J.F., FEE.W.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
OPERA, J.F. Northeast Utilities. 85/10/28. YOUNGBLOOD.B.J. Licensinq Branch 1. 
2pp. 33328:268-33328:269. 

8511140128 Forwards rev to suitability, training & qualification plan. Rev withheld (ref 
10CFR73.21(b) & 2.790(a)). 

OPERA, J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Northeast Utilities. 85/10/28. MURLEY.T.E. Region 1, Office of Director. 2pp 
33449:076-33449:077. 


8511140136 Forwards rev to safeguards contingency plan.Rev withheld (ref 
10CFR73.21 & 2.790). 

OPEKA.J.F., SEARS, C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
OPEKA.J.F. Northeast Utilities. 85/10/30. MURLEY.T.E. Region 1, Office of Director. 
3pp. 33449:098-33449:100. 

8511270011 Forwards Rev 0 to emergency plan, responses to comments re Draft 3 to 
Rev 0 of emergency plan, list of offsite medical facilities & revised Table 5.1 re station 
emergency organization. 

OPEKA.J.F., SISHOP.R.W. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
OPEKA.J.F. Northeast Utilities. 85/10/31. BUTCHER, E.J. Operating Reactors Branch 
3. ZWOi'NSK'.JA Operating Reactors Branch 5. YOUNGBLOOD.B.J. Licensing 
Branch '. 2pr;. z X'Ai L 3 5 7 -Y 2 22 


-8511270012 Rev 0 to Millstone Nuclear Power Station emergency plan. 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities), 85/11/15. 600pp. 
33625:010-33625:322. 


8511140105 Forwards addl info re request for deviation from Branch Technical Position 
CMEB 9.5-1 & revised responses to fire protection audit open items. 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Northeast Utilities. 85/11/04. YOUNGBLOOD.B.J. Licensing Branch 1. 19pp. 
33449:244-33449:262. 


8511210500 Responds to request for addl info re unresolved items in SPDS audit 
rept, per Suppi 1 to NUREG-0737.Displaying synthesized parameter values on tertiary 
level displays will be considered during Phase II efforts. 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Northeast Utilities. 85/11/08. YOUNGBLOOD.B.J. Licensing Branch 1. 6pp. 
33552:160-33552:165. 


8511250165 Responds to 851018 request for review of Tech Specs to ensure accurate 
reflection of FSAR, SER & plant as-built configuration.SER discrepancies re ECCS 
subsystems & ESFAS instrumentation end. 

OPEKA.J.F. Northeast Nuclear Energy Cc (subs, of Northeast Utilities). OPEKA.J.F. 
Northeast Utilities. 85/11/08. YO J:\OBL COD, H.J. Licensing Branch 1. 5pp. 
33592:291-33592:295. 


8511180525 Corporate organization for nuclear incidents (CONI) procedure 
manual, including Rev 33 to table of contents.Rev 19 to CONI 1.02 re CONI & Rev 9 
to CONI 5.01 re on-call technical support staff logistics. W/851 112 Itr. 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 85/11/12. 
84pp. 33496:1 98-33496:281 . 


8511190168 Revised emergency plan implementing procedures.including Rev 3 to EPIP 
4001, "Director of Station Emergency Operations" & Rev 3 to EPIP 4002, “Manager 
of Radiological Consequence Assessment.” W/851111 Itr. 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Northeast Utilities. 85/11/14. 43Cpp 33512:001-:>551?:332. 

8511250118 Forwards rev to FSAR clarifying definition of single failure criterion. Rev 
clarifies requirements for postulating single active failures when evaluating interactions 
occurring w/ dual-purpose safe shutdown sys. 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Northeast Utilities. 85/11/14. YOUNGBLOOD.B.J. Licensing Branch 1. 10pp. 
33591:079-33591:088. 


8511260210 Rev 0 to emergency plan. 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 85/11/15. 250pp. 
33607:001-33607:305. 


I. Financial information 


8511040405 Advises that review of financial info for 1985 completed. Info satisfies re- 
quirements of 10CFR1 40.21 requiring that each licensee maintain approved guarantee 
of deferred premiums for operating reactor over 100 MW. 

SALTZMAN.J. Assistant Director for State & Licensee Relations. 85/10/30. 
O'CONNOR, L.A. Northeast Utilities. Ip. 33309:321-33309:321. 


J. Insurance & indemnity information 


8511200106 Forwards Amend 16 to Indemnity Agreement B-39 & Certificates of Insur- 
ance M-1 03 & N-103. 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Northeast Utilities. 85/11/12. YOUNGBLOOD.B.J. Licensing Branch 1. 27pp. 
33527:189-33527:215. 


8511210186 Forwards executed Certificate M-1 03 to MAELU Policy 1 & Certificate N- 
103 to NELIA Policy 1. 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Northeast Utilities. 85/11/12. YOUNGBLOOD.B.J. Licensing Branch 1. 27pp. 
33547:200-33547:226. 


8511270231 Forwards Endorsements 106 & 95 to NELIA Policy NF-173 & MAELU 
Policy MF-52, respectively. 

GOLDEN, M.P. Marsh & McLennan, Inc. 85/11/21. SALTZMAN.J. Assistant Director 
for State & Licensee Relations. 3pp. 33627:079-33627:081. 


O. Advisory Committee on Reactor Safeguards reports & correspondence 


8511040296 Summarizes ACRS 293rd meeting on 840906-08 w/NRC.util, Westing- 
house & Webster Engineering Corp re application for OL for Millstone Nuclear Power 
Station, Unit 3.Steam generator overfill also discussed. 

EBERSOLE.J.C. ACRS - Advisory Committee on Reactor Safeguards. 84/09/20. 
PALLADINO.N.J. Commissioners. 3pp. 33336:306-33336:308. 
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Q. Inspection reports, IE Bulletins & correspondence 


851 1010408 Forwards Preoperational Security Program Review Insp Rept 50-423/85-30 
on 85061 7-21. No noncompliance noted. 

MARTIN, T.T. Region i, Office of Director. 85/10/23. OPEKA.J.F. Northeast Nuclear 
Energy Co. (subs, c.’ Northeast Utilities). 2pp. 33298:204-33298:205. 

-8511010411 Preoperational Security Program Review Insp Rept 50-423/85-30 on 
85061 7-21. No noncompliance noted.Major areas reviewedrsite physical security 
program.Portions deleted (ref 10CFR73.21 & 2.790). 

MADDEN, W.J., KEIMIG.R.R, Region 1, Office of Director. 85/10/10. 6pp. 33298:206- 
33298:211. 

8511010392 Forwards Corrective Actions Insp Rept 50-423/85-60 on 850826-30,0912- 
13 & 18-19 & discusses results & conclusions of insp of Audit 59 results & corrective 
actions. 

GRIMES, B.K. Division of QA, Vendor & Technical Training Center Programs (Post 
850212). 85/10/28. OPEKA.J.F. Northeast Utilities Service Co. (subs, of Northeast 
Utilities). 2pp. 33301:301-33301:316. 

“8511010396 Insp Rept 50-423/85-60 on 850826-30,0912-13 & 18-19.Major areas 
inspected:engineering assurance in-depth Technical Audit 59 results & corrective ac- 
tions. 

IMBRO.E.V., MILHOAN.J.L. Division of QA, Vendor & Technical Training Center Pro- 
grams (Post 850212). 85/10/16. 14pp. 33301:303-33301:316. 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8511040126 Forwards Insp Rept 50-423/85-56 on 850930-1 004.No violation 
noted.Areas requiring followup effort noted. 

MARTIN, T.T. Region 1, Office of Director. 85/10/29. OPEKA.J.F. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 33294:233-33294:251. 

“8511040130 Safety Insp Rept 50-423/85-56 on 850930-1 004.No violation noted.Major 
areas inspected:preoperational status of solid radwaste sys & NUREG-0737 task 
items. 

WHITE, J.R., CIOFFI.J.A., SHANBAKY.M.M. Region 1, Office of Director. 85/10/29. 
1 7pp. 33294:235-33294:251 . 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, "Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8511040364 Forwards As-Built Team Insp Rept 50-423/85-54 on 850909-20. No viola- 
tion noted. 

EBNETER.S.D. Region 1, Office of Director. 85/10/30. OPEKA.J.F. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 33298:013-33298:074. 

“8511040366 As-Built Insp Rept 50-423/85-54 on 850909-20.No violations noted.Major 
areas inspected:as-built piping, ducting supports, electrical power & instrumentation & 
controls of selected safety-related sys. 

MANOLY.K.A., REYNOLDS, S.D., PAULITZ.F.P. Region 1, Office of Director. 85/10/ 
1 7. 60pp. 33298:01 5-33298:074. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511010020 IE Info Notice 85-086, "Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511210108 Forwards Safety Insp Rept 50-423/85-59 on 850930-1 004.No violations 
observed. 

EBNETER.S.D. Region 1, Office of Director. 85/11/08. OPEKA.J.F. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 33578:330-33578:344. 

—8511210113 Insp Rept 50-423/85-59 on 850930-1 004.No violations identified.Major 
areas inspected:operational staffing & staff training, maint procedures & licensee ac- 
tions on previous insp findings. 

PRELL.J., BLUMBERG.N., FINKEL.A. Region 1, Office of Director. 85/10/25. 13pp. 
33578:332-33578:344. 

8511190186 Ack receipt of 850419 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-423/84-23. Spec E-350 will be revised to state "secure” & not 
"support” cables. Response to cable marking appears adequate. 

EBNETER.S.D. Region 1, Office of Director. 85/11/13. OPEKA.J.F. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 33510:187-33510:191. 

8511210392 Forwards Exam Rept 50-423/85-44(OL) of exams administered during wks 
of 850902 & 07. 

WENZINGER.E.C. Region 1, Office of Director. 85/11/14. OPEKA.J.F. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). 2pp. 33553:010-33553:117, 

-8511210400 Exam Rept 50-423/85-44(OL) on 850903-06 & 09-12.Exam results:1 1 out 
of 14 senior reactor operator & 3 out of 4 reactor operator candidates passed all por- 
tions of exams & will be issued licenses. 

RUSCITTO.D., JOHNSON, D., KELLER, R.M. Region 1, Office of Director. 85/11/13. 
106pp. 33553:012-33553:117. 


8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR, J.M. Director's Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511210377 Forwards Safety Insp Rept 50-423/85-52 on 85081 3-0923.No violation 
noted, 

WENZINGER.E.C. Region 1, Office of Director. 85/11/15. OPEKA.J.F. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). 2pp. 33552:230-33552:249. 

“8511210386 Insp Rept 50-423/85-52 on 85081 3-0923.No violation noted. Major areas 
inspected:main condenser structural repairs, diesel generator reliability review, TMi 
items, potentially significant deficiencies & SER items. 

REBELOWSKI.T.A., CASELLA.F.A., FINKEL.A. Region 1, Office of Director. 85/11/14. 
18pp. 33552:232-33552:249. 

8511150098 IE Info Notice 85-087, "Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, "Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppi 1 to IE Info Notice 85-058, "Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, "Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


S. Reportable occurrences, LERs & related correspondence 


8511070191 Significant Deficiency Rept SD-62 re improper mounting & installation of 
fan motors in Flakt-Bahnson air conditioning units in control bldg. Initially reported on 
S41107.Condition not reportable per 10CFR50. 55(e). 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Northeast Utilities. 85/10/21. MURLEY.T.E. Region 1, Office of Director. 2pp. 
33374:318-33374:319. 

8511120257 Significant Deficiency Rept SD-26 re potential for undetectable failure in 
online testing circuits within Westinghouse solid state protection sys.lnitially reported 
on 820804.Circuit mod obviates 82091 0 testing commitment. 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Northeast Utilities. 85/10/21. MURLEY.T.E. Region 1, Office of Director. 3pp. 
33422:038-33422:039. . 

8511140425 Deficiency Rept SD-82 re core exit thermocouple sys provided by 
Westinghouse.lnitially reported on 850509.Total in-core sys error falls between 6 & 
39.8 F.Final rept will be submitted by 851112. 

OPEKA.J.F., SEARS, C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
OPEKA.J.F. Northeast Utilities. 85/10/30. MURLEY.T.E. Region 1, Office of Director. 
3pp. 33456:248-33456:250. 

8511140406 Deficiency Rept SD-56 re Tubeco Weld radiographs. Initially reported on 
840618.Review of Tubeco radiographs for QA Category I.ASME III Code Class 1,2 & 3 
welds complete. Final rept will be provided by 851 113. 

OPEKA.J.F., SEARS, C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
OPEKA.J.F. Northeast Utilities. 85/11/01. MURLEY.T.E. Region 1, Office of Director. 
3pp. 33456:265-33456:267. 

8511140419 Final Deficiency Rept SD-25 re failure of pinion gear shear keys in Limitor- 
que Model SBO motor operated valves. Initially reported on 820903. Westinghouse de- 
termined item not reportable per 10CFR50.55(e). 

OPEKA.J.F., SEARS, C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
OPEKA.J.F. Northeast Utilities. 85/11/01. MURLEY.T.E. Region 1, Office of Director. 
2pp. 33456:254-33456:255. 


T. Hearing transcripts on non-antitrust matters 


8511220249 Transcript of ACRS Subcommittee on Millstone Units 1,2 & 3 851118 
meeting in Waterford, CT.Pp 1-103.Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 85/11/18. 158pp. 33568:065- 
33568:223. 

8511260550 Transcript of ACRS Subcommittee on Millstone Units 1,2 & 3 851119 
meeting in Waterford.CT.Pp 104-313.Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards, 85/11/19. 250pp. 33615:063- 
33615:154. 


V. Operator Examinations 

8511250034 Forwards response to addl concerns re training program for shift advisors 
expressed by NRC in 851106 telcon. 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Northeast Utilities. 85/11/12. YOUNGBLOOD, B.J. Licensing Branch 1. 4pp. 
33590:348-33590:351. 
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8511210392 Forwards Exam Rept 50-423/ 85-44 (OL) of exams administered during wks 
of 850902 & 07. 

WENZINGER.E.C. Region 1, Office of Director. 85/11/14. OPEKA.J.F. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). 2pp. 33553:010-33553:117. 

-8511210400 Exam Rept 50-423/85-44(OL) on 850903-06 & 09-12.Exam resu)ts:11 out 
of 14 senior reactor operator & 3 out of 4 reactor operator candidates passed all por- 
tions of exams & will be issued licenses. 

RUSCITTO.D., JOHNSON, D., KELLER, R.M. Region 1, Office of Director. 85/11/13. 
106pp. 33553:012-33553:117. 


DOCKET 50-424 ALVIN W. VOGTLE NUCLEAR PLANT, UNIT 1 


A. Appiication/construction stage documents & correspondence 

8507170602 Board Notification 85-064:forwards NUREG/CR-4077 & Westinghouse 
Owners Group 850103 Itr re Westinghouse reactor coolant pump seals, updating info 
provided in Board Notifications BN-83-139 & BN-84-076. Related correspondence. 
THOMPSON, H.L. Division of Licensing (800428-851124). #485 647. 85/06/24. PAL- 
LADINO Commissioners. 82pp. 31630:192-31630:293. 

8511010429 Requests attendance at 850820 meeting in Atlanta, G A to discuss specific 
module planning & general program execution discussion subsequent to 850819 
meeting w/util re plant readiness review program module. 

WALKER, R.D. Region 2, Office of Director. 85/08/09. GRIMES.B.K. Division of QA, 
Vendor & Technical Training Center Programs (Post 850212). THOMPSON, H.L. Divi- 
sion of Licensing (800428-851124). SNIEZEK.J.H. Regional Operations & Generic Re- 
quirements. 3pp. 33298:184-33298:186. 

8511010441 Forwards revised review schedule for plant Readiness Review Module 3A, 
"Initial Test Program (Preoperational Phase)" & advises of 30-day extension of key 
interim & final reporting milestones.Comments requested by C.O.B. 850814. 
WALKER.R.D. Region 2, Office of Director. 85/08/09. THOMPSON, H.L. Division of Li- 
censing (800428-851124). GRIMES.B.K. Division of QA, Vendor & Technical Training 
Center Programs (Post 850212). GIBSON, A.F. Region 2, Office of Director. 4pp. 
33298:168-33298:171. 

8511010423 Summarizes 850819 mgt meeting at Region II ofc re Readiness Review 
Modules 2, "Operations Training & Qualification” & 5, “Operations Organization & Ad- 
ministration.” Meeting beneficial in conducting evaluation. 

GRACE.J.N. Region 2, Office of Director. 85/09/10. KELLY, RJ. Georgia Power Co. 
4pp. 33298:188-33298:191. 

8511040080 Summarizes 850820 mgt meeting w/util in Atlanta.GA re current QC initia- 
tives w/emphasis on electrical const. Initiatives will result in improved const 
quality. List of meeting participants end. 

GRACE.J.N. Region 2, Office of Director. 85/09/10. KELLY, RJ. Georgia Power Co. 
4pp. 33308:039-33308:042. 

8511210298 Final response to FOIA request for five categories of documents re pollu- 
tion control bonds for plants. Forwards App E documents. Documents listed in App F & 
App E available in PDR. 

FELTON, J.M. Division of Rules and Records. 85/10/11. BELL.N. Nuclear Information 
& Resource Service. 3pp. 33559:108-33559:112. 

-8511210329 Forwards certification of pollution control facilities as described in end 
Exhibit A, w/ exception of radioactive laundry, in response to 840606 request. Info pro- 
vided on radioactive laundry does not reflect info in FSAR. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 84/06/26. 
FOSTER ,D.O. Georgia Power Co. 5pp. 33559:145-33559:149. 

-8511210337 Requests “in futherance” certificate in order to comply w/ IRS require- 
ments for issuance of pollution control revenue bonds.Draft certificate & marked-up 
general description of facilities end. 

FOSTER, D.O. Georgia Power Co. 84/06/06. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). 5pp. 33559:150-33559:154. 

8511040007 Confirms 851009 telcon re 851021 mgt meeting at Region II ofc to present 
addl verification data on Readiness Review Module 5, “Operations Organization & Ad- 
ministration.” Proposed meeting agenda end. 

GRACE.J.N. Region 2, Office of Director. 85/10/16. FOSTER, D.O. Georgia Power Co. 
3pp. 33309: 1 26-33309: 1 28. 

8511070209 Approves 850918 proposal to submit some readiness review in two parts 
w/maj'ority of module submitted initially & verification portion submitted upon comple- 
tion. 

GRACE.J.N. Region 2, Office of Director. 85/10/18. FOSTER, D.O. Georgia Power Co. 
3pp. 33374:293-33374:295. 

8511010471 Summary of 851021 meeting w/utii & Southern Co Svcs re Tech Spec 
review schedule & new program promoted by A1F concerning streamlining Tech 
Specs. List of meeting attendees end. 

MILLER, M.A. Licensing Branch 4. 85/10/28. Licensing Branch 4. 4pp. 33301:317- 
33301:320. 

8511060258 Informs of completion of program re superheated blowdowns outside 
containment.Temp envelopes for each plant to be established within min of 90 
days. List of equipment potentially affected by envelopes expected within 60 days. 
CERMAK.J.O. Westinghouse Operating Plants Owners Group. 85/10/28. 
WIGG1NTON.D.L. Office of Nuclear Reactor Regulation, Director (pre-851125). Ip. 
33346:184-33346:184. 

8511070286 Final response to FOIA request for documents on 850726 briefing by util re 
readiness review program, including transcript of briefing.App D documents withheld 
(ref FOIA Exemption 5).Action on request complete. 

FELTON, J.M. Division of Rules and Records. 85/10/28. GARDE, B.P. Government Ac- 
countability Project 2pp. 33382:327-33382:330. 

8511040295 Requests response to listed interim review questions re Module 5, 
“Operations,Organization & Administration," submitted for evaluation on 85081 9.Re- 
sponse requested by 851101. 

WALKER, R.D. Region 2, Office of Director. 85/10/29. FOSTER, D.O. Georgia Power 
Co. 4pp. 33296:029-33296:032. 


8511120038 REVIEW OF THE VOGTLE UNITS 1 AND 2 AUXILIARY FEEDWATER 
SYSTEM RELIABILITY ANALYSIS. 

FRESCO, A., YOUNGBLOOD, R., PAPAZOGLOU.I.A. Brookhaven National Laboratory. 
FIN A-3702. NUREG/CR-4228. 85/10/31. Division of Safety Technology (800428- 
851124). 95pp. 33440:228-33440:322. 

8511180221 Forwards Westinghouse STS, including current radiological effluent Tech 
Specs.Tech Specs should be appropriately marked up w/plant-specific info & returned 
by 860228. List of generic Itrs in Tech Specs also end. 

ADENSAM.E.G. Licensing Branch 4. 85/11/05. FOSTER, D.O. Georgia Power Co. 
475pp. 33505:032-33506:189. 

8511130172 Confirms 851120 meeting w/ Waynesboro City & Burke County officials in 
Waynesboro, GA to discuss items of community interest re NRC mission & emergency 
preparedness programs D roposcd mooting agenda end. 

GRACE.J.N. Region 2, Q:::co o- : Director. 3="i :/07. DELAIGLE.R. Burke County, GA. 
3pp. 33427:269-33427:271. 

8511140033 Confirms meeting on 851120 in Waynesboro, GA to discuss items of com- 
munity interest re mission of NRC. Proposed agenda end. 

GRACE.J.N. Region 2, Office of Director. 85/11/07. DELOACH, G.L. Waynesboro, GA. 
3pp. 33449:164-33449:166. 

8511250104 Requests approval to use ASME Code Case N-397, “Alternative Rules to 
Spectral Broadening Procedures of N-1 226.3 for Classes 1,2 & 3 Piping Section III.Div 
1.” Usage will be documented in future FSAR amend. 

CONWAY, R.E. Georgia Power Co. 85/11/18. ADENSAM.E.G. Licensing Branch 4. 
2pp. 33592:023-33592:024. 

8511270205 Confirms 851107 telcon re 851125 mgt meeting at Region II ofc.GF Tru- 
deau requested meeting to present Apps D,l & E to Module 8, “Structural Steel." 
GRACE.J.N. Region 2, Office of Director. 85/11/18. KELLY.R.J. Georgia Power Co. 
4pp. 33627:117-33627:120. 


E. NRC Safety Evaluation Report (SER), suppis & correspondence 

8510090003 Forwards “PWR Safety & Relief Valve Adequacy Rept..." & “Structural 
Analysis of Pressurizer Safety & Relief Line...,” documenting analysis to support clos- 
ing of SER Confirmatory Item 12 re Item II.D.1. 

BAILEY, J.A. Georgia Power Co. BAILEY, J.A. Southern Co. Services, Inc. 85/09/16. 
ADENSAM.E.G. Licensing Branch 4. Ip. 33155:043-33155:169. 

-8510090004 “PWR Safety & Relief Valve Adequacy Rept for Georgia Power Co, Alvin 
W Vogtle Unit 1 & Unit 2, Original Issue.” 

* Westinghouse Electric Corp. 85/05/31. 41pp. 33155:044-33155:084. 

-8510090005 “Structural Analysis of Pressurizer Safety & Relief Line for Alvin W Vogtle 
Nuclear Plant, Unit 1." 

* Westinghouse Electric Corp. 85/09/16. 45pp. 33155:085-33155:169. 

8511210589 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
VOGTLE ELECTRIC GENERATING PLANT, UNITS 1 AND 2.DOCKET Nos. 50-424 
And 50-425.(Georgia Power Company.et al) 

* Division of Licensing (800428-851124). NUREG-1137 SOI. 85/10/31. 56pp. 
33586:265-33586:320. 

8511180400 Forwards addl info re SER Opem Item 7A concerning unrated hatch covers 
& oversized fire dampers installed at facility. Safe shutdown analysis allowed combina- 
tion of fire areas & installation of unrated hatches & oversized fire dampers. 

BAILEY, J.A. Georgia Power Co. 85/11/11. ADENSAM.E.G. Licensing Branch 4. 6pp. 
33495:245-33495:250. 

8511210407 Forwards comparison of old & new meteorological tower data for first full yr 
of new meteorological tower operation, per 850507 commitment re SER Confirmatory 

BAILEY, J.A. Georgia Power Co. BAILEY, J.A. Southern Co. Services, Inc. 85/11/12. 
ADENSAM.E.G. Licensing Branch 4. 200pp. 33553:123-33553:307. 

8511190422 Forwards addl info responding to 851010 request re SER Confirmatory 
item 5 concerning groundwater & settlement monitoring program. 

BAILEY, J.A. Georgia Power Co. 85/11/15. ADENSAM.E.G. Licensing Branch 4. 5pp. 
33515:180-33515:184. 

8511200217 Forwards responses to items identified in 850729 Itr re SER Open Item 13, 
"Emergency Preparedness." Info incorporated into Rev 2 to emergency plan submit- 
ted under separate cover. 

BAILEY, J.A. Georgia Power Co. 85/11/15. ADENSAM.E.G. Licensing Branch 4. 93pp. 
33530:055-33530:147. 

8511210053 Forwards Rev 2 to emergency plan.Rev addresses concerns expressed in 
NRC 850729 Itr re draft SER on emergency preparedness. 

FOSTER, D.O. Georgia Power Co. 85/11/15. ADENSAM.E.G. Licensing Branch 4. 
2pp. 33551:181-33552:093. 


F. Security, medical, emergency & fire protection plans 

8511070159 Summary of 851016-17 meetings w/util.Ebasco, Southern Co 

Svcs, Troutman, Sanders, Lockerman & Ashmore, Comex & S&W in Bethesda,MD re 
emergency plan & emergency action levels. List of participants end. 

MILLER, M.A. Licensing Branch 4. 85/10/28. Licensing Branch 4. 5pp. 33381:047- 
33381:051. 

8511110121 Advises that DF Cameron & CA Linder from LASL will make site visit 
during wk of 851202 to collect info re Vital Area Definition Program sponsored by 
NMSS.Safeguards info gathered will be withheld (ref 10CFR73.21). 

WALKER.R.D. Region 2, Office of Director: 85/11/05. KELLY.R.J. Georgia Power Co. 
Ip. 33387:193-33387:193. 

8511130172 Confirms 851120 meeting w/Waynesboro City & Burke County officials in 
Waynesboro, GA to discuss items of community interest re NRC mission & emergency 
preparedness programs. Proposed meeting agenda end. 

GRACE, J.N. Region 2, Office of Director. 85/11/07. DELAIGLE.R. Burke County, GA. 
3pp. 33427:269-33427:271. 
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8511180400 Forwards addl info re SER Opem Item 7A concerning unrated hatch covers 
& oversized fire dampers installed at facility. Safe shutdown analysis allowed combina- 
tion of fire areas & installation of unrated hatches & oversized fire dampers. 

BAILEY, J.A. Georgia Power Co. 85/11/11. ADENSAM.E.G. Licensing Branch 4. 6pp. 
33495:245-33495:250. 

8511210407 Forwards comparison of old & new meteorological tower data for first full yr 
of new meteorological tower operation, per 850507 commitment re SER Confirmatory 

BAILEY, J.A. Georgia Power Co. BAILEY, J.A. Southern Co. Services, Inc. 85/11/12. 
ADENSAM.E.G. Licensing Branch 4. 200pp. 33553:123-33553:307. 

8511200217 Forwards responses to items identified in 850729 Itr re SER Open Item 13, 
"Emergency Preparedness.” Info incorporated into Rev 2 to emergency plan submit- 
ted under separate cover. 

BAILEY, J.A. Georgia Power Co. 85/11/15. ADENSAM.E.G. Licensing Branch 4. 93pp. 
33530:055-33530:147. 

8511210053 Forwards Rev 2 to emergency plan.Rev addresses concerns expressed in 
NRC 850729 Itr re draft SER on emergency preparedness. 

FOSTER, D.O. Georgia Power Co. 85/11/15. ADENSAM.E.G. Licensing Branch 4. 
2pp. 33551:181-33552:093. 

—8511210059 Rev 2 to emergency plan.W/three oversize figures. 

* Georgia Power Co. 85/11/30. 250pp. 33551:183-33552:003. 


G. Adjudicatory correspondence 

8511010483 Response to first set of interrogatories & request to produce concerning 
emergency response contentions. Certificate of Svc end. Related correspondence. 
JOHNSON, T. Campaign for Prosperous Georgia. JOHNSON, T. Georgians Against Nu- 
clear Energy. #485 990. 85/10/28. Atomic Safety and Licensing Board Panel. 13pp. 
33290:171-33290:183. 

8511010504 Motion for reconsideration of ASLB 851003 decision to grant summary dis- 
position on Contention 8 & set matter for hearing.Continuance requested to permit 
submission of affidavits by former plant workers. 

JOHNSON.T. Campaign for Prosperous Georgia. JOHNSON, T. Georgians Against Nu- 
clear Energy. #485 983. 85/10/28. Atomic Safety and Licensing Board Panel. 13pp. 
33290:132-33290:144. 

--851 1010509 Affidavit of B Garde re failure to provide affidavits in response to affidavits 
submitted by util in motion for summary disposition.W/svc list. 

GARDE, B.P. Government Accountability Project. GARDE, B.P. Trial Lawyers for Public 
Justice, P.C. 85/10/28. Atomic Safety and Licensing Board Panel. 5pp. 33290:145- 
33290:149. 

8511070278 Memorandum & order granting applicant 850718 motion for summary dis- 
position of Joint Intervenors Contention 10.7 challenging adequacy of environ qualifi- 
cation of hydrogen recombiner sys to be used at facility.Served on 851106. 
MARGULIES.M.B., PARIS, O.H., LINENBERGER.G. Atomic Safety and Licensing 
Board Panel. #485 080. 85/11/05. Georgia Power Co. 6pp. 33362:346-33362:351. 

8511150078 Applicant response to Joint Intervenors motion for reconsideration of ASLB 
851003 memorandum & order on summary disposition of Contention 8 re adequacy of 
QA program. 

JOINER, J.E. Georgia Power Co. JOINER, J.E. Troutman, Sanders, Lockerman & Ash- 
more. #485 163. 85/11/12. Atomic Safety and Licensing Board Panel. 125pp. 
33462:019-33462:222. 

-8511150085 Affidavit of G Trudeau in support of applicant response to Joint Interve- 
nors motion for reconsideration of ASLB 851003 memorandum & order on summary 
disposition of Contention 8 re adequacy of QA program. 

TRUDEAU, G. Georgia Power Co. 85/11/07. 6pp. 33462:129-33462:133. 

-8511150092 Second affidavit of CW Hayes supporting applicant response to Joint In- 
tervenors motion for reconsideration of ASLB 851003 memorandum & order on sum- 
mary disposition of Contention 8 re QA program.Certificate of Svc end. 

HAYES, C.W. Georgia Power Co. 85/11/08. 100pp. 33462:134-33462:222. 

8511150103 Order denying applicant 850826 motion to strike intervenor 850821 re- 
sponse to applicant 850715 motion for summary disposition of Joint Intervenors Con- 
tention 7.Motion for leave to reply to 850821 response granted. Served on 851113. 
MARGULIES.M.B., LINENBERGER.G., PARIS, O.H. Atomic Safety and Licensing 
Board Panel. #485 158. 85/11/12. 30pp. 33462:250-33462:279. 

8511180467 Forwards svc copy of applicant response to intervenor first set of interroga- 
tories & requests for production of documents on emergency planning contentions & 
S Ewald affidavit. Related correspondence. 

JOINER, J.E. Troutman, Sanders, Lockerman & Ashmore. JOINER, J.E. Georgia Power 
Co. #485 184. 85/11/13. FOWLER, L. Legal Environmental Assistance Foundation. 
Ip. 33495:034-33495:034. 

8511180538 Response to Joint Intervenors first set of interrogatories & requests for pro- 
duction of documents re emergency planning contentions.Certificate of Svc 
end. Related correspondence. 

JOINER, J.E. Georgia Power Co. JOINER, J.E. Troutman, Sanders, Lockerman & Ash- 
more. #485 188. 85/11/13. Joint Intervenors - Vogtle. 49pp. 33496:304-33496:352. 

8511190229 Second set of interrogatories & requests for production of documents re 
emergency planning contentions admitted by Board 850812 memorandum & order. W/ 
Certificate of Svc. Related correspondence. 

JOINER, J.E. Georgia Power Co. JOINER, J.E. Troutman, Sanders, Lockerman & Ash- 
more. #485 196. 85/11/15. Joint Intervenors - Vogtle. 19pp. 33513:330-33513:348. 

8511200001 Forwards applicant second set of interrogatories & requests for production 
of documents on emergency planning contentions. W/o encI.Related correspondence. 
JOINER, J.E. Troutman, Sanders, Lockerman & Ashmore. JOINER, J.E. Georgia Power 
Co. #485 216. 85/11/15. FOWLER, L. Legal Environmental Assistance Foundation. 
Ip. 33527:140-33527:140. 

8511210408 Response to intervenor 851028 motion for reconsideration of 851003 order 
granting summary disposition of Contention 8. Motion for reconsideration or continu- 
ance should be denied.Certificate of Svc end. 

PERLIS,R.G. Hearing Branch 3. #485 236. 85/11/18. Atomic Safety and Licensing 
Board Panel. 11pp. 33552:280-33552:290. 


8511210429 Motion for summary disposition of Joint Intervenors Contention EP-6 re 
availability of emergency public info/ educ matls.No genuine issue of mail fact exists 
£ applicant entitled to favorable decision. 

RIDGWAY.D.A. Georgia Power Co. RIDGWAY.D.A. Shaw, Pittman, Potts & Trow- 
h' s dce #<35 232. 35/11/18. Atomic Safety and Licensing Board Panel. 8pp. 


-8511210434 Statement of matl facts as to which there is no genuine issue re Conten- 
tion EP-6 ccrcem-'-n uvrv'abilitv of emergency public info/educ matls. 

RIDGWAY C A. Gv-o'ga -«r Co. RIDGWAY.D.A. Shaw, Pittman, Potts & Trow- 
bridge. 8:>. r\::yr.z Safety and Licensing Board Panel. 2pp. 33552:332- 

33552:333. 


-8511210437 Affidavit of JM Diluzio supporting applicant motion for summary disposi- 
tion of Joint Intervenors Contention EP-6 re emergency public info/educ 
matls.Certificate of Svc end. 

DILUZIO.J.M. Georgia Power Co. 85/11/18. 6pp. 33552:334-33552:339. 

8511250146 Forwards SSER 1 (NUREG-1137).Copies also sent to parties to 
nrcccedinc.W/o encI.Related correspondence. 

BORDENICK.B.M. Hea-hq Branch 3. #485 263. 85/11/20. MARGULIES.M.B., 
PARIS.O.H., : INF MBI.RGLH.G. Atomic Safety and Licensing Board Panel. Ip. 
33591:157-33591:157. 

8511260393 Motion for partial reconsideration of ASLB 851112 memorandum & order 
on motion for summary disposition of Contention 7 re groundwater contamination.No 
basis to question applicant methodology W/Cod^cnto rf Svc. 

CHURCHILL, B.W. Georgia i : o - -*C’ Cc Cl IIPCHI.-.IB Shaw, Pittman, Potts & Trow- 
bridge. #485 289. 85/11 -2? Axmi:.: S.Vc:y a-.:! ..icensing Board Panel. 5pp. 
33613:026-33613:030. 

8511270105 Memorandum & order granting applicant 850731 request for motion for 
summary disposition of Contention 14 re TDI emergency diesel generators.Contention 
dismissed.Served on 851125. 

MARGULIES.M.B., LINENBERGER.G., PARIS.O.H. Atomic Safety and Licensing 
Board Panel. #485 321. 85/11/25. Georgia Power Co. 7pp. 33625:001-33625:007. 


Q. Inspection reports, SE Bulletins & correspondence 


8511010456 Forwards investigation rept, “Vogtle Nuclear Power Plant Alleged Intimida- 
tion/Harassment of QC Welding Inspectors....” Document placed in PDR & may be 
useful in preparation for 850925 conference. 

GRACE, J.N. Region 2, Office of Director. 85/09/12. KELLY, R.J. Georgia Power Co. 
2pp. 33292:330-33292:338. 

8511040478 Forwards Insp Rept 50-424/85-43 & 50-425/85-32 on 850903-26 & notice 
of violation. 

WALKER, R.D. Region 2, Office of Director. 85/10/17. KELLY, R.J. Georgia Power Co. 
3pp. 33306:009-33306:028. 

-8511040480 Notice of violation from insp on 850903-26. 

* Region 2, Office of Director. 85/10/17. Ip. 33306:012-33306:012. 

-8511040483 Insp Rept 50-424/85-43 & 50-425/85-32 on 850903-26. Violation 
noted:failure to provide adequate protection to safety-related components during in- 
plant storage. 

ROGGE, J.F., SCHEPENS.R.J., SINKULE.M.V. Region 2, Office of Director. 85/10/11. 
16pp. 33306:013-33306:028. 

8511010007 Confirms telcon re 851104 mgt meeting at util corporate ofes to review 
SALP results for Nov 1983 - June 1985.SALP Board rept will be forwarded to util 
approx 2 wks prior to meeting. Proposed agenda end. 

GRACE, J.N. Region 2, Office of Director. 85/10/18. KELLY, R.J. Georgia Power Co. 
4pp. 33299:029-33299:032. 

8511060094 Forwards Readiness Review Module 3A, Initial Test Program, Preopera- 
tionai Test Phase Insp Rept 50-424/85-30 on 85051 4-0906. Program acceptable w/ 
stated exceptions. Deficiencies noted. 

GRACE, J.N. Region 2, Office of Director. 85/10/21. KELLY, R.J. Georgia Power Co. 
3pp. 33355:221-33355:242. 

-8511060125 Readiness Review Module 3A, Initial Test Program, Preoperational Test 
Phase Insp Rept 50-424/85-30 on 850514- 0906.Corrective actions not complete & 
commitment to Reg Guide 1.95 not included in Module 3A. 

JAPE.F., SINKULE.M.V. Region 2, Office of Director. CLAYTON, H.B. Procedures & 
Systems Review Branch. 85/10/17. 19pp. 33355:224-33355:242. 

8511040294 Responds to violations noted in Insp Repts 50-424/85-37 & 50-425/85- 
29.Corrective actionsrrev to Procedure GD-T-17 re zone designation requirements, per 
ANSI N45.2.3,issued,PPP Procedure XIII-4 also revised. 

FOSTER, D.O. Georgia Power Co. 85/10/23. WALKER, R.D. Region 2, Office of Direc- 
tor. 3pp. 33297:095-33297:097. 

8511050333 Forwards Insp Rept 50-424/85-42 on 850903-06 & notice of violation.W/o 
notice of violation. 

WALKER, R.D. Region 2, Office of Director. 85/10/23. KELLY, R.J. Georgia Power Co. 
3pp. 33341:251-33341:260. 

-8511050337 Insp Rept 50-424/85-42 on 850903-Q6.Violation identified: failure to 
evaluate or incorporate mfgs recommendations into equipment.maint & storage list 
program. 

JACKSON, L.H., WRIGHT, R.W., BELISLE.G.A. Region 2, Office of Director. 85/10/11. 
7pp. 33341:254-33341:260. 

8511060133 Forwards SALP Repts 50-321/85-21,50-366/85-21,50-424/85-27 & 50- 
425/85-26 for Nov 1983 - June 1985. 

GRACE.J.N. Region 2, Office of Director. 85/10/23. KELLY, R.J. Georgia Power Co. 
4pp. 33355:154-33355:220. 

-8511060140 SALP Repts 50-424/85-27 & 50-425/85-26 for Nov 1983 - June 1985. 

* Region 2, Office of Director. 85/06/30. 26pp. 33355:195-33355:220. 
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8511130002 Forwards Insp Repts 50-424/85-47 & 50-425/85-34 on 850930-1 004.No 
violation or deviation identified. 

BROWNLEE.V.L. Region 2, Office of Director. 85/10/24. KELLY, RJ. Georgia Power 
Co. 3pp. 33444:332-33444:349. 


8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 


-8511130003 Insp Repts 50-424/85-47 & 50-425/85-34 on 850930-1 004.No violation 
or deviation noted.Major areas inspected.-steam generator feedwater ring J-nozzle 
mods & const NDES. 

NEWSOME, R.W., BLAKE, J.J. Region 2, Office of Director. 85/10/22. 15pp. 
33444:335-33444:349. 


8511050312 Forwards Insp Rept 50-424/85-31 on 850722-26 & 0805-09.NRC complet- 
ed detailed review, insp & verification of App I re QA 

Ccmr' : t rT ierts n r ocr?. rr ' & implementation acceptable. 

C-.ACF..JN " 2 Cr‘ o: Director. 85/10/25. KELLY.R.J. Georgia Power Co. 


8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, "Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engi-eoring Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New v ork. Inn ‘oCpo. 33631:018- 
33631:151. 


-8511050318 Insp Rept 50-424/85-31 on 850722-26 & 0805-09.Major areas 
inspected:App I m C* o’crrTct 1 ::" tr 'fc*c" T 'ine if results of program review effective 
& accurate asses o Jrsnr cons: c. ccerational requirements. 

JACKSON, L.H., //PsG- 7 R \, EE. Si.:- 3 A Region 2, Office of Director. 85/10/23. 
14pp. 33341:340-33341:353. 

8510250539 IE Bulletin 85-001, "Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director's Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 


8511270152 Ack receipt of 851101 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-424/85-40 & 50-425/85-31. 

WALKER, R.D. Region 2, Office of Director. 85/11/18. KELLY.R.J. Georgia Power Co. 
2pp. 33626:301-33626:302. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 


8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consol dated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 


8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 


8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York. Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN, E.L. Division cf Ere-ge"cv Dr eparedness & Engineering Response (Post 
830103). 86/10/31. ”c''s:)i caicc: ■icison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511190281 Responds to violations noted in Insp Repts 50-424/85-40 & 50-425/85- 
31. Corrective actions:Pullman Power Products QA supervisor will monitor hold over 
temp verification logs weekly to assure proper completion. 

FOSTER, D.O. Georgia Power Co. 85/11/01. WALKER.R.D. Region 2, Office of Direc- 
tor. 5pp. 33511:355-33511:359. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511130126 Forwards Insp Rept 50-424/85-45 on 850930-1 004. No violations or devi- 
ations identified. 

BROWNLEE.V.L. Region 2, Office of Director. 85/11/06. KELLY.R.J. Georgia Power 
Co. 3pp. 33426:265-33426:285. 

—8511130135 Insp Rept 50-424/85-45 on 850930-1 004.No violations or deviations 
noted.Major areas inspected:licensed & nonlicensed personnel training & qualification. 
MCCOY, F.R., JULIAN, C.A. Region 2, Office of Director. 85/11/05. 18pp. 33426:268- 
33426:285. 

8511130168 Ack receipt of 851023 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-424/85-37 & 50-425/85-29. 

WALKFR.P D D c?dcn 2. Office of Director. 85/11/06. KELLY.R.J. Georgia Power Co. 
2pp. 33“25:0- , 6-33--2 - j 0^7. 

8511150078 Applicant response to Joint Intervenors motion for reconsideration of ASLB 
851003 memorandum & order on summary disposition of Contention 8 re adequacy of 
QA program. 

JOINER.J.E. Georgia Power Co. JOINER, J.E. Troutman, Sanders, Lockerman & Ash- 
more. #485 1 63. 85/11/12. Atomic Safety and Licensing Board Panel. 125pp. 
33462:019-33462:222. 


-8511150092 Second affidavit of CW Hayes supporting applicant response to Joint In- 
tervenors motion for 'eoons : do r -iti::r d ASLB 85 ’COS memorandum & order on sum- 
mary disposition of Cenrentbr. fi :r; CA c r ocram.Ce r :.ric«;le c ? Svc end. 

HAYES, C.W. Georgia -ewer Cc. OS'IVM. 'CCpp. 33*62- 1 34-33462:222. 


8511250471 Forwards Independent Design Review Insp Rept 50-424/85-34R on 
850701-02 & 29-0822 at S&W & Bechtel, respectively.Generai comments re plant pro- 
gram listed. 

GRACE, J.N. Region 2, Office of Director. 85/11/12. KELLY.R.J. Georgia Power Co. 
3pp. 33617:130-33617:148. 


-8510030343 Independent Design Review Insp Rept 50-424/85-34R on 850701-02 & 
29-0822 at S&W & Bechtel, respectively. No violations noted.Major areas 

inspected:discipline review checklists which support program plan. 

IMBRO.E.V., MILHOAN.J.L. Quality Assurance Branch. 85/09/24. 14pp. 33617:133- 
33617:148. 


8511250456 Forwards Insp Rept 50-424/85-50 on 851015-18.No violations or devi- 
ations noted. „ 

BROWNLEE, V.L. Region 2, Office of Director. 85/11/13. KELLY.R.J. Georgia Power 
Co. 2pp. 33617:101-33617:106. 

-8511250459 Insp Rept 50-424/85-50 on 851015-18.No violations or deviations 
noted.Major areas inspected:electricat cables & work observation. 

GIBBONS, T.D., CONLONJ.E. Region 2, Office of Director. 85/11/07. 4pp. 
33617:103-33617:106. 


8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


S. Reportable occurrences, LERs & related correspondence 


8511120219 Deficiency rept re seismic qualification of electrical seal conductor seal 
assemblies. Initially reported on 850613. Bechtel determined installations meet seismic 
requirements. Item not reportable per 10CFR50.55(e) or 10CFR21. 

FOSTER, D.O. Georgia Power Co. 85/09/26. GRACE, J.N. Region 2, Office of Director. 
Ip. 33422:087-33422:087. 

8511040334 PNO-ll-85-099:on 851 022, telephone threat received from recently terminat- 
ed worker threatening to blow up general carpentry laborer assigned to turbine bldg 
area.Area searched.No bomb found. 

BANKIN.W., MCGUIRE, D.R. Region 2, Office of Director. 85/10/23. Ip. 33296:176- 
33296:176. 

8511120103 Part 21 rept re potential defect in DSR or DSRV standby diesel gere-atr 
intake & exhaust valve springs mfg by Betts Spring Co. Users roconnendod to irs|::c: 
engines for broken springs & identify original mfg. 

GUNTRUM.B.C. Transamerica Delaval, Inc. 85/11/06. Director’s Office, Office of In- 
spection and Enforcement. 5pp. 33413:293-33413:297. 


V. Operator Examinations 

8511110203 Responds to Generic Ltr 85-18, ‘‘Operator Licensing Exam Site Visit Re- 
quirements Through Sept 1989.” NRC site visits to conduct operator licensing/instruc- 
tor exams as indicated on end schedules requested. 

GUCWA.LT. Georgia Power Co. 85/10/25. BOGER.B. Operator Licensing Branch. 
5pp. 33388:001-33388:005. 


DOCKET 50-425 ALVIN W. VOGTLE NUCLEAR PLANT, UNIT 2 


A. Appllcation/constructlon stage documents & correspondence 

8507170602 Board Notification 85-064:forwards NUREG/CR-4077 & Westinghouse 
Owners Group 850103 Itr re Westinghouse reactor coolant pump seals, updating info 
provided in Board Notifications BN-83-139 & BN-84-076.Related correspondence. 
THOMPSON, H.L. Division of Licensing (800428-851124). #485 647. 85/06/24. PAL- 
LADINO Commissioners. 82pp. 31630:192-31630:293. 

8511010429 Requests attendance at 850820 meeting in Atlanta, GA to discuss specific 
module planning & general program execution discussion subsequent to 850819 
meeting w/util re plant readiness review program module. 

WALKER.R.D. Region 2, Office of Director. 85/08/09. GRIMES.B.K. Division of QA, 
Vendor & Technical Training Center Programs (Post 850212). THOMPSON, H.L. Divi- 
sion of Licensing (800428-851124). SNIEzEK.J.H. Regional Operations & Generic Re- 
quirements. 3pp. 33298:184-33298:186. 

8511010441 Forwards revised review schedule for plant Readiness Review Module 3A, 
“Initial Test Program (Preoperational Phase)” & advises of 30-day extension of key 
interim & final reporting milestones.Comments requested by C.O.B. 850814. 
WALKER.R.D. Region 2, Office of Director. 85/08/09. THOMPSON, H.L Division of Li- 
censing (800428-851124). GRIMES.B.K. Division of QA, Vendor & Technical Training 
Center Programs (Post 850212). GIBSON, A.F. Region 2, Office of Director. 4pp. 
33298:168-33298:171. 

8511040080 Summarizes 850820 mgt meeting w/utii in Atlanta, GA re current QC initia- 
tives w/emphasis on electrical const. Initiatives will result in improved const 
quality.List of meeting participants end. 

GRACE, J.N. Region 2, Office of Director. 85/09/10. KELLY.R.J. Georgia Power Co. 
4pp. 33308:039-33308:042. 
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8511210298 Final response to FOIA request for five categories of documents re pollu- 
tion control bonds for pi ants. Forwards App E documents.Documents listed in App F & 
App E available in PDR. 

FELTON.J.M. Division of Rules and Records. 85/10/11. BELL.N. Nuclear Information 
& Resource Service. 3pp. 33559:108-33559:112. 

—8511210329 Forwards certification of pollution control facilities as described in end 
Exhibit A,w/exception of radioactive laundry.in response to 840606 request.lnfo pro- 
vided on radioactive laundry does not reflect info in FSAR. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 84/06/26. 
FOSTER, D.O. Georgia Power Co. 5pp. 33559:145-33559:149. 

—8511210337 Requests “in futherance” certificate in order to comply w/ IRS require- 
ments for issuance of pollution control revenue bonds. Draft certificate & marked-up 
general description of facilities end. 

FOSTER, D.O. Georgia Power Co. 84/06/06. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). 5pp. 33559:150-33559:154. 

8511070209 Approves 850918 proposal to submit some readiness review in two parts 
w/majority of module submitted initially & verification portion submitted upon comple- 
tion. 

GRACE, J.N. Region 2, Office of Director. 85/10/18. FOSTER, D.O. Georgia Power Co. 
3pp. 33374:293-33374:295. 

8511060258 Informs of completion of program re superheated blowdowns outside 
containmentTemp envelopes for each plant to be established within min of 90 
days. List of equipment potentially affected by envelopes expected within 60 days. 
CERMAK.J.O. Westinghouse Operating Plants Owners Group. 85/10/28. 
WIGGINTON.D.L. Office of Nuclear Reactor Regulation, Director (pre-851125). Ip. 
33346:184-33346:184. 

8511070286 Final response to FOIA request for documents on 850726 briefing by util re 
readiness review program, including transcript of briefing.App D documents withheld 
(ref FOIA Exemption 5).Action on request complete. 

FELTON.J.M. Division of Rules and Records. 85/10/28. GARDE, B.P. Government Ac- 
countability Project. 2pp. 33382:327-33382:330. 

8511040295 Requests response to listed interim review questions re Module 5, 
“Operations, Organization & Administration," submitted for evaluation on 85081 9.Re- 
sponse requested by 851101. 

WALKER, R.D. Region 2, Office of Director. 85/10/29. FOSTER.D.O. Georgia Power 
Co. 4pp. 33296:029-33296:032. 

8511120038 REVIEW OF THE VOGTLE UNITS 1 AND 2 AUXILIARY FEEDWATER 
SYSTEM RELIABILITY ANALYSIS. 

FRESCO, A., YOUNGBLOOD, R„ PAPAZOGLOU.I.A. Brookhaven National Laboratory. 
FIN A-3702. NUREG/CR-4228. 85/10/31. Division of Safety Technology (800428- 
851 1 24). 95pp. 33440:228-33440:322. 

8511130172 Confirms 851120 meeting w/Waynesboro City & Burke County officials in 
Waynesboro.GA to discuss items of community interest re NRC mission & emergency 
preparedness programs. Proposed meeting agenda end. 

GRACE.J.N. Region 2, Office of Director. 85/11/07. DELAIGLE.R. Burke County, GA. 
3pp. 33427:269-33427:271. 

8511140033 Confirms meeting on 851120 in Waynesboro.GA to discuss items of com- 
munity interest re mission of NRC.Proposed agenda end. 

GRACE.J.N. Region 2, Office of Director. 85/11/07. DELOACH.G.L. Waynesboro, GA. 
3pp. 33449:164-33449:166. 

8511250104 Requests approval to use ASME Code Case N-397, “Alternative Rules to 
Spectral Broadening Procedures of N-1 226.3 for Classes 1,2 & 3 Piping Section III.Div 
1.” Usage will be documented in future FSAR amend. 

CONWAY, R.E. Georgia Power Co. 85/11/18. ADENSAM.E.G. Licensing Branch 4. 
2pp. 33592:023-33592:024. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 

8510090003 Forwards “PWR Safety & Relief Valve Adequacy Rept..." & “Structural 
Analysis of Pressurizer Safety & Relief Line...,’’ documenting analysis to support clos- 
ing of SER Confirmatory Item 12 re Item II.D.1. 

BAILEY.J.A. Georgia Power Co. BAILEY, J.A. Southern Co. Services, Inc. 85/09/16. 
ADENSAM.E.G. Licensing Branch 4. Ip. 33155:043-33155:169. 

-8510090004 “PWR Safety & Relief Valve Adequacy Rept for Georgia Power Co, Alvin 
W Vogtle Unit 1 & Unit 2, Original Issue." 

* Westinghouse Electric Corp. 85/05/31. 41pp. 33155:044-33155:084. 

8511210589 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
VOGTLE ELECTRIC GENERATING PLANT, UNITS 1 AND 2.DOCKET Nos. 50-424 
And 50-425.(Georgia Power Company, et al) 

* Division of Licensing (800428-851124). NUREG-1137 SOI. 85/10/31. 56pp. 
33586:265-33586:320. 

8511180400 Forwards addl info re SER Opem Item 7 A concerning unrated hatch covers 
& oversized fire dampers installed at facility. Safe shutdown analysis allowed combina- 
tion of fire areas & installation of unrated hatches & oversized fire dampers. 

BAILEY, J.A. Georgia Power Co. 85/11/11. ADENSAM.E.G. Licensing Branch 4. 6pp. 
33495:245-33495:250. 

8511210407 Forwards comparison of old & new meteorological tower data for first full yr 
of new meteorological tower operation, per 850507 commitment re SER Confirmatory 
1 . 

BAILEY, J.A. Georgia Power Co. BAILEY.J.A. Southern Co. Services, Inc. 85/11/12. 
ADENSAM.E.G. Licensing Branch 4. 200pp. 33553:123-33553:307. 

8511190422 Forwards addl info responding to 851010 request re SER Confirmatory 
Item 5 concerning groundwater & settlement monitoring program. 

BAILEY, J.A. Georgia Power Co. 85/11/15. ADENSAM.E.G. Licensing Branch 4. 5pp. 
33515:180-33515:184. 

8511200217 Forwards responses to items identified in 850729 Itr re SER Open Item 13, 
“Emergency Preparedness.” Info incorporated into Rev 2 to emergency plan submit- 
ted under separate cover. „ . „ 

BAILEY, J.A, Georgia Power Co. 85/11/15. ADENSAM.E.G. Licensing Branch 4. 93pp. 
33530:055-33530:147. 


8511210053 Forwards Rev 2 to emergency plan. Rev addresses concerns expressed in 
NRC 850729 Itr re draft SER on emergency preparedness. 

FOSTER.D.O. Georgia Power Co. 85/11/15. ADENSAM.E.G. Licensing Branch 4. 
2pp. 33551:181-33552:093. 


F. Security, medical, emergency & fire protection plans 

8511070159 Summary of 851016-17 meetings w/util,Ebasco, Southern Co 
Svcs.Troutman.Sanders.Lockerman & Ashmore.Comex & S&W in Bethesda.MD re 
emergency plan & emergency action levels. List of participants end. 

MILLER, M. A. Licensing Branch 4. 85/10/28. Licensing Branch 4. 5pp. 33381:047- 
33381:051. 

8511110121 Advises that DF Cameron & CA Under from LASL will make site visit 
during v.*k o f 85 ^ 20? *.o collect info re Vital Area Definition Program sponsored by 
NviSS Salop j.vc-i i.-c gathered will be withheld (ref 10CFR73.21). 

W Al '<■ r D. "■:.<] :cr 2, Office of Director. 85/11/05. KELLY, R.J. Georgia Power Co. 
-.c. ysvitf. ;;>s-33:Tfi" -93 

8511130172 Confirms 851120 meeting w/Waynesboro City & Burke County officials in 
Waynesboro.GA to discuss items of community interest re NRC mission & emergency 
preparedness programs. Proposed meenrg agenda end. 

GRACE.J.N. Region 2, Office of Director. 85/11/07. DELAIGLE.R. Burke County, GA. 
3pp. 33427:269-33427:271. 

8511180400 Forwards addl info re SER Opem Item 7 A concerning unrated hatch covers 
& oversized fire dampers ^stalled at facility. Safe shutdown analysis allowed combina- 
tion of fire areas S. .ms- al. amr of unrated hatches & oversized fire dampers. 
BAILEY.J.A. Georgia Power Co. 85/11/11. ADENSAM.E.G. Licensing Branch 4. 6pp. 
33495:245-33495:250. 

8511210407 Forwards comparison of old & new meteorological tower data for first full yr 
of new meteorological tower operation, per 850507 commitment re SER Confirmatory 
1. 

BAILEY.J.A. Georgia Power Co. 85/11/12. ADENSAM.E.G. Licensing Branch 4. 
200pp. 33553:123-33553:307. 

8511200217 Forwards responses to items identified in 850729 Itr re SER Open Item 13, 
“Emergency Preparedness.” Info incorporated into Rev 2 to emergency plan submit- 
ted under separate cover. 

RA'LEY J.A. Georgia p ower Co. 85/11/15. ADENSAM.E.G. Licensing Branch 4. 93pp. 
53533:055 -1 7 

8511210053 Forwards Rev 2 to emergency plan. Rev addresses concerns expressed in 
NRC 850729 Itr re draft SER on emergency preparedness. 

FOSTER.D.O. Georgia Power Co. 85/11/15. ADENSAM.E.G. Licensing Branch 4. 
2pp. 33551:181-33552:093. 

-8511210059 Rev 2 to emergency plan.W/three oversize figures. 

* Georgia Power Co. 85/11/30. 250pp. 33551:183-33552:093. 


G. Adjudicatory correspondence 


8511010483 Response to first set of interrogatories & request to produce concerning 
emergency response contentions. Certificate of Svc end. Related correspondence. 
JOHNSON, T. Campaign for Prosperous Georgia. JOHNSON, T. Georgians Against Nu- 
clear Energy. #485 990. 85/10/28. Atomic Safety and Licensing Board Panel. 13pp. 
33290:171-33290:183. 

8511010504 Motion for reconsideration of ASLB 851003 decision to grant summary dis- 
position on Contention 8 & set matter for hearing.Continuance requested to permit 
submission of affidavits by former plant workers. 

JOHNSON, T. Campaign for Prosperous Georgia. JOHNSON, T. Georgians Against Nu- 
clear Energy. #485 983. 85/10/28. Atomic Safety and Licensing Board Panel. 13pp. 
33290:132-33290:144. 

—8511010509 Affidavit of B Garde re failure to provide affidavits in response to affidavits 
submitted by util in motion for summary disposition.W/svc list. 

GARDE.B.P. Government Accountability Project. GARDE, B.P. Trial Lawyers for Public 
Justice, P.C. 85/10/28. Atomic Safety and Licensing Board Panel. 5pp. 33290:145- 
33290:149. 

8511070278 Memorandum & order granting applicant 850718 motion for summary dis- 
position of Joint Intervenors Contention 10.7 challenging adequacy of environ qualifi- 
cation of hydrogen recombiner sys to be used at facility.Served on 851106. 
MARGULIES.M.B., PARIS, O.H., LINENBERGER.G. Atomic Safety and Licensing 
Board Panel. #485 080. 85/11/05. Georgia Power Co. 6pp. 33362:346-33362:351. 

8511150078 Applicant response to Joint Intervenors motion for reconsideration of ASLB 
851003 memorandum & order on summary disposition of Contention 8 re adequacy of 
QA program. 

JOINER, J.E. Georgia Power Co. JOINER.J.E. Troutman, Sanders, Lockerman & Ash- 
more. #485 163. 85/11/12. Atomic Safety and Licensing Board Panel. 125pp. 
33462:019-33462:222. 

-8511150085 Affidavit of G Trudeau in support of applicant response to Joint Interve- 
nors motion for reconsideration of ASLB 851003 memorandum & order on summary 
disposition of Contention 8 re adequacy of QA program. 

TRUDEAU, G. Georgia Power Co. 85/11/07. 6pp. 33462:129-33462:133. 

-8511150092 Second affidavit of CW Hayes supporting applicant response to Joint In- 
tervenors motion for reconsideration of ASLB 851 003 memorandum & order on sum- 
mary disposition of Contention 8 re QA program.Certificate of Svc end. 

HAYES.C.W. Georgia Power Co. 85/11/08. 100pp. 33462:134-33462:222. 

8511150103 Order denying applicant 850826 motion to strike intervenor 850821 re- 
sponse to applicant 850715 motion for summary disposition of Joint Intervenors Con- 
tention 7.Motion for leave to reply to 850821 response granted.Served on 851113. 
MARGUUES,M.B., LINENBERGER.G., PARIS.O.H. Atomic Safety and Licensing 
Board Panel. #485 158. 85/11/12. 30pp. 33462:250-33462:279. 
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8511180467 Forwards svc copy of applicant response to intervenor first set of interroga- 
tories & requests for production of documents on emergency planning contentions & 

5 Ewald affidavit. Related correspondence. 

JOINER, J.E. Troutman, Sanders, Lockerman & Ashmore. JOINER, J.E. Georgia Power 
Co. #485 184. 85/11/13. FOWLER.L. Legal Environmental Assistance Foundation. 
Ip. 33495:034-33495:034. 

8511180538 Response to Joint Intervenors first set of hterroeatoros & -o quests for pro- 
duction of documents re emergency planning coriii'-'i'cns.Coriifcate of Svc 
encI.Related correspondence. 

JOINER, J.E. Georgia Power Co. JOINER, J.E. Troutman, Sanders, Lockerman & Ash- 
more. #485 188. 85/11/13. Joint Intervenors - Vogtle. 49pp. 33496:304-33496:352. 

8511190229 Second set of interrogatories & requests for production of documents re 
emergency clapping contentions admitted by Board 850812 memorandum & order. W/ 
CcrJ c c.:e c: S--'C. Related ccrrcsporiiencc. 

-OiNFR.J E. G-so-gia Fewer Co. JOL'i'En.^.r. Troutman, Sanders, Lockerman & Ash- 
more "^55 196. E5' Join: .n:c-vcr.c'S - Vogtle. 19pp. 33513:330-33513:348. 

8511200001 Forwards applicant second set of interrogatories & requests for production 
of documents on emergency planning contentions. W/o encI.Related correspondence. 
JOINER, J.E. Troutman, Sanders, Lockerman & Ashmore. JOINER.J.E. Georgia Power 
Co. #485 216. 85/11/15. FOWLER.L Legal Environmental Assistance Foundation. 
Ip. 33527:140-33527:140. 

8511210408 Response to intervenor 851028 motion for reconsideration of 851003 order 
granting summary disposition of Contention 8. Motion for reconsideration or continu- 
ance should be denied.Certificate of Svc end. 

PERLIS.R.G. Hearing Branch 3. #485 236. 85/11/18. Atomic Safety and Licensing 
Board Panel. 1 1pp. 33552:280-33552:290. 

8511210429 Motion for summary disposition of Joint Intervenors Contention EP-6 re 
availability of emergency public info/ educ matls.No genuine issue of matl fact exists 

6 applicant entitled to favorable decision. 

RIDGWAY.D.A. Georgia Power Co. RIDGWAY.D.A. Shaw, Pittman, Potts & Trow- 
bridge. #485 233. 85/11/18. Atomic Safety and Licensing Board Panel. 8pp. 
33552:324-33552:339. 

-8511210434 Statement of matl facts as to which there is no genuine issue re Conten- 
tion EP-6 concerning availability of emergency public info/educ matls. 

RIDGWAY.D.A. Georgia Power Co. RIDGWAY.D.A. Shaw, Pittman, Potts & Trow- 
bridge. 85/11/18. Atomic Safety and Licensing Board Panel. 2pp. 33552:332- 
33552:333. 

-8511210437 Affidavit of JM Diluzio supporting applicant motion for summary disposi- 
tion of Joint Intervenors Contention EP-6 re emergency public info/educ 
matls.Certificate of Svc end. 

DILUZIO, J.M. Georgia Power Co. 85/11/18. 6pp. 33552:334-33552:339. 

8511250146 Forwards SSER 1 (NUREG-1137).Copies also sent to parties to 
proceeding. W/c end. Relate- .1 correspondence. 

BCRCEMCK.LLU ilennr.g Branch 3. #485 263. 85/11/20. MARGULIES.M.B., 
PARIS, C’.H.. JNFNBERGER.G. Atomic Safety and Licensing Board Panel. Ip. 
33591:157-33591:157. 

8511260393 Motion for partial reconsideration of ASLB 851112 memorandum & order 
on motion for summary disposition of Contention 7 re groundwater contamination.No 
basis to question applicant methodology. W/ Certificate of Svc. 

CHURCHILL, B.W. Georgia Power Co. CHURCHILL, B.W. Shaw, Pittman, Potts & Trow- 
bridge. #485 289. 85/11/22. Atomic Safety and Licensing Board Panel. 5pp. 
33513:026-33613:030. 

8511270105 Memorandum & order granting applicant 850731 request for motion for 
summary disposition of Contention 14 re TDI emergency diesel generators.Contention 
dismissed.Served on 851 1 25. 

MARGULIES.M.B., LINENBERGER.G., PARIS.O.H. Atomic Safety and Licensing 
Board Panel. #485 321. 85/11/25. Georgia Power Co. 7pp. 33625:001-33625:007. 


Q. inspection reports, IE Bulletins & correspondence 

8511040478 Forwards Insp Rept 50-424/85-43 & 50-425/85-32 on 850903-26 & notice 
of violation. 

WALKER, R.D. Region 2, Office of Director. 85/10/17. KELLY, R.J. Georgia Power Co. 
3pp. 33306:009-33306:028. 

-8511040480 Notice of violation from insp on 850903-26. 

* Region 2, Office of Director. 85/10/17. Ip. 33306:012-33306:012. 

-8511040483 Insp Rept 50-424/85-43 & 50-425/85-32 on 850903-26. Violation 
noted:failure to provide adequate protection to safety-related components during in- 
plant storage. 

ROGGE, J.F., SCHEPENS.R.J., SINKULE,M.V. Region 2, Office of Director. 85/10/11, 
16pp. 33306:013-33306:028. 

8511010007 Confirms telcon re 851104 mgt meeting at util corporate ofes to review 
SALP results for Nov 1983 - June 1985.SALP Board rept will be forwarded to util 
approx 2 wks prior to meeting. Proposed agenda end. 

GRACE, J.N. Region 2, Office of Director. 85/10/18. KELLY, R.J. Georgia Power Co. 
4pp. 33299:029-33299:032. 

8511040294 Responds to violations noted in Insp Repts 50-424/85-37 & 50-425/85- 
29. Corrective actions:rev to Procedure GD-T-17 re zone designation requirements, per 
ANSI N45.2.3,issued.PPP Procedure XIII-4 also revised. 

FOSTER, D.O. Georgia Power Co. 85/10/23. WALKER, R.D. Region 2, Office of Direc- 
tor. 3pp. 33297:095-33297:097. 

8511060133 Forwards SALP Repts 50-321/85-21,50-366/85-21,50-424/85-27 & 50- 
425/85-26 for Nov 1983 - June 1985. 

GRACE, J.N. Region 2, Office of Director. 85/10/23. KELLY, R.J. Georgia Power Co. 
4pp. 33355:154-33355:220. 

-8511060140 SALP Repts 50-424/85-27 & 50-425/85-26 for Nov 1983 - June 1985. 

* Region 2, Office of Director. 85/06/30. 26pp. 33355:195-33355:220. 

8511130002 Forwards Insp Repts 50-424/85-47 & 50-425/85-34 on 850930-1 004. No 
violation or deviation identified. 

BROWNLEE, V.L. Region 2, Office of Director. 85/10/24. KELLY, R.J. Georgia Power 
Co. 3pp. 33444:332-33444:349. 


-8511130003 Insp Repts 50-424/85-47 & 50-425/85-34 on 850930-1 004.No violation 
or deviation noted. Major areas inspected:steam generator feedwater ring J-nozzle 
mods & const NDES. 

NEWSOME, R.W., BLAKE, J.J. Region 2, Office of Director. 85/10/22. 15pp. 
33444:335-33444:349. 

8510250539 IE Bulletin 85-001, ‘‘Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511190281 Responds to violations noted in Insp Repts 50-424/85-40 & 50-425/85- 
31. Corrective actions:Pullman Power Products QA supervisor will monitor hold over 
temp verification logs weekly to assure proper completion. 

FOSTER, D.O. Georgia Power Co. 85/11/01. WALKER, R.D. Region 2, Office of Direc- 
tor. 5pp. 3351 1 :355-3351 1 :359. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511130168 Ack receipt of 851023 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-424/85-37 & 50-425/85-29. 

WALKER.R.D. Region 2, Office of Director. 85/11/06. KELLY.R.J. Georgia Power Co. 
2pp. 33425:046-33425:04 7. 

8511150078 Applicant response to Joint Intervenors motion for reconsideration of ASL8 
851003 memorandum & order on summary disposition of Contention 8 re adequacy of 
QA program. 

JOINER.J.E. Georgia Power Co. #485 163. 85/11/12. Atomic Safety and Licensing 
Board Panel. 125pp. 33462:019-33462:222. 

-8511150092 Second affidavit of CW Hayes supporting applicant response to Joint In- 
tervenors motion for reconsideration of ASLB 851003 memorandum & order on sum- 
mary disposition of Contention 8 re QA program.Certificate of Svc end. 

HAYES.C.W. Georgia Power Co. 85/11/08. 100pp. 33462:134-33462:222. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, "Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response {Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018* 
33631:151. 

8511270152 Ack receipt of 851101 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-424/85-40 & 50-425/85-31. 

WALKER, R.D. Region 2, Office of Director. 85/11/18. KELLY, RJ. Georgia Power Co. 
2pp. 33626:301-33626:302. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys.” Svc 
list end, 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


S. Reportable occurrences, LERs & related correspondence 

8511120219 Deficiency rept re seismic qualification of electrical seal conductor seal 
assemblies. Initially reported on 850613. Bechtel determined installations meet seismic 
requirements. Item not reportable per 10CFR50.55(e) or 10CFR21. 

FOSTER, D.O. Georgia Power Co. 85/09/26. GRACE, J.N. Region 2. Office of Director. 
Ip. 33422:087-33422:087. 
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8511040334 PNO-ll-85-099:on 851 022, telephone threat received from recently terminat- 
ed worker threatening to blow up general carpentry laborer assigned to turbine bldq 
area.Area searched. No bomb found. b 

BANKIN.W., MCGUIRE, D.R. Region 2, Office of Director. 85/10/23. Id 33296-176- 
33296:176. 

8511120103 Part 21 rept re potential defect in DSR or DSRV standby diesel generator 
intake & exhaust valve springs mfg by Betts Spring Co.Users recommended to inspect 
engines for broken springs & identify original mfg. 

6UNTRUM,B.C. Transamerica Delaval, Inc. 85/11/06. Director’s Office, Office of In- 
spection and Enforcement. 5pp. 33413:293-33413:297. 


DOCKET 50-433 UNIV. OF CALIFORNIA AT SANTA BARBARA RESEARCH 
REACTOR 


P. Operating license stage documents & correspondence 

8511250126 Forwards Rockwell Inti defueling procedure to be included in licensee oper- 
ations manual as Section 4.6. 

PROFIO.E.A. California, Univ. of, Santa Barbara, CA. 85/10/25. GARCIA.E. Region 5, 
Office of Director. 1 p. 33592:258-33592:269. 

-8511250129 “Defueling Procedure for Univ of California, Santa Barbara, L-77 Reactor.’’ 
JOHNSON, R.P., CONNERS, C.C., PAGE.J. Rockwell International Corp. 85/10/11. 
11pp. 33592:259-33592:269. 

8511220271 Requests written responses to end questions by 851209 to continue eval- 
uation of L-77 research reactor decommissioning plan. 

THOMAS, C.O. Standardization & Special Projects Branch. 85/11/15. PROFIO.A.E. 
California, Univ. of, Santa Barbara, CA. 4pp. 33603:038-33603:041. 

8511250160 Responds to 85101 1 request for addl info re L-77 research reactor decom- 
missioning plan. 

KROES.R.J. California, Univ. of, Santa Barbara, CA. 85/11/20. THOMAS, C.O. Stand- 
ardization & Special Projects Branch. 9pp. 33592:298-33592:306. 


DOCKET 50-438 BELLEFONTE NUCLEAR PLANT, UNIT 1 


A. Applacatson/construction stage documents & correspondence 

8511130301 Informs that listed items will be submitted to NRC by 851125 in lieu of 
summaries of closed nuclear safety review staff repts transmitted to NRC on 
850927, per recent discussions w/ EG Adersam cc-oernirg sur-ms-v deficiencies. 
PARRIS, H.G.- Tennessee Valley Authority. =5/11/06. DEN'Ca ,r..F. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 2pp. 33437:302-33437:303. 


F. Security, medical, emergency & fire protection plans 

8511060084 Forwards Insp Repts 50-438/85-20 & 50-439/85-20 on 850801 -0930.NO 
violation or deviation identified. 

VERRELLI.D.M. Region 2, Office of Director. 85/10/21. PARRIS, H.G. Tennessee 
Valley Authority. 2pp. 33355:243-33355:253. 

-8511060092 Insp Repts 50-438/85-20 & 50-439/85-20 on 850801 -0930-No violation 
or deviation noted.Major areas inspectedJicensee action on previous enforcement 
matters, safety-related pipe supports & restraints & fire prevention & protection. 
YORK.J.W., BEARDEN.W.C., WEISE,S.P. Region 2, Office of Director. 85/10/17. 9pp. 
33355:245-33355:253. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8511210351 Forwards Amend 25 tc '"SAP.rc'jdr.r revised Table 3.11.3-1 re environ 
qualification testing & revised Sc::‘:c n 5.2.' : : e steam line break inside contain- 

ment. 

DOMER.J.A. Tennessee Valley Authority. 85/11/15. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 2pp. 33545:157-33546:027. 

--851 1210355 Amend 25 to FSAR for Bellefonte Nuclear Plant Units 1 & 2, 

* Tennessee Valley Authority. 85/11/15. 100pp. 33545:159-33546:027. 


DOCKET STN-50-437 FLOATING NUCLEAR PLANT 


Q. Inspection reports, IE Bulletins & correspondence 

8510250539 IE Bulletin 85-001, "Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director's Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks." Svc list 
nncl. 

JORDAN,!:!. I . Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs." Svc list 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103), 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, "Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list end, „ _ . _ . 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511010020 IE Info Notice 85-086, "Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. _ . /n . 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres/’ Svc list end 
JORDAN.E.L. Division of Emergency Preparedness & Engineering 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631.001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 

JORDAN, EL C DMsion’ of Emergency Preparedness & E n gi n e eri ngRes p onse(Post: 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631.018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, "Failure of GE Type AK-2-25 Reactor 

JORDAN, EL. Division ^Emergency Preparedness & E n gi n eering Res p onse (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713.123 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. D ... /p-e+ 

JORDAN.E.L. Division of Emergency Preparedness^ 

830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 

33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys." Svc 

JORDAN, E.L. Division of Emergency Preparednass & ^n^ng Response^Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. uopp. 

33713:122. 


Q. Inspection reports, IE Bulletins & correspondence 

8511060084 Forwards Insp Repts 50-438/85-20 & 50-439/85-20 on 850801 -0930.NO 
violation or deviation identified. 

VERRELLI.D.M. Region 2, Office of Director. 85/10/21. PARRIS, H.G. Tennessee 
Valley Authority. 2pp. 33355:243-33355:253. 

-8511060092 Insp Repts 50-438/85-20 & 50-439/85-20 on 850801 -0930.NO violation 
or deviation noted.Major areas msoectecLPcensee action cm nrevious enforcement 
milters, safc-tv-rclated dee sjooons S 'es:r£r :a <1 :i - : 3'ever::c- a protection. 

YORK, J A'.., BEARDEN.W.C.. ;YE:Sr.S.:\ R-ccon 2 C".c:; .r Orator. 85/10/17. 9pp. 
33355:245-33355:253. 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Hscedier a-d F-fp-cerort. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 1S3pp. 33259: !23-23L:55.2"7. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svc list 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consodaiec rld.sor Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, "Inadequate Insen/ice Testing of MSIVs." Svc list 

JORDAN.E.L Division cf Emergency Preparedness & Ergmcs'r.p Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New Yer<, .r: 'L:. pp 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting m R eac* or Sys 
Safety Relief Valve Opening Following Fire Protection Deluge ayB - a bvc 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 1j5pp. 33357.063- 
33357:199. 

8511110001 Forwards Vol 1 to “Nuclear Performance Plan, Corporate” & Vol 2 to “Nu- 
clear Performance Plan, Sequoyah,” in response to 850917 request to correct deficien- 
ci6s in SALP 

DEANC.H. Tennessee Valley Authority. 85/11/01. DIRCKS.W.J. Office of the Execu- 
tive Director for Operations. 3pp. 33398:063-33400:041 . 

-8511110002 Vol 1 of "N, -clear Porftrr:anM Piar., .C^DOraYL’ 

* Tennessee Valley Air.noniy. 8c '*• ■ - o/mPP- j.w^.o.v.i.o-33398.269. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 

JORDAnI'l DKfeion of Emergency Preparedness * P® 1 

830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385.198- 
33385:335. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 

Plant Transients Due to Improper Switch Settings. Svc list end. _ 

TAYLOR, J.M. Director’s Office, Office oj Inspecton and Enforcement 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713.253-33714.031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres/’ Svc list end 
JORDAN E.L. Division of Emergency Preparedness & Engineenng Response (Post 
8301 03). 85/1 1/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, "Licensee Control of Contracted Svcs Providing 

JoRDAKE S L ISilon of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631.018 
33631:151. 
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8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN.E.L. Division c f Frc'ce - : D 'eparedness & Enaineerina Response (Post 
830103). 85/11/19. iavJz rcscr Co. of New York, Inc. 134pp. 33713:123- 

33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Co.nhc! -nc~ Ccc.'rc " S- ~ '1st c-.nl. 

JORDAN.E.L. Division c: -'.'ija'cr'C-SK & Engineering Response (Post 

830103). 85/11/19. Cysciw.er. ”c : s New York, Inc. 133pp. 33712:214- 

33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN.E.L. Division of E.-cmc-.t p -eparedness & Enci.neerinq Response (Post 
830103). 85/11/19. Conswiicaw:: Lcscn Co. of New York, 'nc 135pp. 33713:001- 
33713:122. 


S. Reportable occurrences, LERs & related correspondence 

8511120236 Part 21 & final Deficiency Repts NCR 2086 & NCR 2087 re raw cooling 
water chiller unit flow valve mfg by Metrex Valve Corp.lnitially reported on 
821 iJS.Crgrs* vs Vo sfer- nut cn Unit 1 valves replaced. 

HUF-iAM... >/.. ''orrcra:-^ V-iiie, ■>* Jthority. 85/10/01. GRACE, J.N. Region 2, Office of 
Directs ■ 3 p p 334 22 >39- 3 j a 2 2:t 7 ’ . 

8511130018 Second interim deficiency rept re some auxiliary bldg common zone air 
conditioning equipment not seismically qualified. Initially reported on 850125.Equip- 
•rcr: Le'nc av-Krcd for seismic use.Next rept by 860826. 

■fi.F AM.L.VY T Grl --.3ssce Vai'sy -utbo-ity. 85/10/01. GRACE, J.N. Region 2, Office of 
Director. 3pp 28-42:248 32^-4?.. 25C. 

8511120185 Part 21 & eighth interim deficiency rept re failure of butterfly valve seats 
mfg by BIF.Initially reported on 820511. Ail damaged valve seats replaced.Next rept 
■.vi" be s-b-ifad by 860103. 

Hi. : -'AV,.: A Tennessee Valley Authority. 85/10/09. GRACE.J.N. Region 2, Office of 
Director. 3pp. 33428:061-33428:063. 

8511120237 Third interim Deficiency Rept NCR 2496 re failed GE trip breakers.lnitially 
reported on 831214.Lack of proper maint & storage contributing factor to failure.Next 
rept will be submitted no later than 6 months before fuel load. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/09. GRACE.J.N. Region 2, Office of 
Director. 2pp. 33422:067-33422:068. 

8511120048 Thirteenth interim deficiency rept re seismic qualification of B&W equip- 
ment in panels. Initially reported on 801124. Evaluation continuing. Next rept will be 
submitted no later than 6 months before fuel loading. 

HUFHAM.J.W. Tennessee Vailey Authority. 85/10/10. GRACE.J.N. Region 2, Office of 
Director. 2pp. 33423:358-33423:359. 

8511130170 Final deficiency rept re pipe break mitigation valve capabilities during pos- 
tulated pipe failures.lnitially reported on 85041 0.AII valves qualified.ltem not reportable 
per 10CFR50.55(e). 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/10. GRACE.J.N. Region 2. Office of 
Director. 2pp. 33^-44:3 '‘6-33444:3 17. 

8511140007 Final deficiency rept re possible degrading of supports by use of installation 
fc'erarces.ldfidlv reported on 841206. Mod of existing supports not required. 

vv. Tennessee Valiev Auth<rty 85/10/10. GRACE.J.N. Region 2. Office of 
Director. 3pp. 33467 272-3346 7-2 /a 

8511140229 Final Deficiency Rept NCR BLN 4156 re grouted anchors installed in inad- 
equate concrete cover. Initially reported on 850520-Tested anchorages 
acceptable. Item not reportable per lOCFR5Q.55(e). 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/10. GRACE.J.N. Region 2, Office of 
Director. 2pp. 33466:350-33466:351. 

8511120036 Second interim deficiency rept re failure to separate B-train cables from A- 
valve vault room. Initially reported on 850320.Class IE conduits & cables removed & 
rerouted. Final rept expected 6 months prior to fuel load. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/16. GRACE.J.N. Region 2. Office of 
Director. 2pp. 33423:360-33423:361. 

8511120071 Fourth interim deficiency rept re failure to perform analysis checks on iso- 
metrics & load tabies.lnitially reported on 821026.Handbook updated.Final rept ex- 
pected 6 months prior to fuel load. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/16. GRACE.J.N. Region 2, Office of 
Director. 2pp. 33423:356-33423:357. 

8511120316 Final Deficiency Rept NCR 3102 re use of incorrect adaptors on instrumen- 
tation lines. Initially reported on 840510.AII adaptors within scope of nonconformance 
rept evaluated.Three feedwater sys (CF) adaptors replaced. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/16. GRACE.J.N. Region 2, Office of 
Director. 2pp. 33422:233-33422:234. 

8511120413 Second interim deficiency rept re improperly rated field wiring to Target 
Rock & Valcor solenoid valves.lnitially reported on 841213.Connector separated from 
valve to avoid exposure to elevated temp. 

HUFHAM.J.W. Tennessee Valley Authority. \ 85/10/17. GRACE.J.N. Region 2, Office 
of Director. 3pp. 33423:021-33423:023. 

8511120317 Second interim deficiency rept re wind & tornado loading not being consid- 
ered in piping analysis.lnitially reported on 841025,Piping analysis Checklist BLN-RAH- 
401 reissued.Final rept will be submitted 6 months before fuel load. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/21. GRACE.J.N. Region 2, Office of 
Director. 2pp. 33422:231-33422:232. 

8511180330 First interim Deficiency Rept NCR 4514 re valve extension stem operator 
slip joints not adjusted properlyJnitially reported on 850927.Anafysis drawings revised 
to provide max thermal & seismic movements at valve handwheel. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/28. GRACE.J.N. Region 2, Office of 
Director. 2pp. 33497:358-33497:359. 

8511130140 First interim Deficiency Rept NRC BLN 4490 re piping component support 
welds not meeting insp criteria.lnitially reported on 850927.Certification of welding GC 
inspectors complete.Next rept due 6 months before Unit 1 fuel loading. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/29. GRACE.J.N. Region 2. Office of 
Director. 2pp. 33442:360-33442:361 . 


8511140236 Final Deficiency Rept NCR 2296 re missing O-ring seals on flexible 
cmd-'T'nbia’V 'ooorted on 830906.Sealant applied around joint between conduit con- 
■’.cc:c * »"■ c ::r e^c 1 8 between eland nut & flexible conduit. 

HUFHAM.J.W. Ter-f-.:ss:v Vsi-’ic* A:it: only 85/10/29. GRACE.J.N. Region 2, Office of 
Director. 2pp. 3346/ JrOf>-33‘-c v -.iO:i 

8511220195 Third interim deficiency rept re incorrect bolt stress allowables used in 
c , .. , a! :f icaf i o r ’ 'n'tidiy reported on 840907. Analysis handbook checklist 
updii-cc N-:x - rep: r.o submitted 6 months before Unit 1 fuel loading. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/30. GRACE.J.N. Region 2, Office of 
Director. 2pp. 33585:054-33585:055. 

8511220216 Final deficiency rept re adjustable riser connectors for electrical cable trays 
not supported on each side of hinge bolt. Initially reported on 840308.Condition not re- 
portable under 10CFR50.55(e). 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/30. GRACE.J.N. Region 2, Office of 
Director. 2pp. 33584:250-33584:251. 

8511210567 Revised final deficiency & Part 21 rept re deficient catalyst bed in 
Comsip.lnc hydrogen analyzers. Initially reported on 840518-Existing containment cata- 
lyst beds removed & replaced w/catalyst beds of new configuration. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/31. GRACE.J.N. Region 2, Office of 
Director. 3pp. 33577:001-33577:003. 

8511250078 Revised final deficiency rept re failure of Ingersoll Rand air compressor 
motor. Initially reported on 821209. Replacement motors will be in place no later than 
6 months before fuel loading. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/31. GRACE.J.N. Region 2, Office of 
Director. Ip. 33618:052-33618:052. 

8511120103 Part 21 rept re potential defect in DSR or DSRV standby diesel generator 
intake & exhaust valve springs mfg by Betts Spring Co. Users recommended to inspect 
engines for broken springs & identify original mfg. 

GUNTRUM.B.C. Transamerica Delaval, Inc. 85/11/06. Director's Office, Office of In- 
spection and Enforcement. 5pp. 33413:293-33413:297. 


DOCKET 50-439 BELLEFONTE NUCLEAR PLANT, UNIT 2 


A. Application/constmction stage documents & correspondence 

8511130301 Informs that listed items will be submitted to NRC by 851125 in lieu of 
summaries of closed nuclear safety review staff repts transmitted to NRC on 
850927, per recent discussions w/ EG Adensam eor'corninr; summary deficiencies. 
PARRIS.H.G. Tennessee Valley Authority. 85/11 *06 DEN "ON, l-f.” Office of Nuclear 
Reactor Regulation, Director (pre-851125). 2pp. 33437:302-33437:303. 


F. Security, medical, emergency & fire protection plans 

8511060084 Forwards Insp Repts 50-438/85-20 & 50-439/85-20 on 850801 -0930.NO 
violation or deviation identified. 

VERRELLI.D.M. Region 2, Office of Director. 85/10/21. PARRIS.H.G. Tennessee 
Valley Authority. 2pp. 33355:243-33355:253. 

-8511060092 Insp Repts 50-438/85-20 & 50-439/85-20 on 850801 -0930.NO violation 
or deviation noted.Major areas inspected:licensee action on previous enforcement 
rratters.safety-rolatc-d rpo supports & restraints & fire prevention & protection. 
YCRK.JW Hog on 2. Cffco of Director. 85/10/17. 9pp. 33355:245-33355:253. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8511210351 Forwards Amend 25 to FSAR, including revised Table 3.11.3-1 re environ 
qualification testing & revised Section 6.2. 1.4.1 re steam line break inside contain- 
ment. 

DOMER.J.A. Tennessee Valley Authority. 85/11/15. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 2pp. 33545:157-33546:027. 

-8511210355 Amend 25 to FSAR for Beliefonte Nuclear Plant Units 1 & 2. 

* Tennessee Valley Authority. 85/11/15. 100pp. 33545:159-33546:027. 


Q. inspection reports, IE Bulletins & correspondence 

8511060084 Forwards Insp Repts 50-438/85-20 & 50-439/85-20 on 850801 -0930.NO 
violation or deviation identified. 

VERRELLI.D.M. Region 2, Office of Director. 85/10/21. PARRIS.H.G. Tennessee 
Valley Authority. 2pp. 33355:243-33355:253. 

-8511060092 Insp Repts 50-438/85-20 & 50-439/85-20 on 850801 -0930-No violation 
or deviation noted.Major areas inspected:licensee action on previous enforcement 
matters, safety-related pipe supports & restraints & fire prevention & protection. 
YORK.J.W.. BEARDEM.W.C.. WEISE.S.P. Region 2, Office of Director. 85/10/17. 9pp. 
23355:245-33355:253 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement 85/10/29. Con- 
solidated Edison Co. of New York, inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 
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8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511110001 Forwards Vol 1 to "Nuclear Performance Plan.Corporate” & Vol 2 to “Nu- 
clear Performance Plan, Sequoyah," in response to 850917 request to correct deficien- 
cies in SALP. 

DEAN.C.H. Tennessee Valley Authority. 85/11/01. DIRCKS.W.J. Office of the Execu- 
tive Director for Operations. 3pp. 33398:063-33400:041. 


8511120036 Second interim deficiency rept re failure to separate 3-tram cables from A- 
valve vault room.lnitially reported on 85G32Q.Ciass IE conduits & cables removed & 
rerouted r irs' rest r.xnoctori 6 mp-ths zrc r to fue! icad. 

HUFr..-.; J’A 'orro ssovVa.e 85/10/16. GRACE, J.N. Region 2, Office of 

Director. 2pp. 33423:360-33423:361. 

8511120071 Fourth interim deficiency rept re failure to perform analysis checks cn iso- 
metrics & load tables. Initially reported on 821 026. Handbook updated.Final rept ex- 
pected 6 months prior to fuel load. 

HUFHAM.J.W. ^srmosscv Vat'ev 85/10/16. GRACE, J.N, Region 2, Office of 

Director. 2pp. 33-‘-2'.: .'•c5-3j-"23 257 


-8511110002 Vol 1 of "Nuclear Performance Plan.Corporate." 

* Tennessee Valley Authority. 85/11/01. 325pp. 33398:066-33398:269. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 


8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, "Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, "Licensee Control of Contracted Svcs Providing 

JORDAN, EL° Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, "Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. „ . . (Dnci 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713.123- 
33713:252. 

8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end . 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712.214- 
33712:346. 

8511150120 IE Info Notice 85-090, "Use of Sealing Compounds in Operating Sys.” Svc 

JORDAN, E.L. Division of Emergency Preparedness & v En i in f n e r ril ?n e n SP ^7i 3-oof 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713.001 

33713:122. 


S. Reportable occurrences, LERs & related correspondence 

8511120236 Part 21 & final Deficiency Repts NCR 2086 & N CR 2087 , re raw cooling 
water chiller unit flow valve mfg by Metrex Valve Corp.lmtially reported on 
821 126.0riginal valve stem nut on Unit 1 valves ^Placed. . M 9 office of 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/01 . GRACE.J.N. Region 2, Offic o 
Director. 3pp. 33422:069-33422:071. 

8511130018 Second interim deficiency rept re some auxiliary bldg common zone air 
conditioning equipment not seismically qualified Initially reported on 850125.Equ.p 

ment being analyzed for seismic use.Nend r ®P* by ?«? 8 ad A pc j m Redon 2 Office of 
HUFHAM.J.W. Tennessee Valley Authority. 85/10/01. GRACE.J.N. hegion 2, unit 

Director. 3pp. 33442:348-33442:350. 

85 mfg 12 b 0 y 1: ^IR^My feporfed Tl 205 UM^ 7 ge 6 ^ 

wilFb© submitted by 860103. ... ac/in/no (GRACE JN Region 2, Office of 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/09. GHAOt, j.n. g 

Director. 3pp. 33428:061-33428:063. 

85 reporte<? orT 831 21 ? Laolfof^ proper^alnt^^wa^ 1 faoto^ To faJiuraNext 

rept will be submitted no later than 6 months t PS race J N Reqion 2, Office of 
HUFHAM.J.W. Tennessee Valley Authority. 85/10/09. GRACE, j.n, negiun 
Director. 2pp. 33422:067-33422:068. 

8S mVn^°in 4 panelsJnilially n reported ^orfaoi 124* Evaluation continufng.Next reprt 

submitted no later than 6 months before fuel loading. ACE j N Region 2 , Office of 
HUFHAM.J.W. Tennessee Valley Authority. 85/10/10. ghaoc.j.i y 
Director. 2pp. 33423:358-33423:359. 

8511130170 Final deficiency rept re pipe break V q^, .^.ter^rtfeportoble 
tulated pipe failures.lmtially reported on 85041 o.aii vaive* guam 

per l0CFR50.55(e). , oc , 1ft/in (grace JN Reqion 2, Office of 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/10. GRACc.j.n. neg u 

Director. 2pp. 33444:316-33444:317. 

8511140007 Final deficiency rept re ’ ig' sSppSrtfnot re“u“ld^' la, ' 0n 

Sum" R69i0 " 2 ' 0f " Ce °' 

Director. 3pp. 33467:272-33467:274. 

8511140229 Final Deficiency Rept I NCR BLN 4156 r ® grou 8 50520 C Tested Sta anchorages 
equate concrete cover Jmtially reponea u. 

acceptable.ltern not reportable Mper GRACE.J.N. Region 2, Office of 

HUFHAM.J.W. Tennessee Valley Authority, eo/ iu/ 

Director. 2pp. 33466:350-33466:351. 


851 11 203 IS Final Deficiency Rept NCR 3102 re use of incorrect adaptors on instrumen- 
tation lines.lnitially reported on 84051 O.AII adaptors within scope of nonconformance 
rept evaluated.Three feedwater sys (CF) adapters 'enlaced. 

HUFHAM.J.W. Tennessee Valley Auinomy. 85.1C/15. GRACE. - \. Region 2, Office of 
Director. 2pp. 33422:233-33422:234. 

8511120413 Second interim deficiency rept re improperly rated field wiring to Target 
Rock & Valcor solenoid valves.lnitially reported on 841 21 3. Connector separated from 
valve to a*.c:d exocsurr. to elevated Tmp. 

HUFHaM.J.A Tennessee Vs.sy -V_:r.ority. 85/10/17. GRACE.J.N. Region 2, Office 
of Director 3pp. 25'2j:C£ - -2::n2:i022 


;'- : nc roTonent support 
Cii..c" c welding QC 

j\ Rec.cn 2, Office of 


8511120317 Second interim deficiency rept re wind & tornado Icadirc net tong cr*s*-- 
ered in piping analysis.! nitialiy reponed op. £- 1C25.P:oirg ar.siyss Crec< . st — * 

401 reissued.Final rept will be submitted 6 months ber'e-e fje: icad 
HUFHAM.J.W. Tennessee Valley Authority. 85/10/21. GRACE.J.N. Region 2, Office of 
Director. 2pp. 33422:231-33422:232. 

8511180330 First interim Deficiency Rept NCR 4514 re valve extension stem operator 
slid ! cirts r-ot adjusted croceriv.imtia'iy resorted on 850927,Ana!ysis drawings revised 
:o orevee max ■.norma: & sc.srr:: mo'.e-e-ts a: valve handwheel. 

■ :L r “ , A: , .i,J.V'‘. ’c-ressco Va. oj 4 k .:r c-c . 55 '0/28. GRACE.J.N. Region 2, Office of 
Director. 2pp. G G - -0- / ‘ : G 5 0 - 3 3 i J 7 353. 

8511130140 F 'Si into'!'" Oefic Root NRC BLN 
we os r.c: meet no m.sp onto: a. a!..' rocctsc on :;c3y£ > 

•nspopt'j's co'*'p:ot(: Next root ::uc C menths cohere 
HL’Fi Y-'g.JAV. Tennessee Va'-ey Autnc-ty s5 ; '0 2: : . v;-.-. 

Director. 2pp. 33442:360-33442:361. 

8511140236 Final Deficiency Rept NCR 2296 re > missing O-ring seals on flexible 
conduit. I nitialiy reported on 830906.Sealant applied around joint between conduit con- 
nector & electrical end & betwoo- > c , snd n-if- « , Rpninn 2 Office of 

HUFHAM.J.W. Tennessee Va le. Aumonty. ?=. ■- - Re 9 ,on 2 - UTT!Ce 01 
Director. 2pp. 33467:205-33467:206. 

8511220195 Third interim deficiency rept re incorrect bolt stress allowables used in 
flange ^ qualfficatiSn Initially reported on 840907 Analys is handbook checklist 
updated.Next rept will be submitted 6 months^before ^nu 1 .ue. 'Ceding. ^ 
HUFHAM.J.W. Tennessee Valley Authority. So/ 10/ 3u. urlAw^.N. R.eg.on U 
Director. 2pp. 33585:054-33585:055. 

ftsi 1990918 Final deficiency rept re adjustable riser connectors for electrical cable trays 

95 nol sSpported on each s^de of hinge bolt.lnitially reported on 840308.Condit.on not re- 

HUFHAMlm Tennessee Valley Authority. 85/10/30. GRACE.J.N. Region 2. Office of 
Director. 2pp. 33584:250-33584:251. 



Director. 3pp. 33577:001-33577:003 


511120103 Part 21 rept re potenfial de^c. n f c 

intake & exhaust valve springs mfg by re^.s ^-.tH ^ 

„ r .,L.r.n cn- rv**s A :rinnt:fv cncmal mtg . f 


intaKe & exnau&i v<aiv<= ay . ■ ■ 

enemas for broker sp'ings & :dort:fy cngnal mfg 
GLNTR.JM.S-O. Transamebca -**•*?£■ : 


;6. Director's Office, Office of In- 


DOCKET 50-440 PERRY NUCLEAR POWER PLANT, UNIT 1 


A. Application/construction stage documents & correspondence 

r, cm A ronn^t fo- a'» dooumorts in NRG custody upon expira- 

8511130254 Response to FOIA request to a ; .... avai!ab!e in FDR.Apps 

NO, 

Assigned. 31pp. 33535:002-33535.068. 

Commissioners. Ip. 33536.133-33536.133. 

. dov i nhanoe 2 to SS-001, “Process Control Program 

8511060178 Forwards propnetary R^fiChange 2 to 850 930 changes to Rev 

for NUS Process Svcs ‘‘Penv Process Control Program.” 
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-8511010273 “Review of Licensee & Applicant Responses to NRC Generic Ltr 83- 
28..., Item 1.2, ‘Post-Trip Review:Data & Info Capabilities’ for Util,” draft technical eval- 
uation rept. 

* Science Applications International Coro, (formerly Science Applications, Inc.). NRC- 
03-82-096. SAIC-85/1522 DRFT. 85/07/10. NRC - No Detailed Affiliation Given. 
14pp. 33303:305-33303:318. 

8511040172 Forwards “...Single Loop Operation Analysis,” for review. Tech Spec 
changes will be submitted during startup testing. Info will be incorporated into next 
FSAR amend & should be used to resolve License Condition 3.Revised SSER re- 
quested. 

EDELMAN.M.R. Cleve'and E'ocfic “’urrr ?.-c. Co. 85/10/28. YOUNGBLOOD, B.J. Li- 
censing Branch 1. Ip. 3329' : ' ?. 

-8511040176 “Perry Nuclear Power Plant Sinclr Loop Ocn-ation Analysis." 

* General Electric Co. 85/09/30. 38pp. 172 U C” Z-SSSS-.: 12. 

8511040051 Provides further clarification of info contained in Chapter 13 of FSAR re 
plant organization. Attachments provide discussion of Table 13. 1-1, which provides 
comparison of staff titles & ANSI N1 8.1 -1971 equivalent titles. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 85/10/29. YOUNGBLOOD.B.J. Li- 
censing Branch 1. 36pp. 33294:001-3329^:037. 

8511060022 Forwards draft low power License NPF-45 & “Environ Protection Plan 
(Nonradiologica!)” for comment by 851108. License conditions in Section 2.C may be 
deleted, based on commitments in 851004 FSAR Amend 21. 

NOVAK.T.M. Assistant Director for Licensing. 85/10/31. EDELMAN,M.R. Cleveland 
Electric Illuminating Co. 27pp. 33373:201-33373:227. 

8511140345 Comments on final draft Tech Specs per 851021 Itr.Changes discussed w/ 
NRC Tech Spec Review Group reviewer. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 85/11/07. YOUNGBLOOD, B.J. Li- 
censing Branch 1. 34pp. 33450:133-33450:166. 

8511140350 Forwards comments on draft OL, proposed items to be completed after fuel 
load & updated FSAR.App 1B.NRC evaluations & conclusions will be documented in 
SSERs 7 & 8. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 85/11/11. NOVAK, T.M. Assistant 
Director for Licensing. 17pp. 33450:116-33450:132. 

8511180278 Forwards addendum to Rev 2 to control of heavy loads study. Addendum 
adds variable test vvoinht used tc ca.'ih- ,: rr platform interlocks. 

EDELMAN.M.R. Cleveand Elecfr.c rg Co. 85/11/1 2. YOUNGBLOOD.B.J. Li- 

censing Branch 1. 6pp 35493.236-:: j-'-M:? 

8511210420 Forwards suppl to 840406 response to Generic Ltr 83-28,!tem 1.2, address- 
ing concerns re acceptability of performance capability of time history recorders.per 
NRC 851025 draft technical evaluation. 

EDELMAN.M.R. Cleveland E'ectric ll’umrsthg Co. 85/11/15. YOUNGBLOOD.B.J. Li- 
censing Branch 1. 33552:2 

8511220293 Approves 850830 & 0930 requests for withholding listed documents re 
process control program for radwaste solidification from public disclosure per 
10CFF?."9C.Rc£Scrs for wii-riolriinc ccci.mrnts isL-d. 

YOUN3ELCOD.B J. -ico-smg Branc- 1. 0;. ; . 11-15. EDELMAN.M.R. Cleveland Elec- 
tric Illuminating Co. 2pp. 33603:023-33603:024. 

8511220512 Forwards draft Tech Specs for certification as prerequisite for issuance of 
low power OL & consistency w/ FSAR, SER & as-built facility .Tech Specs do not delete 
fire protection elements per 851108 discussion.W/o end. 

NOVAK.T.M. Assistant Director for Licensing. 85/11/19. EDELMAN.M.R. Cleveland 
Electric Illuminating Co. 3pp. 33585:327-33585:329. 

8511220516 Requests permission to reprint copyrighted drawing from WJ Wolley Co on 
d'vwo'l air lock iosfing.Document should be forwarded as soon as possible. 

YOUNGS: COD. B.J. Licensing Branch 1. 85/11/19. EDELMAN.M.R. Cleveland Elec- 
tric Illuminating Co. 2pp. 33585:297-33585:298. 

8511260290 Forwards list providing outstanding exceptions to preoperational testing to 
be completed after fuel load. List provides complete itemization of preoperational test- 
ing when combined w/tests identified in 851011 ltr. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 85/11/20. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director (pre-851125). 9pp. 33609:297-33609:305. 


8511120074 Forwards SER re reliability of TDI standby emergency diesel generators 
(SER Confirmatory Issue 64). Util required to document actions & commitments corre- 
spondino to licensing conditions & Tech Spec & operating procedure changes. 
YOUNGBLOOD.B.J. Licensing Branch 1. 85/11/05. EDELMAN.M.R. Cleveland Elec- 
tric Illuminating Co. 45pp. 33431:278-33431:338. 

-8511120081 Safety evaluation re reliability of TDI standby emergency diesel genera- 
tors for application at domestic nuclear plants. Diesel generators will provide reliable 
standby source of onsite power, w/listed license conditions. 

* NRC - No Detailed Affiliation Given. 85/11/05. 16pp. 33431:296-33431:338. 


8511110310 Informs that 85042? submission of enhanced licensed operator requalifica- 
tion progra - ' acceptable. per SRF 'iVURiTG-OfiOO', 10CFR55,App A.TMI Action Plan 
Item II.B.4 i: HR Denton 800226 Itr.Findings will be documented in SSER 8. 
YOUNGBLOOD.B.J. Licensing Branch 1. 85/11/06. EDELMAN.M.R. Cleveland Elec- 
tric Illuminating Co. 2pp. 33404:023-33404:024. 


8511140309 Suppls 850624 response to Action Plan 5 to resolve addl containment 
issues in SER Outstanding Issue 8.Configuration of seals modified & description of re- 
vised seal assembly configuration end. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 85/11/11. YOUNGBLOOD.B.J. Li- 
censing Branch 1 . 4pp. 33450:247-33450:250. 


8511140350 Forwards comments on draft OL, proposed items to be completed after fuel 
load & updated FSAR.App 1B.NRC evaluations & conclusions will be documented in 
SSERs 7 & 8. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 85/11/11. NOVAK.T.M. Assistant 
Director for Licensing. 17pp. 33450. i 16-23-5C: !32. 

8511140355 Forwards response to SER Outstanding Issue 8 re RHR valve 
testing.Summary list of items analyzed & acceptable results re impact loads on short 
structures close to pool surface end. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 85/11/11. YOUNGBLOOD.B.J. Li- 
censing Branch 1. 8pp. 33450:108-33450:115. 


8511140373 Centralizes commitments re TDI diesel generators to allow issuance of final 
SER. Necessary input for license conditions provided.lnfo will be included in SSER 8 
(per NRC 851105 request) & in FSAR App IB. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 85/11/11. YOUNGBLOOD.B.J. Li- 
censing Branch 1. 9pp. 33450:050-33450:058. 


8511180191 Forwards info re SER Outstanding Issue (8). “RHR Valve Testing." Air 
leakage test of Valve E12-F064C inappropriate. W/six oversize drawings. 
EDELMAN.M.R. Cleveland Electric Illuminating Co. 85/11/11. YOUNGBLOOD.B.J. Li- 
censing Branch 1. 9pp. 33496:028-33496:037. 


851118012 4 Forwards two addl relief requests re Class 2 & 3 ASME preservice/inserv- 
ice insp & rev to Request 3 to provide equivalent insp of more accessible 
component, per SER Confirmatory Issue 15. _ , _ _ _ _ , . . 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 85/11/13. YOUNGBLOOD.B.J. Li- 
censing Branch 1. 8pp. 33493:114-33493:121. 


8511210007 Forwards detailed analyses to resolve concerns that fire damper configura- 
tions acceptable & adequate.per NRC recent fire protection audit & SER Section 
9.5.1. 4.1. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 85/11/14. YOUNGBLOOD.B.J. Li- 
censing Branch 1 . 4pp. 33552:094-33552:097. 


F. Security, medi cal, emergency & fire protection plans 

8511040401 Forwards pages to procedures generation package, inadvertently omitted 
from 850911 response to SER Outstanding Issue 21. PAP-0507, 
“Preparation.Review.Rev & Cancellation of Instrumentations” also end. 
EDELMAN.M.R. Cleveland Electric Illuminating Co. 85/10/29. YOUNGBLOOD.B.J. Li- 
censing Branch 1. Ip. 33297:170-33297:221. 

-8511040406 Errata to Rev 1, "Procedures Generation Package." 

STRATMAN.R.A. Cleveland Electric Illuminating Co. 85/09/06. 17pp. 33297:171- 
33297:187. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 

8511060008 Forwards SSER re reliability of standby emergency diesel generators.TDI 
diesel generators provide reliable source of standby onsite power in accordance w/ 
GDC 17. 

CRUTCHFIELD.D. Assistant Director for Safety Assessment. 85/10/28. NOVAK.T.M. 
Assistant Director for Licensing. 2pp. 33373:261-33373:262. 

8511040401 Forwards pages to procedures generation package, inadvertently omitted 
from 850911 response to SER Outstanding Issue 21. PAP-0507, 

“Preparation.Review.Rev & Cancellation of Instrumentations” also end. 
EDELMAN.M.R. Cleveland Electric Illuminating Co. 85/10/29. YOUNGBLOOD.B.J. Li- 
censing Branch 1, Ip. 33297:170-33297:221. 

-8511040406 Errata to Rev 1, “Procedures Generation Package.” 

STRATMAN.RA Cleveland Electric Illuminating Co. 85/09/06. 17pp. 33297:171- 
33297:187. 

-8511040412 Rev 1 to Plant Operations Manual PAP-0507, “Preparation, Review 
Approval, Rev & Cancellation of Instrumentations." 

CHASKO.G. Cleveland Electric Illuminating Co. 85/05/15. 34pp. 33297:188- 
33297:221. 

8511110277 Forwards Safety Insp Repts 50-440/85-73 & 50-441/85-24 on 851007-11 
& 14-18.No violation noted. 

WARNICK.R.F. Region 3, Office of Director. 85/11/05. EDELMAN.M.R. Cleveland 
Electric Illuminating Co. 2pp. 33387:288-33387:300. 

-8511110284 Insp Repts 50-440/85-73 & 50-441/85-24 on 851007-11 & 14-18. No vio- 
lation or deviation noted.Major areas inspected: actions on previous insp 
findings, 10CFR50.55(e) items & action re IE circulars,SER confirmatory items & alle- 
gations. 

SCHEIBELHUT.C. Region 3, Office of Director. 85/10/31. 11pp. 33387:290- 
33387:300. 


-8511040412 Rev 1 to Plant Operations Manual PAP-0507, “Preparation, Review 
Approval, Rev & Cancellation of Instrumentations.” 

CHASKO.G. Cleveland Electric Illuminating Co. 85/05/15. 34pp. 33297:188- 
33297:221. 

8511050006 Revised emergency plan implementing procedures, including table of 
contents, Rev 2 to EPI-A7, “Operations Support Ctr Activation" & Rev 4 to EPI-A6, 
"Technical Support Ctr Activation." W/851030 ltr. 

ANDERSON, J.D. Cleveland Electric Illuminating Co. WALDRON, J.J., EDELMAN.M.R. 
Commonwealth Edison Co. 85/10/30. KEPPLER.J.G. Region 3, Office of Director. 

1 50pp. 333 1 9:233-33320:01 6. 

8511210007 Forwards detailed analyses to resolve concerns that fire damper configura- 
tions acceptable & adequate.per NRC recent fire protection audit & SER Section 
9. 5.1.4. 1. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 85/11/14. YOUNGBLOOD.B.J. Li- 
censing Branch 1. 4pp. 33552:094-33552:097. 

8511250109 Rev 2 to Emergency Operating Procedure PAP-0507, “Preparation Review 
Approval, Rev & Cancellation of Instructions.” W/851114 ltr. 

CHASKO.G., EDELMAN.M.R. Cleveland Electric Illuminating Co. 85/11/14. 
YOUNGBLOOD, B.J. Licensing Branch 1. 24pp. 33592:191-33592:214. 

8511200179 Forwards detailed discussion of existing & modified fire protection 
programs, revised FSAR discussion of insp & test & surveillance instructions. 
EDELMAN.M.R. Cleveland Electric Illuminating Co. 85/11/15. YOUNGBLOOD.B.J. Li- 
censing Branch 1. 13pp. 33528:001-33528:013. 

8511210191 Forwards new FSAR Chapter 6 test & revised Tables 15.6-12 & 15.6- 
1 5, summarizing results of reevaluation of control room leakage.FSAR changes will be 
incorporated into future amend. W/two oversize drawings. , , , 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 85/11/15. YOUNGBLOOD.B.J. Li- 
censing Branch 1. 11pp. 33546:033-33546:043. 
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8511220512 Forwards draft Tech Specs for certification as prerequisite for issuance of 
low power OL & consistency w/FSAR,SER & as-built facility.Tech Specs do not delete 
fire protection elements per 851108 discussion.W/o end. 

NOVAK, T.M. Assistant Director for Licensing. 85/11/19. EDELMAN.M.R. Cleveland 
Electric Illuminating Co. 3pp. 33585:327-33585:329. 

8511260335 Forwards addl info -escVrg outstanding Meteorology & Effluent Treatment 
Branch issues, including NLREG-0«3 T . item l,.F. ' ;e accident monitoring instrumenta- 
tion & Rev 4 to Emergency Plan Implementing Instruction OM15B:EPI-B7b. 
EDELMAN.M.R. Cleveland Electric Illuminating Co. 85/11/19. YOUNGBLOOD.B.J. Li- 
censing Branch 1. 9pp. 33609:069-33609:147. 

-8511260339 Rev 4 to Emergency Plan Implementing Instruction OM15B:EPI-B7b, 
“Manual Offsite Dose Calculations.” 

WALDRON, J. Cleveland Electric Illuminating Co. 85/10/16. 70pp. 33609:078- 
33609:147. 

8511250183 Forwards Amend 23 to FSAR for Perry Nuclear Power Plant Units 1 & 
2. Amend consists of updated App IB & revs to auxiliary sys (Chapter 9), specifically 
fire protection. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 85/11/22. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director (pre-851 125). 3pp. 33597:140-33598:353. 

8511260190 Requests reconsideration of intention to delete fire protection elements 
from facility Tech Specs. If change occurs in current time frame.after proceedings but 
before licensing, hearing requirement of Sholly rule will not apply. 

HIATT, S.L. Ohic Citizens for Rosocnsible Encrcv 85/11/22. NOVAK, T.M. Assistant 
Director for Lice'smg. 3pp. 33S! 6:273-236: 6:28C. 

8511260366 Forwards Preoperational Physical Security Insp Rept 50-440/85-76 on 
851 1 04-07.No violations noted. 

AXELSON.W.L. Region 3, Office of Director. 85/11/22. EDELMAN.M.R. Cleveland 
Electric Illuminating Co. 2pp. 33612:243-33612:246. 

-8511260369 Preoperational Physical Security Insp Rept 50-440/85-76 on 851104- 
07.No violations noted.Major areas inspected:status of implementation, installation & 
operability of security program.Details withheld (ref 10CFR73.21). 

KNICELY.J.R., MADEDA.T.J., BELANGER, J.L. Region 3, Office c< Director. 85/11/22. 
2pp. 33612:245-33612:246. 


G. Adjudicatory correspondence 

8511010425 Forwards DB Matthews 851024 memorandum re emergency planning con- 
ditions contained in 850904 concluding partial initial decision in proceeding. Related 
correspondence. 

WOODHEAD,C.P. Hearing Branch 4. #485 989. 85/10/29. ROSENTHAL, A.S., 
WILBER H A., JOHNSON.W.R. Atomic Safety and Licensing Appeal Panel. 12pp. 
33290:205-33290:21 9. 

8511010488 Motion for leave to file brief instanter. Actual date of delivery to parties on 
851030 meets final date requirement under rules of svc.Certificate of Svc 
encl.Granted for ASLAB on 851030. 

LODGE, T.J. Sunflower Alliance. #^85 985. 85/10/29. Atomic Safety and Licensing 
Appeal Panel. 3pp. 33290:160-33290:: 62. 

8511110040 Informs of 851219 oral argument in Bethesda.MD.Requests applicant & 
staff responsive briefs due by 851202 & 10, respectively. 

SHOEMAKER.C.J. Atomic Safety and Licensing Appeal Panel. #485 106. 85/11/06. 
WOODHEAD.C.P. Hearing Branch 4. LODGE, T.J. Lodge, T.J. SILBERG.J.E. Shaw, 
Pittman, Potts & Trowbridge. 2pp. 33385:360-33385:361. 

8511180479 Forwards Commissioner Zech statement re receipt of improper communi- 
cation per 10CFR2.780.to be served on parties to facility proceeding.Served on 
851115. 

PARLER.W.C. Commissioners. #485 187. 85/11/14. CLEMENTS, W. Docketing & 
Services Branch. 2pp. 33495:032-33495:033. 

8511190412 Expresses regret for any erroneous representation of position re accompa- 
nying author on site tour.Presence of intervenor would have been welcome on site 
visitServed on 851 1 1 8. 

ZECH.L.W. Commissioners. #485 210. 85/11/15. SASS.S. Affiliation Not Assigned. 
Ip. 33515:177-33515:177. 

8511210304 Order directing NRC to file & serve brief in response to briefs of interve- 
nors Ohio Citizens for Responsible Energy & Sunflower Alliance by 851206.Served on 
851120. 

SHOEMAKER.C.J. Atomic Safety and Licensing Appeal Panel. #485 255. 85/11/20. 
Office of the Executive Legal Director. Ip. 33547:288-33547:288. 

8511210364 Order requesting name of person presenting argument at 851219 hearing 
re intervenors appeal from ASLB 850903 concluding partial initial decision (LBP-85- 
35) by 851206. Served on 851120. 

SHOEMAKER.C.J. Atomic Safety and Licensing Appeal Panel. #485 254. 85/11/20. 
Office of the Executive Legal Director. 2pp. 33552:297-33552:298. 

8511250150 Motion to increase page limit for responsive brief from 70 to 120 
pages.Applicants must respond to two appeals raising separate issues within same 
decision, allowing total of 70 pages.Certificate of Svc end. 

SILBERG.J.E. Snaw, Pittman, Potts & Trowbridge. SILBERG.J.E. Cleveland Electric Il- 
luminating Co. #485 281. 85/11/21. Atomic Safety and Licensing Appeal Panel. 4pp. 
33591:153-33591:156. 

8511270113 Motion to increase page limit from 70 to 120 pages for response to OCRE 
& Sunflower Alliance briefs.Certificate of Svc encl.Denied on 851125. 

SILBERG.J.E. Cleveland Electric Illuminating Co. SILBERG.J.E. Shaw, Pittman, Potts 
& Trowbridge. #485 319. 85/11/21. Atomic Safety and Licensing Appeal Panel. 5pp. 
33624:339-33624:343. 

8511260145 Responds to ASLAB 851120 order re person providing oral argument.HH 
Glasspiegel will address appeal on hydrogen control contention (Issue 8) & JE Silberg 
will address all other issues.Related correspondence. 

SILBERG.J.E. Shaw, Pittman, Potts & Trowbridge. SILBERG.J.E. Cleveland Electric Il- 
luminating Co. #485 304. 85/11/22. SHOEMAKER.C.J. Atomic Safety and Licensing 
Appeal Panel. 2pp. 33616:305-33616:306. 


8511270117 Notice of 851219 oral argument in Bethesda.MD re pending appeals of 
OCRE & Sunflower Alliance from Board 850903 concluding partial initial decision on 
emergency planning. Served on 851126. 

SHOEMAKER.C.J. Atomic Safety and Licensing Appeal Panel. #485 308. 85/11/25. 
Ip. 33624:337-33624:337. 

8511270222 Ack receipt of 851122 Itr re oral argument on pending appeals in licensing 
proceedirg.Requesf to have Glasspiegel participate in argument unnecessary. NRC 
Rules c! D .'actice dc not preclude divided arguments. 

SHOEMAKER.C.J. Atomic Safety and Licensing Appeal Panel. #485 315. 85/11/25. 
SILBERG.J.E. Shaw, Pittman, Potts & Trowbridge. Ip. 33627:059-33627:059. 


I. Financial information 


8511150063 Forwards Amend 1 to Form U-1 recently filed w/Securities & Exchange 
Commission to provide addl info & exhibits re proposed affiliation between utils. 
SILBERG.J.E. Shaw, Pittman, Potts & Trowbridge. 85/11/13. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director (pre-851 125). 400pp. 33460:253-33462:018. 


K. Utility Final Safety Analysis Report (FSAR) 8 amends 


8511250227 Forwards Amend 22 to FSAR.consisting of introduction & general descrip- 
tion of plant, ESF instrumentation & control sys, electrical power, auxiliary sys, conduct 
of operations & initial test program. 

EDELMAN.M.R. Cleveland E'ectric 'lluminating Co. 85/11/20. DENTON, H.R. Office of 
Nuclear Reactor Regulatior. D-octcr iprc-fi51125). 5pp. 33598:354-33600:189. 

--8511250232 Amend 22 to FSAR for Perry Nuclear Power Plant, Units 1 & 2. 

* Cleveland Electric Illuminating Co. 85/11/20. 600pp. 33598:359-33600:189. 

8511250183 Forwards Amend 23 to FSAR for Perry Nuclear Power Plant Units 1 & 
2.Amend consists of updated App IB & revs to auxiliary sys (Chapter 9), specifically 
fire protection. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 85/11/22. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director (pre-851 125). 3pp. 33597:140-33598:353. 

-8511250187 Amend 23 to FSAR for Perry Nuclear Power Plant Units 1 & 2. 

* Cleveland Electric Illuminating Co. 85/11/22. 600pp. 33597:143-33598:353. 


Q. Inspection reports, IE Bulletins & correspondence 


8511050247 Responds to NRC 850826 Itr re violations noted in Insp Rept 50-440/85- 
46.Corrective actio ns: Procedure PAP-0502, “Preparation Review...of Administrative 
Procedures,” revised to permit sufficient time for training. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 85/09/24. WARNICK.R.F. Region 
3, Office of Director. 4pp. 33330:270-33330:273. 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Ccnsc'idaiod Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 


8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511060264 Forwards Preoperational Safety Insp Rept 50-440/85-68 on 851015-18.No 
noncompliance noted, 

SHAFER, W.D. Region 3, Office of Director. 85/11/01, EDELMAN.M.R. Cleveland 
Electric Illuminating Co. 2pp. 33346:342-33346:350. 

-8511060267 Insp Rept 50-440/85-68 on 851015-18.No violation or deviation 
noted.Major areas inspected:radiation protection & radwaste mgt programsjncluding 
mgt controls, external & internal exposure controls & IE bulletins & circulars, 

MILLER, D.E., GREGER.L.R. Region 3, Office of Director. 85/10/31. 7pp. 33346:344- 
33346:350. 

8511110050 Responds to NRC 851002 Itr re noncompliance noted in Insp Rept 50-440/ 
85-16.Corrective actions:brace relocated from exterior wall of reactor bldg to interior 
intermediate bldg wall. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 85/11/01. HARRISON.J.J. Region 
3, Office of Director. 4pp. 33392:057-33392:060. 

8511110083 Responds to NRC 851003 Itr re violations noted in Insp Rept 50-440/85- 
53.Corrective actions:Test Procedure 1P57-P001 changed to ensure prerequisites 
met.Post-fuel load operating procedures now require independent verification. 
EDELMAN.M.R. Cleveland Electric illuminating Co. 85/11/01. PAPERIELLO.C.J. 
Region 3, Office of Director. 7pp. 33387:045-33387:051. 

8511110198 Forwards description of anonymous allegations received re activities asso- 
ciated w/Metalweld,lnc,safety-related coating contractor. Allegations must be ade- 
quately resolved prior to fuel load.Description withheld (ref 1 0CFR2.790). 
NORELIUS.C.E. Region 3, Office of Director. 85/11/04. EDLEMAN.M.R. Cleveland 
Electric Illuminating Co. 2pp. 33387:357-33387:358. 
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'= Atmospheres.” Svc list end. 
r* Eng-neenng Response (Post 
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“85112603S9 Preoperational Physical Security Insp Rept 50-440/85-76 on 851104- 
07.No violations noted.Major areas inspected:status of implementation, installation & 
operability of security program. Details withheld (ref 10CFR73.21). 

KNICELY.J.R., MADEDA.T.J., BELANGER.J.L. Region 3, Office of Director. 85/11/22. 
2pp. 33612:245-33612:246. 


S. Reportable occurrences, LERs & related correspondence 

8511070206 Final Deficiency Rept [RDC 121(84)] re potential of Borg- Warrior gate 
valves to fail in various orientations. Valve guides will not be replaced, as discussed in 
850S19 ifr.Gato sliding surface corners will be contoured. 

LDELW,.v!.n. Cleveland Electric Illuminating Co. 85/10/09. KEPPLER.J.G. Region 
3, Office of Director. 2pp. 33374:296-33374:297. 

8511060008 Forwards SSER re reliability of standby emergency diesel generators. TDI 
diesel generators provide reliable source of standby onsite power in accordance w/ 
GDC 17. 

CRUTCHFIELD, D. Assistant Director for Safety Assessment. 85/10/28. NOVAK, T.M. 
Assistant Director for Licensing. 2pp. 33373:261-33373:262. 


-8511060010 SER supporting reliability of TDI standby emergency diesel 
generators. Viewgraphs & final draft Tech Specs encl. 
y NRC - No Detailed Affiliation Given. 85/10/28. 60pp. 33373:263-33373:322. 

8511120255 Final Deficiency Rept (RDC 141(85)] re failure of vacuum relief isolation 
valves to open following post-blowdown period after LOCA when drywell pressure fell 
below containment pressure.lnitially reported on 850625. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 85/10/28. KEPPLER.J.G Redon 
3, Office of Director. 2pp. 33422:040-33422:041 . 


8511120197 Final Deficiency Rept [RDC 130(85)] re fire protection safe shutdown 
analysis.lnitially reported on 850222.Engineering change notices initiated to provide 
addl separation of circuits identified in reanalysis. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 85/10/30, KEPPLER.J.G. Roaion 
3, Office of Director. 3pp. 33428:055-33428:056. d 

8511120103 Part 21 rept re potential defect in DSR or DSRV standby diesel generator 
intake & exhaust valve springs mfg by Betts Spring Co. Users recommended to inspect 
engines for broken springs & identify original mfg. 

GUNTRUM.B.C. Transamerica Delaval, Inc. 85/11/06. Director’s Office. Office of In- 
spection and Enforcement. 5pp. 33413:293-33413:297. 

8511210104 Summary of Operating Reactors Event Meeting 85-21 on 851028,List of 
attendees, events discussed & completion dates assigned encl. 

Ass,st x r l t - Director for Safety Assessment. 85/11/11, 

■ nwivfPSwN.H.L. Division of Licensing (800428-851124). 24pp. 33558:114-33558:137 

8511220331 Board Notification 85-090:forwards TDI 851106 Part 21 rept re potential 
SIhTi w D /e JT e IF e Pcy diesel generator engine intake & exhaust valve springs fur- 
nished by Betts Springs Co.lssue resolved. 

^MPSONH L. DMsion of Licensing (800428-851124). 85/11/21. PALLADINO. 
hudcH ib, ASSELSTINE Commissioners. 5pp. 33614:113-33614:122. 

85 U^ 03 , 33 Board N ° tificat i?P 85-091 .-submits info re Grand Gulf TDI emergency diesel 
generator overspeed condition on 851106. Probably caused by malfunction of Wood - 
mechanism.Damage being assessed & evaluated. 

THOMPSON, H.L Division of Licensing (800428-851124). 85/11/21, PALLADINO 
Commissioners. 2pp. 33614:126-33614:127. U,INU 
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NURFG^ n 7?7 rwr & * x ' ed . . trs -P® r . rec l u ' r ements of App A to 10CFR55 & Item I.G.1 of 
EDE^N^^^p^iLh 1 ^ nf? ?,p n. te in ,ow power operation & testing, 
wamh iSSwKfciS^SftfsP Co - 85/10/2a YOUNG ^l-OOD.B.J. LI- 

YOUNGBLonn R°? 80 ? 32 8 ^ |tr .Findings will be documented in SSER 8, 

trfc Vllumta^ng 3 ^j^2^ e 3^JJ^.Q23?^404 : o|;4| 1 EDELMAN ' M -^ Clovetend Eloo- 

DOCKET 50-441 PERRY NUCLEAR POWER PLANT, UNIT 2 

A. Application/construction stage documents & correspondence 

for°Nu¥ 8 pn?c^ I, Change 2 to SS-001, "Process Control Program 

H.Rpv inhlnS .Radwa^e .., incorporating 850930 changes to Rev 
5 Rev 3 to Perry Process Control Proqram." 

: Illuminating Co. 85/10/22. YOUNCr'I nnn u i i ; 


EDETJA C NM n . 9 R e int ° 


aSSSSa r°,^ ev . 3 t0 Perf y Process Control Program." 

C °- 85/10/22 - y OUNOBLOOP,B.J Li- 

rept.R°eqi?ests r revtew of seefons' renonramcii > ianr P 8 ,1? 710 .‘i ra< ,' ‘ echnioal evaluation 
» R ^wda.a & ’IS2SSKS ncomp " an “ 1-2 of Generic Ur 83-28 re 

trie Illuminating Co. ‘l p! C ^3303?304-33303:3^ ° /25 * EDELMAN ’ M ' R ' Cleveland Elec- 

^stlrip'Revfew-Data , , ?„ NRC Generil = Ltr 83- 

uation rept. M neview.uata & info Capabilities' for Util," draft technical eval- 

^ioo Applications. Inc.). NRC- 
14pp. 33303:305-33303:31 8. 05/07/1 °- NRC - No Detailed Affiliation Given. 

FsXR _e |ri5on^ll.1-7.ii^ in ^ n 9'^ ar tu > Mes*t!nQ. Spec 

quested. 


8511040172 Forwards 

PQA n D es will be submitted i?urinq U startui^^ Anafysls,” for review. Tech Spec 
PSARacend & should be use^ » o r^°^dfe» 

censlng^Branch T^p e !f3294:074-3329^ C °' 85/1 0/28 ' YOUNGBLOOD, B.J. 


U- 
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—8511040176 “Perry Nuclear Power Plant Single Loop Operation Analysis.” 

* General Electric Co. 85/09/30. 38pp. 33294:075-33294:112. 

8511040051 Provides further clarification of info contained in Chapter 13 of FSAR re 
plant organization Ahachnents provide discussion of Table 13.1-1, which provides 
comparison cf star titles £ ANSI N1 8.1-1 971 equivalent titles. 

EDELMAN.M.R. Cleveland Rsct' : c ! -r. Co. 85/10/29. YOUNGBLOOD.B.J. Li- 
censing Branch 1. 36pp. .1 2 “ 

8511180278 Forwards addendum to Rev 2 to control of heavy loads study. Addendum 
adds variable test we : oh‘ used caTtrr -eVc'mc olatform interlocks. 

EDELMAN.M.R. Clevelar: = c rat -g "Cc 85/11/12. YOUNGBLOOD, B.J. Li- 

censing Branch 1. 6pp. G.':-GL ; :23f:-L; G- :7r :■ 2'-” 

8511210420 Forwards suppl to 840406 response to Generic Ltr 83-28, Item ^.address- 
ing controls acccctahTh’ of performance capability of time history recorders, per 
NRG 55". Z2b era - : :c:v ::a: evaluation. 

EDELMAN.M.R. Cleveland Electric "'u r ! rc«-c Co. 85/11/15. YOUNGBLOOD, B.J. Li- 
censing Branch 1. 4pp. 22:: 52 2-: 5-22552. 55 ' 

8511220293 Approves 850830 & 0930 requests for withholding listed documents re 
process control program for radwaste solidification from public disclosure per 
10CFR2.790.Reasons for \vith h c l ri : ng documents listed. 

YOUNGBLOOD, B.J. licensee -i’a-.r' I. 55 • ? ’ 1 8 EDELMAN.M.R. Cleveland Elec- 
tric Illuminating Co. 2pp. 53503. 2?3-225CG C24. 

8511220516 Requests permission to reprint copyrighted drawing from WJ Wolley Co on 
drywell air lock testae Dccumont should be- ^-warded as soon as possible. 
YOUNGBLOOD, = . il:cons.rg Branco 55, -:'19. EDELMAN.M.R. Cleveland Elec- 
tric illuminating Co. 2pp. 33585:297-33585:298. 

8511260290 Forwards list providing outstanding exceptions to preoperational testing to 
be completed after fuel load.List provides complete itemization of preoperational test- 
ing when combined w/tests identified in 85101 1 ltr. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 85/11/20. DENTON.H.R. Office of 
Nuclear Reactor Regulation, Director (pre-851125). 9pp. 33609:297-33609:305. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 

8511040401 Forwards pages to procedures generation package, inadvertently omitted 
from 850911 response to SER Outstanding Issue 21. PAP-0507, 

“Preparation, Review, Rev & Cancellation of Instrumentations” also end. 

EDELMAN.M.R. Cleveland E'ectric I'lummat'ng Co. 85/10/29. YOUNGBLOOD, B.J. Li- 
censing Branch 1. Ip. 33227 : ."7-33257:22 ■ 

8511110277 Forwards Safety Insp Repts 50-440/85-73 & 50-441/85-24 on 851007-11 
& 14-1 8. No violation noted. 

WARNICK.R.F. Region 3, Office of Director. 85/11/05. EDELMAN.M.R. Cleveland 
Electric Illuminating Co. 2pp. 33387:288-33387:300. 

-8511110284 Insp Repts 50-440/85-73 & 50-441/85-24 on 851007-11 & 14-18. No vio- 
lation or deviation noted. Major areas inspected: actions on previous insp 
findings,10CFR50.55(e) items & action re IE circulars, SER confirmatory items & alle- 
gations. 

SCHEIBELHUT.C. Region 3, Office of Director. 85/10/31. 11pp. 33387:290- 
33387:300. 

8511110310 Informs that 850422 submission of enhanced licensed operator requalifica- 
tion program acceptable.per SRP (NCR EG C8CD), 10CFR55,App A.TMI Action Plan 
Item II.B.4 & HR Denton 800328 ltr. Francs wHi oo documented in SSER 8. 
YOUNGBLOOD, B.J. Licensing Brancn 1 “SD-'I 06. EDELMAN.M.R. Cleveland Elec- 
tric Illuminating Co. 2pp. 33404:023-33404:024. 

8511140309 Suppls 850624 response to Action Plan 5 to resolve add! containment 
issues in SER Outstanding Issue 9. Conjuration of seals modified & description of re- 
vised seal fssscmb v con:ic::ra!:c' end. 

EDELMAN.M R Cieve ar.fl Electric l.iuminslng Co. 85/11/11. YOUNGBLOOD, B.J. Li- 
censing Branch !. 4pp. 33^50:2^7-33-'-5'J:?50. 

8511140355 Forwards response to SER Outstanding Issue 8 re RHR valve 
testing.Summary list of items analyzed & acceptable results re impact loads on short 
structures close to pool surface end. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 85/11/11. YOUNGBLOOD, B.J. Li- 
censing Branch 1. 8pp. 33450:108-33450:115. 

8511140373 Centralizes commitments re TDI diesel generators to allow issuance of final 
SER.Necessary input for license conditions provided.lnfo will be included in SSER 8 
(per NRC 851 105 request) & in FSAR App IB. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 85/11/11. YOUNGBLOOD, B.J. Li- 
censing Branch 1 . 9pp. 33450:050-33450:058. 

8511180191 Forwards info re SER Outstanding Issue (8), "RHR Valve Testing.” Air 
leakage test of Valve E12-F064C inappropriate. W/six oversize drawings. 
EDELMAN.M.R. Cleveland Electric Illuminating Co. 85/11/11. YOUNGBLOOD, B.J. Li- 
censing Branch 1 . 9pp. 33496:028-33496:037. 

8511180124 Forwards two addl relief requests re Class 2 & 3 ASME preservice/inserv- 
ice insp & rev to Request 3 to provide equivalent insp of more accessible 
component, per SER Confirmatory Issue 15. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 85/11/13. YOUNGBLOOD, B.J. Li- 
censing Branch 1. 8pp. 33493:114-33493:121. 

8511210007 Forwards detailed analyses to resolve concerns that fire damper configura- 
tions acceptable & adequate.per NRC recent fire protection audit & SER Section 
9 . 5 . 1 . 4 . 1 . 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 85/11/14. YOUNGBLOOD, B.J. Li- 
censing Branch 1. 4pp. 33552:094-33552:097. 


F. Security, medical, emergency & fire protection plans 

8511040401 Forwards pages to procedures generation package, inadvertently omitted 
from 850911 response to SER Outstanding Issue 21. PAP-0507, 

“Preparation, Review, Rev & Cancellation of Instrumentations” also end. 
EDELMAN.M.R. Cleveland Electric Illuminating Co. 85/10/29. YOUNGBLOOD, B.J. Li- 
censing Branch 1. Ip. 33297:170-33297:221. 


-8511040406 Errata to Rev 1, “Procedures Generation Package.” 

STRATMAN.R.A. Cleveland Electric Illuminating Co. 85/09/06. 17pp. 33297:171- 
33297:187. 

-8511040412 Rev 1 to Plant Operations Manual PAP-0507, “Preparation, Review 
Approval, Rev & Cancellation of Instrumentations.” 

CHASKO.G. Cleveland Electric Illuminating Co. 85/05/15. 34pp. 33297:188- 
33297:221. 

8511050006 Revised emergency plan implementing p'oco durcs hz'uTnn table of 
contents, Rev 2 to EPI-A7, "Operations Support Ctr “.r !■;■■■! .x. ' is. to EPI-A6, 

“Technical Support Ctr Activation.” W/851030 ltr. 

ANDERSON.J.D. Cleveland Electric Illuminating Co. WALDRON, J.J., EDELMAN,M.R. 
Commonwealth Edison Co. 85/10/30. KEPPLER.J.G. Region 3, Office of Director. 
150pp. 33319:233-33320:016. 

8511210007 Forwards detailed analyses to resolve concerns that fire damper configura- 
tions acceptable & adequate.per NRC recent fire protection audit & SER Section 
9.5. 1.4.1. 

EDELMAN.M.R. Cleveland F'cciric i''u~i ! na*rn Co. 85/11/14. YOUNGBLOOD, B.J. Li- 
censing Branch 1. 4pp. "Or:;/ 09-" .T-OSS. j9.” 

8511250109 Rev 2 to Emergency Operating Procedure PAP-0507, “Preparation Review 
Approval, Rev & Cancellation of Instructions.” W/8511 14 ltr. 

CHASKO.G., EDELMAN.M.R. Cleveland E'odrir TumrafHz Co. 85/11/14. 
YOUNGBLOOD, B.J. Licensing Branch 1. 24pp. 3 ii 9.-:. 3 59? 2 

8511200179 Forwards detailed discussion of existing & modified fire protection 
programs, revised FSAR discussion of insp & test & surveillance instructions. 
EDELMAN.M.R. Cleveland Electric Illuminating Co. 85/11/15. YOUNGBLOOD, B.J. Li- 
censing Branch 1. 13pp. 33528:001-33528:013. 

8511210191 Forwards new FSAR Chapter 6 test & revised Tables 15.6-12 & 15.6- 
15, summarizing results of reevaluation of control room leakage. FSAR changes will be 
incorporated into future amend. W/two oversize drawings. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 85/11/15. YOUNGBLOOD, B.J. Li- 
censing Branch 1. 11pp. 33546:033-33546:043. 

8511260335 Forwards addl info resolving outstanding Meteorology & Effluent Treatment 
Branch 'ssuos.inc.'uriirg VUREG-0737, Item ILF. 1 re accident monitoring instrumenta- 
tion & rc'j :o IEtcco-cv Plan Implementing Instruction OV*5 E. EPs-FLY* 

ECFI R C-iivcIa-d Electric I'luninati-g Co. 85/11/19. YOUNGBLOOD.B.J. Li- 

censing Branch 1. 9pp. 2860? 069-32'iOF 

-8511260339 Rev 4 to Emergency Plan Implementing Instruction 0M15B:EPI-B7b, 
“Manual Offsite Dose Calculations.” 

WALDRON, J. Cleveland Electric Illuminating Co. 85/10/16. 70pp. 33609:078- 
33609:147. 

8511250183 Forwards Amend 23 to FSAR for Perry Nuclear Power Plant Units 1 & 
2.Amend consists of updated App IB & revs to auxiliary sys (Chapter 9),specifically 
fire protection. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 85/11/22. DENTON.H.R. Office of 
Nuclear Reactor Regulation, Director (pre-851125). 3pp. 33597:140-33598:353, 

8511260190 Requests reconsideration of intention to delete fire protection elements 
from facility Tech Specs. If change occurs in current time frame, after proceedings but 
before licensing, hearing requirement of Sholly rule will not apply. 

HIATT, S.L. Ohio Citizens for Responsible Energy. 85/11/22. NOVAK, T.M. Assistant 
Director for Licensing. 3pp. 33616:278-33616:280. 


G. Adjudicatory correspondence 

8511010425 Forwards DB Matthews 851024 memorandum re emergency planning con- 
ditions contained in 850904 concluding partial initial decision in proceeding.Related 
correspondence. 

WOODHEAD.C.P. Hearing Branch 4. #485 989. 85/10/29. ROSENTHAL, A.S., 
WILBER, H.A., JOHNSON, W.R. Atomic Safety and Licensing Appeal Panel. 12pp. 
33290:208-33290:219. 

8511010488 Motion for leave to file brief instanter.Actual date of delivery to parties on 
851030 meets final date requirement under rules of svc. Certificate of Svc 
encl.Granted for ASLAB on 851030. 

LODGE, T.J. Sunflower Alliance. #485 985. 85/10/29. Atomic Safety and Licensing 
Appeal Panel. 3pp. 33290:160-33290:162. 

8511110040 Informs of 851219 oral argument in Bethesda.MD.Requests applicant & 
staff responsive briefs due by 851202 & 10, respectively. 

SHOEMAKER, C.J. Atomic Safety and Licensing Appeal Panel. #485 106. 85/11/06. 
WOODHEAD.C.P. Hearing Branch 4. IODGETJ. Lodge. T.J. SILBERG.J.E. Shaw, 
Pittman, Potts & Trowbridge. 2pp. 33265 350-3286-::. 35' 

8511180479 Forwards Commissioner Zech statement re receipt of improper communi- 
cation per 10CFR2.780,to be served on parties to facility proceeding.Served on 
851115. 

PARLER.W.C. Commissioners. #485 187. 85/11/14. CLEMENTS, W. Docketing & 
Services Branch. 2pp. 33495:032-33495:033. 

8511190412 Expresses regret for any erroneous representation of position re accompa- 
nying author on site tour.Presence of intervenor would have been welcome on site 
visit.Served on 851 1 1 8. 

ZECH.L.W, Commissioners. #485 210. 85/11/15. SASS.S. Affiliation Not Assigned. 
Ip. 33515:177-33515:177. 

8511210304 Order directing NRC to file & serve brief in response to briefs of interve- 
nors Ohio Citizens for Responsible Energy & Sunflower Alliance by 851206.Served on 
851120. 

SHOEMAKER, C.J. Atomic Safety and Licensing Appeal Panel. #485 255. 85/11/20. 
Office of the Executive Legal Director. Ip. 33547:288-33547:288. 

8511210364 Order requesting name of person presenting argument at 851219 hearing 
re intervenors appeal from ASLB 850903 concluding partial initial decision (LB P-85- 
35) by 851206. Served on 851120. 

SHOEMAKE p n 1 and l ir«nsina ADDeal Panel. #485 254. 85/11/20. 
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8511250150 Motion to increase page limit for responsive brief from 70 to 120 
paces -.pcl'csrts must respond to two appeals raising separate issues within same 
coc.Hion’ii Ic.virp ic'.al of 70 oages.Corti^cafe of Svc end. 

* Luz-C-,.' =. SV.aw, Pittman. = of.s S "rower Joe-. SILBERG.J.E. Cleveland Electric II- 
‘ur : rat : r>c Co. 281. 85/: 1.1? Atomic Sait:-:- and Licensing Appeal Panel. 4pp. 
■J353’ -53-y:;=oi-:jc 

8511270113 Motion to increase page limit from 70 to 120 Danes for response to OCRE 
& Sunflower Alliance briefs.Certificate of Svc oncl.Dsriec.: on £51 '25. 

SILBERG.J.E. Cleveland Electric Illuminating Co. SILBERG.J.E. Shaw, Pittman, Potts 
& Trowbridge. #485 319. 85/11/21. Atomic Safety and Licensing Appeal Panel. 5pp. 
33624:339-33624:343. 

8511260145 Responds to ASLAB 851120 order re person providing oral argument. HH 
Glasspiegel will address appeal on hydrogen control contention (Issue 8) & JE Silberg 
will address all other issues.Related correspondence. 

SILBERG.J.E. Shaw, Pittman, Potts & Trowbridge. SILBERG.J.E. Cleveland Electric Il- 
luminating Co. #485 304. 85/11/22. SHOEMAKER, C.J. Atomic Safety and Licensing 
Appeal Panel. 2pp. 33616:305-33616:306. 

8511270117 Notice of 851219 oral argument in Bethesda.MD re pending appeals of 
OCRE & Sunflower Alliance from Board 850903 concluding partial initial decision on 
emergency planning. Served on 851126. 

SHOEMAKER, C.J. Atomic Safety and Licensing Appeal Panel. #485 308. 85/11/25. 
Ip. 33624:337-33624:337. 

8511270222 Ack receipt of 851122 Itr re oral argument on pending appeals in licensing 
proceeding.Request to have Glasspiegel participate in argument unnecessary. NRC 
Rules of Practice do not preclude divided arguments. 

SHOEMAKER, C.J. Atomic Safety and Licensing Appeal Panel. #485 315. 85/11/25. 
SILBERG.J.E. Shaw, Pittman, Potts & Trowbridge. Ip. 33627:059-33627:059. 


I. Financial information 


8511150063 Forwards Amend 1 to Form U-1 recently filed w/Securities & Exchange 
Commission to provide addl info & exhib'ts r e oroocsed affixation between utils. 
SILBERG.J.E. Shaw, Pittman, Potts & Pc wnridgo. 55, ' : ' : 3. DEMON,:-..-.. Office of 
Nuclear Reactor Regulation, Director (pre-851125). 400pp. 33460:253-33462:018. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8511250227 Forwards Amend 22 to FSAR, consisting of introduction & general descrip- 
tion of plant, ESF instrumentation & control sys, electrical power, auxiliary sys, conduct 
of operations & initial test program. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 85/11/20. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director (pre-851125). 5pp. 33598:354-33600:189. 

-8511250232 Amend 22 to FSAR for Perry Nuclear Power Plant.Units 1 & 2. 

* Cleveland Electric Illuminating Co. 85/11/20. 600pp. 33598:359-33600:189. 

8511250183 Forwards Amend 23 to FSAR for Perry Nuclear Power Plant Units 1 & 
2.Amend consists of updated App IB & revs to auxiliary sys (Chapter 9), specifically 
fire protection. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 85/11/22. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director (pre-851125). 3pp. 33597:140-33598:353. 

-8511250187 Amend 23 to FSAR for Perry Nuclear Power Plant Units 1 & 2. 

* Cleveland Electric Illuminating Co. 85/11/22. 600pp. 33597:143-33598:353. 


Q. Inspection reports, IE Bulletins & correspondence 


8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE info Notice 85-084, "Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511110198 Forwards description of anonymous allegations received re activities asso- 
ciated w/Metalweld, Inc, safety-related coating contractor.Allegations must be ade- 
quately resolved prior to fuel load.Description withheld (ref 10CFR2.790). 
NORELIUS.C.E. Region 3, Office of Director. 85/11/04. EDLEMAN.M.R. Cleveland 
Electric Illuminating Co. 2pp. 33387:357-33387:358. 

8511010020 IE Info Notice 85-086, "Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511110277 Forwards Safety Insp Repts 50-440/85-73 & 50-441/85-24 on 851007-11 
& 14-18.No violation noted. 

WARNICK.R.F. Region 3, Office of Director. 85/11/05. EDELMAN.M.R. Cleveland 
Electric Illuminating Co. 2pp. 33387:288-33387:300. 


-8511110284 Insp Repts 50-440/85-73 & 50-441/85-24 on 851007-11 & 14-18. No vio- 
lation or deviation noted.Major areas inspected: actions on previous insp 
findings, 10CFR50.55(e) items & action re IE circulars, SER confirmatory items & alle- 
gations. 

SCHEIBELHUT.C. Region 3, Office of Director. 85/10/31. 11pp. 33387:290- 
33387:300. 


8511180124 Forwards two addl relief requests re Class 2 & 3 ASME preservice/inserv- 
ice insp & rev to Request 3 to provide equivalent insp of more accessible 
component, per SER Confirmatory Issue 1 5. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 85/11/13. YOUNGBLOOD, B.J. Li- 
censing Branch 1. 8pp. 33493:114-33493:121. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511200179 Forwards detailed discussion of existing & modified fire protection 
programs, revised FSAR discussion of insp & test & surveillance instructions. 
EDELMAN.M.R. Cleveland Electric Illuminating Co. 85/11/15. YOUNGBLOOD, B.J. Li- 
censing Branch 1. 13pp. 33528:001-33528:013. 

8511150098 IE Info Notice 85-087, "Hazards of Inerting Atmospheres." Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 


8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 


8511150089 Suppl 1 to IE Info Notice 85-058, "Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33 713:123- 
33713:252. 


8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 


8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 

8511250214 Forwards app tp SALP Board rept for Jan 1984 - June 1985, consisting of 
summary of 850926 meeting. Issuance of app serves as final step in SALP assess- 
ment process. 

KEPPLER.J.G. Region 3, Office of Director. 85/11/21. EDELMAN.M.R. Cleveland 
Electric Illuminating Co. 2pp. 33596:096-33596:103. 

-8511250221 Suppls comments expressed during 850926 meeting re NRC SALP rept 
of Jan 1984 - June 1 985.Activities to ensure implementation of test & QA program 
requirements listed. Addl action to enhance plant readiness also being taken. 
EDELMAN.M.R. Cleveland Electric Illuminating Co. 85/10/25. KEPPLER.J.G. Region 
3, Office of Director. 3pp. 33596:101-33596:103. 


S. Reportable occurrences, LERs & related correspondence 


8511070206 Final Deficiency Rept [RDC 121(84)] re potential of Borg- Warner gate 
valves to fail in various orientations. Valve guides will not be replaced, as discussed in 
850819 Itr.Gate sliding surface corners will be contoured. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 85/10/09. KEPPLER.J.G. Region 
3, Office of Director. 2pp. 33374:296-33374:297. 

8511120255 Final Deficiency Rept [RDC 141(85)] re failure of vacuum relief isolation 
valves to open following post-blowdown period after LOCA when drywell pressure fell 
below containment pressureJnitially reported on 850625. 

EDELMAN.M.R. Cleveland Electric Illuminating Co, 85/10/28. KEPPLER.J.G. Region 
3, Office of Director. 2pp, 33422:040-33422:041 . 

8511120197 Final Deficiency Rept [RDC 130(85)] re fire protection safe shutdown 
analysis.lnitially reported on 850222.Engineering change notices initiated to provide 
addl separation of circuits identified in reanalysis. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 85/10/30. KEPPLER.J.G. Region 
3, Office of Director. 3pp. 33428:055-33428:056. 

8511120103 Part 21 rept re potential defect in DSR or DSRV standby diesef generator 
intake & exhaust valve springs mfg by Betts Spring Co. Users recommended to inspect 
engines for broken springs & identify original mfg. 

GUNTRUM.B.C. Transamerica Delaval, Inc. 85/11/06. Director’s Office, Office of In- 
spection and Enforcement 5pp. 33413:293-33413:297. 

3511220331 Board Notification 85-090:forwards TDI 851106 Part 21 rept re potential 
problem w/emergency diesel generator engine intake & exhaust valve springs fur- 
nished by Betts Springs Co.lssue resolved. 

THOMPSON, H.L. Division of Licensing' (800428-851124). 85/11/21. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. 5pp. 33614:113-33614:122. 

8511220333 Board Notification 85-091 .'submits info re Grand Gulf TDI emergency diesel 
generator overspeed condition on 851106. Probably caused by malfunction of Wood- 
ward governor mechanism.Damage being assessed & evaluated. 

THOMPSON, H.L Division of Licensing (800428-851124). 85/11/21. PALLADINO 
Commissioners. 2pp. 33614:126-33614:127. 
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V. Operator Examinations 

8511040111 Discusses util operator training & requalification program submitted in 
FSAR Chapter 13 & listed Itrs.per requirements of App A to 10CFR55 & Item I.G.1 of 
NUREG-G737.0perators will participate in low power operation & testing. 

ED:'. 'kiA.M.ta.n. Cleveland Electric Illuminating Co. 85/10/29. YOUNGBLOOD, B.J. Li- 
consr.g Branch ?pp. 33293:158-33293:159. 

8511110310 Informs that 850422 submission of enhanced licensed operator requalifica- 
t : on proaram acceptable. per SRP (N'JRFG-OBOO), 10CFR55,App A.TMI Action Plan 
I; or & r::-i Den-on 800328 Itr. Findings will be documented in SSER 8. 
YOUNGBLOOD B.J Licensing Branch 1 "86/11/06. EDELMAN.M.R. Cleveland Elec- 
tric 1 lunr-insanc Co. 2pp. 334 04:023-3340^. 02'*. 


DOCKET 50-443 SEABROOK NUCLEAR STATION, UNIT 1 


A. Application/construction stage documents & correspondence 

8507170602 Board Notification 85-064:forwards NUREG/CR-4077 & Westinghouse 
Owners Group 850103 Itr re Westinghouse reactor coolant pump seals, updating info 
provided in Board Notifications BN-83-139 & BN-84-Q76.Related correspondence. 
TrOfcPSON.H.L Division of Licensing (800428-851124). #485 647. 85/06/24. PAL- 
LAD.NO Ccmm-ssioRors. 82pp. 31630:192-31630:293. 

8511070407 FOIA request for all documents provided by owner of facility in connection 
w/recent Caseload Forecast Panel visit, records produced by panel & NRC & plant 
correspondence. 

SHOLLY.S.C. Technical Associates. 85/09/27. FELTON.J.M. Division of Rules and 
Records. Ip. 33382:226-33382:226. 

8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1984.App A documents available in PDR.Apps 
B & C documents partially & completely withheld, respectively,(ref Exemption 5). 
FELTON.J.M. Division of Rules and Records. 85/10/17. GILINSKY.V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

--851 1180309 Responds to 840430 memo re Caseload Forecast Panel.Table tentative 
staff assessments on requested plants listed. Proposed action plan end. 

DIRCKS.W.J. Office of the Executive Director for Operations. 84/05/30. GILINSKY 
Commissioners, Ip. 33536:133-33536:133. 

8511060070 Summary of 850924-26 site visit & drawing audit to assure installation of 
safety-related electrical & mechanical equipment implemented in accordance w/ 
design described & criteria specified in FSAR. 

NERSES, V. Licensing Branch 3. 85/10/28. Licensing Branch 3. 6pp. 33372:342- 
33372:347. 

8511060116 Notification of 851106 meeting w/util in Bethesda.MD to discuss Power 
Sys Branch review of associated circuits. 

NERSES, V. Licensing Branch 3. 85/10/28. KNIGHTON.G.W. Licensing Branch 3. 4pp. 
33372:301-33372:304. 

8511070408 Responds to FOIA request for documents re recent visit of Caseload Fore- 
cast Panel to facility. App A documents end. App B documents available in 
PDR.Action on request complete. 

FELTON.J.M. Division of Rules and Records. 85/10/29. SHOLLY.S. Technical Associ- 
ates. 3pp. 33382:227-33382:240. 

-8511070409 Undated notes taken by V Nerses, first & second drafts of meeting sum- 
mary & handouts of Caseload Forecast Panel visit to facility. 

* NRC - No Detailed Affiliation Given. 85/11/04. 11pp. 33382:230-33382:240. 

8511120291 Summary of 850807 meeting w/util in Bethesda.MD re status of seismic 
qualification & pump & valve operability programs. Site audit scheduled for Nov 
1985.Util will provide followup on IE Bulletin 79-1 5. List of attendees & NRC comments 
end. 

NERSES, V. Licensing Branch 3. 85/10/30. Licensing Branch 3. 11pp. 33442:043- 
33442:053. 

8511070349 Summary of 850506 meeting w/util, Ebasco & Impell in Bethesda.MD re en- 
viron qualification program.List of attendees & handouts end. 

NERSES, V. Licensing Branch 3. 85/10/31. Licensing Branch 3. 73pp. 33379:018- 
33379:090. 

8511110039 Forwards Rev 2 to “Seabrook Station Response to NRC Generic Request 
for Addl Info re NUREG-0612, 'Control of Heavy Loads,’” per NRC 850404 Request 
for Addl Info 410.56. 

DEVINCENTIS.J. Public Service Co. of New Hampshire. 85/10/31. KNIGHTON.G.W. 
Licensing Branch 3. 2pp. 33413:001-33413:209. 

-8511110046 Rev 2 to “Seabrook Station Response to NRC Generic Request for Addl 
Info re NUREG-0612, 'Control of Heavy Loads.”’ 

* United Engineers & Constructors, Inc. (subs, of Raytheon Co.). 85/10/31. 207pp. 
33413:003-33413:209. 

8511070164 Notification of 851112-15 meetings w/util in Bethesda.MD to discuss 
review of proposed Tech Specs. 

NERSES, V. Licensing Branch 3. 85/11/01. KNIGHTON.G.W. Licensing Branch 3. 4pp. 
33381:036-33381:039. 

8511200195 Forwards first draft Tech Specs, notations re Tech Spec requirements in 
SER (NUREG-0896) & SSERs 1-3 & LLL Tech Spec review notes, for review Joint 
meeting will be held in Dec 1985 to resolve differences. W/o ends. 

KNIGHTON.G.W. Licensing Branch 3. 85/11/01. HARRISON, R.J. Public Service Co. 
of New Hampshire, 4pp. 33561:355-33561:358. 

8511130009 Notification of 851114 meeting w/util in Bethesda.MD to discuss probabilis- 
tic safety assessment. Members of public wishing to attend meeting must contact 
author by 851113. 

NERSES, V. Licensing Branch 3. 85/11/04. KNIGHTON.G.W. Licensing Branch 3. 5pp. 
33455:324-33455:328. 

8511110156 Responds to 821001 & 830124 requests for addl info re containment purge 
& vent valve operability.Containment preentry & refueling purge isolation valves nor- 
mally closed during operation & open for refueling. 

DEVINCENTIS.J. Public Service Co. of New Hampshire. 85/11/06. KNIGHTON.G.W. 
Licensing Branch 3. 10pp. 33395:337-33395:346. 


8511190132 Informs that implementation schedule will be forwarded when NRC issues 
generic ATWS mitigating sys actuating circuitry design package SER. Compliance w/ 
10CFR50.62 requirements requires NRC approval of Westinghouse Owners Group 
design. 

DEVINCENTIS.J. Public Service Co. of New Hampshire. 85/11/15. KNIGHTON.G.W. 
Licensing Branch 3. 2pp. 33516:120-33516:121. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 


8511050180 Forwards Rev 2 to “Environ Qualification of Electrical Equipment Important 
to Safety,” in response to SER Outstanding Issue 6. 

DEVINCENTIS.J. Public Service Co. of New Hampshire: 85/10/31. KNIGHTON.G.W. 
Licensing Branch 3. 2pp. 33322:335-33324:096. 

-8511050183 Rev 2 to “Environ Qualification of Electrical Equipment Important to 
Safety.” 

* Impell Corp. 85/10/31. 480pp. 33322:337-33324:096. 

8511200195 Forwards first draft Tech Specs, notations re Tech Spec requirements in 
SER (NUREG-0896) & SSERs 1-3 & LLL Tech Spec review notes, for review. Joint 
meeting will be held in Dec 1985 to resolve differences.W/o ends. 

KNIGHTON.G.W. Licensing Branch 3. 85/11/01. HARRISON, R.J. Public Service Co. 
of New Hampshire. 4pp. 33561:355-33561:358. 

8511210141 Notification of 851120 meeting w/util in Bethesda.MD to review SER out- 
standing & confirmatory items re instrumentation & controls.Agenda end. 

NERSES, V. Licensing Branch 3. 85/11/07. KNIGHTON.G.W. Licensing Branch 3. 6pp. 
33558:323-33558:328. 

8511150121 Requests concurrence w/plan to resolve SER Outstanding Issue 17 & Li- 
cense Condition 18 re plant performance during steam generator tube rupture.Plant- 
specific evaluation will be submitted following refueling. 

DEVINCENTIS.J. Public Service Co. of New Hampshire. 85/11/13. KNIGHTON.G.W. 
Licensing Branch 3. 4pp. 33465:321-33465:324. 


F. Security, medical, emergency & fire protection plans 

8511010130 Requests confirmation that offsite emergency plans include list of local or 
regional medical facilities capable of providing treatment for radiation exposure prior to 
issuance of OL. 

KNIGHTON.G.W. Licensing Branch 3. 85/10/25. HARRISON, R.J. Public Service Co. 
of New Hampshire. 6pp. 33304:107-33304:112. 

8511220218 Revised emergency plan implementing procedures, including index, Rev 2 to 
ER-1.1 re classification of emergencies, Rev 2 to ER-1.2 re unusual event, Rev 2 to 
ER-1.3 re alert & Rev 2 to ER-1.4 re site area emergency. 

* Public Service Co. of New Hampshire. 85/11/12. 212pp. 33569:080-33569:318. 

8511210367 Forwards Safety Insp Repts 50-443/85-25 & 50-444/85-02 on 850828- 
1018 & notice of deviation. 

COLLINS, S.J. Region 1, Office of Director. 85/11/15. HARRISON, R.J. Public Service 
Co. of New Hampshire. 2pp. 33552:188-33552:212. 

-8511210373 Notice of deviation from insp on 850828-1018. 

* Region 1, Office of Director. 85/11/15. Ip. 33552:190-33552:190. 

-8511210385 Insp Repts 50-443/85-25 & 50-444/85-02 on 850828-1018. Deviation 
noted:QA program requirements for tubing installation not commensurate w/Reg 
Guide 1 .97 requirements. 

BEALL, J.E., GALLO.R.M. Region 1, Office of Director. 85/11/12. 22pp. 33552:191- 
33552:212. 


G. Adjudicatory correspondence 

8511070400 Order reopening record for supplementation & directing submissions by ap- 
plicants & staff, per ASLB 851004 order. Served on 851 105. 

LUEBKE.E.A., HARBOUR, J., WOLFE.S.J. Atomic Safety and Licensing Board Panel. 
#485 088. 85/11/04. Office of the Executive Legal Director. 3pp. 33368:099- 
33368:101. 

8511190278 New England Coalition on Nuclear Pollution request for clarification & ob- 
jection to ASLB 851104 order reopening licensing record to take addl evidence on 
three contentions. Certificate of Svc end. 

CURRAN, D. Harmon, Weiss & Jordan. #485 202. 85/11/14. Atomic Safety and Li- 
censing Board Panel. 5pp. 33513:355-33513:359. 


Q. Inspection reports, IE Bulletins & correspondence 

8511060199 Requests addl info re location.site designation & number of welds rein- 
spected as result of allegation of unauthorized weld repairs.Response requested 

within 30 days of Itr date. 

STAROSTECKI.R. Region 1, Office of Director. 85/10/25. HARRISON, R.J. Public 
Service Co. of New Hampshire. 2pp. 33355:114-33355:115. 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks." Svc list 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 
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8511040382 Forwards Safety Insp Rept 50-443/85-26 on 850923-27.No violation noted. 
EBNETER.S.D. Region 1, Office of Director. 85/10/30. HARRISON.R.J. Public Service 
Co. of New Hampshire. 2pp. 33297:243-33297:257. 

--851 1040387 Insp Rept 50-443/85-26 on 850923-27. No violation noted.Major areas 
inspected:preoperational test witnessing, preoperational test procedure review & verifi- 
: 5 ,:’o & acceptance test results evaluation review. 

.'■R.SCS _ , '.ViVr,... , ESELGROTH.P. Region 1, Office of Director. 85/10/25. 13pp. 
33297:245-33297:257. 

8511120291 Summary of 850807 meeting w/util in Bethesda.MD re status of seismic 
qualification & pump & valve operability programs. Site audit scheduled for Nov 
1985. Util will provide followup on IE Bulletin 79-15.List of attendees & NRC comments 
end, 

NERSES, V. Licensing Branch 3. 85/10/30. Licensing Branch 3. 11pp. 33442:043- 
33442:053. 

8510290039 IE Info Notice 85-085, "Sys interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consoi.catec Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511010020 IE Info Notice 85-086, "Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, inc. 139pp. 33385:198- 
33385:335. 

8511210334 Responds to NRC 851003 Itr re violations noted in Insp Rept 50-443/85- 
15. Corrective actions:Spec 46-1 rcvTod by E-gho— : -c Change Authorization 05/ 
107273A to require seismic anchor c sc ?. :o.~ Yr des :r: 

DEVINCENTIS.J. Public Service Cc d -■anpsh'C- 85/11/14. EBNETER.S.D. 
Region 1, Office of Director. 9pp. 33547:279-33547:286. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper S-rf: 1 - Sotfmgs ” Svc list end. 

TAYLOR, J.M. Director’s Office, 0 :,, cc c Ins;:*:": o’ and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511210367 Forwards Safety insp Repts 50-443/85-25 & 50-444/85-02 on 850828- 
1018 & notice of deviation. 

COLLINS, S.J. Region 1, Office of Director. 85/11/15. HARRISON, RJ. Public Service 
Co. of New Hampshire. 2pp. 33552:188-33552:212. 


8511070133 Interim Deficiency Rept CDR 85-00-14 re discovery that Valcorjnc Contain- 
ment Isolation Valves NG-FV 4609 & 4610 unseated & leaked. Initially reported on 
850911. Valve internals will be replaced. 

DEVINCENTIS.J. Public Service Co. of New Hampshire. 85/10/11. STAROSTECKIR 
Region 1 , Office of Director. 3pp. 33374:324-33374:326. 

851 10602S2 Summary of Operating Reactors Events Meeting 85-19 on 851007 w/ofc 
directors.div directors & representatives on events which occurred since last meetino 
on 851007. a 

CRUTCHFIELD, D. Assistant Director for Safety Assessment. 85^C'.?i 
THOMPSON, H.L. Division of Licensing (800428-851124). 24pp. 33371 :0l>33:T ! ::::b 

8511070168 Final Deficiency Rept CDR 85-00-15 re svc water spill in primary auxiliary 
bldg.lnitially reported on 85091 8.Exterior surfaces of piping sys rinsed & swipe tested 
to remove residual seawater. 

DEVINCENTIS.J. Public Service Co. of New Hampshire. 85/10/23. STAROSTECKi.R 
Region 1 , Office of Director. 4pp. 33374:331 -33374:333. 


V. Operator EKaminatlons 


8511050281 Forwards request for addl info based on review of licensed operator requa- 
lification program.Request prepared after review of Amend 55 to FSAR.Date for sub- 
mittal of addl info requested. 

KNIGHTON, G.W. Licensing Branch 3. 85/10/28. HARRISON.R.J. Public Service Co 
of New Hampshire. 5pp. 33339:345-33339:349. 


DOCKET 50-444 SEABROOK NUCLEAR STATION, UNIT 2 


A. Application/construction stage documents & correspondence 

8507170602 Board Notification 85-064:forwards NUREG/CR-4077 & Westinghouse 
Owners Group 850103 Itr re Westinghouse reactor coolant pump seals, updating info 
provided in Board Notifications BN-83-1 39 & BN-84-076.Related correspondence. 
THOMPSON, H.L. Division of Licensing (800428-851124). #485 647. 85/06/24. PAL- 
LADINO Commissioners. 82pp. 31630:192-31630:293. 

8511060070 Summary of 850924-26 site visit & drawing audit to assure installation of 
safety-related electrical & mechanical equipment implemented in accordance w/ 
design described & criteria specified in FSAR. 

N ERSES, V. Licensing Branch 3. 85/10/28. Licensing Branch 3. 6pp. 33 372:342- 
33372:347. 


--85 1 1210373 Notice of deviation from insp on 850828-1018. 

* Region 1, Office of Director. 85/11/15. Ip. 33552:190-33552:190. 

--851 1210385 Insp Repts 50-443/85-25 & 50-444/85-02 on 850828-1018. Deviation 
noted:QA program requirements for tubing installation not commensurate w/Reg 
Guide 1.97 requirements. 

BEALL.J.E., GALLO, R.M. Region 1, Office of Director. 85/11/12. 22pp. 33552:191- 
33552:212. 

8511150098 IE Info Notice 85-087, "Hazards of 'norti-.:: Atmospheres.” Svc list end. 
JORDAN, E.L. Division of Eme'-gencv -'cpa'-idnoss & Engineering Response (Post 
830103). 85/11/18. Coptic ic«r.:o Eois-on Co. of New York, Inc. 70pp. 33631-001- 
33631:017. 

8511150107 IE Info Notice 85-088, "Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, "Use of Sealing Compounds in Operating Sys." Svc 
fist end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713-001- 
33713:122. 


R. Periodic operating reports & related correspondence 


8511130339 Forwards const status rept for period ending 850930. 

JOHNSON, W.P. Public Service Co. of New Hampshire. 85/11/01. HARTFIELD.R.A. 
Information Systems Branch. 6pp. 33437:329-33437:334. 


S. Reportable occurrences, LERs & related correspondence 

8511070138 Final Deficiency Rept CDR 85-00-01 re failure of Gould Model HE3M040 
molded case circuit breakers to pass instantaneous overcurrent trip test. Breakers suc- 
cessfully tested using mfg revised time-current curve & correct tripping range. 
DEVINCENTIS.J. Public Service Co. of New Hampshire. 85/10/09. STAROSTECKI.R. 
Region 1 , Office of Director. 3pp. 33374:320-33374:322. 

8511070182 Interim Deficiency Rept CDR 84-00-17 re insufficient fillet weld size in 
coped area of structural members. Initially reported on 841026-Review of connections 
complete & rework initiated.Final rept will be submitted on completion. 
DEVINCENTIS.J. Public Service Co. of New Hampshire, 85/10/09. STAROSTECKI.R. 
Region 1, Office of Director. 4pp. 33374:315-33374:317. 


8511060116 Notification of 851106 meeting w/util in Bethesda.MD to discuss Power 
Sys Branch review of associated circuits. 

NERSES, V. Licensing Branch 3. 85/10/28. KNIGHTON, G.W. Licensing BranchS. 4pp. 
33372:301-33372:304. 

8511120291 Summary of 850807 meeting w/util in Bethesda.MD re status of seismic 
qualification & pump & valve operability programs. Site audit scheduled for Nov 
1985.Uti! will provide followup on IE Bulletin 79-15.List of attendees & NRC comments 
end. 

NERSES.V. Licensing Branch 3. 85/10/30. Licensing Branch 3. 11pp. 33442:043- 
33442:053. 

8511070349 Summary of 850506 meeting w/util, Ebasco & Impell in Bethesda.MD re en- 
viron qualification program.List of attendees & handouts end. 

NERSES.V. Licensing Branch 3. 85/10/31. Licensing Branch 3. 73pp. 33379:018- 
33379:090. 


8511110039 Forwards Rev 2 to “Seabrook Station Response to NRC Generic Request 
for Addl Info re NUREG-0612, ’Control of Heavy Loads,’” per NRC 850404 Request 
for Addl Info 410.56. 

DEVINCENTIS.J. Public Service Co. of New Hampshire. 85/10/31. KNIGHTON, G.W. 
Licensing Branch 3. 2pp. 33413:001-33413:209. 

-8511110046 Rev 2 to “Seabrook Station Response to NRC Generic Request for Addl 
Info re NUREG-0612, ’Control of Heavy Loads.”’ 

* United Engineers & Constructors, Inc. (subs, of Raytheon Co.). 85/10/31. 207pp. 
33413:003-33413:209. 

8511070164 Notification of 851112-15 meetings w/util in Bethesda.MD to discuss 
review of proposed Tech Specs. 

NERSES.V. Licensing Branch 3. 85/11/01. KNIGHTON, G.W. Licensing Branch 3. 4pp. 
33381:036-33381:039. 

8511130009 Notification of 851114 meeting w/util in Bethesda,MD to discuss probabilis- 
tic safety assessmentMembers of public wishing to attend meeting must contact 
author by 851113. 

NERSES.V. Licensing Branch 3. 85/11/04. KNIGHTON, G.W. Licensinq Branch 3. 5pp. 
33455:324-33455:328. y ^ 


8511110156 Responds to 821001 & 830124 requests for addl info re containment purge 
& vent valve operability.Containment preentry & refueling purge isolation valves nor- 
mally closed during operation & open for refueling. 

DEVINCENTIS.J. Public Service Co. of New Hampshire. 85/11/06. KNIGHTON GW 
Licensing Branch 3. 10pp. 33395:337-33395:346. 

8511190132 Informs that implementation schedule will be forwarded when NRC issues 
mi !‘ 9 ating sys actuating circuitry design package SER.Compliance w/ 
10CFR50.62 requirements requires NRC approval of Westinghouse Owners Group 
ddsi^jn* 

pEVlNCENTIS.J. Public Service Co. of New Hampshire. 85/11/15. KNIGHTON.G.W. 
Licensing Branch 3. 2pp. 33516:120-33516:121. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 


SSnoSOISO Forwards Rev 2 to “Environ Qualification of Electrical Equipment Important 
to Safety,” in response to SER Outstanding Issue 6. 

DEVI NCENTIS, J. Public Service Co. of New Hampshire. 85/10/31. KNIGHTON.G.W. 
Licensing Branch 3. 2pp. 33322:335-33324:096. 
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—8511050183 Rev 2 to “Environ Qualification of Electrical Equipment Important to 
Safety.” 

* Impell Corp. 85/10/31. 480pp. 33322:337-33324:096. 

8511210141 Notification of 851120 meeting w/util in Bethesda.MD to review SER out- 
standing & confirmatory items re instrumentation & controls.Agenda end. 

NERSES, V. Licensing Branch 3. 85/11/07. KNIGHTON, G.W. Licensing Branch 3. 6pp. 
33558:323-33558:328. 

8511150121 Requests concurrence w/plan to resolve SER Outstanding Issue 17 & Li- 
cense Condition 18 re plant performance during steam generator tube rupture. Plant- 
specific evaluation will be submitted following refueling. 

DEVINCENTIS.J. Public Service Co. of New Hampshire. 85/11/13. KNIGHTON, G.W. 
Licensing Branch 3. 4pp. 33465:321-33465:324. 


F. Security, medical, emergency & fire protection plans 

8511010130 Requests confirmation that offsite emergency plans include list of local or 
regional medical facilities capable of providing treatment for radiation exposure prior to 
issuance of OL. 

KNIGHTON, G.W. Licensing Branch 3. 85/10/25. HARRISON, R.J. Public Service Co. 
of New Hampshire. 6pp. 33304:107-33304:112. 

8511220218 Revised emergency plan implementing procedures, including index, Rev 2 to 
ER-1.1 re classification of emergencies, Rev 2 to ER-1.2 re unusual event, Rev 2 to 
ER-1.3 re alert & Rev 2 to ER-1.4 re site area emergency. 

* Public Service Co. of New Hampshire. 85/11/12. 212pp. 33569:080-33569:318. 

8511210367 Forwards Safety Insp Repts 50-443/85-25 & 50-444/85-02 on 850828- 
1018 & notice of deviation. 

COLLINS, S.J. Region 1, Office of Director. 85/11/15. HARRISON, R.J. Public Service 
Co. of New Hampshire. 2pp. 33552:188-33552:212. 

-8511210385 Insp Repts 50-443/85-25 & 50-444/85-02 on 850828-1018. Deviation 
noted:QA program requirements for tubing installation not commensurate w/Reg 
Guide 1.97 requirements. 

BEALL, J.E. Region 1, Office of Director. 85/11/12. 22pp. 33552:191-33552:212. 


G. Adjudicatory correspondence 

8511070400 Order reopening record for supplementation & directing submissions by ap- 
plicants & staff, per ASLB 851004 order. Served on 851105. 

LUEBKE.E.A., HARBOUR, J., WOLFE, S.J. Atomic Safety and Licensing Board Panel. 
#485 088. 85/11/04. Office of the Executive Legal Director. 3pp. 33368:099- 
33368:101. 

8511190278 New England Coalition on Nuclear Pollution request for clarification & ob- 
jection to ASLB 851104 order reopening licensing record to take addl evidence on 
three contentions. Certificate of Svc end. 

CURRAN.D. Harmon, Weiss & Jordan. #485 202. 85/11/14. Atomic Safety and Li- 
censing Board Panel. 5pp. 33513:355-33513:359. 


Q. Inspection reports, IE Bulletins & correspondence 

8511060199 Requests addl info re location, site designation & number of welds rein- 
spected as result of allegation of unauthorized weld repairs.Response requested 
within 30 da>/s of !:r date. 

STAROSTECKI.R. Region I, Office of Director. 85/10/25. HARRISON, R.J. Public 
Service Co. of New Hampshire. 2pp. 33355:114-33355:115. 

8510250539 IE Bulletin 85-001 , “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, "Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8511120291 Summary of 850807 meeting w/util in Bethesda.MD re status of seismic 
qualification & pump & valve operability programs. Site audit scheduled for Nov 
1 985.Util will provide followup on IE Bulletin 79-15.List of attendees & NRC comments 
end. 

NERSES, V. Licensing Branch 3. 85/10/30. Licensing Branch 3. 11pp. 33442:043- 
33442:053. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR, J.M. Director's Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511210367 Forwards Safety Insp Repts 50-443/85-25 & 50-444/85-02 on 850828- 
1018 & notice of deviation. 

COLLINS, S.J. Region 1, Office of Director. 85/11/15. HARRISON, R.J. Public Service 
Co. of New Hampshire. 2pp. 33552:188-33552:212. 


-8511210385 Insp Repts 50-443/85-25 & 50-444/85-02 on 850828-1018. Deviation 
noted:QA program requirements for tubing installation not commensurate w/Reg 
Guide 1.97 requirements. 

BEALL.J.E., GALLO, R.M. Region 1, Office of Director. 85/11/12. 22pp. 33552:191- 
33552:212. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting .Atmospheres " Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Enc nee no r v;s::c:ise (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, r:: 70;_p. := ji-Til :001 - 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, "Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Ccofhg.” Svc list oncl. 

JORDAN.E.L. Division of L-mery ;: nev” Prc-r: :irea '■ess & Engineering Response (Post 
830103). 85/11/19. Conso.ida:od Udisor Co. o' \ew York, Inc, 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Erdnec-mq Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New Ya\ Inc '35:::> 33713:001- 
33713:122. 


R. Periodic operating reports & related correspondence 


8511130339 Forwards const status rept for period ending 850930. 

JOHNSON, W.P. Public Service Co. of New Hampshire. 85/11/01. HARTFIELD.R.A. 
Information Systems Branch. 6pp. 33437:329-33437:334. 


S. Reportable occurrences, LERs & related correspondence 


8511070168 Final Deficiency Rept CDR 85-00-15 re svc water spill in primary auxiliary 
bldg. Initially reported on 85091 8.Exterior surfaces of piping sys rinsed & swipe tested 
to remove residual seawater. 

DEVINCENTIS.J. Public Service Co. of New Hampshire. 85/10/23. STAROSTECKI.R. 
Region 1, Office of Director. 4pp. 33374:331-33374:333. 

8511070138 Final Deficiency Rept CDR 85-00-01 re failure of Gould Model HE3M04Q 
molded case circuit breakers to pass instantaneous overcurrent trip test.Breakers suc- 
cessfully tested using mfg revised time-current curve & correct tannine r anqn 
DEVINCENTIS.J. Public Service Co. of New Hampshire. 85/10/09 S'fV'Cz " LCKI.i ! 
Region 1, Office of Director. 3pp. 33374:320-33374:322. 

8511070182 Interim Deficiency Rept CDR 84-00-17 re insufficient fillet weld size in 
coped area of structural members.lnitially reported on 841026. Review of connections 
complete & rework initiated.Final rept will be submitted on completion. 

DEVINCENTIS.J. Public Service Co. of New Hampshire. 85/10/09. STAROSTECKI.R. 
Region 1, Office of Director. 4pp. 33374:315-33374:317. 

8511070133 Interim Deficiency Rept CDR 85-00-14 re discovery that Valcor.lnc Contain- 
ment Isolation Valves NG-FV 4609 & 4610 unseated & leaked. Initially reported on 
850911. Valve internals will be replaced. 

DEVINCENTIS.J. Public Service Co. of New Hampshire. 85/10/11. STAROSTECKI.R. 
Region 1, Office of Director. 3pp. 33374:324-33374:326, 

8511060282 Summary of Operating Reactors Events Meeting 85-19 on 851007 w/ofc 
directors, div directors & representatives on events which occurred since last meeting 
on 851007. 

CRUTCHFIELD, D. Assistant Director for Safety Assessment. 85/10/21. 
THOMPSON, H.L. Division of Licensing (800428-851124). 24pp. 33371:015-33371:038, 


V. Operator Examinations 


8511050281 Forwards request for addl info based on review of licensed operator requa- 
lification program.Request prepared after review of Amend 55 to FSAR.Date for sub- 
mittal of addl info requested. 

KNIGHTON, G.W. Licensing Branch 3. 85/10/28. HARRISON.R.J. Public Service Co. 
of New Hampshire. 5pp. 33339:345-33339:349. 


DOCKET 50-445 COMANCHE PEAK STEAM ELECTRIC STATION, UNIT 1 


A. Application/construction stage documents & correspondence 


8511150087 Responds to 841231 request for info re Level B & C allowables.Pipe sup- 
port design organizations directly or indirectly compare Level B stresses to Level C 
allowables. 

SPENCE, M.D. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 85/ 
01/31. HUNTER, D.R. Region 4, Office of Director. 5pp. 33463:031-33463:035. 

8507170602 Board Notification 85-064:forward$ NUREG/CR-4077 & Westinghouse 
Owners Group 850103 Itr re Westinghouse reactor coolant pump seals, updating info 
provided in Board Notifications BN-83-139 & BN-84-076.Related correspondence, 
THOMPSON, H.L Division of Licensing (800428-851124). #485 647. 85/06/24. PAL- 
LADINO Commissioners. 82pp. 31630:192-31630:293. 
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8511040143 Further response to FOIA request for documents re Comanche Peak Task 
Force established in Mar 1 984.Forwards App A documents.Documents also available 
in PDR.App A documents not end undergoing further review. 

FELTON, J.M. Division of Rules and Records. 85/10/16. GARDE, B.P. Government Ac- 
countability Project. 8pp. 33470:001-33491:281. 

-8511040180 Revs 0-3 to Const Procedure 35-1195-CCP-30, “Coating Containment 
Liners," incorporating Interim Change Notice 1. 

SUTTON, D.G. Brown & Root, Inc. (subs, of Halliburton Co.). 77/08/25. 374pp. 
33470:011-33471:024. 

-8511040436 Rev 6 to Instruction QI-QP-11.4-17, "Surveillance of Storage & Handling 
of Protective Coatings." 

WILLIAMS, H.O. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
83/06/17. 3pp. 33471 :069-33471 :071 . 

--85 11 040441 Rev 3 to Instruction QI-QP-1 1.4-22, “QC Surveillance of Protective Coat- 
ings Unique Identification Number Transfer.” 

BIZE.M.P., BIELFELDT.L.M. Texas Utilities Electric Co. (formerly Texas Utilities Gener- 
ating Co.). 84/08/07. 2pp. 33471 :072-33471 :073. 

-8511040452 Rev 0 to Instruction QI-QP-1 1 .4-29, “Use of Elcometer Adhesion Tester 
for Isolating Areas of Questic~ab*o Ccatinc Adhesion." 

DUNHAM, F. Texas L:iV es Elocir.c Go. (formerly Texas Utilities Generating Co.). 84/ 
03/12. 4pp. 33471:128-33471:277. 

-8511040474 Revs 0,1 & 3 to Alternate Const Procedure CCP-30A, “Coating Steel Sub- 
strates Inside Reactor Bldg & Radiation Areas.” 

MACPHAIL,G.D. Brown & Root, Inc. (subs, of Halliburton Co.). 83/12/06. 62pp. 
33472:246-33472:339. 

-8511040482 Rev 2 to Spec 2323-AS-31, “Protective Coatings." 

* Gibbs & Hill, Inc. (subs, of Dravo Corp.). 84/03/15. 164pp. 33473:152-33473:315. 

-8511040486 Rev 1 to Spec 2323-AS-31, “Protective Coatings." 

* Gibbs & Hill, Inc. (subs, of Dravo Corp.). 78/03/13. 276pp. 33473:316-33474:231. 

--851 1040488 Rev 11 to Const Procedure CCP-30, Attachment 2, “Rev 2 to Special 
Coating Procedure M-9, 'Application of Carboline 191 Primer as Brush Spray or Spray 
Primer,"’ incorporating Document Change Notice 1. 

* Brown & Root, Inc. (subs, of Halliburton Co.). 83/11/09. 7pp. 33474:232-33474:238. 

-8511040489 Rev 4 to Procedure CP-QP-2.3, “Documentation Within QA/QC Person- 
nel Qualification File." 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 83/01/20. 8pp. 
33474:239-33474:246. 

-8511040490 Rev 2 to Instruction QI-QP-2.1-16, “Qualification of Design Change Verifi- 
cation Personnel." 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 83/07/28. 6pp. 
33474:247-33474:252. 

—8511040494 Const Procedure CCP-30, Attachment 2, “Rev 1 to Special Coating Proce- 
dure M-7, ’Application of Keeler & Long Epoxy Primer 6548 & Epoxy Enamel Topcoat 

7475.. .,"’ incorporating Document Change Notice 1. 

* Brown & Root, Inc. (subs, of Halliburton Co.). 84/04/24. 11pp. 33474:266- 
33474:276. 

-8511050299 Advises of error in 840417 Itr.Total size estimates for concrete should be 

285.000. Related info end. 

BIELFELDT.L.M. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
84/04/23. ABRAMSON, L.R., LURIE, D. NRC - No Detailed Affiliation Given. 14pp. 
33474:309-33474:321. 

-8511050324 Forwards repts re irradiation, decontamination & DBA testing, per request 
of V Korobov of Carboline Co. 

LAING.W.R., BROOKSBANK.R.D., JONES, R.E. Oak R ! doe NaLonal Laboratory. 84/ 
09/18. IPPOLITO.T.A. Division of Licensing (800^28-8=1124;. 14pp. 33475:146- 
33475:158. 

-8511050329 Revs 0-4 to Procedure CCP-40, “Protective Coating of Concrete Sur- 
faces." Portions of Rev 6 also end. 

* Brown & Root, Inc. (subs, of Halliburton Co.). 82/05/11. 138pp. 33475:349- 
33476:125. 

-8511060081 “Compatibility of RES X W/Nutec IIS Surfacer.” 

ARNOLD, G.E. Imperial Professional Coatings. 205-1-78-G. 78/01/26. 17pp. 

33477:132-33477:148. 

-8511060088 "Effects of ’Mudcracking' on DBA Performance of Nutec IIS.” 

* Imperial Professional Coatings. * Coastal Science Associates. 249-78-G. 78/04/30. 
6pp. 33477:163-33477:168. 

-8511060090 “Nutec 11/Reactic 1201 DBA per Bechtel CP 956.” 

ARNOLD, J. Imperial Professional Coatings. 210-77. 77/12/31. 7pp. 33477:169- 
33477:175. 

-8511060109 “Compatibility of Burkes Form Release to Imperial Concrete Coatinq 
Sys.” 

ARNOLD, J. Imperial Professional Coatings. 178-77-G. 77/08/05. 6pp. 33477:183- 
33477:188. 

-8511060257 “LOCA Test of Svc Topcoated W/Phenoline 305 Finish.” 

BOLDT.A.M., TELLOR.M.D., MONTLE.J.F. Carboline Co. 01651. 78/05/09. 9pp. 
33478:143-33478:179. 

-8511060295 “LOCA Amercoat D-6/Phenoline 305 Finish & Comanche Peak LOCA 
FSAR Curve,” final rept. 

LADAGE.J.J., TELLOR.M.D., MONTLE.J.F. Carboline Co. 01684. 78/04/11. 6pp. 
33478:249-33478:306. 

-8511060385 Rev 2 to Procedure CP-QP-2.6 “Certification of CSTS Personnel." 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/05/15. 6pp. 
33479:123-33479:128. 

—8511060388 Rev 15 to Procedure CP-QP-3,0, “Comanche Peak Steam Electric Station 
Site QA/QC Organization.” 

BIELFELDT.L.M. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
84/07/30. 12pp. 33479:129-33479:140. 


-8511060393 Rev 1 to Procedure CP-QP-5.0, “QA Review of Site Generated Procure- 
ment Documents.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 81/04/20. 2 dd 

33479:141-33479:142. ~ 

-8511060397 Rev 5 to Procedure CP-QP-6.0, “Preparation of Quality Procedures & in- 
structions." 

BIELFELDT.L., VEGA, A. Texas Utilities Electric Co. (formerly Texas Utilities Generat- 
ing Co.). 84/04/27. 14pp. 33479:143-33479:156. 

—8511060406 Revs 2,6 & 9 to Procedure CP-QP-7.1, "Issuance & Control of Quality 
Procedures & Instructions.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/08/24. 27pp 
33479:157-33479:187. 

-8511060413 Rev 1 to Procedure CP-QP-8.1, “Supplier Evaluation." 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 80/01/28. 2pp 
33479:189-33479:190. 

-8511060414 Rev 226 to Procedure CP-QP-0.1, “Quality Procedures Manual: Table of 
Contents.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/08/24. 5pp. 
33479:015-33479:019. 

-8511060418 Rev 1 to Procedure CP-QP-2.0, “Implementation of Comanche Peak 
Steam Electric Station QA Program.” 

CHAPMAN.D.N. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.) 
79/10/09. 4pp. 33479:020-33479:023. 

—8511060419 Rev 1 to Procedure CP-QP-11.1, "Concrete.Soils & Reinforcing Steel 
Testing Activities.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 79/10/18. 3pp 
33479:194-33479:196. 

—8511060423 Rev 2 to Procedure CP-QP-2.2, “Indoctrination of Record Verification Per- 
sonnel.” 

TOLSON,R.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 81/ 
04/20. 3pp. 33479:024-33479:026. 

-8511060440 Rev 4 to Procedure CP-QP-2.4, "NDE Personnel Training, Qualification & 
Certification.” 

DODSON, D.R. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
84/02/08. 27pp. 33479:042-33479:068. 

-8511060445 Rev 2 to Procedure CP-QP-2.5, "Testing Personnel Training, Qualification 
& Certification.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 83/04/25. 2pp. 
33479:069-33479:070. 

-8511060449 Rev 2 to Procedure CP-QP-18.3, “Permanent Plant Records Sys Organi- 
zation.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 80/12/02. 3pp. 
33479:071-33479:073. 

-8511060459 Rev 2 to Procedure CP-QP-18.4, “Permanent Plant Record Receipt Con- 
trol & Storage.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 80/12/02. 6pp. 
33479:074-33479:079. 

-8511060469 Rev 0 to Procedure CP-QP-18.6, "Record Turnover to Texas Utils Electric 
Co Operation Group.” 

FLICK, TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 80/01/03. 3pp. 33479:080-33479:082. 

-8511060473 Rev 0 to Procedure CP-QP-18.07, “N-5 & N-3 Code Data Repts.” 
TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 81/ 
02/27. 2pp. 33479:083-33479:084. 

-8511060475 Rev 1 to Procedure CP-QP-18.8, "Record Verification." 

SHERMAN, G., TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Gen- 
erating Co.). 84/01/10. 6pp. 33479:085-33479:090. 

-8511060480 Rev 2 to Procedure CP-QP-19.0, “Audits.” 

WALKER, J.C., TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Gen- 
erating Co.). 82/04/01. Ip. 33479:091-33479:091. 

-8511060483 Rev 0 to Procedure CP-QP-19.3, “Surveillance of Piping Erection.” 
TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 81/ 
05/15. 3pp. 33479:092-33479:094. 

-8511060488 Rev 0 to Procedure CP-QP-19.4, “Tack Weld Surveillance.” 
TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co,). 81/ 
07/06. 3pp. 33479:095-33479:097. 

-8511060491 Rev 4 to Procedure CP-QP-19.5, “Surveillance of Plant Conditions.” 
TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/ 
02/21. 6pp. 33479:098-33479:103. 

-8511060492 Rev 7 to Procedure CP-QP-19.6, “Surveillance of Const & Startup/Turn- 
over Activities.” 

VEGA, A. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/09/ 
09. 3pp. 33479:104-33479:106. 

-8511060494 Rev 1 to Procedure CP-QP-19.7, “Monitoring Welding Activities.” 

WILLIS, G., VEGA, A. Texas Utilities Efectric Co. (formerly Texas Utilities Generating 
Co.). 84/05/15. 4pp. 33479:1 07-33479:1 1 0. 

-8511060500 Rev 2 to Procedure CP-QP-22.0, “Surveillance of Comanche Peak Steam 
Electric Station Containment 1 Structural Acceptance Test.” 

TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 83/ 
01/20. 7pp. 33479:116-33479:122. y ' 

-8511070003 Rev 4 to Procedure CP-QP-11.1 5, “Permanent Equipment Transfer Verifi- 
cation.” 

TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 83/ 
09/19. 4pp. 33479:230-33479:233. y 
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-8511070006 Rev 1 to Procedure CP-QP-11.18, “NDE Activities.” 

WARNER.M.D., TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 83/08/12. 2pp. 33479:239-33479:240. 


“8511070078 Rev 8 to Procedure CP-EP-5.0, “Procedure for Field Procurement.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/06/01. 12pp. 
33481:151-33481:162. 


-8511070010 Rev 2 to Procedure CP-QP-13.0, “Control of Measuring & Testing Equip- 
ment.” 

TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 79/ 
11/05. 3pp. 33479:246-33479:248. 


-8511070077 Rev 18 to Const Procedure DCP-3, “Comanche Peak Steam Electric Sta- 
tion Document Control Program," incorporating Document Change Notice 1. 

Brown & Root, Inc. (subs, of Halliburton Cc.). VEGA.A. Texas Utilities Electric Co. 
(formerly Texas Utilities Generating Co.). 84/11/05. 17pp. 33480:090-33480:106. 


—8511070011 Rev 4 to Procedure CP-QP-15.0, “Tagging Sys." 

TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/ 
01/11. 8pp. 33479:249-33479:256. 

—8511070013 Rev 3 to Procedure CP-QP-15.2, “Startup/Turnover QA Activities.” 
TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 81/ 
04/16. 2pp. 33479:257-33479:258. 

—8511070014 Rev 2 to Procedure CP-QP-15.3, “Quality Engineering Review of Startup 
Work Permits.” 

TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/ 
01 /06. 3pp. 33479:259-33479:261 . 

-8511070017 Rev 1 to Procedure ClMDP-IS.e, “Significant Deficiency Analysis Rept 
Status Tracking." 

LANCASTER,!!, TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 83/07/06. 5pp. 33479:267-33479:271 . 

-8511070018 Rev 2 to Procedure CP-QP-15.7, “Tracking of Audit Repts/ Corrective 
Action Repts." 

LANCASTER, B., TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 83/07/26. 4pp. 33479:272-33479:275. 

-8511070021 Rev 14 to Procedure CP-QP-16.0, “Nonconformances.” 

VEGA.A. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/07/ 
02. 18pp. 33479:276-33479:293. 

-8511070022 Rev 5 to Procedure CP-QP-16.1, "Significant Const Deficiencies." 

SCOTT, B.C., TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Gener- 
ating Co.). 82/07/23. 6pp. 33479:294-33479:299. 

-8511070023 Rev 4 to Procedure CP-QP-17.0, “Corrective Action." 

VEGA.A. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/04/ 
27. 2pp. 33479:300-33479:301. 

-8511070024 Rev 0 to Procedure CP-QP-17.4, "N-3 Data Repts.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/08/20. 22pp. 
33479:302-33479:323. 


-8511070028 Rev 1 to Instruction CP-EI-4.0-51, "Control of Protective Coatings Field 
Verification Activities," Related info end. 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/04/06. 19pp. 
33479:348-33480:004. 


-8511070030 Rev 10 to Const Procedure CCP-30, “Coating Steel Substrates Inside Re- 
actor Bldg & Radiation Areas," incorporating Document Change Notices 1-7. 

WELLS, M. Brown & Root, Inc, (subs, of Halliburton Co.). 83/06/11. 26pp. 33480:005- 
33480:030. 


-8511070033 Rev 2 to Const Procedure CCP-30A, “Coating Steel Substrates Inside 
Reactor Bldq & Radiation Areas,” incorporating Document Change Notices 1-6. 
WELLS, M. Brown & Root, Inc. (subs, of Halliburton Co.). 83/11/16. 22pp. 33480:034- 
33480:061. 


-8511070036 Rev 5 to Const Procedure CCP-40, "Protective Coatings of Concrete Sur- 
faces," incorporating Document Change Notices 1-6. _ ^ 

HAMATY.T. Brown & Root, Inc. (subs, of Halliburton Co.). 83/10/14. 30pp. 
33480:128-33480:157. 

-8511070043 Rev 3 to Const Procedure CCP-40, “Protective Coatings of Concrete Sur- 
faces," incorporating Document Change Notice 1-3. 

WELLS, M. Brown & Root, Inc. (subs, of Halliburton Co.). 81/11/18. 25pp. 33480:200- 
33480:251. 

-8511070061 Rev 5 to Const Procedure CCP 40, “Protective Coatings of Concrete Sur- 
faces," Attachment S, "Special Coatings Procedure C-1, ’Application of Nutec 10 
Concrete Curing & Sealing Compound.”’ , DO/ . rt/ 

WELLS, M. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 83/10/ 
14. 14pp. 33480:356-33481:002. 

-8511070063 Rev 0 to Instruction CP-EI-4.0-51, "Control of Protective Coatings Field 

WE LLS^M 0 T^cas 11 Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/02/ 
17. 5pp. 33481:003-33481:007. 

-8511070066 Forwards response to addl questions re Protective Coating Allegations 
15,31 & 33, per NRC 840727 memo.Response to all addl questions complete. 
FIKAR.L.F. Texas Utilities Electric Co. (formerly Te xas Utilities Generating Co.). 84/ 
08/21. IPPOLITO.T.A. Comanche Peak Project (Technical Review Team). 10pp. 
33481:008-33481:017. 

“8511070068 Revs 0-14 to Procedure CP-QP-3.0, “Comanche Peak Steam Electric Sta- 

VEGA.A. ^exSP iSSTEIectric Co. (formerly Texas Utilities Generating Co.). 84/04/ 
17. 86pp. 33481:018-33481:103. 

“8511070071 Rev 2 to Procedure CP-CPM-5.1, “Field Procurement 8 i. 104 

* Brown & Root, Inc. (subs, of Halliburton Co.). 79/09/12. 16pp. 33481.104 
33481:120. 

-8511070072 Rev 1 to Const Procedure CP-CPM 8.1, “Receipt, Storage & Issuance of 
Items,” incorporating Document Change Notices 1^6. _ /w^orU/ 

* Brown & Root, Inc. (subs, of Halliburton Co.). J®^y5!5^ 0 .IK tnc Co ‘ (f y 
Texas Utilities Generating Co.). 84/08/07. 6pp. 33480:065-33480.089. 

“8511070074 Rev 8 to Procedure ACP-3, “Mat! Rece Mng, Storage & felling.” 
YORK.J. Brown & Root, Inc. (subs, of Halliburton Co.). 80/04/18. 30pp. 

33481:150. 


-8511070101 Rev 12 to Const Procedure CCP-30 “Ccr.tl^g Steel Substrates Inside Re- 
actor Bldg & D adiaticn A-eas,” incorporating Dcc-ime:-. Cr.a.-.go \c:c:.- 
WELLS, M. iirc^n & Roc:. Inc. (subs, of Halliounon Co.). “ Texas utilities Electric Co. 
(formerly Texas Utilities Generating Co.). 84/05/17. 21pp. 33480:107-33480:127. 

-8511070102 Rev 4 to Procedure CP-CPM-6.1, “Preparation & Approval of Const Pro- 
cedures & Instructions,” incorporating Document Change Notices 1 & 2. 

* Brown & Root, Inc. (subs, of Halliburton Co.). 81/12/22. 12pp. 33482:066- 
33482:077. 


“8511070107 Rev 7 to Const Procedure CCP-40, “Protective Coating of Concrete Sur- 
faces,” incorporating Document Change Notices 1-3. 

WELLS, M. Brown & Root, Inc. (subs, of Halliburton Co.). * Texas Utilities Electric Co. 
(formerly Texas Utilities Generating Co.). 84/06/27. 27pp. 33482:107-33482:133. 

~8511070112 Marked-up Rev 0 to Alternate Const Procedure 35-1195-CCP-30-A, 
“Coating Stool Sufcst'atos Inside Reactor Bldg & Radiation Areas.” Related info end. 
MAGNER.J.i-:.. DOUGLAS!,’. D. Brown & Root, Inc. (subs, of Halliburton Co.). 79/10/ 
3" . 2S)pp. 33482:078-3343?: ICS 

“8511070156 Draft “Allegations Concerning Comanche Peak Protective Coatings.” Re- 
lated documentation end. 

* NRC - No Detailed Affiliation Given. 84/08/03. 23pp. 33482:216-33482:238. 

-8511070165 “Elcometer Adhesion Tests Nutec Concrete Coating Repair Sys IIS/ 
1201/11S/1201 1 1 S/1 201 / 1 1/1201 Related documentation end. 

ARNOLD, J. Imperial Professional Coatings. 759. 84/04/19. 13pp. 33482:239- 
33482:257. 


-8511070201 Draft “BNL Comanche Peak Steam Electric Station Technical Review 
Team Audit Plan for Area I Backfit Program.” 

* Brookhaven National Laboratory. 84/07/31. 8pp. 33483:023-33483:030. 


“8511070207 Draft “BNL Comanche Peak Steam Electric Station Technical Review 
Team Audit Plan for Area II DBA Testing.” 

* Brookhaven National Laboratory. 84/07/31. 29pp. 33483:031-33483:059. 


-8511070212 Draft “BNL Comanche Peak Steam Electric Station Technical Review 
Team Audit Plan for Area IV Procedures.” 

* Brookhaven National Laboratory. 84/07/31. 30pp. 33483:060-33483:090. 

-8511070218 Draft “BNL Comanche Peak Steam Electric Station Technical Review 
Team Audit Plan for Area V Training." 

* Brookhaven National Laboratory. 84/07/31. 12pp. 33483:091-33483:102. 

“8511070224 Draft “BNL Comanche Peak Steam Electric Station Technical Review 
Team Audit Plan for Area VI Nonconformance Reporting.” 

* Brookhaven National Laboratory. 84/07/31. 8pp. 33483:103-33483:110. 


-8511070235 Draft “BNL Comanche Peak Steam Electric Station Technical Review 
Team Audit Plan for Area VII Exemptions." 

* Brookhaven National Laboratory. 84/07/31. 24pp. 33483:111-33483:134. 


-8511070246 Rev 10 to Const Procedure CCP-30, “Coating Steel Substrates Inside Re- 
actor Bldq & Radiation Areas,” incorporating Document Change Notices 1-7. 

WELLS, M. Brown & Root, Inc. (subs, of Halliburton Co.). SCOTT, B.C. Texas Utilities 
Electric’ Co. (formerly Texas Utilities Generating Co.). 83/06/11. 26pp. 33483:135- 
33483:182. 


“8511070285 Rev 5 to Const Procedure CCP-40 re surface preparation & coating of 
cementitious surfaces inside reactor bldg & radiation areajncorporating Document 

W 1 ELLS,M°Brown & Root, Inc. (subs, of Halliburton Co.). 83/10/14. 24pp. 33483:183- 
33483:347. 


-8511070429 Package of Allegation Review Repts 1-62 for plantSupporting documen- 

* at Texas C Utilities Electric Co. (formerly Texas Utilities Generating Co.). 85/10/16. 
2,814pp. 33483:348-33491:281. 


“8511110235 Revs 2 & 3 to Procedure CP-QP-6.0, “Preparation of Quality Instructions 
& Procedures ** 

HEWETT J TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Gener- 
ating Co.). 81/05/04. 14pp. 33482:052-33482:065. 


8511130254 Response to FOIA request for all documents in NRC custody upon evira- 
tion of term as Commissioner in June 1984.App A documents available in PDR.Apps 
B & C documents partially & completely withheld, respectively,(ref ^Exemption 5). 
FELTON, J.M. Division of Rules and Records. 85/10/17. GILINSKY.V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

-8511180309 Responds to 840430 memo re Caseload Forecast Panel.Table tentative 
staff assessments on requested plants listed. Proposed action plan enc . 

DIRCKSWJ Office of the Executive Director for Operations. 84/05/30. GILINSKY 
F.” : i n 33-33536:1 33. 


1511190240 Forwards comments on Comanche Peak Review Team Action Plan .VII. 9.3, 

“Dnrument Control " inadvertently omitted from 851006 Itr. 

wn 1 1 AMS N H CYGNA Energy Services. 85/10/21. COUNSIL.W.G. Texas Utilities 
Bectric^ Generating Co.). 2pp. 33511:353-33511:354. 

1511190266 Forwards list of independent assessment program Phase 4 cable tray/con- 

mUA P MS rt N q H e CYG S NA Energy Services. SS/IO/ai . .59^1 

Electric Co. (formerly Texas Utilities Generating Co.). 14pp. 33516.284-33516.297. 
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85 1 1200154 Further response to FO!A request for repts listed in Board Notification 84- 
149 & documents re rept release. Fo-wa'd? documen+s 'isted in App B. Portions of App 
9 withheld (ref FOIA Exemptions 6 & ’■ : iaf'dt: (ref Exemption 5). 

^ELTON.J.M. Division of Rules anc n-:; j'd'.-. ' " ?:> GARDE.B.P. Government Ac- 

countability Project. 10pp. 33581:144-33582:318. 


"8511200166 Discusses 840106 site visit re BR Jones allegations concerning work 
ornchco- ?*. Ccrcr-rr? ^eluded main steam sys pipe supports, pipe whip 

W". | f c ; ii'.-c 1 : 5*od items identified. 

Rcoc- "5- V '.:.'v:':v Dr: ?■' 06 Region 4, Office of Director. 2pp. 


"8511200188 Forwards first six allegations re protective c 
soors: S i.V sho.J.i he available during 840130 site visit. 


coatings at facility.Written re- 


■ ; S 3 ” R |- -. .-.i" National Laboratory. 84/01/16. HUNNICUTT.D.M. Region 4, 
Office of Director. 2pp. 33581:158-33581:159. 


8511070226 Notification of contract execution, Mod 3, to “Review & Evaluation of Co- 
manche Peak Program Plan.” Contractor: Teledyne Engineering Svcs. 

HAWKINS.D. Technical Assistance Contracts Branch. FIN D-1338. 85/10/31 
THOMPSON, H.L. Division of Licensing fflOW3-fl51 124). TRAMMELL, C. NRC - No 
Detailed Affiliation Given. Ip. 332U7 5v)3-3;:3tl3 IK- 

-8511070232 Mod Tnrrvidir.q FY86 incremental funding, to “Review & Evaluation of 
Comanche Peak P.c 

* Teledyne Endnoeriro Services EDGEWORTH, P.J. Division of Contracts FIN D- 
1 338. 85/10/5 ■" '■ 35580 5-5- 355;5: ::0 '■ 

8511210389 Further response to FOIA request for documents re repts listed in Board 
Notification 84-149 & release of repts. Forwards App E documents. Document? also 
available in PDR.App F document withheld (ref FOIA i-'-ornc-ticn 5; 

FELTON, J.M. Division of Rules and Records. 85/11/01. GARDE.B.P. Government Ac- 
countability Project. 4pp. 33559:218-33559:330. 


"8511200257 Supports recommendation stated in end RG Taylor 850815 Itr to GL 
Madsen that follow-up of weld practices not warranted. Inquiry rept dtd 820802 also 

P'pwjt Section 1. 82/08/31. HERR.R.K. Investigation Staff. 2pp. 


"8511200266 Forwards A Dillingham Itr re problems at facilities Allegation 
reviews, allegation data forms, observation record, R Roth 831012 & 18 handwritten 
memos & news c ,; cr. c.~rzo' r: r.c. facility end. , lkl _ , _ . 

SNIE2EKJ NRC - Nc D-: Affiliation Given. 83/05/26. COLLINS.J. Region 4, 

Office of Director. 42pp. 33581:276-33581:317. 


--85 1 121 0409 Forwards ASLB 840308 memo re schedule & policy of Ofc of 
Investigation.OELD prepared to assist in responding to memo. W/o end. 
CUNNINGHAM, G.H. Office of the Executive Legal Director. 84/03/09. HAYES, B.B. 
Office of Investigation. Ip. 33559:249-33559:249. 

-8511210448 Requests that technical review team be made aware of intervenor allega- 
tions re adequacy of QC/QA documentation concerning liner plate 
travelers.Assistance in preparing hearing session commencing on 841126 also re- 
quested. 

TREBY.S.A. Hearing Branch 1. 84/11/02. NOONAN, V. Comanche Peak Project 
(Technical Review Team). Ip. 33559:330-33559:330. 


"8511200268 Discusses investigation of alleged intimidation of QC personnel at 
facifity.per 830713 request.No evidence of intimidation noted.Draft memo to Commis- 

COLUNS.JT. a cz ! r~ /, Office of Director. 83/11/30. HA YES, B.B. Office of Investiga- 
tion. 5pp. 356" ' ‘ i: TYj’i ' f-2- 


'-8611200277 Forwards Allegations 7-17 re protective coatings at facility.Util responses 

she..':! be Lor rmsite review. ^ „ _ 

i. (=—: \.p „ «« DOKhii’/i. r National Laboratory. 84/01/24. HUNNICUTT.D.M. Region 4, 
Officeof Director 4pp. 33581:360-33582:022. 


"8511200280 Discusses 840126 interview w/BH Griffin & BR Jones re Jones allega- 
tions of poor work practices. Listed items provide info re 840106 memo. Allegation data 
form & Rp Denise 840209 memo end. . 

2 2 R Reuicr 4, Office of Director. 84/01/26. Region 4, Office of Director. 2pp. 


"8511200284 Sets forth principles, expectations & responsibilities for mgt & execution of 
Region IV activities 0 " coatirn? e f f orts at facility. . 

DENISE.R P. Ro:;-cr -i, D f :■;> c‘ Dmctor. 84/02/09. JOHNSON, E.H. Region 4, Office 
of Director. 4pp 33552 02!:-'i3::S2Gjn 


■8511200286 Forwards Allegations 18 - 33 re protective coatings at facility. Responses 
shod-! he av.T'sh’c crsite.A‘‘oqaticr. data form end. 

L- v “'?okr« - .e:: Nalicr-a. i.aboratory. 84/02/16. HUNNICUTT.D.M. Region 4, 

Officeof Director. 5pp. 33582:037-33582:041. 


"8511200289 Notifies of release of Dillingham transcript.Region IV permitted use of 
transact 

GR'.F“:N r 1 1 : Region 4, Office of Director. 84/04/04. WESTERMAN.T.F. Region 4, 
C-Cr .v D-'uCicr Ip. 33582:042-33582:181. 


8511070555 Forwards.for comment, “Rept of Review & Evaluation of Allegations of In- 
timidation & Harassment of Employees at Comanche Peak Steam Electric 
Station, Units 1 & 2.” 

NOONAN, V.S. Comanche Peak Project (Technical Review Team). 85/11/04. 
COUNSIL.W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.) 
5pp. 33381:324-33382:159. 

-8511070569 Forwards “Rept of Review & Evaluation of Allegations of intimidation & 
Harassment of Employees at Comanche Peak Steam Electric Station, Units 1 & 2.” 
Mgt practices not conducive to good job performance existed. 

GAGLIARDO.J.E. Comanche Peak Project (Technical Review Team). 85/10/18. 
NOONAN, V.S. Comanche Peak Project (Technical Review Team). 2pp. 33381:329- 
33382:062. 

-8511070581 ‘‘Rept of Review & Evaluation of Allegations of Intimidation & Harassment 
of Employees at Comanche Peak Steam Electric Station, Udfs 1 A 2.” 

* Comanche Peak Project (Technical Review ‘..■an) 65' 10. '81 9pp. 33381:331- 
33382:062. 

-8511070584 “Comanche Peak Steam Electric Station:Alleged Climate ol 
Intimidation, Supplementary Rept.” 

KAPLAN, B.L., BOWERS, D.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). 
MARGULIES.N. California, Univ. of, Irvine, CA. 85/09/30. NRC - No Detailed Affili- 
ation Given. 96pp. 33382:063-33382:159. 

8511210510 Further response to FOIA request for records re Comanche Peak Task 
Force established in Mar 1984. App C documents w/o asterisks available in 
PDR. Separate set of records also listed on App C available in LPDR in Arlington, TX. 
FELTON, J.M. Division of Rules and Records. 85/11/06. GARDE.B.P. Government Ac- 
countability Project. 50pp. 33559:033-33559:084. 


"8511200293 Recommends that Board be notified of allegations re protective coatings 
at facility due to applicability to ASLB hearing as licensing issue & items associated 
w-'ScV-ty sicHf’carcc?. 

D": .‘\S .i~ : T Roy on Office of Director. 84/05/18. EISENHUT.D.G. Office of Nu- 
ciear Reactor Reci.la'ic" Director (pre-851125). 2pp. 33582:182-33582:183. 


"8511200301 Forwards statement of allegations re electrical faults at facility.Requests 
investigation rept.Applicant should waive review period for proprietary info.W/o ends. 
ELLIS, J. Citizens Association for Sound Energy. 82/08/04. HERR.R. Office of Investi- 
gation. ip. 33582:216-33582:216. 


--85 11200328 Requests interview re 821218 allegations concerning improper const 
practices at Yid’itv. 

COLLINS,.: T Reger -V O'lico of Director. 84/03/28. SNOKHONS.J.J. Affiliation Not 
Assigned. 1 ? 33:>£2 2/7 ;>35;{?:2? ,T 


"8511200334 Discusses Allegation 4-83-A-66 re morale problem caused by reporting 
employees studying manuals or drawings as idle workers.Allegation should be closed. 
JOHNSON.E.H. Region 4, Office of Director. 84/03/13. WESTERMAN.T.F. Region 4, 
Office of Director. Ip. 33582:278-33582:278. 


"8511210081 Urges use of local law enforcement agency in cases of apparent 
threats, per 830331 Itr.Allegation review, undated handwritten memo & personal notes 

JOHNSON.E.H. Region 4, Office of Director. 85/11/07. DILLINGHAM.A. Affiliation Not 
Assigned. 35pp. 33582:285-33582:318. 


8511190340 Forwards independent assessment program Phase 3 pipe stress followup 
questions on hydrotest loads & pipe stress review of welded attachments. 

WILLIAMS, N.H. CYGNA Energy Services. 85/10/28. COUNSIL.W.G. Texas Utilities 
Electric Co. (formerly Texas Utilities Generating Co.). 3pp. 33514:168-33514:170. 


8511010467 Board Notification 85-089:suppls Board Notification 85-043 re CYGNA on- 
going review of facility design adequacy. N Williams 850813 Itr to J Beck forwarding 
revs to mechanical sys & cable tray supports review issues end. nr ., . 

NOONAN, V.S. Comanche Peak Project (Technical Review Team). 85/10/30. PALLA- 
DINO, ROBERTS, ASSELSTINE Commissioners. 3pp. 33347:012-33347:134. 


8511190257 Forwards complete list of independent assessment program Phase 4 cable 
tray/conduit support questions.One page inadvertently omitted from 851021 Itr. 
WILLIAMS, N.H. CYGNA Energy Services. 85/10/30. COUNSIL,W.G. Texas Utilities 
Electric Co. (formerly Texas Utilities Generating Co.). 15pp. 33516:269-33516:283. 


8511190368 Forwards addl Phase 4 pipe support questions re Phase 4 followup walk- 
down & questions on previous open items from all phases. 

WILLIAMS, N.H. CYGNA Energy Services. 85/10/30. COUNSIL.W.G. Texas Utilities 
Electric Co. (formerly Texas Utilities Generating Co.). 10pp. 33514:178-33514:187. 


8511200007 Forwards “3-D Response Spectrum Analysis & Verification of Multimode 
Response Multiplier Equal to 1.25,” per request during NRC 851025 audit of cable 
tray hanger design verification program. 

COUNSIL.W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.) 
85/11/14. NOONAN, V.S. Comanche Peak Project (Technical Review Team), Ip 
33523:111-33526:280. 

-8511200008 “3-D Response Spectrum Analysis & Verification of Multimode Response 
Multiplier Equal to 1.25.” 

SHI.Z.T., CHOU.I.H., LU.S.P, Ebasco Services, Inc. (subs, of Enserch Corp.). 85/10/ 
30. 1,200pp. 33523:112-33525:106. 

8511250046 Discusses implementation of NRC 850605 conditions for use of ASME 
Code Case N-397 re alternative method for spectral broadening & N-41 1 re alternatives 
damping factors. Expeditious approval for use of Code Cases requested, 
COUNSIL.W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co ) 
85/11/18. NOONAN, V.S. Comanche Peak Project (Technical Review Team). 5pp 
33592:003-33592:007. 

8511250079 Forwards responses to NRC 850809 & 0930 Itrs re evaluation of Coman- 
che Peak Response Team program plan.Rev 3 to plan will be submitted in Dec 198fv 
COUNSIL.W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co - 
85/11/22. NOONAN, V.S. Comanche Peak Project (Technical Review Team). 300cm* 
33589:055-33590:069. v 

-8511250089 Rev 4 to ERC/CP-001, “Mgt Program Plan for QA/QC Review Team 
CHRISTENSEN, J., HODGES, F.R., HANSEL, J.L. Evaluation Research Corp, 85/11/21 
42pp. 33589:360-33590:039. 

-8511250094 Rev 0 to “Design Adequacy Program, QA Program." 

DUBOIS, Q.B. Texas Utilities Electric Co. (formerly Texas Utilities Generatinq Co) a* 
10/01. 30pp. 33590:040-33590:069. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 

8511070406 FOIA request for all records & info on or in connection w/ Board Natjbc: • 
tion 85-084 re SSER 7-11. 

GARDE.B.P. Government Accountability Project. 85/10/10. Office of Administrate#’ 
2pp. 33382:246-33382:247. 

8511070405 Partial response to FOIA request for records on or in connection w /Soar* 
Notification 85-084 re SSER 7-1 1 .Document available at PDR.Search for add! doci 
ments continuing. 

FELTON, J.M. Division of Rules and Records. 85/10/29. GARDE.B.P. Government Ac- 
countability Project. 1 p. 33382:245-33382:245. 
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8511040418 Notification of 851119 & 20 meetings w/CASE in Bethesda.MD to discuss 
SSERs 7-11. 

VIETTI-COOKA Comanche Peak Project (Technical Review Team). 85/10/30. 
NOONAN, V.S. Comanche Peak Project (Technical Review Team). 5pp. 33309:312- 
33309:316. 

8511040056 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF CO- 
MANCHE PEAK STEAM ELECTRIC STATION, UNITS 1 AND 2.Docket Nos. 50-445 
And 50-446. (Texas Utilities Generating Company) 

* Comanche Peak Project (Technical Review Team). NUREG-0797 SI 2. 85/10/31. 
283pp. 33338:200-33339:121. 


F. Security, medical, emergency & fire protection plans 

8511110189 Forwards, for consideration, objectives & guidelines for emergency prepared- 
ness exercise to be conducted on 851030. 

COUNSIL.W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
85/08/30. DENISE, R.P. Region 4, Office of Director. 6pp. 33386:257-33386:262. 

8511110210 Forwards scenario manual for 1985 emergency preparedness field exercise 
scheduled on 851030. 

COUNSIL.W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
85/09/12. JOHNSON, E.H. Region 4, Office of Director. Ip. 33390:113-33391:132. 

-8511110212 “Field Exercise Scenario, 851 030.” 

* Impell Corp. 85/10/30. 379pp. 33390:114-33391:132. 

8511040143 Further response to FOIA request for documents re Comanche Peak Task 
Force established in Mar 1984.Forwards App A documents.Documents also available 
in PDR.App A documents not end undergoing further review. 

FELTON, J.M. Division of Rules and Records. 85/10/16. GARDE, B.P. Government Ac- 
countability Project. 8pp. 33470:001-33491:281. 

-8511070007 Rev 2 to Procedure GP-QP-11.20, “Insp of Fire Protection.” 

WARNER, M.D. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
84/01 /23. 2pp. 33479:241 -33479:242. 

8511040343 Revised emergency plan implementing procedures.including Rev 5 to EPP- 
101 re preparation, rev, approval & control of emergency plan & procedures & Rev 3 to 
EPP-207 re activation of new ctr & personnel duties.W/851024 Itr. 

GOSDIN.T.L., COUNSIL.W.G. Texas Utilities Electric Co. (formerly Texas Utilities Gen- 
erating Co.). 85/10/24. 82pp. 33296:278-33296:359. 

8511050070 Forwards revised objectives & guidelines for 1985 emergency prepared- 
ness exercise. 

COUNSIL.W.G., WOODLAN.D.R. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 85/10/25. DENISE, R.P. Region 4, Office of Director. 7pp. 
33319:099-33319:105. 


G. Adjudicatory correspondence 

8511200154 Further response to FOIA request for repts listed in Board Notification 84- 
149 & documents re rept release. Forwards documents listed in App B.Portions of App 
C withheld (ref FOIA Exemptions 6 & 7). App D withheld (ref Exemption 5). 

FELTON, J.M. Division of Rules and Records. 85/10/25. GARDE, B.P. Government Ac- 
countability Project. 10pp. 33581:144-33582:318. 

8511010487 Provides correct reading of first full sentence on Page 8 of NRC 851025 
response to ASLB questions raised during 851015 conference call. 

BACHMANN.R.G. Hearing Branch 1. #485 999. 85/10/29. BLOCH, P.B., 

MCCOLLOM.K.A., GROSSMAN, H. Atomic Safety and Licensing Board Panel. 2pp. 
33290:163-33290:164. 

8511050119 Memorandum & Order LBP-85-41 establishing that discovery requests in 
one docket be deemed to be filed in other docket & expressing concern re QA for 
design of active valves. Served on 851101. 

BLOCH, P.B. Atomic Safety and Licensing Board Panel. #485 064. 85/10/31. Office of 
the Executive Legal Director. 6pp. 33319:227-33319:232. 

8511050162 Response opposing ASLB question re withdrawal of motions for summary 
disposition.Partial transcript of 840524 hearing end. 

REYNOLDS.N.S. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
REYNOLDS, N.S. Bishop, Liberman, Cook, Purcell & Reynolds. #485 061. 85/11/01. 
Atomic Safety and Licensing Board Panel. 8pp. 33327:348-33328:002. 

8511070230 Forwards bill for payment of travel & subsistence costs & attendance fees 
for witnesses Roth.Lipinsky & Norris of Oliver B Cannon & Son.Inc.Related corre- 
spondence. 

GALLO, J. Isham, Lincoln & Beale. #485 078. 85/11/04. BLOCH, P.B., JORDAN, W.H., 
GROSSMAN, H. Atomic Safety and Licensing Board Panel. 21pp. 33362:271- 
33362:291. 

8511070326 Opposition to applicant motion for directed certification. Applicant QA/QC 
failed to detect numerous const activities not in accordance w/applicable 
procedures.Certificate of Svc end. 

ROISMAN.A.Z. Citizens Association for Sound Energy. ROISMAN.A.2. Trial Lawyers 
for Public Justice, P.C. #485 084. 85/1 1 /04. Atomic Safety and Licensing Appeal 
Panel. 18pp. 33368:224-33368:241. 

8511110006 Suppls response to CASE 801201 second set of interrogatories & requests 
to produce. “Const Project Evaluation’’ & WG Counsil 851028 Itr concerning new util 
mgt encI.Related correspondence. 

WOOLDRIDGE, R.A. Worsham, Forsythe, Samples & Woolridge (formerly Worsham, 
Forsythe & Sampels). WOOLDRIDGE, R. A. Texas Utilities Electric Co. (formerly Texas 
Utilities Generating Co.). #485 104. 85/11/04. ELLIS, J. Citizens Association for 
Sound Energy. 38pp. 33392:184-33392:221. 

8511130340 Petition for directed certification of ASLB 851031 order (LBP-85-41) estab- 
lishing that discovery requests in one docket be deemed to be filed in other 
docketBoards should act as separate entities, Certificate of Svc end. 

DIGNAN.T.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
DIGNAN.T.G. Ropes & Gray. #485 149. 85/11/04. Atomic Safety and Licensing 
Appeal Panel. 15pp. 33436:320-33436:345. 


8511130352 Answer opposing applicant 851021 petition for directed certification of 
ASLB 851002 order denying applicant motion for mod of ASLB 850829 order rejecting 
CASE mgt plan. 

ELLIS.J. Citizens Association for Sound Enemy f-lP.5 148. 85/11/04. Atomic Safety 
and Licensing Appeal Panel. 51pp. 3:>L:5:2(:3-3 j-:3:/j^4 

-8511130363 Advises that applicant intends to file matl re representativeness of U-bolt 
support configurations used in applicant tests & corrections to affidavits supporting 
motions ro piprq & support design.Certificate of Svc end. 

■XE v NOLCS,N S Bishop, Liberman, Cook, Purcell & Reynolds. 85/10/25. 
BLOCH, P.B., MCCOLLOM,K.A„ JOHNSON.E.B. Atomic Safety and Licensing Board 
Panel. 4pp. 33435:311-33435:314. 

8511070271 Notice of location for 851112 prehearing conference in Dalias.TX to dis- 
cuss procedural matters re facility.Served on 851106. 

BLOCH, P.B. Atomic Safety and Licensing Board Panel. #485 081. 85/11/05. Ip. 
33362:353-33362:353. 

8511130281 Forwards petition for directed certification of ASLB 851031 order. W/Certifi- 
cate of Svc.W/o encIs.Related correspondence. 

DIGNAN.T.G. Ropes & Gray. DIGNAN.T.G. Texas Utilities Electric Co. (formerly Texas 
Utilities Generating Co.). #485 124. 85/11/05. Office of the Secretary of the Commis- 
sion. 1 p. 33426:047-33426:047. 

8511110003 Memorandum informing that parties will be required to place each other on 
notice of providing timely citation of relevant matl already in other docket.Comments 
on subj procedure may be filed prior to 851207.Served on 851107. 

BLOCH, P.B. Atomic Safety and Licensing Board Panel. #485 108. 85/11/06. 2pp. 
33394:361-33394:362. 

8511150006 Brief opposing applicant petition for directed certification of ASLB 851002 
order.Alleged ASLB errors not regarded as affecting proceeding as to require ASLB 
intervention. Certificate of Svc end. 

MIZUNO.G.S. Hearing Branch 1. #485 170. 85/11/06. Atomic Safety and Licensing 
Appeal Panel. 28pp. 33466:154-33466:181. 

8511120017 Order instructing CASE to file single response to applicant petition for di- 
rected certification of ASLB 851031 order. Response should be divided into two 
parts, main docket issues & Docket 2 issues.Served on 851108. 

SHOEMAKER.C.J. Atomic Safety and Licensing Appeal Panel. #485 119. 85/11/07. 
Citizens Association for Sound Energy. Ip. 33416:046-33416:046. 

8511130403 Forwards addl info for 851112 prehearing conference re discovery 
matters. W/o encI.Related correspondence. 

ELLIS.J. Citizens Association for Sound Energy. #485 133. 85/11/07. 

WOOLDRIDGE.R.A. Worsham, Forsythe, Samples & Woolridge (formerly Worsham, 
Forsythe & Sampels). Ip. 33435:351-33435:356. 

-8511130407 Forwards addl info for scheduled 851112 prehearing conference re dis- 
covery matters.Related correspondence. 

ELLIS.J. Citizens Association for Sound Energy. 85/11/07. BLOCH, P.B. , 

MCCOLLQM.KA, JORDAN, W.H. Atomic Safety and Licensing Board Panel. 5pp. 
33435:352-33435:356. 

8511120013 Order directing applicants to supply memorandum to ASLAB on 851104 
petition for directed certification no later than 851 1 1S.Served on 851 108. 
SHOEMAKER.C.J. Atomic Safety and Licensing Appeal Panel. #485 121. 85/11/08. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 2pp. 33416:047- 
33416:048. 

8511130318 Memorandum & order allowing applicants to withdraw motions for summary 
disposition by notifying ASLB in writing of continuing intent.Served on 851112. 

BLOCH, P.B. Atomic Safety and Licensing Board Panel. #484 130. 85/11/08. Office of 
the Executive Legal Director. 5pp. 33435:357-33435:361 . 

8511150040 Submits NRC views on withdrawal of applicant summary disposition 
motions.Written filings procedure does not affect util ability to withdraw all disposition 
motions, only motions on pipe support desigr.W 'Corticate of Svc. 

MIZUNO.G.S. Hearing Branch 1. #485 :~i. Sr/lMJH. Atomic Safety and Licensing 
Board Panel. 12pp. 33466:218-33466:229. 

8511150104 Forwards affidavits of JC Finneran & RC lotti re representativeness of U- 
bolt support configurations employed in applicant tests & corrections & clarifications 
re motions for summary disposition on piping. Related correspondence. 

REYNOLDS.N.S. Bishop, Liberman, Cook, Purcell & Reynolds. REYNOLDS.N.S. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). #485 168. 85/11/ 
12. BLOCH, P.B., MCCOLLOM.K.A., JORDAN, W.H. Atomic Safety and Licensing Board 
Panel. 2pp. 33459:016-33459:168. 

-8511150112 Affidavit of RC lotti & JC Finneran in response to ASLB request for info re 
variation of field configurations of pipe supports utilizing clinched-down U- 
bolts.Related correspondence. 

lOTTI.R.C., FINNERAN, J.C. Texas Utilities Electric Co. (formerly Texas Utilities Gener- 
ating Co.). lOTTI.R.C. Ebasco Services, Inc. (subs, of Enserch Corp.). 85/11/12. 
14pp. 33459:018-33459:031. 

-8511150126 Affidavit of RC lotti & JC Finneran re corrections & clarifications to affida- 
vits supporting motions for summary disposition of pipe support design allegations. 
Supporting documentation encI.Related correspondence. 

lOTTI.R.C., FINNERAN, J.C. Texas Utilities Electric Co. (formerly Texas Utilities Gener- 
ating Co.). lOTTI.R.C. Ebasco Services, Inc. (subs, of Enserch Corp.). 85/11/12. 
137pp. 33459:032-33459:168. 

8511190177 Supplemental response to 850827 interrogatories & request to 
roduce.Council statement that fatigue loading not factor in design of welds based on 
nowledge of code requirements. Certificate of Svc encI.Related correspondence. 
TYLER, T.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.), #485 
209. 85/11/14. Citizens Association for Sound Energy. 6pp, 33512:347-33512:352. 

8511190235 Forwards suppl to applicant responses to CASE 850827 interrogatories to 
applicant & requests to produce & request for protective order.Certificate of Svc 
encl.W/o encI.Related correspondence. 

GAD.R.K. Ropes & Gray. GAD.R.K. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). #485 197. 85/11/14. Office of the Secretary of the Commission. Ip. 
33511:352-33511:352. 
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“■3511043428 Rev 2 _';_ jjT-ot r C-C 2 - 11.4-3, ‘‘Insp of Shop Primed Equipment.” 

** — ■" Z SZZ z 2 ~~iZ 2 Utilities Eieciric Co. (formerly Texas Utilities Gen- 
erairg 3c.; :2 59. 02 2zz 224— 346-23471:048. 
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-uNrAV.n, ! a^lrs-C" _ ~T-as ^t. t.es E.eccc Cc. (formerly Texas Utilities Gener- 

ating ^c.]. »4, uS'Tu j _-4 : I3c-234“i:i27. 

—1511040457 Revs £.5 & 8-18 to Instruction Ql-QP-1 1.4-10, “Insp of Concrete Sub- 
strate 7- 30" -■*" carat z” s Cz ati.-qs Ac d -cation a Recsr ” 

T&X3S J “ 5 ^ ^ enerating Ca) - 84/01/16 - 

.! 04 f. 4S ^ G«-QP-t 1.4-1, “Insp of Steel Substrate Surface 

R34^^^If«8 ^ * =r " 6r ’ TexaS Utifitles Generatin 9 Co.). 83/08/19. 60pp. 

; 2 C uS5, T5Y S 5-13,17,18 20-22 & 24-26 to instruc- 
■ s “ - s - &c — s — " Repar & Seal & Finish Coat Appli- 

rCrikiimliis: 0 Z: ‘™ e ■- Texas Ut8ifies Geft “» 8n 9 Co-)- 83 / 10 / 24 . sepp. 

^ Hap Of Concrete Substrate Sur- 

L^w^lfcliirais^ • f3,_ * !y T *“ GeneraS "S Co.). 84/07/11. 

Re * 6 i0 !ns,ruction Qi -° p - 2 -’-'. “Qoalification of Protective Coating Insp 
(,W ™ rt| ' Tax “ ^ Ge ^"S Co.). 83/07/28. 13pp. 


-85 '*■'040471 Revised d-dcadw.'es ir 


>8511040496 Trip rept of 831129-30 site visit statistical analysis of backfit insp pro - 

? r |“A. ;? ov ; i ijniE o. Management Support Branch. 83/12/20. CLARK,J.W. Man- 
iic-’V-rs u-'ipor. B.anch. 4pp. 33474:277-33474:280. 


-8511050294 Forwards summary of statistical analysis of adhesion & dry film thickness 
“ r nr ^v’i'-:) coating backfit insp program, based on data forwarded by 1. Biel- 

•^.■■"v.o:.9iTo4i ' & 23 Itrs. 

= O-ice o' Resource Management, Director. ABRAMSON, L. Reactor Risk 
bra.-c : r S-‘> ,'?5 :4 LETTIERl.V. Brookhaven National Laboratory. 3pp. 33474:281- 
33474:283. 


-8511050295 Forwards marked-up further data requirements for analysis of protective 
chinos backfit inso program, per request. 

ET-Li iLLDTl- io. fexas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
84/03/29. ABRAMSON, L.R., LURIE.D. NRC - No Detailed Affiliation Given. 4pp. 
33474:284-33474:287. 


-8511050297 Advises that end concrete & steel liner data for protective coating backfit 
insp program has been changed to reflect Unit 1 results for primer only.por request. 
Related info end. 

BIELFELDT.L.M. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
84/04/17. ABRAMSON.L.R., LURIE.D. NRC - No Detailed Affiliation Given/ 19pp. 
33474:288-33474:308. 


-8511050304 Forwards futher data requirements for analysis of protective coating back- 
fit insp programmer 831129-30 discussions. Worksheets for calculating info also end. 
BIELFELDT.L.M. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
84/02/16. ABRAMSON.L.R., LURIE.D. NRC - No Detailed Affiliation Given,' 81pp. 
33474:322-33475:040. 


-8511050326 Revs 0-5 to Instruction Ql-QP-1 1.4-26, "Insp of Steel Substrate Surface 
Preparation, Primer Application, Primer Repair, Seal & Finish Coat Application & Repair." 
* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co,). 84/05/04 
200pp. 33475:159-33475:348. 

-8511060408 Rev 4 tc Procedure CP-QP-8.0, "Receiving Insps." 

VEGA, A. Texas UtMti-.:-::; F.-eclri;; Co. (formerly Texas Utilities Generating Co,). 84/08/ 
09. Ip. 33479:188-33479:188. 


-8511060415 Rev 3 to Procedure CP-QP-11,0, "Civil Insp Activities." 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 83/09/15. 3pp. 
33479:191-33479:193. 


-8511060422 Rev 8 to Procedure CP-QP-1 1.2, "Surveillance & Insp of Concrete Anchor 
Bolt Installation." 

VEGA, A. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co) 84/07/ 
13. 4pp. 33479:197-33479:200. 

-8511060427 Rev 4 to Procedure CP-QP-1 1.3, "Electrical Insp Actitivios." 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 83/08/12. 3pp 
33479:201-33479:205. 


-8511060433 Rev 0 to Procedure CP-QP-1 1.5, "General Procedure for Random Insp." 
* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co ) 70/12/19 3 dd 
33479:206-33479:208. ‘ 


-8511060436 Rev 3 to Procedure CP-QP-1 1.8, "Instrumentation & Control Insp Active 
ties.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co,). 88/08/12 ?dd 
33479:209-33479:210. 


-8511060442 Rev 3 to Procedure CP-QP-1 1.10, " Insp of Eloctrical/Racoway Support 

VEGA, A. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co ) 84/08/ 
07. 3pp. 33479:211-33479:213. 
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—8511070026 Rev 20 to Procedure CP-QP-18.0, “Insp Rept.” 

VEGA, A. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/08/ 
09. 24pp. 33479:324-33479:347. 

—8511070042 Forwards summary of statistical analysis of primer protective coating 
backfit insp program at facility, based on util 840329,0417 & 23 Itrs. Adhesion & dry film 
thickness two variables analyzed. 

LURIE.D. Office of Resource Management, Director. ABRAMSON.L.R. Reactor Risk 
Branch. 84/05/15. LETTIERI.V. Brookhaven National Laboratory. 3pp. 33480:031- 
33480:033. 


-8511210441 Forwards “Comanche Peak Special Review Team Rept” from review on 
840403-13. Review evaluated current implementation of applicant mgt control of const 
insp & test programs. Review identified three ootont'fil enforcement actons. 
IPPOUTO.T.A. Comanche Peak Project iiord'.ixri! fL/Cv 84/07/06. 

EISENHUT.D.G. Division of Licensing (800428-351124). 71pp. 33559:250-33559:329. 


8511250015 Further response to FOIA request for six categories of documents re Ofc 
c f investigations Rewards App A documents. Documents also available in PDR. 

Fili, 'i 0'«.1 .•/. , r-'cn of Rules and Records. 85/11/01. ADATO.M. Union of Con- 

cerned Scientists. 7pp. 33644:167-33645:130. 


—8511070049 Rev 21 to Instruction QI-QP-1 1.4-5, “Insp of Steel Substrate Primer 
Repair & Seal & Finish Coat Application & Repair.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 83/08/25. 24pp. 
33480:276-33480:307. 

—8511070052 Forwards NRC 840523 Itr to util re special insp of coatings program at 
plant for concurrence.per 840417 discussion. Concurrence will be assumed if re- 
sponse not received within 2 days. 

BANGART.R.L. Region 4, Office of Director. 84/05/22. 1PPOLITO.T. Comanche Peak 
Project (Technical Review Team). Ip. 33480:062-33480:064. 

—8511070090 Rev 8 to Procedure CP-QAP-8.1, “Receiving Insp." Supporting documen- 
tation end. 

* Brown & Root, Inc. (subs, of Halliburton Co.). 84/06/11. 249pp. 33481:163- 
33482:051. 

-8511070136 Recommends that ASLB be notified of allegations re plant protective 
coatings program.Allegations forwarded to util for corrective actions & preventative 
measures 'ntorim *indirc of S\'L ! r.sp of dant under review. 

COLLINS, J.~. Region 4, Office of Dirocic:. 84/05/18. EISENHUT.D.G. Division of Li- 
censing (cCO-128-35 - : 124). 1 ?pp. 3G'-62:20---33482;21 5. 

8511210263 Responds to FOIA request for records re NRC Insp Rept 50-445/85- 
02,issued on 85091 1 .App document available in PDR. 

FELTON, J.M. Division of Rules and Records. 85/10/24. GARDE, B.P. Government Ac- 
countability Project. 2pp. 33559:098-33559:099. 

8511200154 Further response to FOIA request for repts listed in Board Notification 84- 
149 & documents re rept release. Forwards documents listed in App B.Portions of App 
C withheld (ref FOIA Exemptions 6 & 7).App D withheld (ref Exemption 5). 

FELTON.J.M. Division of Rules and Records. 85/10/25. GARDE.B.P. Government Ac- 
countability Project. 10pp. 33581:144-33582:318. 

-8511200271 Press release discussing release of Insp Rept 83-27 re allegations made 
to NRC about facility.No violations or deviations identified.One previous violation re 
improper documentation corrected by licensee. 

WISNER,C.E. Region 4, Office of Director. 83/10/11. Ip. 33581:325-33581:340. 

-8511200274 Responds to 831222 notice of violation re intimidation of QC personnel 
by QC supervisor.Lists corrective actions taken to reaffirm licensee commitment to ef- 
fective QC program. 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/01/23. 19pp. 
33581:341-33581:359. 

—8511200296 Requests sanitized version of Investigation Rept 4-84-008, “Comanche 
Peak Steam Electric Station: Alleged Intimidation of QC Personnel,” including attach- 
ments for public release. 

COLLINS.J.T. Region 4, Office of Director. 84/07/23. HERR.R.K. Office of Investiga- 
tion. 1 p. 33582: 1 84-33582:21 5. 

—8511200306 Discusses allegations made in 820802 Inquiry Rept Q4-82-0005. Allega- 
tions A,B & C have no regulatory basis & reflect alieger opinion.Allegations D incon- 
sistent w/ observations & F not relevant to program. 

TAYLOR, R.G. NRC - No Detailed Affiliation Given. 82/08/13. MADSEN, G.L. NRC - 
No Detailed Affiliation Given. 3pp. 33582:21 7-33582:275. 

-851 1200323 Forwards Insp Rept 50-445/83-03 discussing findings at facility & ack re- 
ceipt of 830331 Itr. Allegation review overall summary dated 831201 & handwritten ex- 
ternal 840202 memo end. 

JOHNSON, E.H. Region 4, Office of Director. 83/06/15. DILLINGHAM, A. Affiliation Not 
Assigned. 42pp. 33582:276-33582:276. 

—8511210074 Forwards Insp Rept 445/84-05 on 8401 06-031 3. Allegation reviews end. 
BANGART.R.L Region 4, Office of Director. 84/07/11. JONES, B.R. Affiliation Not As- 
signed. 6pp. 33582:279-33582:284. 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director's Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:1 38. 

8510250546 IE Info Notice 85-084, “inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511210389 Further response to FOIA request for documents re repts listed in Board 
Notification 84-149 & release of repts. Forwards App E documents. Documents also 
available in PDR.App F document withheld (ref FOIA Exemption 5). 

FELTON, J.M. Division of Rules and Records. 85/11/01. GARDE.B.P. Government Ac- 
countability Project 4pp. 33559:21 8-33559:330. 


—851^250022 Forwards '"'/estigation status record re Case 4-83-011 concerning falsifi- 
es. :c.n o: conin'.; lost -ccc'os by mgt personnel. 

r:\d-i: Cr :c oi ■'■cs'cai cr. 33/07/01. PALLADINO Commissioners. 2pp. 

33644:186-33644:187. 

-8511250029 Forwards investigation status record re Case 4-83-03 concerning potential 
intimidation of QC inspectors as result of individual discriminatory termination. 

HAYES, B.B. Office of Investigation. 83/07/15. PALLADINO Commissioners. 2pp. 
33644:190-33644:191. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engirccrrg Q esponse (Post 
830103). 85/11/05. Consolidated Edison Co. of New Yc.'-., In::, :39pp. 33385:198- 
33385:335. 

8511260085 Ack receipt of 851011 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-445/85-06. 

JOHNSON, E.H Reoior * Ottce of D-ec + or 85 “I '07. COUNSIL.W.G. Texas Utilities 
Electric Co. .*crrrc'“y :-::xas If ::■<>* Gv-e-ai.ng Co ■ Ip. 33641:250-33641:256. 

-8511260094 Responds to NRC 850912 Itr re violations noted in Insp Rept 50-445/85- 
06.Corrective actions:Maint Administrative Procedure M DA-201 being 
revised, Deficiency Rept DR-85-078 processed & Rev 2 to Procedure STA-404 issued. 
COUNSIL.W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
85/10/11. DENISE, R.P. Region 4, Office of Director. 6pp. 33641:251-33641:256. 

8511130441 IE Bulletin 85-003, "Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Ir.erting Atmospheres.” Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & F 1 :;rioorir:.| response (Post 
830103). 85/11/18. CrrBOlicatt'd Ec son Co. of New York, r,<: 33631:018- 

33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN.E.L. Division of Emcrqoncv Preparedness & Engineering Response (Post 
830103). 85/11/19. Consoliaated Edison Co. of New York, Inc i'JAop. 33713:123- 
3371 3:252. 


8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, "Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


S. Reportable occurrences, LERs & related correspondence 


8511120103 Part 21 rept re potential defect in DSR or DSRV standby diesel generator 
intake & exhaust valve springs mfg by Betts Spring Co, Users recommended to inspect 
engines for broken springs & irient : fv original mfg. 

GUNTRUM.B.C. Lansanonca Dclaval, Inc. 85/11/06. Director's Office, Office of In- 
spection and Enforcement. 5pp. 33413:293-33413:297. 

8511270050 Provides results of review of coatings nonconformance repts where use-as- 
is was disposition. Description of program providing in situ performance evaluation for 
containment coatings over life of plant & related info end. 

COUNSIL.W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
85/11/18. NOONAN.V.S. Comanche Peak Project (Technical Review Team). 12pp. 
33625:349-33625:361. 


T. Hearing transcripts on non-antitrust matters 


8511200154 Further response to FOIA request for repts listed in Board Notification 84- 
149 & documents re rept release. Forwards documents listed in App B.Portions of App 
C withheld (ref FOIA Exemptions 6 & 7 ). App D withheld (ref Exemption 5). 
FELTON.J.M. Division of Rules and Records. 85/10/25. GARDE.B.P. Government Ac- 
countability Project. 10pp. 33581:144-33582:318. 

-8511200264 Statement of JJ Snokhons re employment w/Brown & Root at 
facility.Duties included core boring. Large air pockets or voids & powdery concrete 
found that would not form core in reactor area & in both reactor containments. 
SNOKHONS, J.J. Affiliation Not Assigned. 82/12/18. Ip. 33581:275-33581:275. 
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8511050162 Response opposing ASLB question re withdrawal of motions for summary 
disposition.Partial transcript of 840524 hearing end. 

Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
REYNOLDS, N.S. Bishop, Liberman, Cook, Purcell & Reynolds. #485 061. 85/11/01. 
Atomic Safety and Licensing Board Panel. 8pp. 33327:348-33328:002. 

8511210389 Further response to FOIA request for documents re repts listed in Board 
Notification 84-149 & release of repts. Forwards App E documents. Documents also 
available in PDR.App F document withheld (ref FOIA Exemption 5). 

FELTON, J.M. Division of Rules and Records. 85/11/01. GARDE, B.P. Government Ac- 
countability Project. 4pp. 33559:218-33559:330. 

-8511210403 Forwards transcript of 831021 telcon w/E!lis of CASE re rept of deposi- 
tion of R Messerley. 

TREBY.S.A. Hearing Branch 1. 83/10/27. HAYES, B.B. Office of Investigation. 3pp. 
33559:224-33559:248. 

8511130413 Transcript of 851108 telcon in Washington, DC. Pp 24,080- 24,144. 

* Atomic Safety and Licensing Board Panel. 85/11/08. 64pp. 33437:338-33438:042. 

8511200040 Transcript of 851112 hearing in Dallas, TX.Pp 24,145-24,336. 

* Atomic Safety and Licensing Board Panel. 85/11/12. 193pp. 33526:177-33527:008. 


V. Operator Examinations 

8511050038 Forwards estimates for future operator licensing exams in response to Ge- 
neric Ltr 85-18. 

COUNSIL.W.G., WOODLAN.D.R. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 85/10/30. BOGER.B. Operator Licensing Branch. 3pp. 33773:225- 
33773:227. 
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A. Application/construction stage documents & correspondence 


-8511050299 Advises of error in 840417 Itr.Total size estimates for concrete should be 
285,OOO.Related info end. 

BIELFELDT.L.M. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
84/04/23. ABRAMSON, L.R., LURIE, D. NRC - No Detailed Affiliation Given. 14pp. 
33474:309-33474:321. 

“8511050324 Forwards repts re irradiation, decontamination & DBA testing, per request 
of Y Korobov of Carboline Co. 

LAING.W.R., BROOKSBANK.R.D., JONES, R.E. Oak Ridge National Laboratory. 84/ 
09/18. IPPOLITO.T.A. Division of Licensing (800428-851124). 14pp. 33475:146- 
33475:158. 

“8511050329 Revs 0-4 to Procedure CCP-40, “Protective Coating of Concrete Sur- 
faces.” Portions of Rev 6 also end. 

* Brown & Root, Inc. (subs, of Halliburton Co.). 82/05/11. 138pp. 33475:349- 
33476:125. 

“8511060081 “Compatibility of RES X W/Nutec IIS Surfacer.” 

ARNOLD.G.E. Imperial Professional Coatings. 205-1-78-G. 78/01/26. 17pp. 

33477:132-33477:148. 

“8511060088 “Effects of ’Mudcracking’ on DBA Performance of Nutec IIS.” 

* Imperial Professional Coatings. * Coastal Science Associates. 249-78-G. 78/04/30. 
6pp. 33477:163-33477:168. 

“8511060090 “Nutec 11/Reactic 1201 DBA per Bechtel CP 956.” 

ARNOLD, J. Imperial Professional Coatings. 210-77. 77/12/31. 7pp. 33477:169- 
33477:175. 

“8511060109 “Compatibility of Burkes Form Release to Imperial Concrete Coating 
Sys.” 

ARNOLD, J. Imperial Professional Coatings. 178-77-G. 77/08/05. 6pp. 33477:183- 
33477:188. 

-8511060257 “LOCA Test of Svc Topcoated W/Phenoline 305 Finish.” 

BOLDT.A.M., TELLOR.M.D., MONTLE.J.F. Carboline Co. 01651. 78/05/09. 9pp. 
33478:143-33478:179. 


8511150087 Responds to 841231 request for info re Level B & C allowables.Pipe sup- 
port design organizations directly or indirectly compare Level B stresses to Level C 
allowables. 

SPENCE, M.D. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 85/ 
01/31. HUNTER, D.R. Region 4, Office of Director. 5pp. 33463:031-33463:035. 

8507170602 Board Notification 85-064:forwards NUREG/CR-4077 & Westinghouse 
Owners Group 850103 ltr re Westinghouse reactor coolant pump seals, updating info 
provided in Board Notifications BN-83-139 & BN-84-076.Related correspondence. 
THOMPSON, H.L. Division of Licensing (800428-851124). #485 647. 85/06/24. PAL- 
LADINO Commissioners. 82pp. 31630:192-31630:293. 

8511040143 Further response to FOIA request for documents re Comanche Peak Task 
Force established in Mar 1984. Forwards App A documents.Documents also available 
in PDR.App A documents not end undergoing further review. 

FELTON, J.M. Division of Rules and Records. 85/10/16. GARDE.B.P. Government Ac- 
countability Project. 8pp. 33470:001-33491:281. 

-8511040180 Revs 0-3 to Const Procedure 35-1195-CCP-30, “Coating Containment 
Liners.” incoroorating Interim Change Notice 1. 

S jT ■ ON.D.G. Brow" - 1 & Root, Inc. (subs, of Halliburton Co.). 77/08/25. 374pp. 
n34; r 0-::i 1-35^71:02-'.. 

--8511040436 Rev 6 to Instruction QI-QP-1 1.4-17, “Surveillance of Storage & Handling 
of Protective Coatings." 

WILLIAMS, H.O. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
83/06/17. 3pp. 33471:069-33471:071. 

-8511040441 Rev 3 to instruction QI-QP-1 1.4-22, “QC Surveillance of Protective Coat- 
■ncs IJr'aue Identification Number Transfer.” 

E3i;:E ( M.P., IVF..-ELDT,L.M. Texas Utilities Electric Co. (formerly Texas Utilities Gener- 
ating'Co.). 84/08/07. 2pp. 33471:072-33471:073. 

-8511040452 Rev 0 to Instruction QI-QP-1 1 .4-29, "Use of Elcometer Adhesion Tester 
for Isolating Areas of Questionable Coating Adhesion." 

DUNHAM, F. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/ 
03/12. 4pp. 33471:128-33471:277, 

-8511040474 Revs 0,1 & 3 to Alternate Const Procedure CCP-30A, “Coating Steel Sub- 
strates Inside Reactor Bldg & Radiation Areas.” 

MACPHAIL.G.D. Brown & Root, Inc. (subs, of Halliburton Co.). 83/12/06. 62pp. 
33472:246-33472:339. 

“8511040482 Rev 2 to Spec 2323-AS-31, “Protective Coatings.” 

* Gibbs & Hill, Inc. (subs, of Dravo Corp.). 84/03/15. 164pp. 33473:152-33473:315. 

-8511040486 Rev 1 to Spec 2323-AS-31, "Protective Coatings.” 

* Gibbs & Hill, Inc. (subs, of Dravo Corp.). 78/03/13. 276pp. 33473:316-33474:231. 


-8511060295 “LOCA Amercoat D-6/Phenoline 305 Finish & Comanche Peak LOCA 
FSAR Curve,” final rept. 

LADAGE.J.J., TELLOR,M.D., MONTLE.J.F. Carboline Co. 01684. 78/04/11. 6pp. 
33478:249-33478:306. 

-8511060385 Rev 2 to Procedure CP-QP-2.6 “Certification of CSTS Personnel.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/05/15. 6pp. 
33479:123-33479:128. 

-8511060388 Rev 15 to Procedure CP-QP-3.0, “Comanche Peak Steam Electric Station 
Site QA/QC Organization.” 

BIELFELDT.L.M. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
84/07/30. 12pp. 33479:129-33479:140. 

-8511060393 Rev 1 to Procedure CP-QP-5.0, “QA Review of Site Generated Procure- 
ment Documents.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 81 /04/20. 2pp. 
33479:141-33479:142. 

-8511060397 Rev 5 to Procedure CP-QP-6.0, “Preparation of Quality Procedures & In- 
structions." 

BIELFELDT.L., VEGA, A. Texas Utilities Electric Co. (formerly Texas Utilities Generat- 
ing Co.). 84/04/27. 14pp. 33479:143-33479:156. 

-8511060406 Revs 2,6 & 9 to Procedure CP-QP-7.1, “Issuance & Control of Quality 
Procedures & Instructions." 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/08/24. 27pp. 
33479:157-33479:187. 

-8511060413 Rev 1 to Procedure CP-QP-8.1, “Supplier Evaluation." 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 80/01/28. 2pp. 
33479:189-33479:190. 

-8511060414 Rev 226 to Procedure CP-QP-0.1, “Quality Procedures Manual: Table of 
Contents." 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/08/24. 5pp. 
33479:015-33479:019. 

-8511060418 Rev 1 to Procedure CP-QP-2.0, "Implementation of Comanche Peak 
Steam Electric Station QA Program.” 

CHAPMAN, D.N. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
79/10/09. 4pp. 33479:020-33479:023. 

-8511060419 Rev 1 to Procedure CP-QP-11.1, “Concrete, Soils & Reinforcing Steel 
Testing Activities.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 79/10/18. 3pp, 
33479:194-33479:196. 


-8511040488 Rev 11 to Const Procedure CCP-30, Attachment 2, “Rev 2 to Special 
Coating Procedure M-9, ’Application of Carboline 1 91 Primer as Brush Spray or Spray 
Primer," incorporating Document Change Notice 1 . 

* Brown & Root, Inc. (subs, of Halliburton Co.). 83/11/09. 7pp. 33474:232-33474:238. 

“851 1040489 Rev 4 to Procedure CP-QP-2.3, “Documentation Within QA/QC Person- 
nel Qualification File.” , , , . _ . ^ „ 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 83/01/20. 8pp. 
33474:239-33474:246. 

“8511040490 Rev 2 to Instruction QI-QP-2.1-16, "Qualification of Design Change Verifi- 
cation Personnel." 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 83/07/28. 6pp. 
33474:247-33474:252. 

“8511040494 Const Procedure CCP-30, Attachment 2, "Rev 1 to Special Coating Proce- 
dure M-7, ’Application of Keeler & Long Epoxy Primer 6548 & Epoxy Enamel Topcoat 
7475...,”’ incorporating Document Change Notice 1. 

* Brown & Root, Inc. (subs, of Halliburton Co.). 84/04/24. 11pp. 33474:266- 
33474:276. 


-8511060423 Rev 2 to Procedure CP-QP-2.2, “Indoctrination of Record Verification Per- 
sonnel.” 

TQLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 81/ 
04/20. 3pp. 33479:024-33479:026. 

“8511060428 Rev 0 to Procedure CP-QP-2.2A, “Training & Certification of Unit 2 
Records Verification Personnel.” 

VEGA, A. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/08/ 
10. Ip. 33479:027-33479:041. 

“8511060440 Rev 4 to Procedure CP-QP-2.4, “NDE Personnel Training, Qualification & 
Certification." 

DODSON, D.R. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
84/02/08. 27pp. 33479:042-33479:068. 

“8511060445 Rev 2 to Procedure CP-QP-2.5, "Testing Personnel Training, Qualification 
& Certification.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 83/04/25. 2pp. 
33479:069-33479:070. 
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-8511060449 Rev 2 to Procedure CP-QP-18.3, “Permanent Plant Records Sys Organi- 
zation.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 80/12/02. 3pp. 
33479:071-33479:073. 


-8511070030 Rev 10 to Const Procedure CCP-30, “Coating Steel Substrates Inside Re- 
actor Bldg & Radiation Areas," incorporating Document Change Notices 1-7. 

WELLS, M. Brown & Root, Inc. (subs, of Halliburton Co.). 83/06/11. 26pp. 33480:005- 
33480:030. 


—8511060459 Rev 2 to Procedure CP-QP-18.4, “Permanent Plant Record Receipt Con- 
trol & Storage." 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 80/12/02. 6pp. 
33479:074-33479:079. 

-8511060469 Rev 0 to Procedure CP-QP-18.6, “Record Turnover to Texas Utils Electric 
Co Operation Group." 

FLICK, TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 80/01/03. 3pp. 33479:080-33479:082. 

—8511060473 Rev 0 to Procedure CP-QP-18.Q7, “N-5 & N-3 Code Data Repts." 
TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 81/ 
02/27. 2pp. 33479:083-33479:084. 

—8511060475 Rev 1 to Procedure CP-QP-18.8, “Record Verification." 

SHERMAN.G., TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Gen- 
erating Co.). 84/01/10. 6pp. 33479:085-33479:090. 

-8511060480 Rev 2 to Procedure CP-QP-19.0, “Audits.” 

WALKER, J.C., TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Gen- 
erating Co.). 82/04/01. Ip. 33479:091-33479:091. 

-8511060483 Rev 0 to Procedure CP-QP-19.3, “Surveillance of Piping Erection.” 
TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 81/ 
05/15. 3pp. 33479:092-33479:094. 

—8511060488 Rev 0 to Procedure CP-QP-19.4, “Tack Weld Surveillance.” 

TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 81/ 
07/06. 3pp. 33479:095-33479:097. 

-8511060491 Rev 4 to Procedure CP-QP-19.5, “Surveillance of Plant Conditions.” 
TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/ 
02/21. 6pp. 33479:098-33479:103. 


-8511070033 Rev 2 to Const Procedure CCP-30A, “Coating Steel Substrates Inside 
Reactor Bldg & Radiation Areas,” incorporating Document Change Notices 1-6. 
WELLS, M. Brown & Root, Inc. (subs, of Halliburton Co.). 83/11/16. 22pp. 33480:034- 
33480:061. 

-8511070036 Rev 5 to Const Procedure CCP-40, "Protective Coatings of Concrete Sur- 
faces.” incorporating Document Change Notices 1-6. 

HAMATY.T. Brown & Root, Inc. (subs, of Halliburton Co.). 83/10/14. 30pp. 
33480:128-33480:157. 

-8511070043 Rev 3 to Const Procedure CCP-40, "Protective Coatings of Concrete Sur- 
faces,” incorporating Document Change Notice 1-3. 

WELLS, M. Brown & Root, Inc. (subs, of Halliburton Co.). 81/11/18. 25pp. 33480:200- 
33480:251. 

-8511070061 Rev 5 to Const Procedure CCP 40, “PretcctVe Ccsf-gs r* Concrete Sur- 
faces," Attachment S, "Special Coatings Procedu.v C-', 'App icarc' 1 of Nutec 10 
Concrete Curing & Sealing Compound.”’ 

WELLS, M. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 83/10/ 
14. 14pp. 33480:356-33481:002. 

-8511070063 Rev 0 to Instruction CP-EI-4.0-51, “Control of Protective Coatings Field 
Verification Activities.” 

WELLS, M. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/02/ 
17. 5pp. 33481:003-33481:007. 

-8511070066 Forwards response to addl questions re Protective Coating Allegations 
15,31 & 33, per NRC 840727 memo.Response to all addl questions complete. 
FIKAR.L.F. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/ 
08/21. IPPOLITO.T.A. Comanche Peak Project (Technical Review Team). 10pp. 
33481:008-33481:017. 


-8511060492 Rev 7 to Procedure CP-QP-19.6, “Surveillance of Const & Startup/Turn- 
over Activities.” 

VEGA, A. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/09/ 
09. 3pp. 33479:104-33479:106. 


-8511070068 Revs 0-14 to Procedure CP-QP-3.0, "Comanche Peak Steam Electric Sta- 
tion Site QA/QC Organization.” 

VEGA, A. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/04/ 
17. 86pp. 33481:018-33481:103. 


-8511060494 Rev 1 to Procedure CP-QP-19.7, “Monitoring Welding Activities." 

WILLIS, G., VEGA, A. Texas Utilities Electric Co, (formerly Texas Utilities Generating 
Co.). 84/05/15. 4pp. 33479:107-33479:110. 


-8511070071 Rev 2 to Procedure CP-CPM-5.1, "Field Procurement Activities.” 

* Brown & Root, Inc. (subs, of Halliburton Co.). 79/09/12. 16pp. 33481:104- 
33481:120. 


-8511060500 Rev 2 to Procedure CP-QP-22.0, "Surveillance of Comanche Peak Steam 
Electric Station Containment 1 Structural Acceptance Test.” 

TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 83/ 
01/20. 7pp. 33479:116-33479:122. 


-8511070003 Rev 4 to Procedure CP-QP-11.15, “Permanent Equipment Transfer Verifi- 


umiun. 

TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 83/ 
09/19. 4pp. 33479:230-33479:233. 


-8511070072 Rev 1 to Const Procedure CP-CPM 8.1, "Receipt, Storage & Issuance of 
Items,” incorporating Document Change Notices 1-6. 

* Brown & Root, Inc. (subs, of Halliburton Co.). * Texas Utilities Electric Co. (formerly 
Texas Utilities Generating Co.). 84/08/07. 6pp. 33480:065-33480:089. 

-8511070074 Rev 8 to Procedure ACP-3, "Matl Receiving, Storage & Ha"d! ; r-.” 
YORK.J. Brown & Root, Inc. (subs, of Halliburton Co.). 80/04/18. 3')pp .13 '.fi' 
33481:150. 


-8511070006 Rev 1 to Procedure CP-QP-11.18, “NDE Activities." 

WARNER, M.D., TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 83/08/12. 2pp. 33479:239-33479:240. 


-8511070076 Rev 8 to Procedure CP-EP-5.0, “Procedure for Field Procurement." 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/06/01. 12pp. 
33481:151-33481:162. 


-8511070010 Rev 2 to Procedure CP-QP-13.0, “Control of Measuring & Testing Equip- 
ment." 

TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 79/ 
1 1 /05. 3pp. 33479:246-33479:248. 

—8511070011 Rev 4 to Procedure CP-QP-15.0, “Tagging Sys.” 

TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/ 
01/11. 8pp. 33479:249-33479:256. 


—8511070013 Rev 3 to Procedure CP-QP-15.2, "Startup/Turnover QA Activities.” 
TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 81/ 
04/16. 2pp. 33479:257-33479:258. 

-8511070014 Rev 2 to Procedure CP-QP-15.3, “Quality Engineering Review of Startup 
Work Permits.” 

TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/ 
01/06. 3pp. 33479:259-33479:261. 


—8511070017 Rev 1 to Procedure CP-QP-15.6, “Significant Deficiency Analysis Rept 
Status Tracking.” 

LANCASTER, B., TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 83/07/06. 5pp. 33479:267-33479:271. 


—8511070018 Rev 2 to Procedure CP-QP-15.7, “Tracking of Audit Repts/ Corrective 


Action Repts." 

LANCASTER, B., TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 83/07/26. 4pp. 33479:272-33479:275. 


“8511070021 Rev 14 to Procedure CP-QP-16.0, “Nonconformances." 

VEGA, A. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/07/ 
02. 18pp. 33479:276-33479:293. 

“8511070022 Rev 5 to Procedure CP-QP-16.1, “Significant Const Deficiencies." 

SCOTT, B.C., TOLSON.R.G. Texas Utilities Electnc Co. (formerly Texas Utilities Gener- 
ating Co.). 82/07/23. 6pp. 33479:294-33479:299. 


-8511070077 Rev 18 to Const Procedure DCP-3, "Comanche Peak Steam Electric Sta- 
tion Document Control Program," incorporating Document Change Notice 1. 

* Brown & Root, Inc. (subs, of Halliburton Co.). VEGA, A. Texas Utilities Electric Co. 
(formerly Texas Utilities Generating Co.). 84/11/05. 17pp. 33480:090-33480:106, 

-8511070101 Rev 12 to Const Procedure CCP-30, "Coating Steel Substrates Inside Re- 
actor Bldg & Radiation Areas,” incorporating Document Change Notice 1 . 

WELLS, M. Brown & Root, Inc. (subs, of Halliburton Co.). * Texas Utilities Electric Co. 
(formerly Texas Utilities Generating Co.). 84/05/17. 21pp. 33480:107-33480:127. 

-8511070102 Rev 4 to Procedure CP-CPM-6.1, “Preparation & Approval of Const Pro- 
cedures & Instructions,” incorporating Document Change Notices 1 & 2. 

* Brown & Root, Inc. (subs, of Halliburton Co.). 81/12/22. 12pp. 33482:066- 
33482:077. 

-8511070107 Rev 7 to Const Procedure CCP-40, "Protective Coating of Concrete Sur- 
faces,” incorporating Document Change Notices 1-3. 

WELLS, M. Brown & Root, Inc. (subs, of Halliburton Co.). * Texas Utilities Electric Co. 
(formerly Texas Utilities Generating Co.). 84/06/27. 27pp. 33482:107-33482:133. 

-8511070112 Marked-up Rev 0 to Alternate Const Procedure 35-1 1 95-CCP-30-A, 
"Coating Steel Substrates Inside Reactor Bldg & Radiation Areas." Related info end. 
MAGNER.J.H., DOUGLAS, U.D. Brown & Root, Inc. (subs, of Halliburton Co.). 79/10/ 
31. 29pp. 33482:078-33482:106. 

-8511070156 Draft "Allegations Concerning Comanche Peak Protective Coatings." Re- 
lated documentation end. 

* NRC - No Detailed Affiliation Given. 84/08/03. 23pp. 33482:216-33482:238. 

-8511070165 “Elcometer Adhesion Tests Nutec Concrete Coating Repair Sys IIS/ 
1201 /1 1S/1201 1 1 S/1201 /1 1/1201.” Related documentation end. 

ARNOLD, J. Imperial Professional Coatings. 759. 84/04/19. 13pp. 33482:239- 
33482:257. 


“8511070023 Rev 4 to Procedure CP-QP-17.0, "Corrective Action." 

VEGA, Aw Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/04/ 
27. 2pp. 33479:300-33479:301. 

—8511070024 Rev 0 to Procedure CP-QP-17.4, “N-3 Data Repts." 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/08/20. 22pp. 
33479:302-33479:323. 

-8511070028 Rev 1 to Instruction CP-EI-4.0-51, “Control of Protective Coatings Field 
Verification Activities.” Related info end. 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/04/06. 1 9pp. 
33479:348-33480:004. 


-8511070201 Draft "BNL Comanche Peak Steam Electric Station Technical Review 
Team Audit Plan for Area I Backlit Program.” 

* Brookhaven National Laboratory. 84/07/31. 8pp. 33483:023-33483:030. 

-8511070207 Draft “BNL Comanche Peak Steam Electric Station Technical Review 
Team Audit Plan for Area II DBA Testing." 

* Brookhaven National Laboratory, 84/07/31. 29pp. 33483:031-33483:059. 

-8511070212 Draft “BNL Comanche Peak Steam Electric Station Technical Review 
Team Audit Plan for Area IV Procedures." 

* Brookhaven National Laboratory. 84/07/31 . 30pp. 33483:060-33483:090. 
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--8511070218 Draft “BNL Comanche Peak Steam Electric Station Technical Review 
Team Audit Plan for Area V Training/’ 

* Brookhaven National Laboratory. 84/07/31. 12pp. 33483:091-33483:102. 

“8511070224 Draft “BNL Comanche Peak Steam Electric Station Technical Review 
Team Audit Plan for Area VI Nonconformance Reporting.” 

* Brookhaven National Laboratory. 84/07/31. 8pp. 33483:103-33483:110. 

“8511070235 Draft “BNL Comanche Peak Steam Electric Station Technical Review 
Team Audit Plan for Area VII Exemptions." 

* Brookhaven National Laboratory. 84/07/31. 24pp. 33483:111-33483:134. 

“8511070246 Rev 10 to Const Procedure CCP-30, “Coating Steel Substrates Inside Re- 
actor Bldg & Radiation Areas," incorporating Document Chance Notices 1-7. 

WELLS.M. Brown & Root, Inc. (subs, of Halliburton Co.;. SCO. T\3.C Texas Utilities 
Electric Co. (formerly Texas Utilities Generating Co.). 83/06/11. 26pp. 33483:135- 
33483:182. 

“8511070285 Rev 5 to Const Procedure CCP-40 re surface preparation & coating of 
cementitious surfaces inside reactor bldg & radiation area, incorporating Document 
Change Notice 1-6. 

WELLS.M. Brown & Root, Inc. (subs, of Halliburton Co.). 83/10/14. 24pp. 33483:183- 
33483:347. 

-8511070429 Package of Allegation Review Repts 1-62 for plant.Supporting documen- 
tation end. 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 85/10/16. 
2,814pp. 33483:348-33491:281. 

“8511110235 Revs 2 & 3 to Procedure CP-QP-6.0, “Preparation of Quality Instructions 
& Procedures." 

HEWETT.J., TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Gener- 
ating Co.). 81/05/04. 14pp. 33482:052-33482:065. 

8511190240 Forwards comments on Comanche Peak Review Team Action Plan Vli.9.3, 
“Document Control,” inadvertently omitted from 851006 Itr. 

WILLIAMS, N.H. CYGNA Energy Services. 85/10/21. COUNSIL.W.G. Texas Utilities 
Electric Co. (formerly Texas Utilities Generating Co.). 2pp. 33511:353-33511:354. 

8511190266 Forwards list of independent assessment program Phase 4 cable tray/con- 
duit support questions & open items. 

WILLIAMS, N.H. CYGNA Energy Services. 85/10/21. COUNSIL.W.G. Texas Utilities 
Electric Co. (formerly Texas Utilities Generating Co.). 14pp. 33516:284-33516:297. 

8511200154 Further response to FOIA request for repts listed in Board Notification 84- 
149 & documents re rept release.Forwards documents listed in App B.Portions of App 
C withheld (ref FOIA Exemptions 6 & 7).App D withheld (ref Exemption 5). 

FELTON, J.M. Division of Rules and Records. 85/10/25. GARDE, B.P. Government Ac- 
countability Project. 10pp. 33581:144-33582:318. 

-8511200166 Discusses 840106 site visit re BR Jones allegations concerning work 
practices at facility.Concerns included main steam sys pipe supports, pipe whip 
restraints, stanchions & associated saddles. Listed items identified. 

OBERG.C.R. Region 4, Office of Director. 84/01/06. Region 4, Office of Director. 2pp. 
33581:156-33581:157. 

-8511200188 Forwards first six allegations re protective coatings at facility.Written re- 
sponse by util should be available during 840130 site visit. 

LETTIERI.V. Brookhaven National Laboratory. 84/01/16. HUNNICUTT.D.M. Region 4, 
Office of Director. 2pp. 33581:158-33581:159. 

“8511200266 Forwards A Dillingham Itr re problems at facilities. Allegation 
reviews, allegation data forms, observation record, R Roth 831012 & 18 handwritten 
memos & news clips concerning facility end. 

SNIEZEK.J. NRC - No Detailed Affiliation Given. 83/05/26. COLLINS, J. Region 4, 
Office of Director. 42pp. 33581:276-33581:317. 

-8511200268 Discusses investigation of alleged intimidation of QC personnel at 
facility.per 830713 request.No evidence of intimidation noted.Draft memo to Commis- 
sion end. 

COLLINS, J.T. Region 4, Office of Director. 83/11/30. HAYES, B.B. Office of Investiga- 
tion. 5pp. 33581:318-33581:324. 

-8511200277 Forwards Allegations 7-17 re protective coatings at facility. Util responses 
should be available for onsite review. 

LETTIERI.V. Brookhaven National Laboratory. 84/01/24. HUNNICUTT.D.M. Region 4, 
Office of Director. 4pp. 33581:360-33582:022. 

“8511200280 Discusses 840126 interview w/BH Griffin & BR Jones re Jones allega 
tions of poor work practices.Listed items provide info re 840106 memo.Allegation data 
form & RP Denise 840209 memo end. 

OBERG.C.R. Region 4, Office of Director. 84/01 /26. Region 4, Office of Director. 2pp. 
33582:023-33582:024. 

“8511200284 Sets forth principles.expectations & responsibilities for mgt & execution of 
Region IV activities on coatings efforts at facility. 

DENISE, R.P. Region 4, Office of Director. 84/02/09. JOHNSON, E.H. Region 4, Office 
of Director. 4pp. 33582:025-33582:036. 

“8511200286 Forwards Allegations 18 - 33 re protective coatings at facility.Responses 
should be available onsite.Allegation data form end. 

LETTIERI.V. Brookhaven National Laboratory. 84/02/16. HUNNICUTT.D.M. Region 4, 
Office of Director. 5pp. 33582:037-33582:041. 

“8511200289 Notifies of release of Dillingham transcript. Region IV permitted use of 
transcript. 

GRIFFIN.H.B. Region 4, Office of Director. 84/04/04. WESTER M AN, T.F. Region 4, 
Office of Director. Ip. 33582:042-33582:181. 

“8511200293 Recommends that Board be notified of allegations re protective coatings 
at facility due to applicability to ASLB hearing as licensing issue & items associated 
w/safety significance. 

COLLINS, JT. Region 4, Office of Director. 84/05/18. EISENHUT.D.G. Office of Nu- 
clear Reactor Regulation, Director (pre-851125). 2pp. 33582:182-33582:183. 

“8511200301 Forwards statement of allegations re electrical faults at facility.Requests 
investigation rept.Applicant should waive review period for proprietary info.W/o ends. 
ELLIS, J. Citizens Association tor Sound Energy. 82/08/04. HERR.R. Office of Investi- 
gation. Ip. 33582:216-33582:216. 


-8511200328 Requests interview re 821218 allegations concerning improper const 
practices at facility. 

COLLINS, J.T. Region 4, Office of Director. 84/03/28. SNOKHONS.J.J. Affiliation Not 
Assigned. Ip. 33582:277-33582:277. 

“8511200334 Discusses Allegation 4-83-A-66 re morale problem caused by reporting 
employees studying manuals or drawings as idle workers.Allegation should be closed. 
JOHNSON, E.H. Region 4, Office of Director. 84/03/13. WESTERMAN.T.F. Region 4, 
Office of Director. Ip. 33582:278-33582:278. 

-8511210081 Urges use of local law enforcement agency in cases of apparent 
threats.per 830331 Itr.Allegation review, undated handwritten memo & personal notes 
end. 

JOHNSON, E.H. Region 4, Office of Director. 85/11/07. DILLINGHAM, A. Affiliation Not 
Assigned. 35pp. 33582:285-33582:318. 

8511190340 Forwards independent assessment program Phase 3 pipe stress followup 
questions on hydrotest loads & pipe stress review of welded attachments. 

WILLIAMS, N.H. CYGNA Energy Services. 85/10/28. COUNSIL.W.G. Texas Utilities 
Electric Co. (formerly Texas Utilities Generating Co.). 3pp. 33514:168-33514:170. 

8511010467 Board Notification 85-089:suppls Board Notification 85-043 re CYGNA on- 
going review of facility design adequacy. N Williams 850813 Itr to J Beck forwarding 
revs to mechanical sy’s & cable tray supports review issues end. 

NOONAN, V.S. Comanche Peak Project (Technical Review Team). 85/10/30. PALLA- 
DINO, ROBERTS, ASSELSTINE Commissioners. 3pp. 33347:012-33347:134. 

8511190257 Forwards complete list of independent assessment program Phase 4 cable 
tray/conduit support questions.One page inadvertently omitted from 851021 Itr, 
WILLIAMS, N.H. CYGNA Energy Services. 85/10/30. COUNSIL.W.G. Texas Utilities 
Electric Co. (formerly Texas Utilities Generating Co.). 15pp. 33516:269-33516:283. 

8511190368 Forwards addl Phase 4 pipe support questions re Phase 4 followup walk- 
down & questions on previous open items from all phases. 

WILLIAMS, N.H. CYGNA Energy Services. 85/10/30. COUNSIL.W.G. Texas Utilities 
Electric Co. (formerly Texas Utilities Generating Co.). 10pp. 33514:178-33514:187. 

8511070226 Notification of contract execution, Mod 3, to “Review & Evaluation of Co- 
manche Peak Program Plan.” Contractor: Teledyne Engineering Svcs. 

HAWKINS, D. Technical Assistance Contracts Branch. FIN D-1338. 85/10/31. 
THOMPSON, H.L. Division of Licensing (800428-851124). TRAMMELL, C. NRC - No 
Detailed Affiliation Given. Ip. 33380:303-33380:304. 

-8511070232 Mod 3, providing FY86 incremental funding, to "Review & Evaluation of 
Comanche Peak Program Plan.” 

* Teledyne Engineering Services. EDGEWORTH, P.J. Division of Contracts. FIN D~ 
1338. 85/10/31. Ip. 33380:304-33380:304. 

8511210389 Further response to FOIA request for documents re repts listed in Board 
Notification 84-149 & release of repts. Forwards App E documents.Documents also 
available in PDR.App F document withheld (ref FOIA Exemption 5). 

FELTON, J.M. Division of Rules and Records. 85/11/01. GARDE, B.P. Government Ac- 
countability Project. 4pp. 33559:218-33559:330. 

“8511210409 Forwards ASLB 840308 memo re schedule & policy of Ofc of 
Investigation.OELD prepared to assist in responding to memo. W/o end. 
CUNNINGHAM, G.H. Office of the Executive Legal Director. 84/03/09. HAYES, B.B. 
Office of Investigation. 1 p. 33559:249-33559:249. 

-8511210448 Requests that technical review team be made aware of intervenor allega- 
tions re adequacy of QC/QA documentation concerning liner plate 
travelers.Assistance in preparing hearing session commencing on 841126 also re- 
quested. 

TREBY.S.A. Hearing Branch 1. 84/11/02. NOONAN, V. Comanche Peak Project 
(Technical Review Team). Ip. 33559:330-33559:330. 

8511070555 Forwards, for comment, “Rept of Review & Evaluation of Allegations of In- 
timidation & Harassment of Employees at Comanche Peak Steam Electric 
Station, Units 1 & 2.” 

NOONAN, V.S. Comanche Peak Project (Technical Review Team). 85/11/04. 
COUNSIL.W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
5pp. 33381:324-33382:159. 

“8511070569 Forwards “Rept of Review & Evaluation of Allegations of Intimidation & 
Harassment of Employees at Comanche Peak Steam Electric Station, Units 1 & 2." 
Mgt practices not conducive to good job performance existed. 

GAGLIARDO.J.E. Comanche Peak Project (Technical Review Team). 85/10/18. 
NOONAN, V.S. Comanche Peak Project (Technical Review Team). 2pp. 33381:329- 
33382:062. 


-8511070581 “Rept of Review & Evaluation of Allegations of Intimidation & Harassment 
of Employees at Comanche Peak Steam Electric Station, Units 1 & 2." 

* Comanche Peak Project (Technical Review Team). 85/10/31. 9pp. 33381:331- 
33382:062. 

“8511070584 “Comanche Peak Steam Electric Station: Alleged Climate of 
Intimidation.Supplementary Rept.” 

KAPLAN, B.L., BOWERS, D.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). 
MARGULIES.N. California, Univ. of, Irvine, CA. 85/09/30. NRC - No Detailed Affili- 
ation Given. 96pp. 33382:063-33382:159. 

8511210510 Further response to FOIA request for records re Comanche Peak Task 
Force established in Mar 1984. App C documents w/o asterisks available in 
PDR.Separate set of records also listed on App C available in LPDR in Arlington, TX. 
FELTON, J.M. Division of Rules and Records. 85/11/06. GARDE, B.P. Government Ac- 
countability Project. 50pp. 33559:033-33559:084. 

8511200007 Forwards “3-D Response Spectrum Analysis & Verification of Multimode 
Response Multiplier Equal to 1.25,” per request during NRC 851025 audit of cable 
tray hanger design verification program. 

COUNSIL.W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
85/11/14. NOONAN, V.S. Comanche Peak Project (Technical Review Team). Ip. 
33523:111-33526:280. 
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-8511200008 “3-D Response Spectrum Analysis & Verification of Multimode Response 
Multiplier Equal to 1.25." 

SHI.Z.T., CHOUJ.H., LU.S.P. Ebasco Services, Inc. (subs, of Enserch Corp.). 85/10/ 
30. 1,200pp. 33523:112-33525:106. 

8511250046 Discusses implementation of NRC 850605 conditions for use of ASSVIE 
Code Case N-397 re alternative method for spectral broadening & N-41 1 re alternative 
damping factors. Expeditious approval for use of Code Cases requested. 
COUNSIL.W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
85/11/18. NOONAN, V.S. Comanche Peak Project (Technical Review Team). 5pp. 
33592:003-33592:007. ' ' 

8511250079 Forwards responses to NRC 850809 & 0930 Itrs re evaluation of Coman- 
che Peak Response Team program plan.Rev 3 to plan will be submitted in Dec 1985. 
COUNSIL.W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
85/11/22. NOONAN, V.S. Comanche Peak Project (Technical Review Team). 300pp. 
33589:055-33590:069. 

-8511250089 Rev 4 to ERC/CP-001, “Mgt Program Plan for QA/QC Review Team." 
CHRISTENSEN, J., HODGES, F.R., HANSEL.J.L. Evaluation Research Corp. 85/11/21. 
42pp. 33589:360-33590:039. 

-8511250094 Rev 0 to “Design Adequacy Program, QA Program." 

DUBOIS, Q.B. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 85/ 
10/01. 30pp. 33590:040-33590:069. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 

8511070406 FOIA request for all records & info on or in connection w/ Board Notifica- 
tion 85-084 re SSER 7-11. 

GARDE, B.P. Government Accountability Project. 85/10/10. Office of Administration. 
2pp. 33382:246-33382:247. 

8511070405 Partial response to FOIA request for records on or in connection w/Board 
Notification 85-084 re SSER 7-1 1. Document available at PDR.Search for addl docu- 
ments continuing. 

FELTON, J.M. Division of Rules and Records. 85/10/29. GARDE, B.P. Government Ac- 
countability Project. 1 p. 33382:245-33382:245. 

8511040418 Notification of 851119 & 20 meetings w/CASE in Bethesda.MD to discuss 
SSERs 7-11. 

VIETTI-COOK.A. Comanche Peak Project (Technical Review Team). 85/10/30. 
NOONAN, V.S. Comanche Peak Project (Technical Review Team). 5pp. 33309:312- 
33309:316. 

8511040056 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF CO- 
MANCHE PEAK STEAM ELECTRIC STATION, UNITS 1 AND 2.Docket Nos. 50-445 
And 50-446. (Texas Utilities Generating Company) 

* Comanche Peak Project (Technical Review Team). NUREG-0797 S12. 85/10/31. 
283pp. 33338:200-33339:121. 


F. Security, medical, emergency & fire protection plans 

8511110189 Forwards, for consideration, objectives & guidelines for emergency prepared- 
ness exercise to be conducted on 851030. 

COUNSIL.W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
85/08/30. DENISE, R.P. Region 4, Office of Director. 6pp. 33386:257-33386:262. 

8511110210 Forwards scenario manual for 1985 emergency preparedness field exercise 
scheduled on 851030. 

COUNSIL.W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
85/09/12. JOHNSON, E.H. Region 4, Office of Director. Ip. 33390:113-33391:132. 

-8511110212 “Field Exercise Scenario, 85 1030." 

* Impell Corp. 85/10/30. 379pp. 33390:114-33391:132. 

8511040143 Further response to FOIA request for documents re Comanche Peak Task 
Force established in Mar 1984.Forwards App A documents. Documents also available 
in PDR.App A documents not end undergoing further review. 

FELTON, J.M. Division of Rules and Records. 85/10/16. GARDE, B.P. Government Ac- 
countability Project. 8pp. 33470:001-33491:281. 

—8511070007 Rev 2 to Procedure CP-QP-11.20, “Insp of Fire Protection." 

WARNER, M.D. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
84/0 1 /23. 2pp. 33479:24 1 -33479:242. 

8511040343 Revised emergency plan implementing procedures, including Rev 5 to EPP- 
1 01 re preparation, rev, approval & control of emergency plan & procedures & Rev 3 to 
EPP-207 re activation of new ctr & personnel duties. W/851 024 Itr. 

GOSDIN.T.L., COUNSIL.W.G. Texas Utilities Electric Co. (formerly Texas Utilities Gen- 
erating Co.). 85/10/24. 82pp. 33296:278-33296:359. 

8511050070 Forwards revised objectives & guidelines for 1985 emergency prepared- 
ness exercise. 

COUNSIL,W.G., WOODLAN.D.R. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 85/10/25. DENISE, R.P. Region 4, Office of Director, 7pp. 
33319:099-33319:105. 


G. Adjudicatory correspondence 

8511200154 Further response to FOIA request for repts listed in Board Notification 84- 
149 & documents re rept release. Forwards documents listed in App B.Portions of App 
C withheld (ref FOIA Exemptions 6 & 7).App D withheld (ref Exemption 5). 

FELTON, J.M. Division of Rules and Records. 85/10/25. GARDE, B.P. Government Ac- 
countability Project. 10pp. 33581:144-33582:318. 

8511010487 Provides correct reading of first full sentence on Page 8 of NRC 851025 
response to ASLB questions raised during 851015 conference call. 

BACHMANN.R.G. Hearing Branch 1. #485 999. 85/10/29. BLOCH, P.B., 

MCCOLLOM.K.A., GROSSMAN, H. Atomic Safety and Licensing Board Panel. 2pp. 
33290:163-33290:164. 


8511050119 Memorandum & Order LBP-85-41 establishing that discovery requests in 
one docket be deemed to be filed in other docket & expressing concern re QA for 
design of active valves. Served on 851101 . 

BLOCH, P.B. Atomic Safety and l.'cepsira Boe'-d Panel. #485 064. 85/10/31. Office of 
the Executive Legal Director. 6pp. :i33:^2'. r X>:. 

8511050162 Response opposing ASLB question re withdrawal of motions for summary 
disposition. Partial transcript of 840524 hearing end. 

REYNOLDS, N.S. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
#485 061. 85/11/01. Atomic Safety and Licensing Board Panel. 8pp. 33327:348- 
33328:002. 

8511070230 Forwards bill for payment of travel & subsistence costs & attendance fees 
for witnesses Roth.Lipinsky & Norris of Oliver B Cannon & Son.Inc.Related corre- 
spondence. 

GALLO, J. Isham, Lincoln & Beale. #485 078. 85/11/04. BLOCH.P.B., JORDAN, W.H., 
GROSSMAN, H. Atomic Safety and Licensing Board Panel. 21pp. 33362:271- 
33362:291. 

8511070326 Opposition to applicant motion for directed certification. Applicant QA/QC 
failed to detect numerous const activities not in accordance w/applicable 
procedures.Certificate of Svc end. 

ROISMAN.A.Z. Citizens Association for Sound Energy. ROISMAN.A.Z. Trial Lawyers 
for Public Justice, P.C. #485 084. 85/11/04. Atomic Safety and Licensing Appeal 
Panel. 18pp. 33368:224-33368:241. 

8511110006 Suppls response to CASE 801201 second set of interrogatories & requests 
to produce. "Const Project Evaluation" & WG Counsil 851028 Itr concerning new util 
mgt end. Related cor-ospcndonco 

WOO.-DRIDGF.R.A Worsham, i orsysho. Samples & Woolridge (formerly Worsham, 
Fo'syiho & Sampcls). 'VCCI QRliXii-.R.A. Texas Utilities Electric Co. (formerly Texas 
Utilities Generating Co.). #485 104. 85/11/04. ELLIS, J. Citizens Association for 
Sound Energy. 38pp. 33392:184-33392:221. 

8511130340 Petition for directed certification of ASLB 851031 order (LBP-85-41) estab- 
lishing that discovery requests in one docket be deemed to be filed in other 
docket.Boards should act as separate entities.Certificate of Svc end. 

DIGNAN.T.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
DIGNAN.T.G. Ropes & Gray. #485 149. 85/11/04. Atomic Safety and Licensing 
Appeal Panel. 15pp. 33436:320-33436:345. 

8511130352 Answer opposing applicant 851021 petition for directed certification of 
ASLB 851002 order denying applicant motion for mod of ASLB 850829 order rejecting 
CASE mgt plan. 

ELLIS, J. Citizens Association for Sound Energy. #485 148. 85/11/04. Atomic Safety 
and Licensing Appeal Panel. 51pp. 33435:263-33435:314. 

—8511130363 Advises that applicant intends to file matl re representativeness of U-bolt 
support configurations used in applicant tests & corrections to affidavits supporting 
motions re piping & support dosign.Cortificnto of Svc end. 

REYNOLDS.N.S. Bishop, -ioormyr, Cock, Purcell & Reynolds. 85/10/25. 
BLOCH.P.B., k'.CCOLLOki.K.A. JO! iNSON.il-. 3. Atomic Safety and Licensing Board 
Panel. 4pp. 33435:311-33435:314. 

8511070271 Notice of location for 851112 prehearing conference in Dallas, TX to dis- 
cuss procedural matters re facility.Served on 851106. 

BLOCH.P.B. Atomic Safety and Licensing Board Panel. #485 081. 85/11/05. Ip. 
33362:353-33362:353. 

8511130281 Forwards petition for directed certification of ASLB 851031 order.W/Certifi- 
cate of Svc.W/o encIs.Related correspondence. 

DIGNAN.T.G. Ropes & Gray. DIGNAN.T.G. Texas Utilities Electric Co. (formerly Texas 
Utilities Generating Co.). #485 124. 85/11/05. Office of the Secretary of the Commis- 
sion. Ip. 33426:047-33426:047. 

8511110003 Memorandum informing that parties will be required to place each other on 
notice of providing timely citation of relevant matl already in other docket.Comments 
on subj procedure may be filed prior to 851207.Served on 851107. 

BLOCH.P.B. Atomic Safety and Licensing Board Panel. #485 108. 85/11/06. 2pp. 
33394:361-33394:362. 

8511150006 Brief opposing applicant petition for directed certification of ASLB 851002 
order.Alleged ASLB errors not regarded as affecting proceeding as to require ASLB 
intervention. Certificate of Svc end. 

MIZUNO.G.S. Hearing Branch 1. #485 170. 85/11/06. Atomic Safety and Licensing 
Appeal Panel. 28pp. 33466:154-33466:181. 

8511120017 Order instructing CASE to file single response to applicant petition for di- 
rected certification of ASLB 851031 order. Response should be divided into two 
parts, main docket issues & Docket 2 issues.Served on 851108. 

SHOEMAKER, C.J. Atomic Safety and Licensing Appeal Panel. #485 119. 85/11/07. 
Citizens Association for Sound Energy. Ip. 33416:046-33416:046. 

8511130403 Forwards addl info for 851112 prehearing conference re discovery 
matters. W/o end. Related correspondence. 

ELLIS, J. Citizens Association for Sound Energy. #485 133. 85/11/07. 

WOOLDRIDGE, R.A. Worsham, Forsythe, Samples & Woolridge (formerly Worsham, 
Forsythe & Sampeis). Ip. 33435:351-33435:356. 

-8511130407 Forwards addl info for scheduled 851112 prehearing conference re dis- 
covery matters.Related correspondence. 

ELLIS, J. Citizens Association for Sound Energy. 85/11/07. BLOCH.P.B., 

MCCOLLOM.K.A., JORDAN, W.H. Atomic Safety and Licensing Board Panel. 5pp. 
33435:352-33435:356. 

8511120013 Order directing applicants to supply memorandum to ASLAB on 851104 
petition for directed certification no later than 851115.Served on 851108. 
SHOEMAKER, C.J. Atomic Safety and Licensing Appeal Panel. #485 121. 85/11/08. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 2pp. 33416:047- 
33416:048. 

8511130318 Memorandum & order allowing applicants to withdraw motions for summary 
disposition by notifying ASLB in writing of continuing intent.Served on 851 112. 
BLOCH.P.B. Atomic Safety and Licensing Board Panel. #484 130. 85/11/08. Office of 
the Executive Legal Director. 5pp. 33435:357-33435:361. 
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$5*!15<X4C Sub—.: 5 S-C # ews zr. withdrawal cf applicant summary disposition 
■*"c:.C'D 'A- hi" 1 , rgs prccecura coes ~c! affect ut;i ability to withdraw all disposition 

y'Z...%«,3 5 naarrp =*arer = -£: £5 * ‘ ££ Atonic Safety and Licensing 

s C&'d rang:. *2cr 2246c i'S-32~5c:223, 

35! SCI. *4 = :-“a ros s'Tdavits ch -C rnneran & RC ictti re representativeness of ti- 
ded deeper r-'a! ;-s »—p o,ed '* acC’cart tests S. core chons & clarifications 

~’= v seifs \ S’ 5 sr:; " 'Szr-sr Co: *' '^"ceT “I ' Rerr.'ndsT'REYNOLDS.N.S. 
"skk -Lies S.er~: Co "r— s-‘y ~s-.as UtTfss Gsre-air-g Cc.). #485 168. 85/11/ 
"J 3-CCn = 5, V2CZ— CV -.'A _C-C-Ya.-. -to.— o Safety anc Licensing Board 


! 1!5C 1T2 ; ! 


C lott: & JC Rnneran in response to ASLB request for info re 
igurabers cf pipe supports utilizing clinched-down U- 


-.C - w." ■■ : '";-<as Utilities Electric Co. (formerly Texas Utilities Gener- 
is pb,. o 7„; Sendees, tnc. (subs, of Enserch Corp.). 85/11/12. 

-85 f It 501 26 Artsav : o' RQ on... 3 JC Rnneran re corrections & clarifications to affida- 
z'tltzVyfv.* ‘z z: T r f ' z ~ ^.--27 d’sppsrtcn s* pipe support design allegations. 

• z .. 1 - - ”=•''== -t t«£ Eecir.o Co. .formerly Texas Utilities Gener- 

;• 3erv:ces - tnc. (subs, cf Enserch Corp.). 85/11/12. 

3=i ♦ -esoo'se to 55252“ interrogatories & request to 

\ . * • * • • - * ' t Yi Ajt-e cab no rot facto* 1 in design of welds based on 
... ■ * v "... ; - :i At- - •: -rs Cen/'oate or Sue enci.Relatec correspondence. 

' V. - ~ 5 o Cc ■*cr-e-. / exas Utilities Generating Co.}. #485 

- • ... Or'c -“iiooa: on *z‘ Sd^'d Energy. 6pp. 335*2:347-33512:352. 

^235"-o,rwatas suppi to aoo'Pa-t 'espc.nses to CASE 850827 interrogatories to 
3v.pi.ear. & requests^ tc procure < '~d-es: fc' protective order.Certificate of Svc 

f *" „ c“*‘ 5 - ^ p _ f " - ~ = -'as Utilities Eiectric Co. (formerly T exas Utilities 

Y : ;:.n . . VTtr * “ -- ' * 4 Office of the Secretary cf the Commission, ip. 

S ; ^ can * memorandum in response to ASLAB 851 108 order. W/o 

s-^VhiVef = 7 £777 f cr ^ h ^ Samples & Woolridge (formerly Worsham, 

1/14 ‘ 011106 of the Se ^etary of the Commis- 

86 .l ,1 a » 3 * i“-S ASUS grant petition 4 relief requested in response 

XrtRrrg .t.. 8 *' a 5 jriSl direcjng applicant to supply memo on Question of whether 
y* - ■: " ;.v s £ *r" : A ' e:;s - gS.rtf oaricr. petition. W/Certificate of Svc. 

: ~ n - V S-- “frlc rp- -Iv^y Ts;(as utilities Generating Co.). 

f: ^ .. "2’~r tz - *'•''4. Atomic Safety and Licensing 

iri!er °9 a!cries re identification of mechanisms to detect deficient a 

#S-!o4^ CnS U&nS rr8cnansms since 840630.C^fficate ofSvc^ncf.Refated 

-V 2 !- •t s S r *f:h" rf“ n r § ne 'Sy- ^OISMANAZ. Trial Uwyers 
y/ 3Y-.r-s: r -: 5^, -;'; r Yg^' ^-.^T.^y 1 ' 63 E,ectrjc Co - (formerly 

s’ A , SLB r moran - 

-?6-C — co- : .^.r-To- 4Ti;^.;;uJ fi sf^.- nor r70tl0n to make Board 

7 " :: ?: Z - - = =T 2 ;d^2ne' ^35 3'6. 85/11/25. Texas 

33626:328. “ ' ' ' 5 -- ■ ,sS jC " er£ '- r £ 13pp. 33626:316- 

H, General correspondence 


f nu- 

-t: -™. -.-ww organization. 

55 *:.23 \OC\4\ VS ( !? r 2 ef ^ Texas Uti,iti es Gener- 

:*:‘32H.2!“-33323 23£ S * Conianche Peak Project (Technical Review 

Q. Inspection report*, | E BuSetins 4 correspondence 

$511150085 Fonufsr^s = »>ca - 

bf madrM roes trn mree'caPe whi <=5. identified indications 

inspmet^ ogy e-a. ' rjrf “ rts !f! caD3e spreading room.Sampling & 

Z*-- r rsk<i derating Co.). 84/ 

38466:243*33466:253. ak Pro i ect (Technical Review Team)/ 5pp. 

(&hn 

8S1W02S* FO.’A raques: for records S info re NRC Insp Rept 85-02, issued on 

»*«■ 85/10/01. Office o, Administration. 

Pea k Task 

'f c r %r :i rt?*«sw*5 tohw St ents also available 

cc--^ty Pr^lpj; GA RDE.B-P. Government Ac 

- Coatings.” 

J=p. 254't <formarfy Texas “««« Generating Co.). 83/ 


-8511040424 Rev 1 to Instruction QI-QP-1 1.4-8, "Insp of Special Coating Operations. " 
9 Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 7 9/07/26. 5pp. 
33471:041-33471:045. 

-8511040428 Rev 3 to Instruction QI-QP-1 1.4-9, "Insp of Shop Primed Equipment,' 1 
WILLIAMS, H.O., SCOTT, B.C. Texas Utilities Electric Co. (formerly Texas Utilities Gen- 
erating Co.). 82/09/03. 3pp. 33471:046-33471:048. 

-8511040433 Rev 19 to Instruction QI-QP-1 1.4-1 0, "Insp of Concrete Substrate Surface 
Preparation & Coatings Application & Repair.’"’ 

BIELFELDT.L. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co/). 
84/06/13. 20pp. 33471:049-33471:068. 

-8511040446 Rev 6 to Instruction QI-QP-1 1.4-27, "Insp of Concrete Substrate Surface 
Preparation & Coatings Application & Repair." 

DUNHAM, F., BIELFELDT.L.M. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/07/11. 32pp. 33471:074-33471:105. 

-8511040449 Rev 5 to Instruction QI-QP-1 1.4-28, "Protective Coatings Insp Travelers," 
DUNHAM.F., BIELFELDT.L Texas Utilities Electric Co. (formerly Texas Utilities Goner 
ating Co.). 84/06/12. 22pp. 33471:106-33471:1 27. 

-8511040457 Revs 2,5 & 8-18 to Instruction QI-QP-1 1.4-10, "Insp of Concrete Sub’ 
strate Surface Preparation & Coatings Application & Repair." 

18ipp a 3347T278 334720^°* (f ° rmerly Texas Utilities Generating Co.). 84/01/16. 

-8511040464 Revs 9-13 to Instruction Ql-QP-l 1 .4-1, "Insp of Steel Substrate Surface 
Preparation & Primer Application.” 

334^2 a 099-3347li e 58 riC C °' (f0rmerly Texas Uti,ities Generating Co.). 83/08/19. 60pp. 

—85-1 -1040471 Revised procedures.including Revs 5-13,17,18,20-22 & 24-26 to Instruc 
cation ^Repair" 5 ’ nSP ° f StGel Substrate primor Re P £ 'r & Seat & Finish Coat Appfi 

334721 59-33472-245'° C °' (f0rmerly Texas uti,ities Generating Co.). 83/10/24. 86pp. 

1 " lnsp 01 c ™ sutartr “ to s - 
172pp a 33472:340-l3473?1^i a (,ormerly Texas Utilities Gonorating Co.). 84/07/1 1. 

""Personnel " ReV 6 lnst ™ ction QI-QP-2.1-4. “Qualification of Protoctivo Coatmi, Insp 
33474lz53-3347l265 riC C °' (,ormerly Texas uti,ities Generating Co.). 83/07/2H. 13pp 
-8511040496 Trip rept of 831129-30 site visit statistical analysis ol backlit insp pro 
a^menfsupport"Branch. 83/12/2 °' CLARK ’ J ' W - 

requiremen,s ,or ana,ysis of 

84/02/16. ABRAMSON LR LUrIf n° Nn/ f ° r Uu. r y n T ?!fb Ul1 i , 0S Gonora,ln,: l Co > 
33474:322-33475:040 ' LURIE ' D ' NRC " No Affiliation Givon 81pp. 

_8 Preparatfon,TOrner Application, l fSmer < RepJrS^| Z S Finish Cna^A 0 ’ ? u *Jf* ral ° s Pflf«:o 

* Texas Utilities Electric !^ Application & Repair " 

200pp. 33475:159-33475:348 erly Texas Utr,,t,e s Generating Co.}. 84/05/04. 

“2S SSS P§ »~« G oneratin 0 Co, 84708/ 

83/09/15. app, 

"wiBSar- 8 10 Pr ° CedUre CP -° P - 1 1-2. “Surveillance « .nsp of Concrot,, Anchor 
13. 4p’p.'33479 8 197-33479:200. C C °' (,ormerly Texas Utilities Generating Co.). 84/07/ 

Ele^CoXmerS 1 Te^ uf^ ln3p 
33479:201-33479:205. ' ° V T ® 3S Ut,Iities Generating Co.), 83/08/12. 3pp, 

—8511060433 Rev 0 to Procedure CP op n c »«/-> _ 

33 T 4^0 U 6S S 7 |S. riO C °- (, ° rmeriy Texas UtifSttt^CoT 

-851,060436 Rev 3 to Procedure CP-OP-n.s, “.nstrumentation A Centro. Insp AcIM. 
33479:209l33479f2lo. n0 C °' (formerly Texas Utilities Generating Co.). 83/0B/12. 2pp. 

_ 1£Tt RW ,r to Pr ° CedUre CP ' QP " 11 ' 10 - ’' lnsp of Bectrical/fiaceway Support 
07. 3 pp, 3 347^! 2 1 1 1334 7 9': 2 1 3’° (,ormerty Texas Utilities Generating Co.). 84/08/ 

S^Ts^pport Brackets 1 '' 1 ^ " Reinsp of Comanche Peak Dl«s«t 
334 e 7^t U 4 !S» 0 Ca (, ° rmerly T6Xas ^itities Generating Co, 81/07/28. Spp . 
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-85^1 060452 Re v 16 to Procedure CP-QP-n.12, “Insp of Installation of Radwaste Mgt 
VE 


Sys (RWMS)." 

y^GA.A. Texas U^hties Electnc Co. (formerly Texas Utilities Generating Co.). 84/07/ 


23. 8pp. 33479:219-33479:226. 

"^tes 1 ” 60497 ReV 3 t0 Procedure GP-QP-20.0, “Surveillance of Preservice Insp Activi- 

09/^^ 6p p *334 7 V- 33479^1 ^ 5^'° C °' (formerly Texas Utilities Generating Co.). 83/ 

-851 1070002 Rev 1 to Procedure CP-QP-11.14, “Structural Steel Insp Activities." 
334% a 227 t 33479 E 229 r,C C °' (f ° rmer y Texas Utilities Generating Co.). 83/08/12. 3pp. 


8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSiVs." Sve list 

enci. 

of Emergency Preparedness & Enoinos’inc Response (Post 
o?21S 3 oo i P 5/10/30 ' Consolidated Edison Co. of New *zr<, r.z :37pp 33357:200- 
3o357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting :r Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge 3 vs Xisiijncnc- *' Svc 

list end. 

PiY. isio !l of Emergency Preparedness & Ergireo'ino Response (Post 
®^5J5 3 i no 5/10/31 ' Consolidatecl Edison Co. of New Yon;, me. fsSpp. 33357:063- 

JooO / il 99. 


"-85 y 070004 Rev | 1„ to Procedure CP-QP-11.16, “Insp of Seismic Category II Supports 


WARNER.M.D., TOLSON.R.G. Texas Utilities Electric Co 
Generating Co.). 83/08/12. 2pp. 33479:234-33479:235. 


(formerly Texas Utilities 


m 7* ? J , L H e lu ruiM rec <uesi lor aocuments re repts listed in 3oard 
Not !f ,catl 9 n & release of repts. Forwards App E documents.Documents also 

avaijade in PDR.App F document withheld (ref FOIA Exemption 5). 

FELTON, J.M. Division of Rules and Records. 85/11/01. GARDE, 3.P. Government Ac- 
countability Project. 4pp. 33559:218-33559:330. 


-8511070005 Rev 2 to Procedure CP-QP-11.17, "Electrical Startup Insp Activities." 
TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co) 83/ 
09/06. 3pp. 33479:236-33479:238. y 


-8511070007 Rev 2 to Procedure CP-QP-11.20, "Insp of Fire Protection." 
WARNER.M.D., TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/01/23. 2pp. 33479:241-33479:242. 


-8511070008 Rev 2 to Procedure CP-QP-11.21, “Weld Insp.” 

WARNER.M.D., TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 83/08/12. 3pp. 33479:243-33479:245. 


“Comanche Peak Special Review Team Rept” from review on 
840403-1 3. Review evaluated current implementation of applicant mgt control of const 
F'cg'ams Review identified three potential enforcement actions. 

• Ccmano-v; Peak Project Toc u r':s' Review Team). 84/07/06. 

= , b^NH.;:,L.o. ^ v:s.o': of Licensing 71pp. 33559:250-33559:329. 

8511250015 Further response to FO>A request for six oateoo ri es d documents re Ofc 
of Investigations. Forwards App A cccjmcms. Doc„r.or.:s a sc s'.i - pqr 
FELTON.J.M. Division of Rules and Records. 85/11/01.' ADATO.M." Union of Con- 
cerned Scientists. 7pp. 33644:167-33645:130. 


-8511070016 Rev 1 to Procedure CP-QP-15.5, “Tracking of NRC Insp Findings.” 
LANCASTER.B., TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 83/07/26. 5pp. 33479:262-33479:266. 


-8511250022 Forwards investigation status record re Case 4-83-011 concerning falsifi- 
cation of protective coating test records by mnt oe , "so r ‘"e* 

HAYES, B.B. Office of Investigation. 33\"'"C1. = /»: ..AC \C Commissioners. 2pp. 
33644:186-33644:187. 


-8511070026 Rev 20 to Procedure CP-QP-18.0, “Insp Rept.” 

VEGA. A. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/08/ 
09. 24pp. 33479:324-33479:347. 

-8511070049 Rev 21 to Instruction QI-QP-1 1.4-5, “Insp of Steel Substrate Primer 
Repair & Seal & Finish Coat Application & Repair.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 83/08/25. 24pp. 
33480:276-33480:307. 

-8511070052 Forwards NRC 840523 Itr to util re special insp of coatings program at 
plant for concurrence, per 840417 discussion. Concurrence will be assumed if re- 
sponse not received within 2 days. 

BANGART.R.L Region 4, Office of Director. 84/05/22. IPPOLITO.T. Comanche Peak 
Project (Technical Review Team). Ip. 33480:062-33480:064. 

-8511070090 Rev 8 to Procedure CP-QAP-8.1, “Receiving Insp.” Supporting documen- 
tation end. 

* Brown & Root, Inc. (subs, of Halliburton Co.). 84/06/11. 249pp. 33481:163- 
33482:051. 

-8511070136 Recommends that ASLB be notified of allegations re plant protective 
coatings program.Allegations forwarded to util for corrective actions & preventative 
measures.lnterim finding of BNL insp of plant under review. 

COLLI NS. J.T. Region 4, Office of Director. 84/05/18. EISENHUT.D.G. Division of Li- 
censing (800428-851124). 12pp. 33482:204-33482:215. 

8511200154 Further response to FOIA request for repts listed in Board Notification 84- 
149 & documents re rept release.Forwards documents listed in App B. Portions of App 
C withheld (ref FOIA Exemptions 6 & 7).App D withheld (ref Exemption 5). 
FELTON.J.M. Division of Rules and Records. 85/10/25. GARDE, B.P. Government Ac- 
countability Project. 10pp. 33581:144-33582:318. 


-8511250029 Forwards investlcatlcr status record re Case -1-83-C3 potential 

intimidation of C-C :nspe::icrs as res:::: c: np-.-cjfi- discr.r. -v ::'■■■ — - 
HAYES, B.B. Office of Investigation. 83/07/15. PALLADINO J Commissioners. 2pp. 
33644:190-33644:191. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & E-ct.co-^c Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New Ycri- r*c :j 33385-198- 

33385:335. 

8511260085 Ack receipt of 85101 1 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-445/85-06. 

JOHNSON, E.H. Region 4, Office of Director. 85/11/07. COUNSIL.W.G. Texas Utilities 
Electric Co. (formerly Texas Utilities Generating Co.). Ip. 33641:250-33641:256. 

— 851125C094 Responds to NRC 850912 Itr re violations noted in Insp Rept 50-445/85- 
06.Cc.'foc:vo ac::ons:Ma.~. Administrative Procedure MDA-2Q1 being 
revised, Deficiency Rept DR-85-078 processed & Rev 2 to Procedure STA-4Q4 issued. 
COUNSIL.W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
85/10/11. DENiSE.R.P. Region 4, Office of Director. 6pp. 33641:251-33641:256. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR.J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards o- ! rort ! ng Atmospheres.” Svc list enci. 
JORDAN, E.L. Division of Emergency Proparedrois & Engineering Rcsoc"se ; D cT 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. dire. ,'■353 '■ 
33631:017. 


-8511200271 Press release discussing release of Insp Rept 83-27 re allegations made 
to NRC about facility.No violations or deviations identified.One previous violation re 
improper documentation corrected by licensee. 

WISNER.C.E. Region 4, Office of Director. 83/10/11. Ip. 33581:325-33581:340. 

-8511200274 Responds to 831222 notice of violation re intimidation of QC personnel 
by QC supervisor. Lists corrective actions taken to reaffirm licensee commitment to ef- 
fective QC program. 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/01/23. 19pp. 
33581:341-33581:359. 


-8511200296 Requests sanitized version of Investigation Rept 4-84-008, “Comanche 
Peak Steam Electric Station: Alleged Intimidation of QC Personnel," including attach- 
ments for public reloase. 

COLLINS.J.T. Region 4, Office of Director. 84/07/23. HERR.R.K. Office of investiga- 
tion. Ip. 33582:184-33582:215. 


-8511200306 Discusses allegations made in 820802 Inquiry Rept Q4-82-0005.Allega- 
tions A,B & C have no regulatory basis & reflect alleger opinion.Allegations D incon- 
sistent w/ observations & F not relevant to program. 

TAYLOR, R.G. NRC - No Detailed Affiliation Given. 82/08/13. MADSEN, G.L. NRC - 
No Detailed Affiliation Given. 3pp. 33582:217-33582:275. 


-8511200323 Forwards Insp Rept 50-445/83-03 discussing findings at facility & ack re- 
ceipt of 830331 Itr.Allegation review overall summary dated 831201 & handwritten ex- 
ternal 840202 memo end. 

JOHNSON, E.H. Region 4, Office of Director. 83/06/15. DILLINGHAM, A. Affiliation Not 
Assigned. 42pp. 33582:276-33582:276. 


8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 

TAYLOR, J.M. Director’s Office, Office of 1 nspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 


8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svc list 


OIIW. , „ 

JORDAN, E.L. Division of Emergency Preparedness & 
830103). 85/10/30. Consolidated Edison Co. of New 
33358:138. 


Engineering Response (Post 
York, Inc. 136pp. 33358:003- 


8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, inc. 130pp 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Ceding." Svc 'ist end. 

JORDAN, E.L Division c! Emergc-nov Rocs-odness & Engineering Response (Post 
830103). 85/11/19. Ccnsdicatoa Edison. Cc. o‘ New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, "Use of Sealing Compounds in Operating Sys.” Svc 
list end. . _ 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


S. Reportable occurrences, LERs & related correspondence 

8511120103 Part 21 rept re potential defect in DSR or DSRV standby diesel generator 
intake & exhaust valve springs mfg by Betts Spring Co.Users recommended to inspect 
engines for broken springs & identify original mfg. 

GUNTRUM.B.C. Transamerica Delaval, Inc. 85/11/06. Directors Office, Office of in- 
spection and Enforcement. 5pp. 33413:293-33413:297, 

8511210085 Deficiency Rept SDAR-201 re installed conduit to equipment interface not 
being specified per design documents.lnitially reported on 85091 8. Completion of eval- 
uation expected by 860212. .. _ . 

COUNSIL.W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
85/11/07. DENISE, R.P. Region 4, Office of Director. Ip. 33578:323-33578:323. 
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35**210226 Lvhoeocv Pep: SCA.F-2C3 re errors identified in Computer Code^P Delta 

351*270050 = 'cv:bes results of rev.ew cf coatings nonconformance repts where use-as- 
„s ^ 23 dlspcs.iicr.Csscripfbn cf program providing in situ performance evaluation for 
-~z~: zzz'-z: cue* be cf plant & related info end. 

Z2~\S _ B ’rds .ties Electric Co. (formeriy Texas Utilities Generating Co.). 
S5,"* * / 1 S. NCCNAN.V.S. Comanche Peak Project (Technical Review Team). 12pp. 


T. Hearing transcripts on n on-antitrust matters 

8511200154 farther response to FOlA request for repts listed in Board Notification 84- 
*49 & documents re rent release. Forwards documents listed in App B. Portions of App 
C withheld ;re: FClA Exemptions 6 & "\..-.zz C withheld (ref Exemption 5). 

FE.TCN.v.M. Civisicn of Rules and Reccrcs. 35 1 C/25. GARDE, B.P. Government Ac- 
co un tad Cry Project, fupp. 33581:144-33582:318. 

-851 1200264 Statement of JJ Snokhons re employment w/Brown & Root at 
*20. tv.D .ties -“ 0 'uded core dchng.Large air pockets or voids & powdery concrete 
m-'o -..-a*, *z-~ net :'c*m core in reactor area & in both reactor containments. 
SNOKHONS, wJ. Affiliation Not Assigned. 82/12/18. Ip. 33581:275-33581:275. 

851*252162 = a soo mss cooosmc ASLB question re withdrawal of motions for summary 

REYNOLDS. N.S. Texas Utilities Elect::: Cc. "forme*.. Texas Utilities Generating Co.). 
REYNOLDS, N.S. Bishop, Liberman, Doom ~_:co : 8 Reynolds. #485 051. 35/11/01. 
Atomic Safety and Licensing Board Panel. 8pp. 33327:343-33328:002. 

8511210389 Further response to FOIA request for documents re repts listed in Board 
Notification 84-149 8 release of repts. Forwards App E documents.Documents also 
a-a/ab e '■*' 2 DR.Apo F document withheld (ref FOIA Exemption 5). 

-El'CY-V. C vs,:r of Rules and Records. 85/11/01. GARDE, B.P. Government Ac- 
countability Prelect. 4pp. 33559:218-33559:330. 


8511180591 Forwards Physical Security Insp Rept 50-454/85-46 on 851025 & 28-30 & 
notice of violation. Notice of violation withheld (ref 10CFR73.21). 

HIND.J.A. Region 3, Office of Director. 85/11/12. REED.C. Commonwealth Edison 
Co. 2pp. 33436: 1 58-33493:1 5S. 


-8511180595 Physical Security Insp Rept 50-454/85-46 on 851025 & 28-30. Noncom- 
pliance nctedbailure to provide adequate access controls to two vital areas.Details 
withheld (ref 1 0CFR73.2:). _ 

BELANGER, J.L., CREED.J.R., AXELSON.W.L. Region 3, Office of Director. 85/11/12. 
2pp. 33496:158-33496:159. 


8511190362 Submits updated schedule for implementation of A model. Delay encoun- 
tered in revising A model sys at Dresden, Quad Cities, LaSalle County & Zion facilities 
due to changeover from release rates to dose projections in software design. 
ALEXANDERS. Commonwealth Edison Co. 85- \ \ : 3. DENTON,! :.i> Office of Nucle- 
ar Reactor Regulation, Director (pre-851 125). 2pp. 33511:242-33511:243. 


8511260530 Responds to NRC 851002 Itr re violations & proposed imposition of civil 
ocmbty noted ie Insp Repts 50-454/85-22 & 50-455/85-20.Corrective actions:radiation 
protection a. 'C-noss sessions conducted w/plant personnel. 

REED.C. Commonwealth Edison Co. 85/11/21. TAYLOR, J.M. Director's Office, Office 
of Inspection and Enforcement. 25pp. 33615:156-33615:180. 


I. Financial information 


8511220452 Requests evaluation of effects of util cost curtailment program to assure 
that program does not contain elements which could affect safe operation or util com- 
mitments to NRC.Evaluation results requested by 851129. 

DIRCKS.W.J. Office of the Executive Director for Operations. 85/11/14. 
O’CONNOR, J.J. Commonwealth Edison Co. 2pp. 33601:028-33601:029. 


J. Insurance & indemnity information 


-S51 1210403 Forwards transcript of 831021 teicon w/Ellis of CASE re rept of deposi- 
tion of R Messertey. 

T= 5? v S i . ’-'ear-: Branch 1. 83/10/27. HAYES.B.B. Office of Investigation. 3pp. 


3511130413 Transcript of 851103 telccn in Washington, DC. Pp 24,080- 24,144. 

* Atomic Safety and Licensing Board Panel. 35/11/08. 64pp. 33437:338-33438:042. 

8511200040 Transcriot of 851112 tsarina in Dalias.TX.Pp 24,145-24,336. 

* Atomic Safety and Licensing Bears Panel. 55/11. 12. 193pp. 33526:177-33527:008. 


8511060127 Forwards executed Amend 5 to Indemnity Agreement B-84, Amend 4 to In- 
demnity Agreement B-97 & Amend 23 to Indemnity Agreement B-10. 

OSTER.J. Commonwealth Edison Co. 85/10/29. SALTZMAN.J. Assistant Director for 
State & Licensee Relations. 4pp. 33345:356-33345:359. 

8511200043 Forwards Endorsements 11 & 18 to MAELU Policy MF-114 & NELIA Policy 
NF-277, respectively. 

OSTER.J. Commonwealth Edison Co. 85/11/12. SALTZMAN.J. Assistant Director for 
State & Licensee Relations. 3pp. 33527:343-33527:345. 


V. Operator Examinations 

8511050038 Forwards estimates for future operator licensing exams in response to Ge- 
neric Ltr 85-16. 

COUNSEL, W.G., WOCDLAN.D.R. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 85/10/30. SOGER, B. Operator Licensing Branch. 3pp. 33773:225- 
33773:227. 
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P. Operating license stage documents & correspondence 


8511060258 Informs of completion of program re superheated blowdowns outsido 
containment.Temp envelopes for each plant to be established within min of 90 
days.List of equipment potentially affected by envelopes expected within 60 days. 
CERMAK.J.O. Wesiinghouse Operating Plants Owners Group. 85/10/28. 
WIGGINTON.D.L. Office of Nuclear Reactor Regulation, Director (pre-851 125). Ip 
33346:184-33346:184. * 


A. Application/ construction stage documents & correspondence 

851 1J 101 20 /onwards marked-up proprietary “Review of BWR/6 Std Plant PRA:Voi 
2:Seisrnic Everts.. Analysis” '5Spo~.se to 851009 requestTechnical error identified 

on end -a:e= = 2 * 5 A Fs*. aw ^r.n.eld 

VIlLA.R je-e-a. r.ectre Cc. 55.T0-33. THOMAS.C.O. Standardization & Special 
Projects Branch. Ip. 33392:049-33392:049. 


DOCKET STN-50-454 BYRON STATION, UNIT 1 
F. Security, medical, emergency & fire protection plans 

851104G278 R-3, J 5eb e^e'gercy plan implementing procedures included Ir.dex.Rev 5 t 
3ZP 600-A* A rede's Rhone List” & Rev 7 to BZF s-OC- A3 Staton Dimcton/ " 
oemmerweafth Edison Co. 85/10/28. 26pp. 33296:216-33296:242. 

8511190372 Rev 5 to policy statement delineating requirements & procedures re emei 
genev plan & procedures. 

REED.C. Commonwealth Edison Co. 85/10/29. Ip. 33511:006-33511:203. 

-8511190389 Rev 5 to "Generating Station Emergency Plan ” 

GOLDEN, J.C. Commonwealth =d:son Cc. 85/1C/25.‘l75pp. 33511:007-33511:203. 

851 ^? 0 ? 3 ! “? e ? ign V ® r L f !S ation Audit of SPDS for Byron Generating Staiio 

2 ’ conducted on 850724-26. Several human engineering discrepancy 

1- 85/10/30. FARRAR, D.L. Commonweal! 

Edison kjC. <;pp. 1-33373:032. 

-W1MWM7 "Design Verification Audit of SPDS for Byron Generating Station Units 

LfSe P S C n°' S . P—ariy Sctevso Applications, Inc.). 85 

09/26. NRC - No Dotsuea .nffiiiebor Given. 5 :pp 333 /o:033-332 73:063. 

85 H1 10255 Revised emergency plan implementing procedures .inc'udin- index Rev 4 t 
BZP 310-5, “Acting Station Director," Rev 2 to B2P BCO-t, ■Emorqbro« Operation 
Facility Remote Alarm Response" & Rev 6 to BZP 500--/., ■■“debrem- D^ectorv 
Commonwealth Edison Co. 85/10/31 . 56pp. 33390:057-33390:1 12’. " y ' 

85 niU» 2 n 1 4 n° Pr ° ced ureBZP “Supervision of Emergencies, Exercises l 

SSncihffiSy 2 n° Pr ° cedu A® B2P 1 0 ?’ 3 ’ “Communications Sys Operations (Primary Re 
sensibility - Operations Director) & revised index. y 

Commonwealth Edison Co. 85/11/01. 33pp. 33398*029-33398-062 


8511040421 Forwards biweekly FR notices of applications & amends to OLs involvinq 
NSHC.dtd 851 023, including amend request to revise Tech Specs to correct typo A 
notice of issuance of Amend 1 to License NPF-37. 

YOUNGBLOOD, B.J. Licensing Branch 1. 85/10/31. FARRAR, D.L. Commonwealth 
Edison Co. 25pp. 33309:287-33309:311. 

8511180321 Forwards safety evaluation re Generic Ltr 83-28, Items 3.1.3 & 3.2.3 con- 
cerning post-maint testing for Unit 3. Response re Items 3.1.3 & 3.2.3 acceptable 
VARGA, S.A. Operating Reactors Branch 1. 85/11/04. BRONS.J.C. New York Power 
Authority (formerly Power Authority of the State of New York). 3pp. 33504*314- 


m T vaenenc uir ea-ze.uems 3.1.3 & 3.2.3, Byron Station 

Unit 1, Callaway Plant Unit 1, Indian Point Unit 3, Trojan Nuclear Plant & Wolf Creek 
Generating Station.” 

E £?. G ,dah0 - lnc * ( subs * of EG&G - Inc.). ™ D-6001 . 85/09/30. 
NRC - No Detailed Affiliation Given. 15pp. 33504:319-33504:333. 


Informs that licensee 831105 response to Generic Ltr 83-28, Items 3 i ? & 
testin 9 requirements acceptable. SER end. 

85/1 1/05 - FARRAR ’ DL Commonwea.th 


-851 11 10355 SER supporting licensee response to Generic Ltr 83-28,ltems 3 1 3 & 
3.2.3 re post-maint test requirements that may degrade rather than enhance safotv 
Licensing Branch 1. 85/11/05. 2pp. 33404:033-33404:050. safety. 

85 ™ S 1 |?o , jre? d ! to e 8510 ? 3 request for extension of time to submit DOE/ NRC 

sssaiar endins 85 ° 93 °» » R £ 

Material tensing & 

85 S“ " Byr ° nJL to assess ,acili *V status 4 

DireC,0r - 85/11/15 - REED ’ C - Commonwealth 
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q. inspection reports, 8E Bulletins & correspondence 

8511060280 Forwards addl response to notice of violation from Insp Rept 50-454/85- 
08. Deficiencies described in NRC 850503 Itr should be considered Level V items of 
noncompliance.Meeting to discuss matters would be beneficial. 

DELGEORGE.LO. Commonwealth Edison Co. 85/08/01. KEPPLER.J.G. Region 3, 
Office of Director, 8pp. 33346:322-33346:329. 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks." Svc list 

JORDAN.E L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs." Svc list 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN E.L, Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511010020 IE Info Notice 85-086, "Lightning Strikes at Nuclear Power Generating Sta- 

33385:335. 

8511180591 Forwards Physical Security Insp Rept : 50-454/85-46 on 851025 & 28-30 & 
notice of violation.Notice of violation withheld (ref 10CFR73.21). 

H°ND J A Region 3, Office of Director. 85/11/12. REED.C. Commonwealth Edison 
Co. 2pp. 33496:156-33496:159. 

—861 1 180595 Phvsical Security Insp Rept 50-454/85-46 on 851025 & 28-30. Noncom- 
pliance noted:failure to provide adequate access controls to two vital areas.Details 

BELANGER J L., CREED, J.R., AXELSON.W.L. Region 3, Office of Director. 85/11/12. 
2pp. 33496:158-33496:159. 

ES1 1190042 Responds to IE Bulletin 85-02 re STA mods to Westinghouse DB-50 trip 
breakers Zion Station Unit 1 mod completed & Unit 2 mod in progress.Byron utilizes 

AL!^\NDER!<3 r L U Commomwoalth ,:> Ed?son 1 ^). 85/11/14. KEPPLER.J.G. Region 3, 
Office of Director. 2pp. 33510:145-33510:146. 

8511190047 Forwards Safety Insp Rept 50-454/85-42 on 850812-1018. Findings will be 
Hicrt durino enforcement conference scheduled for 851122. 

NOREUUS C E 9 Region 3, Office of Director. 85/11/14. REED.C. Commonwealth 
Edison Co. 2pp. 33516:236-33516:249. 

8611190053 Safety Insp Rept 50-454/85-42 on 85081 2-1 01 8. Violation noted:improper 
*” 8 opera?ion of ECC^jaHure to follow Tech Spec requirements & reactor core licensed 

WARNICKTF^io^rOHL of Director. 85/11/13. 12pp. 33516:238-33516:249. 

8511130441 IE Bulletin 85-003. '' M ° to r:°P|™ t t f n d Q ^ l |® ' fert end M ° de FailUr6S DUrin9 
Plant Transients Due to Improper Switch Settings. Svc list enci. r 

TAYLOR, J.M. Director’s Office, Office of mTi 3-253 E 33 0 7i : 4 93 1 ' 
solidated Edison Co. of New York, Inc. 138pp. 3371 3.253-3371 4.UJ1. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres. ’Svc hst end. 
JORDAN E L Division of Emergency Preparedness & Engineering Respo ( 
830103)/ 85/ 1 1/1 8. Consolidated Edison Co. of New York, Inc. 70pp. 33631.001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 

JORDAhl'.EL? ration of Emergency Preparedness & 

830103). 85/11/18. Consolidated Edison Co. of New York, Inc. uupp. 

33631:151. 

8511210011 Forwards Exam Rept 50-454/OL-85-01 of exam administered on 850916- 
REYES LA Region 3, Office of Director. 85/11/18. REED.C. Commonwealth Edison 
Co. 2pp. 33551:086-33551:180. 

-8511210013 Exam Rept 50-454/OL-85^ 

sgiSSst&BSsss sta 

11pp. 33551:088-33551:180. 

8511150089 Suppl 1 to IE Info Notice 85-058. "Failure of GE Type AK-2-25 Reactor 
33713*252 

8511150114', E Info Notice 85-089, "Potendal of Solid-State Instrumentation Pol- 
lowing Failure of Control Room Cooling. j ness & Engineering Response (Post 
JORDAN.E.L. Division of York Inc. 1 9 33pp. 33712:214- 

830103). 85/11/19. Consolidated Edison oo. oi 

33712:346. _ „ - 

8511150120 IE info Notice 85-090, “Uae of Sealing Compounds in Operating Sys. 

JORDAN.E.L. Division of Emergency Prep^ 

830103). 85/11/19. Consolidated Edison Co. ot inbw tu , 

33713:122. 


8511250320 Forwards AEOD assessment of 30 LERs as part of SALP effort. Average 
score considered mediocre compared to other facilities using same 
methodology .Assessment being provided before issuance of SALP 5 repLRespor.se 

requested. 

KEPPLER.J.G. Region 3, Office of Director. 85/11/19. REED.C. Commonwealth 
Edison Co. 2pp. 33594:317-33595:032. 


-8511250322 Forwards assessment of LERs to be used as input to SAL? 
evaluation. LERs found to be of acceptable quality compared to other units. Large 
number of personnel involved in LER preparation has kept plant from obtaining higher 

scores. 

IPPOUTO.T.A. AEOD, Director’s Office. 85/11/14. NORELIUS.C.E. Region 3, Office 

of Director. 76pp. 33594:319-33595:032. 

8511260530 Responds to NRC 851002 itr re violations & proposed imposition of civil 
penalty noted in Insp Repts 50-454/85-22 & 50-455/ 85-20.Ccrrective actions:radiafion 
protection awareness sessions conducted w/plant personnel. 

REED.C. Commonwealth Edison Co. 85/11/21. TAYLOR, J.M. Director’s Office, Office 
of Inspection and Enforcement. 25pp. 33615:156-33615:180. 


R. Periodic operating reports & related correspondence 


8511200304 Forwards monthly operating rept for Oct 1985 & revised monthly operating 
repts for Jul & Aug 1 985. 

QUERIO.R.E. Commonwealth Edison Co. 85/11/09. Record Services Branch (Docu- 
ment Control Desk). Ip. 33555:327-33555:336. 


-8511200308 Monthly 
LANGAN.J.E. Comm. 


ooe r atir*a reot for Oct 1985. 

iorv.^oaiih* Edison Co. 85/10/31. 7pp. 33555:328-33555:334. 


-8511200310 Revised monthly operating rept for -Jul 1985. 

* Commonwealth Edison Co. 85/07/31. Ip. 33555:335-£355o:33c. 


-8511200313 Revised monthly operating rept for Aug 1985. 

* rv, QE/FlQ/OI In OOCCC-OO R.OO - 


S. Reportable occurrences, LERs & related correspondence 

8511190534 LER 85-050-01:on 850505, discovered that surveillance requirements for 
Tech Spec 3.2.5 not recorded every 12 h. Temporary Procedure 85-1-383 approved 
immediately.Faciiity in violation of requirements since 850224 W/850829 tr. 

KILBRIDE, C., QUERIO.R.E. Commonwealth Edison Co. 85/08/29. 4pp. 33522.Z38- 
33522:241. 

8511070216 Revised final Deficiency Rept 82-03 re emergency diese! generator field 
relay failure.Replacement of 120-volt ac voltage sensing relays acoO., p,s using 

MIOS?A.D C Commonwealth Edison Co. 85/10/25. KEPPLER.J.G. Region 3, Office o! 
Director. Ip. 33374:292-33374:292. 

Qci-m6nififi Confirms 851122 enforcement conference w/util in Glen Ellyn, 1L to d;s- 
trains, operation of Unit 1 at t core toenma ,1 power levels 
above limit allowed by license & failure to follow i ech Spe~s .e ^tct^cn.r«.s. 
NORELIUSC.E Region 3, Office of Director. 85/10/30. REED.C. Commonwealth 
Edison Co. 2pp. 33330:146-33330:147. 

8511120436 LER 85-091-00:on 851009,auxi!iary bldg charcoal booster ton automaticaily 
“started Output contact Iron, energized Unit 2 ESF rday rrt poperly .solated from Urat 
1 associated equipment-Caused by |ns tatlation errar.W/851 03 1 It. 2%z 

TILLMAN, T., QUERIO.R.E. Commonwealth Edison Co. 85/10/31- 4pp. 

33422:265." 

A6i 1180282 LER 85-090-00:on 851 009, reactor tripped due to false low flow 
“S LOOP S by venting loop flow fi—nCato of reactor coolant 

rARuffl;^ 

33501:063. 

Co. 85/11/15. 3pp. 33570:305- 

33570:307. 

8511250320 Forwards AEOD 0 ™ eS romra ied° to^olhe^faciK^ ^g^SS 
mettodofogy^ssessment'Sng pSSSS before issuance of SALP 5 reptSesponse 

KEPPLER J G Region 3, Office of Director. 85/11/19. REED.C. Commonwealth 
EdSm CO 2pp. 33594:317-33595:032. 

-8511250322 Forwards ™en,o, LERs Jo taurt - W 

" of pSonneMnvSv^in LER pmparaton has kept plant from obtaining tvgher 


^ ™ s ' c - E Rs9ton 3 ' *; 
“Yes" $S i SaKaftLt M ino^cSS 

of both RHR trains of ECCS & Tech Spec viotations. REED C. ComnwnweaSth 

NORELIUS.C.E. Region J 3 Office of Director. 85/11/21. REtu.u 


Operator Examinations 

11210011 Forwards Exam Rept 5(M54/OL-8M1 of exam administered on 850916- 
fEYEslARegion 3, Office of Director. 85/11/18. REED.C. Commonwealth Edison 
jO. 2pp- 33551:086-33551:180. 
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—8511210013 Exam Rept 50-454/CL-85-01 on 850916-20 & 1014-18.Exam results:11 
candidates passed exam, one candidate failed walk-through exam, one candidate failed 
walk-through & simulator exams & five candidates failed simulator exam. 

8URDICK.T., REIDINGER.T., MCMILLEN.J.I. Region 3, Office of Director. 85/11/18. 
11pp. 33551:088-33551:180. 


DOCKET STN-50-455 BYRON STATION, UNIT 2 


A. Application/construction stage documents & correspondence 

8511040476 Grants 840917 request for schedular exemption from portion of GDC 4 of 
10CFR50,App A re need to analyze large primary loop pipe ruptures as structural 
dcsicn hnsis rxc-otic" becomes effective on issuance date. 

“Cu\G--:.CDC.:~ , ■: ;ce r ’s ir ’n Branch 1. 85/10/28. FARRAR, D.L. Commonwealth 

Edison Co. 4pp. >i:i35r 210:. 

“8511010110 Exemption from GDC 4 of 10CFR50,App A requirement to install protec- 
tive devices associated w/postulated pipe breaks primary coolant sys.Topical rept 
evaluation end. 

THOMPSON,H.L. D ! vis : cn c* ! ico^rq (800428-851124). 85/10/28. Commonwealth 
Edison Co. 15pp. ' ; G T: -5 28'- 

-8511010117 Topical rept evaluation of WCAP 10456, “Effects of Thermal Aging on 
Structural Integrity of Cast Stainless Steel Piping for Westinghouse NSSS.” Proposed 
model may be used to predict cast stainless steel matl embrittlement heat. 

* NRC - No Detailed Affiliation Given. 85/10/28. 10pp. 33336:278-33336:287. 

“8511040493 Environ assessment & finding of no significant :rr.or-ct sup-reding schedul- 
ar exemption from portion of GDC 4 requirements of 1 ZC - App A 
NOVAK.T.M. Assistant Director for Licensing. 85/10/21. 9pp. 33336:288-33336:296. 

8511060258 Informs of completion of program re superheated blowdowns outside 
containment.Temp envelopes for each plant to be established within min of 90 
days. List of equipment potentially affected by envelopes expected within 60 days. 
CERMAK.J.O. Westinghouse Operating Plants Owners Group. 85/10/28. 
WIGGINTON.D.L. Office o* Nuclear Reactor Regulation, Director (pre-851125). Ip. 
33346:184-33346:184. 

8511110353 Informs that licensee 831105 response to Generic Ltr 83-28, Items 3.1.2 & 
3.2.3 re post-maint testing requirements acceptable. SER end. 

YOUNGBLOOD, B .) !. ! ce n «inq Erarch 1. 85/11/05. FARRAR, D.L. Commonwealth 
Edison Co. 3pp. V-Tr.3 

-8511110355 SER supporting licensee response to Generic Ltr 83-28, Items 3.1.3 & 
3.2.3 re post-maint test requirements that may degrade rather than enhance safety. 

* Licensing Branch 1. 85/11/05. 2pp. 33404:033-33404:050. 

8511260058 Confirms 851120 meeting in Byron, IL to assess overall facility status & 
operations, per 851114 discussion. 

WARNiCK.R.F. Regie- 3 C" : co c* Director. 85/11/15. REED.C. Commonwealth 
Edison Co. Ip. 2354 * ;;; : 2 2354 \\332 

8511220196 Revises 841224 estimate of fuel load schedules until no later than 861015 
for Byron Unit 2 & until 860930 & 880131 for Braidwood Units 1 & 2,respectively.Revs 
based on budget review of schedule of enginee^rg & ec"f.t activities. 

REED.C. Commonwealth Edison Co. DEVON, M.R Office of Nuclear Re- 

actor Regulation, Director (pre-851125). Ip. 33569:345-33569:345. 


F. Security, medical, emergency & fire protection plans 

8511040278 Revised emergency plan implementing procedures, including index, Rev 5 to 
BZP 600-A2, "Directors Phone List" & Rev 7 to BZP 600-A3, “Station Directory.” 

* Commonwealth Edison Co. 85/10/28. 26pp. 33296:216-33296:242. 

8511190372 Rev 5 to policy statement delineating requirements & procedures re emer- 
gency plan & procedures. 

REED.C. Commonwealth Edison Co. 85/10/29, Ip. 33511:006-33511:203. 


J. Insurance & indemnity information 

8511060127 Forwards executed Amend 5 to Indemnity Agreement B-84, Amend 4 to In- 
demnity Agreement B-97 & Amend 23 to Indemnity Agreement B-10. 

OSTER.J. Commonwealth Edison Co. 85/10/29. SALTZMAN.J. Assistant Director for 
State & Licensee Relations. 4pp. 33345:356-33345:359. 


Q. Inspection reports, SE Bulletins & correspondence 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction. " Svc 
list end. 

JORDAN.E.L, Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511210137 Forwards Const Appraisal Team Insp Rept 50-455/85-27 on 850819-30 & 
0909-20.Significant areas of concern cited re Westinghouse inability to retrieve radio- 
graphic film for certain ASME components. Potential enforcement actions end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/13. 
REED.C. Commonwealth Edison Co. 9pp. 33550:306-33551:070. 

-8511210144 Insp Rept 50-455/85-27 on 850819-30 & 0909-20.Major areas 
inspected:detailed exam of selected hardware subsequent to QC insps.procedures & 
records & limited observation of in-process work. 

WONG.H.J., GEORGIEV.G.B., GOWER, G.C. Reactor Construction Program Branch. 
85/10/31. 117pp. 33550:315-33551:070. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 


-8511190389 Rev 5 to “Generating Station Emergency Plan." 

GOLDEN, J.C. Commonwealth Edison Co. 85/10/28. 175pp. 33511:007-33511:203. 

8511060038 Forwards “Design Verification Audit of SPDS for Byron Generating Station 
Units 1 & 2," conducted on 850724-26. Several human engineering discrepancies 
identified. 

YOUNGBLOOD, B.J. Licensing Branch 1. 85/10/30. FARRAR, D.L. Commonwealth 
Edison Co. 2pp. 33373:031-33373:032. 

“8511010347 “Design Verification Audit of SPDS for Byron Generating Station Units 1 
& 2 ." 

* Science Applications International Corp. (formerly Science Applications, Inc.). 85/ 
09/26. NRC - No Detailed Affiliation Given. 31pp. 33373:033-33373:063. 

8511110255 Revised emergency plan implementing procedures.including index.Rev 4 to 
BZP 310-5, “Acting Station Director,” Rev 2 to BZP 600-1, “Emergency Operations 
Facility Remote Alarm Response" & Rev 6 to BZP 600-A4, “Telephone Directory." 

* Commonwealth Edison Co. 85/10/31. 56pp. 33390:057-33390:112. 


8511150089 Suppi 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133Dp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


8511110261 Rev 4 to Procedure BZP 100-1, “Supervision of Emergencies, Exercises & 
Drills," Rev 2 to Procedure BZP 400-3, “Communications Sys Operations (Primary Re- 
sponsibility - Operations Director)’’ & revised index. 

* Commonwealth Edison Co. 85/11/01. 33pp. 33398:029-33398:062. 

8511260530 Responds to NRC 851002 ltr re violations & proposed imposition of civil 
penalty noted in Insp Repts 50-454/85-22 & 50-455/85-20.Corrective actions:radiation 
protection awareness sessions conducted w/plant personnel. 

REED.C. Commonwealth Edison Co. 85/11/21. TAYLOR, J.M. Director’s Office, Office 
of Inspection and Enforcement. 25pp. 33615:155-33615:179. 


I. Financial information 


8511250320 Forwards AEOD assessment of 30 LERs as part of SALP effort. Average 
score considered mediocre compared to other facilities using same 
methodoIogy.Assessment being provided before issuance of SALP 5 rept.Response 
requested. 

KEPPLER.J.G. Region ‘3, Office of Director. 85/11/19. REED.C. Commonwealth 
Edison Co. 2pp. 33594:317-33595:032. 


“8511250322 Forwards assessment of LERs to be used as input to SALP 
evaluation.LERs found to be of acceptable quality compared to other units.Large 
number of personnel involved in LER preparation has kept plant from obtaining hiqher 
scores. 

IPPOLITO.T.A. AEOD, Director’s Office. 85/11/14. NORELIUS.C.E. Region 3, Office 
of Director. 76pp. 33594:319-33595:032. 


8511220452 Requests evaluation of effects of util cost curtailment program to assure 
that program does not contain elements which could affect safe operation or util com- 
mitments to NRC.Evaluation results requested by 851129. 

DIRCKS.WJ. Office of the Executive Director for Operations. 85/11/14. 
O’CONNOR.J.J. Commonwealth Edison Co. 2pp. 33601:028-33601:029. 


8511260530 Responds to NRC 851002 ltr re violations & proposed imposition of civil 
penalty noted in Insp Repts 50-454/85-22 & 50-455/85-20.Corrective actions:radiation 
protection awareness sessions conducted w/plant personnel. 

REED.C. Commonwealth Edison Co. 85/11/21. TAYLOR, J.M. Director’s Office, Office 
of Inspection and Enforcement. 25pp. 33615:156-33615:180, 
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S. Reportable occurrences, LERs & related correspondence 

851107021© Revised final Deficiency Rept 82-03 re emergency diesel generator field 
relay failure.Replacement of 120-volt ac voltage sensing relays accomplished using 
1 1 0-volt dc relays. 

MIOSI.A.D. Commonwealth Edison Co. 85/10/25. KEPPLER.J.G. Region 3, Office of 
Director. 1 p, 33374:292-33374:292. 

851105016© Confirms 851122 enforcement conference w/util in Glen Ellyn, IL to dis- 
cuss inoperable ECCS RHR trains, operation of Unit 1 at core thermal power levels 
above limit allowed by license & failure to follow Tech Specs re mgt controls. 
NORELIUS.C.E. Region 3, Office of Director. 85/10/30. REED.C. Commonwealth 
Edison Co. 2pp. 33330:146-33330:147. 

8511250320 Forwards AEOD assessment of 30 LERs as part of SALP effort. Average 
score considered mediocre compared to other facilities using same 
methodology. Assessment being provided before issuance of SALP 5 rept. Response 
requested. 

KEPPLER.J.G. Region 3, Office of Director. 85/11/19. REED.C. Commonwealth 
Edison Co. 2pp. 33594:317-33595:032. 

-8511250322 Forwards assessment of LERs to be used as input to SALP 
evaluation.LERs found to be of acceptable quality compared to other units.Large 
number of personnel involved in LER preparation has kept plant from obtaining higher 
scores. 

IPPOLITO.T.A. AEOD. Director’s Office. 85/11/14. NORELIUS.C.E. Region 3, Office 
of Director. 76pp. 33594:319-33595:032. 


8511190362 Submits updated schedule for implementation of A modei.Delay encoun- 
tered in revising A model sys at Dresden, Quad Cities, LaSalle County & Zion facilities 
due tc chanoecve r from r e*esse rates te dose cCjGCtC's ~ e c^.va.’r dos e. 

ar’Roac-c 'Pcculsnc^ ■?}.. " ’k~ "335lT*242-3351 1:243'. 

8511250027 Forwards final version of emergency planning public info booklet.3ock!et 
subj of hearings on 851129 before ASlB. Socket distributed within plume exposure 
pathway ememenev o*anning zone. 

S jrp.'D r. Ccmrrcrv.vt.-a::-' Edison Co. 85/11/19. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851 125). 17pp. 33592:215-33592:231. 

8511260171 Forwards population density mao for emergency planning zone per QRNL 
projections from '.960 census o«:a V-'. c c~c 

HIND.J.A. Region 3. Office o f Director. 85/11/19. REED.C. Commonwealth Edison 
Co. 2pp. 2361 5:255-335 16.269. 

8511220239 Forwards 851104 interim finding on offsite radiologicai emergency pre- 
paredness (REP) plans.Rept based on FEMA Region V Regional Assistance Comm::- 
tee review of preliminary site-specific REP plan.Plan currently inadequate. 

KRIMM.R.W. Federal Emergency Management Agency. 85/11/2C. JORDAN =._. Divi- 
sion of Emergency Preparedness & Engineering Eescer.se (Post 830103). 17pp. 
33568:244-33568:260. 


G. Adjudicatory correspondence 


8511250244 Confirms plans discussed on 851118 w/L DelGeorge for NRC to resched- 
ule 851122 meeting w/util in Glen Ellyn.IL to 851127 to discuss inoperable conditions 
of both RHR trains of ECCS & Tech Spec violations. 

NORELIUS.C.E. Region 3, Office of Director. 85/11/21. REED.C. Commonwealth 
Edison Co. 2pp. 33595:167-33595:168. 


8511010481 Memorandum & order removing identified phrase in NRC proposed testi- 
mony of G Wenger due to disallowance of testimony re advance a rr aogemer*s for 
dissemination of info through news media during emergency.Se-vec c~ 55 "02 5 
GROSSMAN, H. Atomic Safety and Licensing Scare Pane; 92c. 55, ’C/25, 

Office of the Executive Legal Director. 3pp. 33290:1 84. 33293:' 35 


DOCKET STM-SO-456 BRASDWOOD STATION, UNIT 1 

A. Application/construction stag® documents & correspondence 

8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1984.App A documents available in PDR.Apps 
B & C documents partially & completely withheld, respectively, (ref Exemption 5). 

FELTON JM Division of Rules and Records. 85/10/17. GILINSKY.V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

-8511180309 Responds to 840430 memo re Caseload Forecast Panel.Table tentative 
staff assessments on requested plants listed. Proposed action plan end. 

DIRCKS.W.J. Office of the Executive Director for Operations. 84/05/30. GILINSKY 
Commissioners. Ip. 33536:133-33536:133. 

851 104047© Grants 840917 request for schedular exemption from portion of GDC 4 of 
10CFR50,App A re need to analyze large primary loop pipe ruptures as structural 
design basis. Exemption becomes effective on issuance date. 

YOUNGBLOOD, B.J. Licensing Branch 1. 85/10/28. FARRAR, D.L. Commonwealth 
Edison Co. 4pp. 33336:259-33336:296. 

—8511010110 Exemption from GDC 4 of 10CFR50,App A requirement to install protec- 
tive devices associated w/postulated pipe breaks primary coolant sys.Topical rept 

ThfoMPSWHi. Division of Licensing (800428-851124). 85/10/28. Commonwealth 
Edison Co. 1 5pp. 33336:263-33336:287. 

-8511040493 Environ assessment & finding of no significant Unipact supporting schedul- 
ar exemption from portion of GDC 4 requirements of 10CFR50,App A. 333 3 6 . 2 96 
NOVAK, T.M. Assistant Director for Licensing. 85/10/21. 9pp. 33336.288-333Jb.29b. 

8511060258 Informs of completion of program re j superheated * 

containment.Temp envelopes for each plant to be established within mm of 90 
days. List of equipment potentially affected by envelopes expected within 60 days. 
CERMAKJO Westinghouse Operating Plants Owners Group 85/10/28. 
WIGG INTON , D. L. Office of Nuclear Reactor Regulation, Director (pre-851 125). Ip. 
33346:184-33346:184. 

8511110353 Informs that licensee 831105 response to Generic Ltr 83-28, Items 3.1.2 & 

YOUNG BLOOCXB.J^u'censtng^Branc’h T C 85/l1/(^ EF FARRAR,D.L. Commonwealth 

Edison Co. 3pp. 33404:030-33404:050. 

* Licensing Branch 1. 85/11/05. 2pp. 33404:033-33404.050. 

STEPTOELP.P- Isham, Lincoln & Beale. #485 230. 85 . /11/1 B 8 ‘ ar H R panef A 4pp’ 
COLE.R.F., CALLIHAN.A.D. Atomic Safety and Licensing Board Panel. 4pp. 

33545:060-33545:063. 

“ Re - 

actor Regulation, Director (pre-851 125). Ip. 33569:345-33569.345. 

F. Security, medical, emergency & fire protection plans 

8511190372 Rev 5 to policy statement delineating requirements & procedures re emer- 
®,^m^“nwealth Edison Co. 85/10/29. Ip. 33511:006-33511:203. 


8511050083 Provides info re employment of T Stewart at facility site. Info may be rele- 
vant to harassment allegations raised by BL Rorem et ai. Certificate of Svc 
enci.Related correspondence. 

MILLER, M.l. Isham, Lincoln & Beale. MILLER.M.I. Commonwealth Edison Co. #485 
060. 85/10/31. GROSSMAN, H., COLE.R.F., BRENNER, L. Atomic Safety and licens- 
ing Board Panel. 4pp. 33319:091-33319:094. 

8511110029 Forwards subpoenas for depositions of JD Seeders & WO Puckett.Relafed 

LALER^J^sham, Lincoln & Beale. LAUER.R.J. Commonwealth Edison Co. #485 
098 85/11/04. CLEMENTS, W.L. Docketing & Services Branch. Ip. 33395:357- 
33396:003. 

“8511110030 Subpoena directing JD Seeders to appear on 851107 in 

Chicago, I L. Related correspondence. . „ , oc/ , rt/rH cccncoc i n 

GROSSMAN.H. Atomic Safety and Licensing Board Panel. 85/10/21. SEEDERS, J.D. 
Affiliation Not Assigned. 3pp. 33395:358-33395:360. 

“8511110034 Subpoena directing WO Puckett to appear on 851112 in 

Chicago, I L.Certif icate of Svc enci.Related correspondence 

GROSSMAN.H. Atomic Safety and Licensing Board Panel. 85/10/21. PUCKETT.W.O. 
Affiliation Not Assigned. 5pp. 33395:361-33396:003. 

8511120011 Notice of JW Muffett 851203 deposition in Chicago, IL re QA deficiencies at 
facility alleged in intervenors amended QA contention & any corrective action 
taken.Certificate of Svc enci.Related correspondence 

GUILD, R. Rorem, B. GUILD.R. Guild, R. #485 111. 85/11/05. 4pp. 33415.34,- 
33415:344. 

#485 113. 85/11/06. Rorem, B. 13pp. 33415:328- 

33415:340. 

8511120005 Notice of withdrawal of Judge L Brenner from ^'istSeruedonaBHOa. 
KERR.K.J. Atomic Safety and Licensing Board Panel. #485 120. 85/ll/QA ip- 
33415:316-33415:316. 

m 85/11/07 ' ^ 

Am 30290 Reauests ASLB enter end proposed protective order.Form of affrfavit of 
8 nonSsurl\llo end Otunsel for NRC declines to agree to proposed collects 

order Der 851 106 telcon.Related correspondence. 

censing Board Panel. 5pp. 33427:282-33427.286. 

8511120024 Order extending time until 851115 for Commission to review ALW3- 

CHi IJ^S. j!* Office V/the Secretary ot the Commission. 85/11/08. Commissioners. Ip. 
33416:044-33416:044. 

8511150073 Motion for issuance of arched ftgrton gjS 

■T77.^8'5/U/12 m, Atomk: art Safety 0 and 0 Ucendng^Bo^d ar panel. 29pp. 33466:076- 
33466:096. 

8511210326 Forwards notice of appearance on behalf of util.W/o end. Related co 

STEPTOEP.P. Isham, Lincoln & Beale. ? 4 ,^ fi nsina Board f4ne| G 1p 0 33M7-287- 
CALLIHAN.A.D., COLE.R.F. Atomic Safety and Licensing Board ra . P 

33547:287.’ 
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8511210363 Notice of appearance in proceeding. Svc list end. 

STEPTOE.P.P. Commonwealth Edison Co. STEPTOE.P.P. Isham, Lincoln & Beaie. 
#485 249. 85/11/14. Atomic Safety and Licensing Board Panel. 2pp. 33545:064- 
33545:065. 

8511190343 Order extending time until 851127 for Commission to act to review ALAB- 
81 7.Served on 851 115. 

CHILK.S.J. Office of the Secretary of the Commission. #485 213. 85/11/15. Commis- 
sioners. Ip. 33514:171-33514:171. 

8511190376 First partial response to Rorem 851021 second set of QA interrogatories & 
requests to produce re details of corrective action programs.Certificate of Svc 
encI.Related correspondence. 

STYLES, L.C. Commonwealth Edison Co. STYLES, L.C. Isham, Lincoln & Beale. #485 
208. 85/11/15. Atomic Safety and Licensing Board Panel. 150pp. 33514:190- 
33514:342. 

8511190390 Forwards util final rept on matl traceability verification program.addressing 
concerns raised by NRC Insp Rept 83-09 & re Item 10.B of Intervenor Rorem QA 
contention.Related correspondence. 

GALLO.J. Isham, Lincoln & Beale. GALLO, J. Commonwealth Edison Co. #485 206. 
85/11/15. GROSSMAN, H., COLE.R.F., CALLIHAN.A.D. Atomic Safety and Licensing 
Board Panel. 74pp. 33516:001-33516:074. 

8511210339 Forwards rept on const assessment programmer ALAB-143.Util 851118 Itr 
re revised fuel load dates also encl.W/o const assessment program.Related corre- 
spondence. 

STEPTOE.P.P. Isham, Lincoln & Beale. #485 230. 85/11/18. GROSSMAN, H., 
COLE.R.F., CALLIHAN.A.D. Atomic Safety and Licensing Board Panel. 4pp. 
33545:060-33545:063. 

8511250151 Serves listed replacement pages to documents submitted on 85081 3,in- 
cluding Vol 1 of State of IL general plan for radiological accidents. Related correspond- 
ence. 

COPELAND, V.G. Isham, Lincoln & Beale. COPELAND, V.G. Commonwealth Edison 
Co. #485 282. 85/11/19. GROSSMAN, H., CALLIHAN.A.D., COLE.R.F. Atomic Safety 
and Licensing Board Panel. 7pp. 33592:307-33592:313. 

8511260475 Forwards revised responses to Rorem Interrogatories 13-16 & Contention 
Item 6.B.5 re QA.Related correspondence. 

STYLES, L.C. Isham, Lincofn & Beale. STYLES, L.C. Commonwealth Edison Co. #485 
297. 85/11/20. GUILD, R. Guild, R. 2pp. 33616:217-33616:246. 

—8511260482 Affidavit of RV Seltmann supporting revised responses to Rorem Interrog- 
atories 13-16 & Contention Item 6.B.5 re QA. Related correspondence. 
SELTMANN.R.V. Commonwealth Edison Co. SELTMANN.R.V. Comstock Engineering, 
Inc. 85/1 1 /20. 2pp. 3361 6:242-3361 6:243. 

-8511260485 Affidavit of IF Dewald supporting revised responses to Rorem Interrogato- 
ries 13-16 & Contention Item 6.B.5 re QA.Related correspondence, 

DEWALD, I.F. Commonwealth Edison Co. 85/11/20. 2pp. 33616:244-33616:245. 

-8511260487 Affidavit of TE Quaka supporting revised responses to Rorem Interrogato- 
ries 13-16 & Contention Item 6.B.5 re QA.Related correspondence. 

QUAKA, T.E. Commonwealth Edison Co. 85/11/20. Ip. 33616:246-33616:246. 

8511260075 Second partial response to Rorem second set of QA interrogatories & re- 
quests to produce.Affidavits of response participants end. W/ Certificate of Svc.Related 
correspondence. 

* Commonwealth Edison Co. #485 298. 85/11/22. 150pp. 33606:038-33606:280. 

8511260344 Notice of 860113 depositions of R Mendez & JH Neisler in Chicago, IL re 
harassment & intimidation allegations made by Comstock QA inspectors.W/Certificate 
of Svc.Related correspondence. 

GUILD.R. Rorem, B. GUILD, R. Guild, R. #485 302. 85/11/22. 4pp. 33616:350- 
33616:353. 

8511260434 Submits RD Hunter weekend address.per 851115 request.Address included 
on previously executed subpoena-Related correspondence. 

KEZELIS.E.Z. Isham, Lincoln & Beale. KEZELIS.E.Z. Commonwealth Edison Co. #485 
296. 85/11/22. GROSSMAN, H. Atomic Safety and Licensing Board Panel. 2pp. 
33613:033-33613:034. 


I. Financial information 

8511220452 Requests evaluation of effects of util cost curtailment program to assure 
that program does not contain elements which could affect safe operation or util com- 
mitments to NRC.Evaluation results requested by 851129. 

DIRCKS.W.J. Office of the Executive Director for Operations. 85/11/14. 
O’CONNOR, J.J. Commonwealth Edison Co. 2pp. 33601:028-33601:029. 


Q. Inspection reports, IE Bulletins & correspondence 

8511250271 Suppls 840706 response to NRC 840507 Itr re noncompliance noted in 
Insp Repts 50-456/83-09 & 50-457/83-09.Corrective actions:statistical sample of 
small bore process piping bends will be completed by 860107. 

SWARTZ.E.D. Commonwealth Edison Co. 84/08/31. KEPPLER.J.G. Region 3, Office 
of Director. 5pp. 33595:185-33595:200. 

-8511250275 Fo wards HVAC weld testing program & response to notice of violation 
from Insp Repts 50-456/83-09 & 50-457/83-09, per 850220 meeting.EncI program 
demonstrates adequacy of welds through limited sample test program. 

SMITH, D.H. Commonwealth Edison Co. 85/03/11. KEPPLER.J.G. Region 3, Office of 
Director. 7pp. 33595:190-33595:197. 

-8511250279 Fowards revised proposed HVAC weld test program, in response to Insp 
Repts 50-456/83-09 & 50-457/83-09, Rev incorporates new Item D.1 re NRC 
concurrence.Assigned NRC inspector will review program for acceptability. 

SMITH.D.H. Commonwealth Edison Co. 85/03/27. KEPPLER.J.G. Region 3, Office of 
Director, 3pp. 33595:198-33595:200. 

8511220182 FOIA request for all records & info re Insp Repts 50-456/80-04 & 50-457/ 
80-04 issued on 800610. 

GARDE, B.P. Government Accountability Project. 85/10/10. Office of Administration. 
2pp. 33585:295-33585:296. 


8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR.J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. J 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511060182 Forwards Safety Insp Repts 50-456/85-41 & 50-457/85-40 on 850819- 
1017 & notice of violation. 

HARRISON, J.J. Region 3, Office of Director. 85/11/01. REED.C. Commonwealth 
Edison Co. 2pp. 33346:094-33346:102. 

-8511060185 Notice of violation from insp on 850819-1017. 

HARRISON, JJ. Region 3, Office of Director. 85/11/01. Ip. 33346:096-33346:096. 

-8511060194 Safety Insp Repts 50-456/85-41 & 50-457/85-40 on 850819-23, 1007-10 
& 17.Violation noted:failure to control design changes to pipe support drawings. 
KAUFMAN, P.D., DANIELSON, D.H. Region 3, Office of Director. 85/11/01. 6pp. 
33346:097-33346:102. 

8511120359 Forwards Safety Insp Repts 50-456/85-21 & 50-457/85-22 on 850430- 
0905 & notice of violation. 

HARRISON, J.J. Region 3, Office of Director. 85/11/04. REED.C. Commonwealth 
Edison Co. 2pp. 33422:096-33422:124. 

-8511120364 Notice of violation from insp on 850430-0905. 

HARRISON, J.J. Region 3, Office of Director. 85/11/04. 2pp. 33422:098-33422:099. 

-8511120370 Insp Repts 50-456/85-21 & 50-457/85-22 on 850430-0905. Violation 
noted:fai!ure to follow procedures re qualifications of QC supervisors & failure to pro- 
vide documentation of activities affecting quality. 

MENDEZ, R„ WEISTER.J.H., WILLIAMS, C.C. Region 3, Office of Director. 85/10/29. 
25pp. 33422: 1 00-33422: 1 24. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511220176 Responds to FOIA request for all records re Insp Repts 50-456/80-04 & 
50-457/80-04.App C documents available in PDR. 

FELTON, J.M. Division of Rules and Records. 85/11/08. GARDE.B.P. Government Ac- 
countability Project. 2pp. 33585:293-33585:294. 

8511190139 Forwards Safety Insp Repts 50-456/85-45 & 50-457/85-44 on 850903- 
1101 & notice of violation. 

LITTLE, W.S. Region 3, Office of Director. 85/11/14. REED.C. Commonwealth Edison 
Co. 2pp. 33516:106-33516:119. 

-8511190143 Notice of violation from insp on 850903-1101. 

LITTLE, W.S. Region 3, Office of Director. 85/11/14. 2pp. 33516:108-33516:109. 

-8511190151 Safety Insp Repts 50-456/85-45 & 50-457/85-44 on 850903-1 101. Viola- 
tion noted:failure to implement corrective action to protect safety-related electrical 
equipment in response to previous violation. 

TONGUE.T.M., FARBER.M.J., LITTLE, W.S. Region 3, Office of Director. 85/11/13. 
10pp. 33516:110-33516:119. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR.J.M. Director’s Office, Office of Inspection and Enforcement 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511190390 Forwards util final rept on matl traceability verification program.addressing 
concerns raised by NRC Insp Rept 83-09 & re Item 10.B of Intervenor Rorem QA 
contention.Related correspondence. 

GALLO.J. Isham, Lincoln & Beale. GALLO, J. Commonwealth Edison Co. #485 206. 
85/11/15. GROSSMAN, H., COLE.R.F., CALLIHAN.A.D. Atomic Safety and Licensing 
Board Panel. 74pp. 33516:001-33516:074. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres." Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631*001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. " 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631*018- 


8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713*123- 
33713:252. 
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8511150114 IE Info Notice 85-089, ‘‘Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, ‘‘Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135po. 33713:001- 
33713:122. 

8511260244 Forwards Safety Insp Repts 50-456/85-51 & 50-457/85-49 on 851007-11 
& 1028-1 101. No violations noted. 

LITTLE.W.S. Region 3, Office of Director. 85/11/20. REED.C. Commonwealth Edison 
Co. 2pp. 33609:330-33609:343. 

-8511260252 Safety Insp Repts 50-456/85-51 & 50-457/85-49 on 851007-11 & 1028- 
HOI. No violations or deviations noted. Major areas inspectedifollowup on 
allegations, electrical installations & pipe supports. 

PELKE.P.R., KROPP.W.J., LERCH.R.M. Region 3, Office of Director. 85/11/19. 12pp. 
33609:332-33609:343. 


S. Reportable occurrences, LERs & related correspondence 

8511070216 Revised final Deficiency Rept 82-03 re emergency diesel generator field 
relay failure.Replacement of 120-volt ac voltage sensing relays accomplished using 
1 1 0-volt dc relays. 

MIOSI.A.D. Commonwealth Edison Co. 85/10/25. KEPPLER.J.G. Region 3, Office of 
Director. Ip. 33374:292-33374:292. 


8511140272 Interim Deficiency Rept 85-02 re deficient welds on certain ASME Section 
III tanks & HXs.AII welds found not in accordance w/drawing requirements repaired or 

dispositioned. Next rept expected in Jan 1 986. _ „ . „ __ 

MIOSI.A.D. Commonwealth Edison Co. 85/11/01. KEPPLER.J.G. Region 3, Office of 
Director. 2pp. 33467:207-33467:208. 


8511140328 Interim Deficiency Rept 84-04 re out of tolerance radiographic film 
densities.lnitially reported on 840406. Corrective action includes repair &/or reradio- 

^IK^SLA.D. Commonwealth Edison Co. 85/11/01. KEPPLER.J.G. Region 3, Office of 
Director. 2pp. 33457:033-33457:034. 


8511140219 Interim Deficiency Rept 84-16 re adequacy of ASME matl procurement 
documentation.Approx 337 heat/lot numbers needing addl documentation or correc- 
tive action to conform w/ASME Code resolved.Final rept expected in Jan 1986L 
MIOSI.A.D. Commonwealth Edison Co. 85/11/04. KEPPLER.J.G. Region 3, Office of 
Director. 2pp. 33466:345-33466:346. 

8511220375 Final Deficiency Rept 83-07 re matl traceability verification program. “Matl 
Traceability Verification at Braidwood,” end. _ ^ „ . 

DELGEORGE.L.O. Commonwealth Edison Co. 85/11/12. KEPPLER.J.G. Region 3, 
Office of Director. 73pp. 33584:028-33584:100. 


T. Hearing transcripts on non-antitrust matters 


8511010108 Transcript of 851029 evidentiary hearing in Joliet, IL.Pp 369-564.Supporting 
*°Atordc Safety and Licensing Board Panel. 85/10/29. 300pp. 33284:236-33285:185. 


V. Operator Examinations 

8511180344 Advises that operator & senior operator licensing written & orals exams 
scneduled for 860203-1 0.EncI listed ref matl requested by 851 203. License applica- 

REYES^A^egion^l, ^Office* onOirector. 85/11/13. REED.C. Commonwealth Edison 
Co. 6pp. 33493:024-33493:029. 


DOCKET STN-50-457 BRAIDWOOD STATION, UNIT 2 


A. Application/construction stage documents & correspondence 

8511040476 Grants 840917 request for schedular exemption from portion of 4 of 
lOCFRSO.App A re need to analyze large primary loop pipe ruptures as structural 

design basis.Exemption becomes effective °£ ^cance <1^®- p commonwealth 
YOUNGBLOOD, B.J. Licensing Branch 1. 85/10/28. FARHAH.u.L. oommonwecam 
Edison Co. 4pp. 33336:259-33336:296. 

-8511010110 Exemption from GDC 4 of lOCFRSO.App A requirement to install Protec- 
tive devices associated w/postulated pipe breaks primary coolant sys.Topical rept 

?HOMPSOn!h.'l Division of Licensing (800428-851124). 85/10/26. Commonwealth 
Edison Co, 15pp. 33336:263-33336:287. 

-8511040493 Environ assessment & finding of no t si 9. ni f®^2P^ t n s ^ pporting schedu, ‘ 

"g y » s o3S e Si." §o/ fp 

WIGGINTONDL Office of Nuclear Reactor Regulation, Director (pre-851125). Ip. 
33346:184-33346:184. 

8511110353 Informs that licensee 831105 response to Generic Ltr 83-28, Items 3.1.2 & 
^UNgKSod'bTuS Commonwealth 

Edison Co. 3pp. 33404:030-33404:050, 


8511210339 Forwards rept on const assessment program, per ALAB-143.UtiI 851118 ltr 
re revised fuel load dates also encl.W/o const assessment program.ReSated corre- 
spondence. 

STEPTOE.P.P. Isham, Lincoln & Beale. #485 230. 85/11/18. GROSSMAN.H. Atomic 
Safety and Licensing Board Panel. 4pp. 33545:060-33545:063. 

8511220196 Revises 841224 estimate of fuel load schedules until no later than 861015 
for Byron Unit 2 & until 860930 & 880131 for Braidwood Units 1 & 2, respectively. Revs 
based on budget review of schedule of engineering & const activities. 

REED.C. Commonwealth Edison Co. 35/1*1/18. DcNTCN.H.R. Office of Nuclear Re- 
actor Regulation, Director (pre-851125). Ip. 33569:345-33569:345. 


F. Security, medical, emergency & fire protection plans 

8511190372 Rev 5 to policy statement delineating requirements & procedures re emer- 
gency plan & procedures. 

REED.C. Commonwealth Edison Co. 85/10/29. Ip. 33511:006-33511:203. 


-8511190389 Rev 5 to “Cor.G'ati.nc Station Encrczrcy Plan.” 

GOLDEN, J.C. Commonweal::; Edison Co. 85. -C-2S. 175pp. 33511:007-33511:203. 

8511190362 Submits updated schedule for implementation of A model.Delay encoun- 
tered in revising A model sys at Dresden, Quad Cities. LaSalle County & Zion facilities 
due to changeover from release rates to dose projections m software desicr. 
ALEXANDER, G. Commonwealth Edison Co. 85/11/15. DENTQN.H.R. Office cf Nucle- 
ar Reactor Regulation, Director (pre-851125). 2pp. 33511:242-33511:243. 


8511250027 Forwards final version of emergency planning public info booklet. Booklet 
subj of hearings on 851129 before A5LL3. Bco-cc: distributed within plume exposure 
pathway emergency planning zone. 

SMITH, D.H. Commonwealth Edison Co. 85/11/19. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 17pp. 33592:215-33592:231. 


8511260171 Forwards population density map for emergency planning zone per ORNL 
projections from 1980 census data.W/o end. 

HIND.J.A. Region 3, Office of Director. 85/11/19. REED.C. Commonwealth Edison 
Co. 2pp. 33616:288-33616:289. 


8511220239 Forwards 851104 interim finding on offsite ^radiological emergency pre- 
paredness (REP) plans.Rept based on FEMA Region V P.ecrnai Assistance- Co., m :- 
tee review of preliminary site-specific REP plan.Plan currently inadequate. 

KRIMM.R.W. Federal Emergency Management Agency. 85/11/20. JORDAN.E.L. Divi- 
sion of Emergency Preparedness & E-ic^-eer no Response (Post 830103). 17pp. 
33568:244-33568:260. 


G. Adjudicatory correspondence 

8511010481 Memorandum & order removing identified phrase in NRC proposed testi- 
mony of G Wenger due to disallowance of testimony re advance arrangements for 
dissemination of info through news media during emergency Served on 851 026. 
GROSSMAN.H. Atomic Saicty and Jcansing 3cerc ranoi. #»bc »2o. as. 10/25. 
Office of the Executive Legal Director. 3pp. 33290:184-33290:186. 

8511050083 Provides info re employment of T Stewart at facility site. Info may be rele- 
vant to harassment allegations raised by BL Rorem et al.Certificate of Svc 
end. Related correspondence. ~ ... cw . „ #Aa - 

MILLER M.l. Isham, Lincoln & Beale. MILLER, M.l. Commonwealth Edison Co. #485 
060 85/10/31. GROSSMAN.H., COLE.R.F., BRENNER.L Atomic Safety and Licens- 
ing Board Panel. 4pp. 33319:091-33319:094. 

8511110029 Forwards subpoenas for depositions of JD Seeders & WO PuckettRelated 

SuE S R, 0 R n j e, |sham, Lincoln & Beale. LAUER.R.J. Commonwealth Edison Co #^5 
098. 85/11/04. CLEMENTS, W.L. Docketing & Services Branch. Ip. 33395:357- 
33396:003. 

—8511110030 Subpoena directing JD Seeders to appear on 851107 in 

GR^SSMANJT^to^ic^afety and Licensing Board Panel. 85/10/21. SEEDERS, J.D. 
Affiliation Not Assigned. 3pp. 33395:358-33395:360. 

-8511110034 Subpoena directing WO Puckett to appear on 851112 in 

Chicago, I LCertificate of Svc encI.Related correspondence. PUCKETT W O 

GROSSMAN.H. Atomic Safety and Licensing Board Panel. 85/10/21. PUCKETT.W.U. 
Affiliation Not Assigned. 5pp. 33395:361-33396:003. 

^facH^^aneged^n^intervenore* amended e *QA^contentiorf^& * any ^orrective^ction 
SgJ&tgtf 85/11/05. 4pp. 33415:341- 

33415:344. 

8*51 1120007 Objections to intervenor 851021 QA Interrogatories 2 . 3 , 4,5 & 7 in entirety & 

1 & 6 in part.request to produce & motion for protective order.Certificate of Svc 

C^N^I^Hearing^Branclf 6 ^. #485 113. 85/11/06. Rorem, B. 13pp. 33415:338- 
33415:340. 

8511120005 Notice of withdrawal of Judge L Brenner from ^ ifet- Served on 851 1 0S. 
KERR.K.J. Atomic Safety and Licensing Board Panel. #485 120. 85/11/07. p. 
33415:316-33415:316. 

order,per 8511 06 telcon.Related correspondence. mmonweafth Ed ison Co. #485 

122 ^ 5/1 l/O/^^BOSSMAtLH^CALlJ HAN ADM ^LL^R-f 1 ' Atom, Safety and L, 
censing Board Panel. 5pp. 33427:282-33427.286. 
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35 til 20024 Qrger er.sTCi'-'g tine until S51115 for Commission to review ALAB- 
C-i‘ j?,S.3'’ 5f* ice cMne Secretary of the Commission. 85/11/08. Commissioners. Ip. 


8511150073 Mot.c" to* ss-ance of attached deposition subpoenas to DL Coss.D 
- 2 „ 5V = ~’""zs- S-tor’to Sncu 1 ’ ^ Stewart & H Stout, requiring deposi- 

tors & specified ;:o_~="’.s /. ’Dsn/ cate r Svc. related correspondence. 

-A'wSP.r.-w Ccrtncrwealth Edison Co. LAUER.RJ. isham, Lincoln &. Beale. #485 
tfr 35 it 12 Atcm.c Safer/ and Licensing Board Panel. 29pp. 33466:076- 


—851 1250275 Forwards HVAC weld testing program & response to notice of violation 
from Insp Repts 50-456/83-09 & 50-457 783 00, por 850220 meeting.EncI program 
demonstrates adequacy o? welds through limited sample test program. 

SMITH, D.H. Commonwealth Edison Co. 85/03/11. KEPPLER.J.G. Reqion 3 Office of 
Director. 7pp. 33595:190-33595:197. 

-8511250279 Forwards revised proposed HVAC weld test program, in response to Inso 
Repts 50-456/83-09 & 50-457/83*09. Rev incorporates new Item D.1 re NRC 
concurrence.Assigned NRC inspector will review program for acceptability 
SMITH, D.H. Commonwealth Edison Co. 85/03/27. KEPPLER.J.G. Reqion 3 Office of 
Director. 3pp. 33595:198-33595:200. 


851 121 0328 Forwards r.cize of appearance on behalf of util.W/o end. Related corre- 
spondence 

S7E 5 70E,F.r. isna-, Lncoln & Beale. #485 250. 85/11/14. GROSS?.: AN/ L. 
CA__:FA.\',A.C.. CClE.R.F Atomic Safety and Licensing Board Panel, ip. 33:“-- 7:257- 


8511220182 FOIA request for all records & info re Insp Repts 50-456/80-04 & 50-457/ 
80-04 issued on 800610. 

GARDE, B.P. Government Accountability Project. 85/10/10. Office of Administration 
2pp. 33585:295-33585:296. 


8511210383 Not.ce c ; =: 





Erse- 3c i“EF“CE ; F.P. Isham, Lincoln & Beale. 
Safety and Licensing Board Panel. 2pp. 33545:064- 


8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29 Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. ” 


8511190343 Order extending time until 851127 for Commission to act to review ALAB- 

Cr LK.SJ~Off:ce cf the Secretary of the Commission. #485 213. 85/11/15. Commis- 
sioners. Ip. 235-4:171-33514:171. 

8511190376 First parta: response to Rcrem 851021 second set of QA interrogatories & 
requests to produce re details of corrective action programs.Certificate of Svc 
end. Related correspondence. 

STYLES, LG. Commonwealth Edison Co. STYLES, LC. isham, Lincoln & Beale. #485 
2CS. 35/11; 15. Atomic Safety and Licensing Board Panel. 150pp. 33514:190- 
32514:342. 


8510250543 IE Info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks " Svc list 
end. 


JORDAN, E.L. Division of Emergency Preparedness & Engineering Response /Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 


8510250546 IE Info Notice 85-084, "Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response fPo^t 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357-200- 
33357:336. 


8511190390 Forwards ut:l final rept on mat! traceability verification program, addressing 
concerns raised by NRC insp Rept 83-09 & re Item 10.B of Intervenor Rorem QA 
contention. Related correspondence. 

GALLO, J. isham. Lincoln & Beale. GALLO, J. Commonwealth Edison Co. #485 206. 
85/11/15. GROSSMAN, H., COLE.R.F., CALL! H AN, A. D. Atomic Safety and Licensing 
Beard Panel. 74pp. 33516:001-33516:074. 

8511210339 Forwards rept on const assessment program, per ALAB-143.Util 851118 Itr 
re revised fuel load dates also encl.W/o const assessment program.Reiated corre- 

socndence. 

STEPTOE.P.P. Isham, Lincoln & 3ea!e. #485 230. 85/11/18. GROSSMAN, H., 
CCLE,R.F. S CALLiHAN.A.0. Atomic Safety and Licensing Board Panel. 4pp. 
33545:060-33545:063. 


8510290039 IE 
Safety Relief 
list end. 


Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Svs 
Valve Opening Following Fire Protection Deluge Sys Malfunction.*’ Svc 


JORDAN, E.L. Division of Emergency Preparedness & 
830103). 85/10/31. Consolidated Edison Co. of New 
33357:199. 


Engineering Response (Post 
York, Inc. 135pp. 33357:063- 


8511060182 Forwards Safety Insp Repts 50-456/85-41 & 50-457/85-40 on 850819- 
1017 & notice of violation. 

HA RR| SON,J.J. Region 3, Office of Director. 85/11/01. REED.C. Commonwealth 
Edison Co. 2pp. 33346:094-33346:102. 


8511250151 Serves listed -erlaser.e-t pages to documents submitted on 850813, in- 
clucmg Vol 1 cf State cf _ ce-era c ar for reclo;ccica; accicents.Reiated correspond- 
ence. 

COPELAND, V.G. Isham, Lincoln & Beale. COPELAND, V.G. Commonwealth Edison 
Co. #485 282. 85/11/19. GROSSMAN, H., CALLIHAN,A.D., COLE.R.F. Atomic Safety 
and Licensing 3card Panel. 7pp. 33592:307-33592:313. 


8511260475 Forwards revised responses to Rorem Interrogatories 13-16 & Contention 
Item 6.5.5 re QA. Related correspondence. 

STYLES, LC. isham, Lincoln & Beale. STYLES, L.C. Commonwealth Edison Co. #485 
297. 85/11/20. GUILD, R. Guild, R. 2pp. 33616:217-33616:246. 




ate: es '2-f6 i. 1 


:cr tern 5.5.5 re QA. Re!a:ed correspondence. 

... .... — ..'c-wea.'-h Eolscn Co. SELTMANN.R.V. Comstock Enqinee 

Inc. 85/1 1 /2C. 2pp. 33616:242-33616:243. 


-8511060185 Notice of violation from insp on 850819-1017. 

HARRISON, J.J. Region 3, Office of Director. 85/11/01. Ip. 33346:096-33346:096. 


-8511060194 Safety Insp Repts 50-456/85-41 & 50-457/85-40 on 850819-23, 1007-10 
& 17. Violation noted:fai!ure to control design changes to pipe support drawings 
q noli 'ooo J c 1 E LS0 N > D • Region 3, Office Sf Director. 85/1 1?01. 6pp. 

ooo4b,uy / -ooo4b. i 


8511120359 Forwards Safety Insp Repts 50-456/85-21 & 50-457/85-22 on 860430 
0905 & notice of violation. ° 3U K ’ u 

HARRiSON.J.J. Region 3, Office of Director. 85/11/04. REED.C Commonwealth 
Edison Co. 2pp. 33422:096-33422:124. monweaitn 


-8511120364 Notice of violation from insp on 850430-0905. 

HARRISON.J.J. Region 3, Office of Director. 85/11/04. 2pp. 33422:098-33422:099. 


-8511260485 Affidavit of IF Detain succcdinc revised -esccnsos to Rcrem interroaato- 
nes 13-16 & Contention 6 r . . z *-u QA.RsIaioc cc-’responceict:. 

DEWALD.LF. Ccmm.onwea E:\sc:* Oc. 55-‘* ’.' 23 . 2pp.' ,i36l 6-244-3361 6:245. 

-8511260487 Affidavit =*' TE Quaka_suppcrting revised responses to Rorem Interrogato- 
‘ ® ~ -entar t.cn tern o.B.c re QA.Related correspondence. 

GUAKA.T.E. wcmmcnwealtn Edison Co. 35/11/20. Ip. 33616:246-33516:246. 

851 moo? 5 Second partial response to Rorem second set of QA interrogatories & re - 
° f response P^ic'Pants encl.W/Certificate of Svc. Related 

* Jc-mcnwea::r. Etoscr. Cc. #485 298. 85/11/22. 150pp. 33606:038-33606:280. 

85 h 1 ™ci 4 or.; N ? t - C ? °Li 6011 H depositions of R Mendez & JH Neisler in Chicago, IL re 
Harassment made by Comstock QA inspectors. W/Certificate 

336^:35^°'^' 3 ' G ’ J ' LD,P " Gui ‘ a ’ R ' " 485 302 ‘ 85/1 1/22 - 4pp. 33616:350- 

8511260434 Submits RD Hunter weekend address, per 851115 request.Address included 
on previousfy executed subpoena. Related correspondence. 

2^ E fi6 S /i E i/^ Sh -R : nioMAw KE2 I4 S A E Z - 5 ommonwealth Edison Co - #485 

l36l^033-33 2 6l3-034 :S MAN ' n ' A ° miC ^ Llcensin S Board Panel - 2pp. 

t. Financial information 

85 , 1 hiff?.tSE.fi e ?L es!s valuation of effects of util cost curtailment program to assure 
= TO i °S ntam e| sments which could affect safe operation or util com- 
r ®sults requested by 851129. 

- ■to! f ;^ 0 cf t! ?®_ R X9cu Ji ve Director for Operations. 85/11/14. 
^ ^om.rronweaiih tcison Co. 2pp. 33601:028-33601:029. 

Q. inspection reports, IE Bulletins & correspondence 

85 K^ S «^| i", 

*S'S e -^ ss PW bends wiil be completed by 860107 Sample ° f 

Dommonweafth Edison Co. 84/08/31. KEPPLER J G Rf»ninn rw,** 
of Director, 5pp. 33595:185-33595:200. crn_tn,j.i3. Hegion 3, Office 


LTUalT ;'T 11 r, °F“ 01 on 850430-0905. Violation 

noted.failure to follow procedures re qualifications of QC supervisors & failure to nm 
vide documentation of activities affecting quality. P ° 

25pp D f^422 : IOO-IgwI^iS’ WILLiAMS ' C * C - Rog'o^ 3. Office of Director. 85/10/29, 

85 tio 1 ns!"°Svc l Lt enc| , ° tiCe 85 "° 86 ’ ‘* Lightnin9 StrikGa at NuciQar Powor Generating Sta- 
of pre Pa^dness & Enginoorinq Response /Pn^t 

33385 3 335 85/11/05 ' Consol,dated Co. of New York, Inc. i 39pp. 33385:198- 

8 ^n 12 ^7 0 6 n?n pon ^ to FOIA re g uest tor all records re Insp Repts 50-456/80-04 A 
C documents available in PDR. P OD/au 04 & 

cmjnteWlit/^Pr^ectl^pp! 1 GARDE ’ B ' R Ac 

lnSP Rep ' 8 50 - 456/86 -« & 50.457/85-44 on 850903- 

S^ W a»ift!S&?2i?a' Direc,or ' 85/1 1/14 ' REEaa Cor °™™™nh Edison 

Notice of violation from insp on 850903*1 101. 

LITTLE, W.S. Region 3, Office of Director. 85/11/14. 2pp. 33516 : 108 - 33516’109 

•w^SSS^Ju^wraaaj-aas 

10pp. 3351 6:11 0-335^ 6^1 19 J *' LITTLE * w - s * R©9»on 3, Office of Director. 85/11/13. 



concerns raised^ NRC f,f |nsp re R t ept n 83^)9 

contention.Related correspondence ° 9 & 10 ‘ 8 ° f {ntorven o»' Rorem QA 

Safety and 'uSir^BSd' Panlf 7'4pp 4 3351M0 8! MS1 / ea74 GROSSMAN,H Atomtc 
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8511150098 IE Info Notice 85-087, "Hazards of Inerting Atmospheres." Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 


8511150089 Suppl 1 to IE Info Notice 85-058, "Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 


8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 


8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys." Svc 
list end: 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 

8511260244 Forwards Safety Insp Repts 50-456/85-51 & 50-457/85-49 on 851007-11 
& 1 028-1 1 01 .No violations noted. 

LITTLE, W.S. Region 3, Office of Director. 85/11/20. REED.C. Commonwealth Edison 
Co. 2pp. 33609:^30-33609:343. 


-8511260252 Safety Insp Repts 50-456/85-51 & 50-457/85-49 on 851007-11 & 1028- 
11 01. No violations or deviations noted.Major areas inspected:followup on 
allegations, electrical installations & pipe supports. 

PELKE.P.R., KROPP.W.J., LERCH.R.M. Region 3, Office of Director. 85/11/19. 12pp. 
33609:332-33609:343. 


S. Reportable occurrences, LERs & related correspondence 


8511070216 Revised final Deficiency Rept 82-03 re emergency diesel generator field 
relay failure.Replacement of 120-volt ac voltage sensing relays accomplished using 

MIOSi A.D.' Commonwealth Edison Co. 85/10/25. KEPPLER.J.G. Region 3, Office of 
Director. Ip. 33374:292-33374:292. 


8511140272 Interim Deficiency Rept 85-02 re deficient welds on certain ASME Section 
III tanks & HXs.AII welds found not in accordance w/drawing requirements repaired or 
dispositioned. Next rept expected in Jan 1986. , - _ . _ 

MIOSI, A.D. Commonwealth Edison Co. 85/11/01. KEPPLER.J.G. Region 3, Office of 
Director. 2pp. 33467:207-33467:208. 


8511140328 Interim Deficiency Rept 84-04 re out of tolerance radiographic film 
densities.lnitially reported on 840406. Corrective action includes repair &/or reradio- 

ElK?sf,A.D. Commonwealth Edison Co. 85/11/01. KEPPLER.J.G. Region 3, Office of 
Director. 2pp. 33457:033-33457:034. 


8511140219 Interim Deficiency Rept 84-16 re adequacy of ASME matl procurement 
documentation.Approx 337 heat/lot numbers needing addl documentation or correc- 
tive action to conform w/ASME Code resolved. Final rept expected in Jan 1986. 

MIOSI, A.D. Commonwealth Edison Co. 85/11/04. KEPPLER.J.G. Region 3, Office of 
Director. 2pp. 33466:345-33466:346. 

8511220375 Final Deficiency Rept 83-07 re matl traceability verification program. “Matl 
Traceability Verification at Braidwood," end. __ , ~ D « 

DELGEORGE.L.O. Commonwealth Edison Co. 85/11/12. KEPPLER.J.G. Region 3, 
Office of Director. 73pp. 33584:028-33584:100. 


T. Hearing transcripts on non-antltrust matters 

8511010108 Transcript of 851029 evidentiary hearing in Joliet, IL.Pp 369-564.Supporting 
*°Ato^c Safety and Licensing Board Panel. 85/10/29. 300pp. 33284:236-33285:185. 

DOCKET 50-458 RIVER BEND STATION, UNIT 1 

F. Security, medical, emergency & fire protection plans 

85 ^°K 

BOOKER J E Gulf States Utilities Co. 85/10/31. MARTIN, R.D. Region 4, Office of Di- 
rector. 46pp. 33319:106-33319:151. 

s® ffigaf&a jss ;•£ 

actor Regulation, Director (pre-851 125). 2pp. 33320.247 33320.24b. 

8511070540 Forwards request for addl info re emergency procedures for containment 
BUTlIr wTuceSra® 85/11/01. CAHILL.W.J. Gulf States Utilities Co. 
5pp. 33382:193-33382:197. 

8511110105 Responds to WR Butler 851101 request for addl info re emergency proce- 

NU ° lear ^ 

actor Regulation, Director (pre-851 125). 2pp. 33387.2 


8511070366 Forwards revs to 851021 Tech Spec change request for full power 
OL, based on discussion w/NRC.Revs clarify basis for changing ECCS actuation in- 
strumentation setpoints for "re dcT-cfc- :~ 

BOOKER, J.E. Gulf States u: .r. c-s U:. 5C ' "5 - ~ 3 Office of Nuclear Re- 

actor Regulation, Director (pre-851 125). 7pp. 33368:122-33368:128. 

8511070347 Submits addl info re background of 851021 & 1105 Tech Spec change 
requests, in response to recent NRC requestSmoke detections in Zones SD-102 & 
SD-156 unnecessary due to absence of safety-related equipment. 

BOOKER, J.E. Gulf States Utilities Co. 85/11/06. BUTLER, W.R. Licensing Branch 2. 
4pp. 33368:171-33368:174. 


H. General correspondence 


8511120049 Responds to 850831 Itr re testing of prompt notification sys.Ltr referred to 
RW Krimm of FEMA for consideration under NUREG-0654/FEMA-REP-1 & FEMA 43. 
BUTLER, W.R. licencing Branch 2. 85/11/04. PLETTINGER.H.A. Affiliation Not As- 
signed. 4pp. 2G.*./.2.:SS-3: . ; 0 ' 


I. Financial information 


351 1040373 Forwards "Cajun Electric Power Cooperative, Inc, 1984 Annual Rept." 
BOOKER, J.E. Gulf States Utilities Co. 85/10/28. DENTON, H.R. Office of Nuclear Re- 
actor Regulation, Director (pre-851 125). Ip. 33305:336-33305:362. 

-8511040377 "Cajun Electric Power Cooperative,lnc,1984 Annual Rept." 

* Cajun Electric Power Cooperative, Inc. 84/12/31. 28pp. 33305:337-33305:362. 


J. Insurance & indemnity information 

8511050157 Forwards Endorsement 1 to NELIA Certificate N-100 & MAELU Certificate 
M-100. 

FIELDER. J. Marsh & McLennan, Inc. 85/10/29. SALTZMAN.J. Assistant Director for 
State & Licensee Relations. 3pp. 33328:009-33328:01 1 . 

8511260559 Forwards License NPF-47.FR notice of issuance & Amend 2 to Indemnity 
Agreement B-104. 

THOMPSON, H.L. Division o* Uce"sinc (800428-851 124). 85/11/20. CAHILL.W.J., 
BOOKER, J.E. Gulf States Utilites Co =pp. 33645:1 95-33645:21 7. 

-331 12SC553 Notice of issuance of License NPF-47. 

BUTLER, W.R. . sensing Branch 2. 85/11/20. 5pp. 33645:213-33645:217. 


O. Advisory Committee on Reactor Safeguards reports & correspondence 


8511040432 Summarizes ACRS 291st meeting on 84071 2-1 4.App!ication for River Bend 
Station reviewed w/NRC & util.Development of severe accident policy outlined in 
NUREG-1070, “NRC Policy on Future Reactor...," discussed. 

EBERSOLE.J.C. ACRS - Advisory Committee on Reactor Safeguards. 84/07/23. 
PALLADINO.N.J. Commissioners. 2pp. 33336:243-33336:244. 


8511010421 Summary of ACRS Subcommittee ^ on River Bend 850911 meeting in 

■ Advisory 


—8511010427 Subm ! *s schedule fc como’iance w/nvdrogen Control Owners Group hy- 
droaen control p:ar. (ref 1CCFR5C 4/.jc'(31(v )).: -si of equipment required to survive 
hydrogen burn r "& preliminary equipment survivability analysis to be submitted by 

BOOKER J E. Gulf States Utilities Co. 85/06/26. DENTON, H.R. Office of Nuclear Re- 
rrr. i su i in 6 n D . 33301:356-33301:361. 


P. Operating license stage documents & correspondence 

ftsji 1 1 30254 Resoonse to FOI A request for all documents in NRC custody upon expira- 
tion^ of tetm S^mmtestoner in June 1984.App A documents available .n P^DR.Apps 

B & C documents partially & completely wlthheld,respec^ve^^ l /e ^ ; .■ ; ,^ > ! 

FELTON.J.M. Division of Rules and Records. 85/10/17. o.-.N N01 

Assigned. 31pp. 33535:002-33535:068. 

-8511140244 Informs of typo ;r 840530 -tone -o Caseload Forecast Panel. Date under 

Tentative Staff Assessment (Gtr.'Fv } shou.c m j- ■ %■ . o a /or /or rail inrky 
DIRCKS W J. Office of the Fxocjfivo Director :o- Cpo'ations. 84/06/08. GlLlNoKY 

Commissioners. Ip. 33535:283-33535:294. 

-8511180309 Responds to 840430 memo re Caseload I Forecast PaneLTable tentative 

staff assessments on requested plants listed Pr °P 0S ®^!ln!I«f R4/05/30 GILINSKY 
DIRCKS W.J. Office of the Executive Director for Operations. 84/05/30. GILINSK.Y 

Commissioners. Ip. 33536:133-33536:133. 

“SS srrfl six ss sssss 

BCOKEfI, 8 |° Gulf'states^Udjrt/es Co! 8l/^0/2^^NTON H.FT OTice o, Nuctear Re- 

actor Regulation, Director (pre-851 1 25). 31pp- 33368.068-33368.098. 

“jrrjsfsssw sarsssssssrsstsrs 

completed prior to^ceedingS/opower np N T 0N H u office of Nuclear Re- 

- NO D«*d Affiliation 

Given, ip 33297:001-33297:001. 

8511050102 Forwards FishwConUoIslnti, Inc 
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8511110356 Forwards request for add! info re seismic qualification. Three items noted 
requiring further action. 

BUTTER, W.R. Licensing Branch 2. 85/11/01. CAHILL, W.J. Gulf States Utilities Co. 
5pp. 33404:025-33404:029. 

8511070364 Submits info in response to Equipment Qualification Branch request re 
long-term availability of valve operator motors employing magnesium rotors.Condition 
addressed by util in 850724 rept re Reliance Class RH ac motors. 

BOOKER, J.E. Gulf States Utilities Co. 85/11/04. DENTON, H.R. Office of Nuclear Re- 
actor Regulation, Director (pre-851 125). 4pp. 33368:129-33368:132. 

8511110291 Forwards info re seismic qualification & general maint practices.per 851101 
request. Maint personnel instructed & general maint practices amended to check for 
missing & loose screws before returning ssfaty-v-istod ".aUpmon* to svc. 

BOOKER, J.E. Gulf States Utilities Co. 85. i ' ■ LCi\ rCN.H.r.. Office of Nuclear Re- 
actor Regulation, Director (pre-851 125). 2pp. 33386:213-33386:214. 

8511070366 Forwards revs to 851021 Tech Spec change request for full power 
OL, based on discussion w/NRC.Revs clarify basis for changing ECCS actuation in- 
strumentation setpoints for fire detection instrumentation. 

BOOKER, J.E. Gulf States Utilities Co. 85/11/05. DENTON, H.R. Office of Nuclear Re- 
actor Regulation, Director (pre-851 125). 7pp. 33368:122-33368:128. 

8511110289 Forwards composite list of requested Tech Spec changes for full power 
OL.d^cuss^r's.just'ficat'c" & proposed markup for each change.No change to Li- 
cer so NF requested 

BOOKER, J.E. Gulf States Utilities Co. 85/11/05. DENTON, H.R. Office of Nuclear Re- 
actor Regulation, Director (pre-851 125). 25pp. 33386:215-33386:239. 

8511070347 Submits addl info re background of 851021 & 1105 Tech Spec change 
requests.in response to recent NRC request-Smoke detections in Zones SD-102 & 
SD-156 unnecessary due to absence of safety-related equipment. 

BOOKER, J.E. Gulf States Utilities Co. 85/11/06. BUTLER, W.R. Licensing Branch 2. 
4pp. 33368:171-33368:174. 

8511150057 Notifies that const of normal Cooling Towers 3 & 4 completed & testing 
scheduled to be completed by 851225 & 860115, respectively. 

BOOKER, J.E. Gulf States Utilities Co. 85/11/07. BUTLER, W.R. Licensing Branch 2. 
Ip. 33466:108-33466:108. 

8511250440 Forwards brief description of change to facility initial test program & sum- 
mary of safety evaluation for change, per License Condition 14. 

BOOKER, J.E. Gulf States Utilities Co. 85/11/11. MARTIN, R.D. Region 4, Office of Di- 
rector. 4pp. 33617:083-33617:086. 

8511150035 Forwards marked-up Tech Spec Pages 8 3/4 4-4,8 3/4 4-5 & 6-16 re Ge- 
neric Ltr 85-19 inadvertently omitted during reproduction of 851105 Itr. 

BOOKER, J.E. Gulf States Utilities Co. 85/11/13. DENTON, H.R. Office of Nuclear Re- 
actor Regulation, Director (pre-851 125). 5pp. 33465:353-33465:357. 

8511180181 Informs that util will comply w/NRC Sept 1985 policy statement re shift 
technical advisors on shift prior to startup after first refueling outage.When shift techni- 
cal advisor utilized, fifth operator will be assigned to shift. 

BOOKER.J.E. Gulf States Utilities Co. 85/11/14. DENTON, H.R. Office of Nuclear Re- 
actor Regulation, Director (pre-851 125). Ip. 33493:154-33493:154. 

8511180481 Forwards cumulative listing of license conditions & other important commit- 
ments completed since issuance of low power license, in response to 850925 Itr. 
BOOKER.J.E. Gulf States Utilities Co. 85/11/14. BUTLER.W.R. Licensing Branch 2. 
5pp. 33496:010-33496:014. 

8511180587 Confirms human engineering discrepancies scheduled for completion prior 
to exceeding 5% rated power per 850806 Itr. 

BOOKER.J.E. Gulf States Utilities Co. 85/11/14. DENTON, H.R. Office of Nuclear Re- 
actor Regulation, Director (pre-851 125). Ip. 33496:160-33496:160. 

8511180604 Notifies that specific analysis re conformance to final rule 
1 0CFR50.44(c)(3)(vii) on hydrogen control will be completed by 870331. Enhance- 
ments will be implemented by end of first refueling outage. 

BOOKER.J.E. Gulf States Utilities Co. 85/11/14. DENTON, H.R. Office of Nuclear Re- 
actor Regulation, Director (pre-851 125). Ip. 33496:155-33496:155. 

8511200168 Advises of withdrawal of 851105 application for amend to License NPF- 
40, revising bases of Tech Spec 3/4.7.3 due to possible requirement of addl justifica- 
tions &/or revs.Revs to Tech Specs will be proposed by 860301 . 

BOOKER.J.E. Gulf States Utilities Co. 85/11/18. DENTON, H.R. Office of Nuclear Re- 
actor Regulation, Director (pre-851 125). Ip. 33527:145-33527:145. 

8511260438 Forwards NPDES Permit LA0042731, effective 851119. 

BOOKER.J.E. Gulf States Utilities Co. 85/11/18. DENTON, H.R. Office of Nuclear Re- 
actor Regulation, Director (pre-851 125). 2pp. 33613:068-33613:102. 

-8511260445 NPDES Permit LA0042731 .issued to Gulf States Utils Co. 

KNUDSON.M.O. Environmental Protection Agency. 85/10/18. 33pp. 33613:070- 
33613:102. 

8511200172 Responds to request for addl info on 851021 proposed revs to Tech Spec 
4.8.1. 1.2 re voltage & frequency transients prior to reaching steady-state 
operation. Equipment associated w/ loads will not effect performance of electrical 
components. 

BOOKER.J.E. Gulf States Utilities Co. 85/11/19. DENTON, H.R. Office of Nuclear Re- 
actor Regulation, Director (pre-851 125). Ip. 33527:144-33527:144. 

8511270162 Forwards executed certificate of pollution control facilities attached to 
850708 ltr.Approved pollution control facilities in addition to facilities certified on 
841212 by NRC. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851 125). 85/11/19. 
CAHILL, W.J. Gulf States Utilities Co. 7pp. 33645:348-33645:354. 

8511260559 Forwards License NPF-47,FR notice of issuance & Amend 2 to Indemnity 
Agreement B-104. 

THOMPSON, H.L. Division of Licensing (800428-851124). 85/11/20. CAHILL, W.J., 
BOOKER.J.E. Gulf States Utilities Co. 5pp. 33645:195-33645:217. 

-8511260563 Ucense NPF-47 for facility. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851 125). 85/11/20. 
13pp. 33645:200-33645:212. 


-8511260568 Notice of issuance of License NPF-47. 

BUTLER.W.R. Licensing Branch 2. 85/11/20. 5pp. 33645:213-33645:217. 


Q. inspection reports, IE Bulletins & correspondence 


8511010353 Forwards Insp Rept 50-458/85-64 on 85091 6-20. No violations or devi- 
ations noted. 

JOHNSON, E.H. Region 4, Office of Director. 85/10/21. CAHILL, W.J. Gulf States Utili- 
ties Co. 2pp. 33298:348-33298:357. 

-8511010361 Insp Rept 50-458/85-64 on 85091 6-20.No violation or deviation 
noted. Major areas inspected:radwaste mgt controls, training & qualifications, radwaste 
startup & liquid & gaseous waste sys. 

BAER.R.E., MURRAY, B. Region 4, Office of Director. 85/10/16. 8pp. 33298:350- 
33298:357. 


8510250539 IE Bulletin 85-001, ‘‘Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, ‘‘Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 


8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 


8511110106 Ack receipt of 850821 & 0927 Itrs providing addl info on QA plan in re- 
sponse to Insp Rept 50-458/85-43.Notice of violation withdrawn. 

MARTIN, L.E. Region 4, Office of Director. 85/10/30. CAHILL, W.J. Gulf States Utilities 
Co. 2pp. 33397:208-33397:226. 

-8511110110 Forwards addl info re notice of violation contained in Insp Rept 50-458/ 
85-43. Chronology of events listed.PSAR change submitted by S&W approved. 
BOOKER.J.E. Gulf States Utilities Co. 85/09/27. MARTIN.R.D. Region 4, Office of Di- 
rector. 10pp. 33397:217-33397:226. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511200281 Forwards Insp Rept 50-458/85-70 on 851002-03.No violations or devi- 
ations noted. 

MARTIN.L.E. Region 4, Office of Director. 85/10/31. CAHILL, W.J. Gulf States Utilities 
Co. 2pp. 33579:074-33579:079. 

-8511200285 Insp Rept 50-458/85-70 on 851 002-03. No violation or deviation 
noted. Major areas inspected:licensee actions to resolve OL precriticality 
conditions, including plant air flow characteristics. 

CHANEY, H., MURRAY, B. Region 4, Office of Director. 85/10/21. 4pp. 33579:076- 
33579:079. 


8511200290 Forwards Insp Rept 50-458/85-65 on 85091 6-20. No violation or deviation 
noted. 

JOHNSON, E.H. Region 4, Office of Director. 85/10/31. CAHILL, W.J. Gulf States Utili- 
ties Co. 2pp. 33555:287-33555:297. 

—8511200292 Insp Rept 50-458/85-65 on 850916-20.No violation or deviation 
noted. Major areas inspected:radiological environ monitoring program, including organi- 
zation & mgt controls, meteorological monitoring program & QA program. 

NICHOLAS, J.B., SPITZBERG.D.B., MURRAY, B. Region 4, Office of Director. 85/10/ 
21. 9pp. 33555:289-33555:297. 

8511200299 Forwards Insp Rept 50-458/85-68 on 850930-1 003.No violation or devi- 
ation noted.Actions taken to correct previous violations examined. 

MARTIN, L.E. Region 4, Office of Director. 85/11/01. CAHILL, W.J. Gulf States Utilities 
Co. 2pp. 33555:310-33555:318. 

-8511200303 Insp Rept 50-458/85-68 on 850930-1 003.No violation or deviation 
noted.Major areas inspectedrquality concerns program, ASME certification program & 
followup on previous insp findings. 

MCNEILL, W.M., TAYLOR, R.G., JAUDON.J.P. Region 4, Office of Director. 85/11/01 
7pp. 33555:312-33555:318. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. J 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385*198- 
33385:335. 


8511220371 Forwards Insp Rept 50-458/85-71 on 851007-11 & notice of violation 
MARTIN.L.E. Region 4, Office of Director. 85/11/05. CAHILL, W.J. Gulf States Utilities 
Co. 2pp. 33584:181-33584:187. 

-8511220373 Notice of violation from insp on 851007-11. 

* Region 4, Office of Director. 85/11/05. Ip. 33584:183-33584:183. 

“8511220374 Insp Rept 50-458/85-71 on 851007-11. Violation noted: Procedures STP- 
051-4228 & STP-051 -4201 permitted trip setpoint to be calibr outside Tech Spec 
limits. r 

SKOW.M.E., HARBUCK.C.C., JAUDON.J.P. Region 4, Office of Director. 85/11/01 
4pp. 33584:184-33584:187. 
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8511250443 Forwards Insp Rept 50-458/85-66 on 850930-1004 & notice of 
violation. Status of actions taken re previously identified insp findings also examined 
MARTIN,!.. E. P.e&or A Office of Director. 85/11/14. CAHILL, W.J. Gulf States Utilities 
Co. 2pp. 336 1 7:088 -336 \ 7:038 

-8511250448 Notice of violation from insp on 850930-1004. 

* Region 4, Office of Director. 85/11/14. 2pp. 33617:090-33617:091. 

“8511250453 Insp Rept 50-458/85-66 on 850930-1 004. Violations noted: failure to 
update procedures after issuance of temporary change notices & issuance of tempo- 
rary change notice after final approval. 

BENNETT.W.R., JAUDON.J.P. Region 4, Office of Director. 85/11/13. 4pp. 
33617:092-33617:095. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres." Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


Ft. Periodic operating reports & related correspondence 


8511110054 Forwards weekly status rept identifying license conditions & commitments 
in response to NRC 850925 Itr. 

BOOKER, J.E. Gulf States Utilities Co. 85/10/31. BUTLER, W.R. Licensing Branch 2. 
4pp. 33386:043-33386:046. 

8511110193 Forwards weekly status rept re license conditions & other commitments 
completed during previous wk & cumulatively since issuance of low power license, in 
response to 850925 Itr. 

BOOKER, J.E. Gulf States Utilities Co. 85/11/07. BUTLER, W.R. Licensing Branch 2. 
4pp. 33397:263-33397:266. 


S. Reportable occurrences, LERs & related correspondence 

8511050071 LER 85-009-00:on 850926, reactor water cleanup containment isolation initi- 
ated when temp reading obtained from leak detection differential temp switch.Caused 
by flaw in switch design.Mfg mod to circuitry recommended.W/851027 Itr. 

TOBIN, P.A., BOOKER, J.E. Gulf States Utilities Co. 85/10/27. 3pp. 33342:007- 
33342:009. 

8511060159 Confirms plans for AEOD proposed site visit on 851113 to discuss info re 
850923 partial draindown of reactor vessel. List of attendees provided.Proposed 
agenda end. 

BUTLER.W.R. Licensing Branch 2. 85/10/28. CAHILL, W.J. Gulf States Utilities Co. 
5pp. 33372:286-33372:290. 

8511070447 LER 85-01 1-00:on 850930, both divs of secondary & primary containment 
isolation spuriously actuated.Caused by testing which generated Div II MSIV isolation 
signal.Testing reperformed & no isolations occurred. W/851 030 Itr. 

TOBIN, P.A., BOOKER, J.E. Gulf States Utilities Co. 85/10/30. 3pp. 33374:158- 
33374:160. 

8511110467 LER 85-01 0-00:on 850930, explosive valve failed to fire when Train A of 
standby liquid control sys initiated.Caused by incorrectly wired terminations in termina- 
tion panel. Terminations corrected. W/851 030 Itr. 

TOBIN, P.A., BOOKER, J.E. Gulf States Utilities Co. 85/10/30. 5pp. 33401:064- 
33401:068. 

8511050072 PNO-IV-85-055:on 851 031 .initial criticality achieved. Criticality occurred at 
predicted point in rod withdrawal sequence. 

JAUDON.J.P. Region 4, Office of Director. 85/10/31. Ip. 33320:079-33320:079. 

8511260091 Partial response to FOIA request for summaries & evaluations of LERs 
from fuel loading to declaration of commercial operation for seven plants.Forwards 
documents listed on App A.App B documents available in PDR. 

FELTON, J.M. Division of Rules and Records. 85/10/31. SHOLLY.S.C. MHB Technical 
Associates. 5pp. 33642:307-33642:311. 

-8511260179 Recommends that Region IV request licensee to evaluate suitability of 
HPCS sys relief valve discharge piping design due to failures which occurred at La 
Salle 1 & 2. 

HELTEMES.C.J. AEOD, Director’s Office. 85/09/16. MARTI N,R.D. Region 4, Office of 
Director. 2pp. 33643:353-33643:354. 


-8511260187 Forwards AEOD engineering evaluation rept re HPCS sys relief valve 
failures. Requests that Region IV be notified of potential for valve failures at River 
Bend 1. 

SALAH.S. Reactor Operations Analysis Branch. 85/09/16. SEYFRIT.K.V. Reactor Op- 
erations Analysis Branch. 1 p. 33643:355-33643:355. 

8511180466 Final Deficiency Rept DR-193 re post-LOCA passive failure in ECCS suc- 
tion line in auxiliary bldg crescent area.lnitially reported on 8501 1 4,Suppression poo! 
pumpback sys intended to mitigate post-LOCA passive failures. 

BOOKER, J.E. Gulf States Utilities Co. 85/11/01. MARTIN, R.D. Region 4, Office of Di- 
rector. 3pp. 33497:339-33497:341 . 

8511120159 LER 85-01 2-00:on 851 003, potential for loss of power to transfer circuitry 
for remote shutdown capability & apparent excessive voltage drop in control circuitry 
existed w/Div 1 standby switchgear.Transfer relays replaced.W/851102 Itr. 
THIBODEAUX.B.K., BOOKER, J.E. Gulf States Utilities Co. 85/11/02. 4pp. 33428:085- 
33428:088. 


8511180289 LER 85-008-01 :on 850923, during refueling, reactor protection sys actuated 
due to water level below Level 3 scram setpoint.Caused by inadequate procedure & 
operator error. Reactor pressure vessel level reestablished.W/851104 Itr. 

OVERLID, T., BOOKER, J.E. Gulf States Utilities Co. 85/11/04. 5pp. 33501:157- 
33501:161. 


8511120103 Part 21 rept re potential defect in DSR or DSRV standby diesel generator 
intake & exhaust valve springs mfg by Betts Spring Co. Users recommended to inspect 
engines for broken springs & identify original mfg. 

GUNTRUM.B.C. Transamerica Delaval, Inc. 85/11/06. Director’s Office, Office of In- 
spection and Enforcement. 5pp. 33413:293-33413:297. 

8511210549 LER 85-013-00:on 851012, remote shutdown panel dc power supply in main 
control room located.Caused by design deficiency.Mod request initiated to utilize alter- 
nate power supply outside main control room.W/851 1 1 1 Itr. 

CHASE.D.A., BOOKER, J.E. Gulf States Utilities Co. 85/11/11. 3pp. 33577:030- 
33577:032. 


8511210553 LER 85-01 5-00:on 851013,Channels A & B of control room ventilation local 
intake radiation monitors discovered inoperable.Caused by sample pump trip following 
offsite power excursion.Pumps restarted.W/851 112 Itr. 

LAMBERT, W.J., BOOKER, J.E. Gulf States Utilities Co. 85/11/12. 3pp. 33577:007- 
33577:009. 


8511260503 LER 85-014-00:on 851 01 8, standby cooling tower level discovered below 
min Tech Spec requirement of 78%. Caused by operator error during manual oper- 
ations of standby svc water sys.Procedure SOP-001 8 revised. W/851 1 1 7 Itr. 
SIRY.G.W., BOOKER.J.E. Gulf States Utilities Co. 85/11/17. 4pp. 33641:122- 
33641:125. 


8511220072 PNO-IV-85-058:on 851 11 8, indicated license limit of 5% of rated thermal 
power exceeded for 1 h.ARPMS apparently calibr to read high.Actual thermal power 
probably did not exceed limit.Evaluation initiated. 

JAUDON.J.P. Region 4, Office of Director. 85/11/18. Ip. 33568:272-33568:272. 

8511220241 PNO-IV-85-058A:on 851 1 1 8, administrative 5% thermal power limit of Sec- 
tion 2c of License NPF-40 exceeded.Caused by shift supervisor misunderstanding 
Commission vote on full power license.Shift supervisor disciplined. 

JOHNSON, E.H. Region 4, Office of Director. 85/11/19. 2pp. 33569:078-33569:079. 

8511260663 LER 85-01 8-00:on 851021.RHR Sys Loop A isolation occurred. Caused by 
technician mistakenly connecting lead to wrong relay & then misinterpreting relay 
drawings. Isolation reset. Test jacks added to terminals.W/851 1 20 Itr. 

KOSMALA.R.J., BOOKER.J.E. Gulf States Utilities Co. 85/11/20. 3pp. 33620:316- 
33620:318. 


8511260617 LER 85-01 9-00:on 851022, Div II RWCU isolation occurred. Caused by 
loose jumper resulting in shorted & blown fuse. Fuse replaced & isolation reset.W/ 
851121 Itr. 

SHIREY.S.I., BOOKER, J.E. Gulf States Utilities Co. 85/11/21. 3pp. 33620:340- 
33620:342. 

8511260654 LER 85-01 6-00:on 851024, ESF isolation of shutdown cooling suction valve 
occurred.Caused by jumper slipping off terminal & blowing fuse during surveillance 
test.Fuse replaced.Banana plugs installed.W/851123 Itr. 

CALLEGARI.R.A., BOOKER.J.E. Gulf States Utilities Co. 85/11/23. 3pp. 33620:357- 
33620:359. 


8511260667 LER 85-01 7-00:on 851 025, ESF isolation of shutdown cooling section valve 
occurred.Caused by inadvertent grounding of recorder lead during attempt to attach to 
relay terminal. Fuse replaced.Procedure STP-204-0602 revised.W/851 124 Itr. 
CALLEGARI.R.M., BOOKER.J.E. Gulf States Utilities Co. 85/11/24. 3pp. 33620:319- 
33620:321. 


T. Hearing transcripts on non-antitrust matters 


8511220269 Transcript of Commission 851115 discussion/possible vote on full power 
OL for facility in Washington, DC.Pp 1-76. Supporting documentation end. 

* Commissioners. 85/11/15. 92pp. 33603:042-33603:133. 


V. Operator Examinations 


8511130313 Requests that end listed ref matl be provided in order to meet schedule for 
reactor operator & senior operator licensing exams during wk of 860203.Tech 
Specs, piping & instrumentation diagrams & administrative procedures needed. 
MARTIN, L.E. Region 4, Office of Director. 85/11/06. CAHILL, W.J. Gulf States Utilities 
Co. 5pp. 33437:304-33437:308. 
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S, Fspcmoo s cccurreT.ces. LE«$ & related correspondence 


E. WRC Safety Evaluation Report (SER), suppis & correspondence 



m .er 

i a: 



~fc bv TD!. Requests 
, on TD = ..ce*smc coarcs & par- 
*D b*==* _r:' 'esckdJor. c* issue. 

'- e =4 - - 26 =E~J\SEF,.C. Office of 
: 25‘: ~2?p~ 33442:031-33442:032. 


8511110008 Responds to unresolved items identified during 850827-29 Pump & Valve 
Operability Review Team visit. Responses to 30 audit concerns contained in draft SER 
Section 3.10.2.4 & Table 3.10.2.1 provided. 

SPANGENBERG.F. Illinois Power Co. 85/11/05. BUTLER, W.R. Licensing Branch 2 
15pp. 33389:042-33389:216. 


_« -* c rs emergency diesel generators. NRC 
i Fescume Svc a / each document produced by TDi 

t = S j=c -„'£9 Service. 64/09/25. 3ERLINGER.C. Division 
, 2co" 33442:637-33442:038. 



sJn’F - V I.C '*a-%sre -Vbeiva'. s nc!‘ 85* 1/06. Director’s Office, Office of In- 
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-8511110012 Rev 2 to Instruction PI-CP-079, “Preparation, Review & Approval of Pump 
& Valve Operability Packages." 

* Sargent & Lundy, Inc. 85/10/29. 96pp. 33389:057-33389:152. 

-8511110014 Rev 3 to Nuclear Station Engineering Dept Procedure D.22, “Engineering 
Interdisciplinary Review & Impact Assessment for Plant Mode." “ 

* Illinois Power Co. 85/10/29. 64pp. 33389:153-33389:216. 

8511180514 Forwards response to SER Oufstandinr Issue 9 re suppression pool 
hydrodynamics. Existing design basis & or. I.:. use of NEDE-13426P,Figure 6-9 

re hydrodynamic mass values, discussed. 1 ' ' 

SPANGENBERG.F. Illinois Power Co. 85/11/14. BUTLER, W.R. Licensing Branch 2 
15pp. 33496:172-33496:186. 



A. Age. cater . / construction stage documents & correspondence 

35i:ti:i?5 ^quests N-F reeva.uate dec's':* -e re s:gn:5cant antitrust changes that 
i -ere ss.ta'.e 2 *‘.:t:-st rev.ew. : *s"c.= stat-s c.scussec. 

=A~Z - Am a:;.:* Net -ss c*ed *5''D'C9 Office cf Nuclear Reactor Regulation, Di- 


-85tff9C27C "Scc:cecc*'c.r.c Imcact Anaiys.s of Electric Rate Increases in Rural West 

EA~Z> ^ .at.cn Net Ass.gned. 55/ 1 C. C5. 3CCpp. 33528:097-33529:052. 

8511130254 Response tc -C ; .A request fer all documents in NRC custody upon expira- 
t.p* of term as Ccmmisslcner In June lS34.App A documents available in PDR.Apps 
5 & D documents pam.ai.y .£ cc-c.'ete'v v/th^e'd resoect':ve*y,(ref Exemption 5). 

V D.'vis cn tr =„=; an: =e:c'cs. 55 ."0/17. GlL.NSKY.V. Affiliation Not 
Assured. 3* oo. 3353£:CC2-33S35:C66. 

-851 1180503 “crwsrds descriptor of options for dealing w/employees discriminated 
spans*. *c f repcrt.rg CA'GC violations to NRC per 820203 request. Description of 
’ece*': incident at p.ant or 52C126 re — go* C.A CD inspectors included. 

D.FLXS.VYj 0ff.ee of tne Executive Director for Operations. 82/03/12. PALLADINO, 
: 3c \S<r' BRADFORD Commissioners. 5pp. 33535:327-33536:331. 

351101C397 Forwards draft SA;C-85- 15:7-5, “Review of Licensee & Applicant Re- 
ssemses to^Gener.c utr SS-29.item 1.2, Rest-Trip Review:Data & Into Capabilities’ for 

rj T L zR.W.R. -cens.nc Era non 2. 35 '6 2- S?4N3E\5EFG,F. ilimois Power Co. 

4cp, 323C i :2‘ , 4-223C1 :232. 

— 3511CJ04C? “Review of _.censee & Applicant Responses to Generic Ltr 83-28, Item 
L2, 'Post-Tip Rev ewiData & Info Capabilities’ for Clinton Power Station, Unit 1,” draft 
teennoa: evaiuat.cn rept, 

* Science App..cat:icns .r.ternatona! Ccrp. (fomnerly Science ±cz'\ordor.*. ’no.). NRC- 
C3-S2-CSS. SA;C-£5. :5T-5 DRF7. 55 "3.- 24. \RC - No D-r.tr: ■?:: •'•■fat'or- Given. 

’ 5pp 33321:278-33301:292. 


8511050283 Forwards 'eques: for add! info on initial plant test program as detailed in 
amerds_*o -5-- t-rcud-^Amend 34.Response requested within 45 days of ltr receipt. 

T, f'- - ” 2. 85/10/29. S ? -\3EN5ERG,F. i-’lmois Power Co. 


8511060.62 Notification of 851 1C6 meeting w/utii in Bethesda, MD to discuss hvdroqen 
s | s o'e— nam £- H ‘ys ; s L:sl_o" participants provided. 

PtfpprRR,- r :£ ”*~ * £5- ’2/ 32. 3w~LER.vV.R_ Licensing Branch 2. 4pp. 


8511070375 Sc: — : 



851021 meeting w/uiil, Sargent & Lundy, BNL & S&W in 
P um P & va <ve operability program in compliance w/ 

ranc* 2. 85/10/30. Licensing Branch 2. 45pp. 33378:315- 


8511250135 Responds to NRC 851001 request for licensee investigation of employee 
S5;V ' C1 - ^^Ua'Reg^n 3. Office of Director. 


8511070172 

Sys/;__^ 



Forwards "PreSiminaiy Analysis of Clinton Power Station Hydrogen Control 


= E~G R '“’.‘no's -ewer Co. 35/11/04. DENTON, H.R. Office 
. a* c* _■ -ectc* -.pre-55V25;. Ip. 33364:130-33367:072. 


of Nuclear Re- 


— 8511C72177 "o-e'mtmarv 


Analysis of Clinton P; 
* '24. 302po. 33354; i 


oyer Station Hydrogen Control Sys." 
31-33385:072. y 


F. Security, medical, emergency & fire protection plans 


8511060110 Notification of 851106 meeting w/util & Sargent & Lundy in Bethesda MD 

to discuss open fire protection issues. 

SIEGEL.B. Licensing Branch 2. 85/10/29. BUTLER, W.R. Licensing Branch 2 4 on 
33372:311-33372:314. J PP ' 

8511040394 Clarifies types of conduits used at facility.Most conduits constructed of 
heavy wall steel.Other h/pes include electrical metallic tubing conduit & aluminum con- 
d.. t. Jusricai on c use in Tirc.-r;:;- u barriers provided. 

SPANGENBERG.F. Illinois Power Co. 85/11/01. BUTLER, W.R. Licensing Branch P 
2pp. 33297:229-33297:230. y Drdncn 

8511150058 Forwards Safety Insp Rept 50-461/85-52 on 850923-29 & 1015-17 No non- 
compliance noted. 

SHAFER, W.D. Region 3, Office of Director. 85/11/07, GERSTNER.W C Illinois Power 
Co. 2pp. 33466:298-33466:306. OWW 

-8511150069 Insp Rept 50-461/85-52 on 850923-27 & l015-17.No violation or devi- 
ation noted. Major areas inspected:preoperational radwaste & radiation protection 
c'cgrams.mc'ucf.rg training, organization & prooperational tests of liquid effluents. 
PAJLR.A , I.ASuK.S.R , GREGER.L.R. Region 3, Office of Director 35/1 i/0/ 7 on 
33466:300-33466:306. 


8511140057 Forwards rev to "Emergency Responso Facilities Design Rept," updating 
830616 submittal. Major changes include communications equipment & expanded list 
of station documents for maint in Technical Support Oh. ? 

SPANGENBERG.F. Illinois Power Co. 85/11/12. BUTLER, W.R. Licensing Branch 2 
2pp. 33449:130-33449:163. J 


-8511140061 "Emergency Response Facilities Design Rept." 

* Illinois Power Co. 85/11/12. 32pp. 33449:132-33449:163. 

851 1190536 Summary of 851106-07 meetings w/util & Sargent & Lundy in 
Bethesda MD re fire protection. List of attendees, meeting agenda & safe shutdown 
analysis deviation requests end. wlwwn 

33533-02 B 8 L LiCenS,ng Branch 2 ' 85/1 1/13 ’ licensing Branch 2. 200pp. 33532:210- 


a TT hbv u oiuiu ui it pian ?or raaioioqical accidents Clinton 

Annex, Map E includes rst entitled, "Clinton Nuclear Power Station Medical Facility 
per response to GUARD remand. ^ 

fpp 3349S?036 33495 037. POWSr ° 0 ' 85/1 1/14 ' BUTLER, W.R. Liconsing Branch 3. 

85 |nS < | 1 nrA r A V natifi i ? infc l r ® behavior of floor graling inside containment bldg tot- 
orT JHL r L 5 c A- Ana !ys e s competed since insp confirm postulated jet impingement loads 
JSSTA'S'JS * , H not Pelade safe shutdown. w y ,oaas 

2pp 3?M®1ol33537To| POWer C °' 85/1,/18 ' BUTl - ER . w -B- E '™nsing Branch 3. 

88 85?030 88 0t°Nc a vic^o P ors^ro 8 ori. na * PhySiCa ' Protoc,ion lns P Ho P' 50-461/85-57 on 
P^fSI'2^: & hsSllilW ° irecl0r 8S/1,/19 - GERSTNER.W.C. Illinois 

-8511250141 Physical Protection Insp Rept 50*461/85-87 nn ftA-tn^n nm , 

& pra S rass fof idiplsmontation oi 
33592lS L ’ CREED - J ' R - Re 9 ,on 3 - Office of Director. 85/11/19. 2pp. 33592:283- 


J. insurance & indemnity information 


85 r.??r°:i ' “~~ £ lC ! S5-1C6 meeting w/iiti: in Bethesda, MD re status of hydrcc 
-V D ^ ccntro. wefeminary analysis & schedule for si 

,'LnD ' . f .=r.ccL:s a arier.cees ns: enci. 

3^03:35 = 5.' 2r8 ”’' 2 - 85/, ' /ia ^sensing Branch 3. 15pp. 33603:3. 


85 Poltoy°l 53 F0rwards Cert,ica,e N - 85 t0 n ELIA Policy 1 & Certificate M-8S to MAELU 
ation GhiOTlS' 3 ppI < M 5 P ^l*i! 3 a 5 ll: / llw 15 ' SA1_TZMAN ' J - NRC * No Detailed Afffli- 


8511210008 Forwards supplemental response to Audit Concern 15 
of seismic qualification testing,identified by NRC Pump & Va-* ^ Zf 

Team dunne 850827-29 visit F ' ^ ?5;,db,:iT > ^ev.ow 

-:=Tf!^-5M35V7 C .|/° wer Co- 8S/11/19 ' BUTLER, W.R. Licensing Branch 2. 


85 HA°l!!S 9 P fcofe £1 Co A ^ f ?L C rS ,0 S- P0W0 ' Station.W/851101 ltr. 

Ulation, Director (pro«1 NUClSar ReaC,0f Re9 ' 



DOCKETED ITEMS 219 


Q. Inspection reports, SE Bulletins & correspondence 

8511050054 Responds to NRC 850830 Itr re violations noted in Const Appraisal Team 
Insp Rept 50-461 /85-30.Corrective actions: tanks & pressure vessels supplied by Chi- 
cago Bridge S iron & Richmond Engineering reinspected. 

SPaNGENBERG,." Illinois Power Co. 85/09/30. KEPPLER.J.G. Region 3, Office of 
Director. 16pp. 33320:034-33320:049. 

8511040144 Responds to NRC 850830 Itr re violations noted in Insp Rept 50-461/85- 
26.Corrective actions:Baldwin Assoc revised applicable procedures to assure that 
problems identified will be documented on Form JV-808. 

SPANGENBERG.F. Illinois Power Co. 85/10/11. KEPPLER.J.G. Region 3, Office of 
Director. 3pp. 33293:148-33293:150. 

8511040203 Responds to NRC 850904 Itr re violations noted in Insp Rept 50-461/85- 
36.Corrective actions:status administrative program revised to include appropriate con- 
trol *or test step seouencino. 

SPANGENBERG.F. Illinois Power Co. 85/10/18. KEPPLER.J.G. Region 3, Office of 
Director. 3pp. 33294:189-33294:191. 

8511050103 Responds to NRC 850904 Itr re noncompliance noted in Insp Rept 50-461/ 
85-42.Corrective actions:Sargent & Lundy issued Rev 5 to Procedure PI-CP-034 to ad- 
dress Electrical Project Engineering Div assignment & analysis description. 
SPANGENBERG.F. Illinois Power Co. 85/10/18. KEPPLER.J.G. Region 3, Office of 
Director. 2pp. 33320:232-33320:233. 

8511040189 Forwards Insp Rept 50-461/85-50 on 85091 8-20.No noncompliance 
noted.Concern re delay in personnel training expressed. 

SHAFER, W.D. Region 3. Office of Director. 85/10/28. GERSTNER.W.C. Illinois Power 
Co. 2pp. 33294:297-33294:306. 

-8511040190 Insp Rept 50-461/85-50 on 850918-20.No violation or deviation 
noted.Major areas inspected:chemistry & radiochemistry, radiological environ monitor- 
ing program & previously identified findings. 

OESTMANN.M.J., HOLTZMAN.R.B., SCHUMACHER, M.C. Region 3, Office of Director. 
85/10/28. 8pp. 33294:299-33294:306. 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336, 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511120406 Forwards Safety Insp Rept 50-461/85-48 on 850824-1010 & notice of 
violation.Detaifed explanation of program showing how 10CFR50.62 requirements ac- 
complished requested. 

HARRISON, J.J. Region 3, Office of Director. 85/11/04. GERSTNER.W.C. Illinois 
Power Co. 2pp. 33422:351-33422:361. 

--85 1 1120408 Notice of violation from insp on 850826-0927. 

HARRISON, J.J. Region 3, Office of Director. 85/11/04. 2pp. 33422:353-33422:354. 

-8511120415 Insp Rept 50-461/85-48 on 850824-1 01 0.Violation noted: failure to con- 
firm design safety requirements of standby liquid control sys due to inadequate pro- 
gram implementation. 

DUPONT, S.G., LANKSBURY.R.D., VALLIERE.N. Region 3, Office of Director. 85/11/ 
01. 7pp. 33422:355-33422:361. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc, 139pp. 33385:198- 
33385:335. 

8511140173 Informs that results of SALP assessment will be presented at 851212 
meeting in DeWitt, I L. 

NORELIUS.C.E. Region 3, Office of Director. 85/11/07. GERSTNER.W.C. Illinois 
Power Co. Ip. 33449:321-33449:321. 

8511150058 Forwards Safety Insp Rept 50-461/85-52 on 850923-29 & 1015-17.No non- 
compliance noted. 

SHAFER.W.D. Region 3, Office of Director. 85/11/07. GERSTNER.W.C. Illinois Power 
Co. 2pp. 33466:298-33466:306. 

-8511150069 Insp Rept 50-461/85-52 on 850923-27 & 1015-17.No violation or devi- 
ation noted.Major areas inspected: preoperational rad waste & radiation protection 
programs, including training, organization & preoperational tests of liquid effluents. 
PAUL.R.A., LASUK.S.R., GREGER.L.R. Region 3, Office of Director. 85/11/07. 7pp. 
33466:300-33466:306. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres." Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 


8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130op. 33631:018- 
33631:151. 

8511200010 Provides addl info re behavior of floor grating inside containment bldg fol- 
lowing LOCA.Analyses completed since insp confirm postulated jet impingement loads 
or foe/ qrat^q \v:‘l not prec'-.d"! safe shutdowr 

SFANGIINBeRG,- ,, :.ro.s Po\Jt| Cc. oz '8. BUTLER, W.R. Licensing Branch 2. 
2pp. 33527:105-33527:106. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Coding." Svc l ! st erel. 

JORDAN, E.L. Division of Emergency' P'-c-fi-oc'Vins & Engineering Response (Post 
830103). 85/11/19. Conso..::.a:oc f-disor Cc New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 

8511250063 Forwards Safety Insp Rept 50-461/85-51 on 850924-26 & 1025 & notice of 
violation. 

HARRISON.J.J. Region 3, Office of Director. 85/11/19. GERSTNER.W.C. Illinois 
Power Co. 2pp. 33592:120-33592:128. 

-8511250065 Notice of violation from insp on 850924-26 & 1025. 

HARRISON.J.J. Region 3, Office of Director. 85/11/19. Ip. 33592:122-33592:122. 

-8511250071 Safety Insp Rept 50-461/85-51 on 850924-26 & 1025.Violation noted:lead 
instrument verification engineer did not meet educational requirement per Baldwin 
Assoc resident engineering job description, 

KAUFMAN, P.D., DANIELSON, D.H. Region 3, Office of Director. 85/11/19. 6pp. 
33592:123-33592:128. 

8511250130 Forwards Preoperational Physical Protection Insp Rept 50-461/85-57 on 
851 030-1 101. No violations noted. 

AXELSON.W.L. Foobri 3. C ff: co of Director. 85/11/19. GERSTNER.W.C. Illinois 
Power Co. 2pp. 33532:281-335^2:284. 

-8511250141 Physical Protection Insp Rept 50-461/85-57 on 851030-1101. No viola- 
tions noted.Major areas inspectedilicensee actions & progress for implementation of 
security program. Details withheld (ref 1QCFR73.21). 

PIRTLE.G.L., CREED, J.R. Region 3, Office of Director. 85/11/19. 2pp. 33592:283- 
33592:284. 

8511250311 Advises that request for termination of overinsp for electrical 
hangers. HVAC d :ct A dud supports & cable tray, conduit, cable & cable terminations 
accticiaolo.Roojes'.s res. -its c‘ review of overinsp program & actions taken. 
Kfl-Ptii'R.w.C. Rucjio 1 ' 3. CC-co of Director. 85/11/21. GERSTNER.W.C. Illinois Power 
Co. 35594: 1 i 8-33591:1 2 : 


S. Reportable occurrences, LERs & related correspondence 

8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June l984.App A documents available in PDR.Apps 
B & C documents partially & completely withheld, respectively, (ref Exemption 5). 
FELTON, J.M. Division of Rules and Records. 85/10/17. GILINSKY.V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

8511070204 Final Deficiency Rept 55-85-06 re wiring & workmanship defects in safety- 
related electrical panels.lnitiafly reported on 850626.Panels reworked & engineering 
drawings corrected. 

HALL.D.P. Illinois Power Co. 85/10/24. KEPPLER.J.G. Region 3, Office of Director. 
6pp. 33374:298-33374:303. 

8511070199 Amended final Deficiency Rept 55-83-06 re inadequate vendor shop weld- 
ing on Rockwell Engineering structural steel members.lnitially reported on 
830427.Condition not reportable per 10CFR50.55(e). 

HALL.D.P. Illinois Power Co. 85/10/28. KEPPLER.J.G. Region 3, Office of Director. 
7pp. 33374:304-33374:310. 

8511200087 Deficiency Rept 55-85-07 re seismic design & const of Automatic Sprinkler 
Co of America (ASCOA) fire protection sys.Meeting held on 850923.Approx 30 addl 
days needed to provide final rept. 

HALL.D.P. Illinois Power Co. 85/11/07. KEPPLER.J.G. Region 3, Office of Director. 
Ip. 33556:039-33556:039. 

8511250213 Requests results of review & disposition re allegation that Baldwin Assoc 
nonconformance repts improperly dispositioned use-as-is Type B.Documentation sup- 
porting results should be maintained onsite for audit. 

NORELIUS.C.E. Region 3, Office of Director. 85/11/21. GERSTNER.W.C. Illinois 
Power Co. 2pp. 33591:074-33591:075. 


DOCKET STN-50-470 CESSAR SYSTEM 80 


A. Application/construction stage documents & correspondence 

8511040400 Raises concerns re auxiliary pressurizer spray sys, (APS) & supporting sys 
due to heavy reliance on reliability of APS in NUREG-1044,Need for safety-grade APS 
should be addressed. _ A _ 

THOMPSON, H.L. Division of Licensing (800428-851124). 85/10/29. SCHERER, A.E. 
Combustion Engineering, Inc. 5pp. 33309:336-33309:340. 
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T. Hearing transcripts on non-antitrust matters 

8511130299 Transcript of ACRS Subcommittee on CESSAR/Palo Verde Nuclear Gener- 
ating Station 851105 meeting in Washington, DC.Pp 1-326. Supporting documentation 
end. 

* ACRS - Advisory Committee on Reactor Safeguards. 85/11/05. 404pp. 33424:001- 
33425:045. 


DOCKET STO-50-48Q RESAR-41 


O. Advisory Committee on Reactor Safeguards reports & correspondence 

8511210268 FOIA request for 750826 Suppl 1 to rept to ACRS on Westinghouse 
RESAR-41. 

DAY.P. NUS Corp. 85/10/07. Division of Rules and Records. Ip. 33559:100- 
33559:100. 

8511210272 Responds to FOIA request for 750826 Suppl 1 to rept to ACRS on Wes- 
tinghouse RESAR-41 to be placed In PDR.App document available in PDR. 

FELTON, J.M. Division of Rules and Records. 85/10/29. DAY.P. NUS Corp. 2pp. 
33559:101-33559:107. 

-8511210277 “Suppl 1 to Rept to ACRS in Matter of Westinghouse RESAR-41.” 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 75/08/26. 5pp. 
33559:103-33559:107. 


DOCKET STM-50-482 WOLF CREEK GENERATING STATION 


F. Security, medical, emergency & fire protection plans 


8511180620 Advises that correspondence re facility operation continue to be available 
in PDR & LPDRs.Arrangements can be made to continue receiving copies of corre- 
spondence. 

YOUNG BLOOD, B.J. Licensing Branch 1. 85/11/13. FILLMORE, R.M. Kansas, State of. 
Ip. 33503:313-33503:313. 

8511180662 Notifies that T Sculley will be taken off svc list unless Div of Licensing noti- 
fied of desire to continue receiving NRC correspondence re operation of 
facility.Documents will continue to be available in NRC PDR £. ‘...PDFs. 

YOUNGBLOOD, B.J. Licensing Branch 1. 85/11/13. SCULLEY. ! Ka.-sas, State of. Ip. 
33503:241-33503:241. 

8511180672 Notifies that BP Cassidy will be taken off svc list unless Div of Licensing 
notified of desire to continue receiving NRC correspondence re operation of 
facility Documents will continue to be available in NRC PDR & LPDRs. 
YOU’xOSLCOD.d.J. Licensing Branch 1. 85/11/13. CASSIDY, B.P. Federal Emergen- 
cy Management Agency. 1 p. 33503:235-33503:235. 

8511180679 informs that correspondence to util re application & licensing of facility will 
no longer be sent to ME Salva since proceedings completed & license 
issued. Documents will continue to be available in NRC PDR & LPDRs. 

YOUNG"! 1 . OOLV-i.J. Licensing Branch 1. 85/11/13. SALAVA.M.E. Salava, M.E., Inter- 
venor. 1 p. 33503:21 2-33503:21 2. 


I. Financial information 


8511040151 Submits documentation guaranteeing owners ability to make payment of 
deferred premiums per 10CFR1 40.21. 

KOESTER.G.L. Kansas Gas & Electric Co. 85/10/28. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 8pp. 33308:096-33308:103. 


8511120061 Forwards addl info re procedures generation package, per BJ Youngblood 
850830 request for info on functional & task analysis. 

KOESTER,G.L. Kansas Gas & Electric Co. 85/11/04. DENTON, H. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 14pp. 33415:272-33415:285. 

8511190160 Ack receipt of 851017 proposed changes to emergency plan. Changes 
appear adequate. 

MARTIN.L.E. Region 4, Office of Director. 85/11/14. KOESTER.G.L Kansas Gas & 
Electric Co. 2pp. 33511:315-33511:316. 

8511190411 Ack receipt of scenario for annual emergency preparedness exercise 
scheduled for Nov 1985.lnfo re whether plant has high range containment monitors 
needed. 

MARTIN.L.E. Region 4, Office of Director. 85/11/14. KOESTER.G.L. Kansas Gas & 
Electric Co. 5pp. 33515:172-33515:176. 

8511220142 Forwards Emergency Preparedness Insp Rept 50-482/85-33 on 850819-23 
& notice of violation. 

MARTIN.L.E. Region 4, Office of Director. 85/11/14. KOESTER.G.L. Kansas Gas & 
Electric Co. 2pp. 33568:298-33568:306. 

-8511220147 Notice of violation from insp on 850819-23. 

* Region 4. Office of Director. 85/11/14. 2pp. 33568:300-33568:301. 

-8511220155 Insp Rept 50-482/85-33 on 85081 9-23. Violation noted:ltrs not sent to re- 
cipients of emergency plan & records of evaluation changes submitted to NRC on 
850515 & 0627 not maintained. 

HACKNEY, C.A., YANDELL.L.A. Region 4, Office of Director. 85/11/07. 5pp. 
33568:302-33568:306. 

8511220079 Forwards Insp Rept 50-482/85-27 on 850603-07 & notice of 
violation. Notice of violation withheld (ref 10CFR73.21). 

JOHNSON, E.H. Region 4, Office of Director. 85/11/15. KOESTER.G.L Kansas Gas & 
Electric Co. 2pp. 33568:269-33568:271. 

-8511220082 Insp Rept 50-482/85-27 on 850603-07.Violation noted re security officer 
training & qualification requirements & padlocking of certain areas.Details withheld (ref 
10CFR73.21). 

KELLY, J.A., YANDELL.L.A. Region 4, Office of Director. 85/10/25. Ip. 33568:271- 
33568:271. 

8511220499 Summary of 850522 meeting w/Kansas Gas & Electric Co, Union Electric 
Co & SNUPPS in Bethesda.MD re SNUPPS SPDS.List of attendees & proposed 
HQGnds end 

ALEXION.T.W. Licensing Branch 1. 85/11/15. Licensing Branch 1. 15pp. 33587:189- 
33587:203. 

8511220063 Confirms 851113 telcon re 851125 enforcement conference at Region IV 
ofc concerning security matter identified on 851 105, compensatory actions performed 
& proposed corrective measures. Proposed meeting agenda end. 

MARTIN, L.E. Region 4, Office of Director. 85/11/19. KOESTER.G.L Kansas Gas & 
Electric Co. 3pp. 33569:052-33569:054. 


H. General correspondence 

8511050132 Documents 851008 discussion re personnel changes & intent to maintain 
site director position for longer period than previously anticipated.Personnel changes 
will provide stability & continuity to project. 

KOESTER.G.L Kansas Gas & Electric Co. 85/10/23. MARTIN, R.D. Region 4, Office 
of Director. 2pp. 33327:328-33327:329. 

8511180053 Informs that recipient no longer on svc list for correspondence between Div 
of Licensing & util, due to completion of proceedings & issuance of OL.Documents will 
continue to be available in PDR. 

YOUNGBLOOD.B.J. Licensing Branch 1. 85/11/13. CHRISTY, W. Christy, W. Ip. 
33504:273-33504:273. 


P. Operating license stage documents & correspondence 


8511010289 Forwards fee for 850531 application for amend to License NPF-42, chang- 
ing Tech Specs re RdF Co resistance temp detector calibr & 850701 request for ex- 
emption from 10CFR20 concerning radioiodine protection factor.per 850918 request. 
KOESTER.G.L. Kansas Gas & Electric Co. 85/09/30. Division of Accounting & Fi- 
nance. 2pp. 33286:024-33286:025. 

8511070132 Third partial response to FOIA request for six categories of documents re 
Wolf Creek. Forwards documents listed on Apps F- L.lnfo also available in 
PDR. Several documents withheld (ref FOIA Exemptions 5,6 & 7). 

FELTON ,J.M. Division of Rules and Records. 85/10/15. VARRICCHIO.M., DEVINE, T. 
Government Accountability Project. 10pp. 33428:113-33429:311. 

-8511070142 Notifies of opening of Ofc of Investigation investigation re Case 4-84-026. 
HAYES, B.B. Office of Investigation. 84/04/18. PALLADINO Commissioners. 5pp. 
33428:125-33428:129. 

-8511070243 Forwards W Ward managerial review of util investigative program.Review 
is one of three anticipated repts requested to assist in formulating natl perspective on 
how Ofc of Investigations should interface w/util programs. 

HAYES, B.B. Office of Investigation. 84/12/21. MARTIN, R.D. Region 4, Office of Di- 
rector. Ip. 33428:275-33428:275. 

-8511070249 Submits review of util investigative program based on 850925,27 & 1017 
site visits & 851016 corporate headquarters visit per request. Program does not reflect 
integration of effort. Reliance on util program results not recommended. 

WARD.W.J. Office of Investigation. 84/12/21. HAYES, B.B. Office of Investigation. 
7pp. 33428:276-33428:282. 

“8511070255 Discusses 841024 telcon w/M Vining & 841025 telcon w/ R Fortuna re 
release of util documents by Ofc of Investigations. R Fortuna understood that util 
would provide investigative repts upon request. 

HERR.R.K. Region 4, Office of Director. 84/10/31. Region 4, Office of Director. Ip. 
33428:283-33428:301. 

-8511070262 Ack receipt of 841026 Itr re util quality first program. Clarification of Ofc of 
Investigations procedure appreciated.Util will use 10CFR50.55(e) reporting mechanism 
w/existing procedures. 

BROWN, K.R. Kansas Gas & Electric Co. 84/11/16. WARD.W.J. Office of Investiga- 
tion. Ip. 33428:302-33428:302. 

-8511070269 Submits clarification of agreement between NRC & util re notification of 
util investigations conducted by quality first program. NRC will recognize confidentiality 
of identity only if recognized by util. Related info end. 

WARD.W.J. Office of Investigation. 84/10/26. FOSTER, R.B. Kansas Gas & Electric 
Co. 112pp. 33428:303-33429:055. 

“8511070275 “Evaluation of AWS Field Welding on Structural & Miscellaneous Steel at 
Wolf Creek Generating Station,” final rept.Related info end. 

BROWN, G. Bechtel Corp. 84/12/27. 256pp. 33429:056-33429:311. 

8511060258 Informs of completion of program re superheated blowdowns outside 
containment.Temp envelopes for each plant to be established within min of 90 
days. List of equipment potentially affected by envelopes expected within 60 days. 
CERMAK.J.O. Westinghouse Operating Plants Owners Group. 85/10/28. 
WIGGINTON.D.L. Office of Nuclear Reactor Regulation, Director (pre-851125). Id* 
33346:184-33346:184. 

8511180321 Forwards safety evaluation re Generic Ltr 83-28,ltems 3.1.3 & 3.2.3 con- 
cerning post-maint testing for Unit 3. Response re Items 3.1.3 & 3.2.3 acceptable 
VARGA.S.A. Operating Reactors Branch 1. 85/11/04. BRONS.J.C. New York Power 
Authority (formerly Power Authority of the State of New York), 3pp. 33504*314- 


8511180569 Requests to be informed within 1 month re receipt of documents concern- 
ing OL proceeding. Documents filed by licensee & NRC correspondence will be avail- 
able at NRC & LPDRs. 

YOUNGBLOOD, BJ. Licensing Branch 1. 85/11/13. PETERSON, C.E. Kansas, State 
Of. Ip. 33503:186-33503:186. 


“8510310097 “Conformance to Generic Ltr 83-28, Items 3.1.3 & 3.2.3, Byron Station 
Unit 1, Callaway Plant Unit 1, Indian Point Unit 3, Trojan Nuclear Plant & Wolf Creek 
Generating Station.” 

VANDERBEEK.R. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. 85/09/30 
NRC - No Detailed Affiliation Given. 15pp. 33504:319-33504:333. 
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8511210006 Fourth partial response to FOIA request re six categories of 
documents.Forwards App M-Q documents.App O document partially withheld & App P 
& Q documents completely withheld (ref FOIA Exemption 5). 

FELTON.J.M. Division of Rules and Records. 85/11/07. VARRICCHIO.M., DEVINE, T. 
Government Accountability Project. 7pp. 33559:164*33559:217. 

-8511210010 Forwards hearing transcript & exhibits introduced at hearing concerning 
allegations by J Wells re Section 201, per 840807 request.Copy requested for Axelrad 
in Washington, DC. 

KOESTER.G.L. Kansas Gas & Electric Co. 84/08/15. COLLINS, J.T. Region 4, Office 
of Director. 1 p. 33559: 1 73-33559: 1 73. 

-8511210012 Requests assistance in assessing three phases of allegations.including 
structure & implementation of util program on allegations received & NRC/Region IV 
effort on allegation mgt & closeout. 

DENISE.R.P. Wolf Creek Task Force. 84/09/24. DEYOUNG.R.C. Director's Office, 
Office of Inspection and Enforcement. 2pp. 33559:174-33559:179. 

—8511210014 Forwards.for Wolf Creek allegation program assessment, complete identi- 
fication of all allegations & summary of status of each open allegation, per 841009 tel- 
cons & 840924 request. W/o end. 

DEYOUNG.R.C. Director’s Office, Office of Inspection and Enforcement. 84/10/19. 
DENISE.R.P. Wolf Creek Task Force. Ip. 33559:180-33559:196. 

-8511210022 Informs, per NRC Manual Chapter 0702, of Region IV failure to promptly 
notify Ofc of Investigations re wrongdoing by util. Region IV also referred to possibility 
of investigation in 841026 insp rept.Chronology of events end. 

MARTIN, R.D. Region 4, Office of Director. 84/11/20. CONNELLY.S. Office of Inspec- 
tor & Auditor. 2pp. 33559:200-33559:214. 

-8511210024 Advises that Ofc of Investigations should comply w/Commission instruc- 
tions in Palladino 850116 memo re Commission 821108 meeting.lnitiation of investiga- 
tions of facility mgt not supported by majority of Commission. 

CHILK.S.J. Office of the Secretary of the Commission. 85/02/19. HAYES, B. Office of 
Investigation. Ip. 33559:215-33559:215. 

8511130069 Forwards response to NRC 850905 request for addl info on 850701 re- 
quest for exemption from 10CFR20 respiratory protection requirements re iodine fil- 
ters. 

KOESTER.G.L. Kansas Gas & Electric Co. 85/11/08. DENTON. H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 7pp. 33434:088-33434:094. 

8511190226 Informs that recipient no longer on svc list for correspondence between Div 
of Licensing & util, due to completion of proceedings & issuance of OL.Documents will 
continue to bo available at PDR. 

YOUNGBLOOD. 3. J. Licensing Branch 1. 85/11/13. SIMPSON, J.M. Simpson, J.M. Ip. 
2353^:358-3353^:358. 

8511250044 Proposes release of shift consultants from further svc on 851220.Each shift 
supervisor has been on shift at least 6 months since initial criticality & participated in 
at least one shutdown. 

KOESTER.G.L Kansas Gas & Electric Co. 85/11/19. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 2pp. 33592:001-33592:002. 


Q. inspection reports, SE Bulletins & correspondence 

8511070132 Third partial response to FOIA request for six categories of documents re 
Wolf Creek. Forwards documents listed on Apps F- L.lnfo also available in 
PDR.Several documents withheld (ref FOIA Exemptions 5,6 & 7). 

FELTON.J.M. Division of Rules and Records. 85/10/15. VARRICCHIO.M. Government 
Accountability Project. 10pp. 33428:113-33429:311. 

-8511070146 Inquiry Rept Q4-84-048.Major areas investigated:alleged reprisals against 
former employee for identifying safety issues.Text deleted. 

DRISKILL.D.D., HERR.R.K. Region 4, Office of Director. 85/01/29. 3pp. 33428:130- 
33428:132. 

-8511070149 Forwards Rept of Inquiry Q4-84-048.Case closed. Related info end. 
HERR.R.K. Region 4, Office of Director. 85/01/29. HAYES, B.B. Region 4, Office of 
Director. 4pp. 33428:134-33428:142. 

-8511070155 Inquiry Rept Q4-84-052 re alleged falsification of welding record.Missing 
welds caused by QA breakdown.No further investigation of wrongdoing 
anticipated.lnquiry closed. 

EMERSON, M., HERR.R.K. Region 4, Office of Director. 85/05/14. 3pp. 33428:143- 
33428:213. 

-8511070229 Inquiry Rept Q4-84-053 re alleged missing weld records.Due to task force 
reinsp effort, imposed civil penalty, licensee reinsp effort & absence of evidence of will- 
fulness to destroy records.no further investigation anticipated. 

EMERSON, M., HERR.R.K. Region 4, Office of Director. 85/05/14. 33pp. 33428:214- 
33428:274. 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director's Office, Office of Inspection and Enforcement 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 


8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Er.ciineermc Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New Ycri. iric. L>9 pp. 33385:198- 
33385:335. 

8511210006 Fourth partial response to FOIA request re six categories of 
documents.Forwards App M-0 documents.App O document partially withheld & App P 
& Q documents completely withheld (ref FOIA Exemption 5). 

FELTON.J.M. Division of Rules and Records. 85/11/07. VARRICCHIO.M. Government 
Accountability Project. 7pp. 33559:164-33559:217. 

-8511210016 Informs that, contrary to insp records, Weld 524B2 did not exist during sub- 
sequent reinsp.Numerous weld records missing.Corrective action program to review 
welding will be completed Dec 1984. 

MARTIN, R.D. Region 4, Office of Director. 84/11/13. HERR.R.K. Office of Investiga- 
tion. Ip. 33559:197-33559:197. 

-8511210018 Requests inquiry re questionable weld record.Region IV to provide techni- 
cal assistance. Licensee reinsp of structural steel completed by 841118-Corrective 
action program findings will be issued by 841201, 

MARTIN, R.D. Region 4, Office of Director. 84/11/19. HERR.R.K. Office of Investiga- 
tion. 2pp. 33559:198-33559:199. 

8511220142 Forwards Emergency Preparedness Insp Rept 50-482/85-33 on 850819-23 
& notice of violation. 

MARTIN, L.E. Region 4, Office of Director. 85/11/14. KOESTER.G.L. Kansas Gas & 
Electric Co. 2pp. 33568:298-33568:306. 

-8511220147 Notice of violation from insp on 850819-23. 

* Region 4, Office of Director. 85/11/14. 2pp. 33568:300-33568:301. 

-8511220155 Insp Rept 50-482/85-33 on 85081 9-23.Violation noted:ltrs not sent to re- 
cipients of emergency plan & records of evaluation changes submitted to NRC on 
850515 & 0627 ret ma niasnod. 

HACKNEY, C.A., YANDELL.L.A. Region 4, Office of Director. 85/11/07. 5pp. 
33568:302-33568:306. 

8511130441 IE Bulletin 85-003, "Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511220079 Forwards Insp Rept 50-482/85-27 on 850603-07 & notice of 
violation.Notice of violation withheld (ref 10CFR73.21). 

JOHNSON, E.H. Region 4, Office of Director. 85/11/15. KOESTER.G.L Kansas Gas & 
Electric Co. 2pp. 33568:269-33568:271. 

-8511220082 Insp Rept 50-482/85-27 on 850603-Q7.Violation noted re security officer 
training & qualification requirements & padlocking of certain areas.Details withheld (ref 
10CFR73.21). 

KELLY, J.A., YANDELL.L.A. Region 4, Office of Director. 85/10/25. Ip. 33568:271- 
33568:271. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103), 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


R. Periodic operating reports & reiated correspondence 


8511190059 Monthly operating rept for Aug 1985.W/850911 Itr. 

WILLIAMS, M., KOESTER.G.L Kansas Gas & Electric Co. 85/08/31. DENISE.R.P. 
Region 4, Office of Director. 8pp. 33531:289-33531:296. 


S. Reportable occurrences, LERs & related correspondence 

8511060383 Special Rept 85-01 1:on 85091 2, Channel 10 of loose part detection sys de- 
clared inoperable during surveillance procedure.lnvestigation conducted to discover 
root cause & plans for restoring inoperable channel to svc. 

KOESTER.G.L Kansas Gas & Electric Co. 85/10/22. MARTIN, R.D. Region 4, Office 
of Director. 2pp. 33355:098-33355:099. 

8511060248 LER 85-068-00:on 85091 3,series of changes to fire watch patrol log initiat- 
ed which ultimately resulted in failure to patrol area of auxiliary bldg from 850921- 
28.Caused by personnel error.Patrol resumed.W/851028 Itr. 

WILLIAMS, M.G., KOESTER.G.L Kansas Gas & Electric Co. 85/10/28. DENISE.R.P. 
Region 4, Office of Director. 4pp. 33355:121-33355:124, 
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8511210145 Special Rept 85-01 0:on 851001, two failures of diesel generator A 
occurred. Caused by closed governor needle valve. Valve opened slightly & Procedure 
Sys KJ-121, “Diesel Generator NE01 & NE02 Lineup for Automatic..." revised. 
KOESTER.G.L. Kansas Gas & Electric Co. 85/10/31. MARTIN, R.D. Region 4, Office 
of Director. 3pp. 33577:096-33577:098. 

8511220238 Special Rept 85-01 2:on 851003, invalid failure of diesel generator B 
occurred. Possibly caused by vent petcocks vibrating open.Precautions added to Pro- 
cedures STS KJ-005B & STS KJ-005A to ensure petcocks fully closed. 

KOESTER.G.L. Kansas Gas & Electric Co. 85/11/01. MARTIN, R.D. Region 4, Office 
of Director. 3pp. 33585:045-33585:047. 

8511180214 LER 85-069-00:on 851007,turbine trip, feedwater isolation, steam generator 
blowdown, sample isolation & auxiliary feedwater actuation occurred.Caused by 
manual initiation of reactor trip fonowmq power reduction.W/851105 Itr. 

WILLIAMS, M.G., KOESTER.G.L. Kansas Gas & Electric Co. 85/11/05. 

JOHNSON, E.H. Region 4, Office of Director. 5pp. 33502:209-33502:213. 

8511180202 LER 85-073-00:on 85091 1 .violation of Tech Spec 3. 3.3.8 discovered when 
five transmitters/ receivers associated w/ control room fire alarm control panel found 
disabled. Caused by operator error.W/851106 Itr. 

WILLIAMS, M.G., KOESTER.G.L Kansas Gas & Electric Co. 85/11/06. 

JOHNSON, E.H. Region 4, Office of Director. 4pp. 33502:185-33502:188. 


8511190400 Rev 1 to Emergency Plan Implementing Procedure EIP-2Z-00220, “Emer- 
gency Team Formation’’ & index. 

* Union Electric Co. 85/11/12. 18pp. 33514:350-33515:004. 

8511190172 Rev 3 to Emergency Plan Implementing Procedure EIP-Z2-00202, “Callout 
of Emergency Organization." W/revised procedure index. 

* Union ciocii'ic Co. 85/11/13. 15pp. 33512:333-33512:346. 

8511200200 Clarifies 850813 application for amend to License NPF-30, revising Tech 
Spec 4.7.10.1 ,2.c to delete requirement that 18-month fire pump diesel engine insp be 
performed during shutdown. Insps will begin when other two rvurms eperahlo 
SCHNELL.D.F. Union Electric Co. 85/11/15. DENTON, H. R . Oi : ; -j o of Njc.aar Reactor 
Regulation, Director (pre-851 125). 3pp. 33527:354-33527:356. 

8511220499 Summary of 850522 meeting w/Kansas Gas & Electric Co, Union Electric 
Co & SNUPPS in Bethesda.MD re SNUPPS SPDS.List of attendees & proposed 
agenda end. 

ALEXION.T.W. Licensing Branch 1. 85/11/15. Licensing Branch 1. 15pp. 33587-189- 
33587:203. 


H. General correspondence 


8511180224 LER 85-072-00:on 851010, high water level in steam generator C initiated 
main turbine trip & main feedwater pump turbine trip.Caused by personnel error in al- 
lowinc insufficient ti rr, e *c r steam cenerato- 'evel to stabilize.W/851 106 Itr. 

'A.L JAMS.M.G., KOrS" r. • i.G.'-T Ki:-.-ns Gas & Electric Co. 85/11/06. 

JOHNSON, E.H. Region 4, Office of Director. 4pp. 33501:023-33501:026. 

8511180235 LER 85-071-00:on 851 009, control room ventilation isolation signal initiated 
due to radiation monitor in control bldg HV A C sensmo low voltage condition.Caused 
by lightnina strike.Low voltaoe condition c'.cd'cr. \\ < 106 Itr. 

WILLIAMSJM.G., KOESTER.G.L. Kansas Gas & Electric Co. 85/11/06. 

JOHNSON, E.H. Region 4, Office of Director. 4pp. 33501:123-33501:126. 

8511260096 LER 85-07C-00T,n 650813 hcur'v cor/sinment temp readings not recorded 
for approx 8 h due to oonta jr: /ut ■ x* coiccic' f a : ’,.. r e Caused by procedural per- 
sonnel error. Resimgs resumed -i no.: ax y W -r.r." ' *:■ 

WILLIAMS, M.C , KOLS :“R,G i. Kansas Gas £ ELdnc Co. 85/11/19. 

JOHNSON, E.H. Region 4, Office of Director. 4pp. 33641:245-33641:248. 

8511260437 PNO-IV-85-059:on 851 120,notification received that individual suffered 
head & leg injuries in fall. Person contaminated transferred to hosp.State of KS in- 
formed. 

JAUDON.J.P. Region 4, Office of Director. 85/11/20. Ip. 33612:128-33612:128. 


T. Hearing transcripts on non-antitrust matters 


8510170391 Advises that Commission approved release of 850603 closed Commission 
meeting transcripts w/listed deletions. Transcripts end. 

HOYLE, J.C. Office of the Secretary of the Commission. 85/09/23. FITZGERALD, J.A. 
Office of the General Counsel. Ip. 33492:032-33492:120. 

—8510170396 Transcript of closed Commission 850603 meeting in Washington, DC re 
pending investigations.Pp 1-38.Portions deleted. 

* Commissioners. 85/06/03. 38pp. 33492:033-33492:070. 

-8511140017 Transcript of closed Commission 850603 meeting in Washington.DC for 
discussion of pending investigations. Pp 1-48. Portions deleted. 

* Commissioners. 85/06/03. 49pp. 33492:071-33492:120. 

8511210556 FOIA request for transcript of Commission 850603 briefing re Wolf Creek 
nuclear power plant. 

FAUST.S. Wichita Eagle-Beacon, Wichita, KS. 85/10/11. Office of Administration. Ip. 
33583:290-33583:290. 

8511210559 Responds to FOIA request for transcript of Commission 850603 briefings 
which preceded licensing hearing for plant. Portions of transcript withheld (ref FOIA 
Exemptions 5 & 7). Remaining portions available in PDR. 

FELTON, J.M. Division of Rules and Records. 85/11/04. FAUST.S. Wichita Eagle- 
Beacon, Wichita, KS. 3pp. 33583:291-33583:293. 
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F. Security, medical, emergency & fire protection plans 

8511180656 Forwards request for addl info re util 850426 & 0524 submittals concerning 
functional & task analysis. Response requested within 60 days of Itr receipt. 
YOUNGBLOOD, B.J. Licensing Branch 1. 85/11/04. SCHNELL.D.F. Union Electric Co. 
10pp. 33503:258-33503:267. 

8511130288 Revised emergency plan implementing procedures, including emergency im- 
plementing procedure index.Rev 4 to EIP-ZZ-00102 re emergency implementing ac- 
tions & Rev 1 to EIP-ZZ-00221 re search & rescue. 

* Union Electric Co. 85/11/05. 58pp. 33427:304-33427:361. 

8511130083 Forwards complete copy of “Exercise Evaluation, 850605, Exercise of Radi- 
ological Emergency Response Plans for State of MO & Counties of 
Cafe: way. Gcscjr.8de l Mon!ac~ , erv & Osage....” Rept previously submitted w/o Pages 
22-29. 

SHAFER.W.D. Region 3, Office of Director. 85/11/06. SCHNELL.D.F. Union Electric 
Co. Ip. 33426:080-33426:127. 

-8511130092 Errata to “Exercise Evaluation, 850605,Exercise of Radiological Emergen- 
cy Response Plans for State of MO & Counties of Calloway, Gasconade.Montgomery 
& Osage for Union Electric Co, Calloway Nuclear Power Plant....” 

BREHENY.P.J. Federal Emergency Management Agency. 85/07/22. 47pp. 

33426:081-33426:127. 

8511190178 Rev 8 to Emergency Plan Implementing Procedure EIP-ZZ-00201, “Notifi- 
cations.” W/revised procedure index. 

* Union Electric Co. 85/11/12. 29pp. 33516:075-33516:103. 


8511190312 Informs that AS Cauger to be replaced by CR Rogers as assistant general 
counsel for State of MO PSC. 

ROGERS, C.R. Missouri, State of. 85/11/15. YOUNGBLOOD.B.J. Licensinq Branch 1 
Ip. 33515:329-33515:329. 


P. Operating license stage documents & correspondence 


8511070431 Further response to FOIA request for four categories of documents re plant 
QC. Forwards documents listed on Apps B & C.Portions of App C documents withheld 
(ref FOIA Exemptions 6 & 7). 

FELTON, J.M. Division of Rules and Records. 85/10/22. BELL.N. Nuclear Information 
& Resource Service. 3pp. 33383:079-33383:185. 

-8511070449 Notifies that investigation of Allegation RIII-8-A-0021 re certification of 
Level III inspectors not warranted at this time per 850212 discussion w/ET 
^av/ik.Al^galion will remain open pending final resolution by div. 

A-'M. ,C: ■ I Rogcn 3, Office of Director. 85/02/13. NORELIUS.C.E. Region 3, Office of 
Director. 2pp. 33383:105-33383:106. 

-8511070456 Informs of allegation received by B Little on 850205 from QC Level III 
electrical inspector re QC supervisor failing to follow Procedure QCP-ZZ-010O1 in cer- 
tification of Level III personnel. Info deleted. Related info end. 

PELKE.P.R. NRC - No Detailed Affiliation Given. 85/10/22. WEIL.C.H. NRC - No De- 
tailed Affiliation Given. 79pp. 33383:107-33383:185. 

8511010350 Notification of date & location change for 851105 meeting w/uti! in 
Bethesda.MD to discuss proposed mods to low temp overpressure protection 
sys.Meeting originally scheduled on 851029. 

ALEXION.J.W. Licensing Branch 1. 85/10/28. YOUNGBLOOD.B.J. Licensinq Branch 
1 . 2pp. 33301 :089-33301 :090. 

8511040068 Forwards safety evaluation supporting util response to Generic Ltr 83- 
28, Items 4.2.1 & 4.2.2 re maint & trending programs for reactor trip breakers. Programs 
acceptable. NRC action completed. 

YOUNGBLOOD.B.J. Licensing Branch 1. 85/10/28. SCHNELL.D.F. Union Electric Co 
Ip. 33337:007-33337:013. 

-8511040075 Safety evaluation supporting util 831118,840312,0521 & 1227 responses 
to Generic Ltr 83-28, Items 4.2.1 & 4.2.2 re reactor trip sys reliability. 

* NRC - No Detailed Affiliation Given. 85/10/28. 6pp. 33337:008-33337:013. 

8511060258 Informs of completion of program re superheated blowdowns outside 
containment-Temp envelopes for each plant to be established within min of 90 
days. List of equipment potentially affected by envelopes expected within 60 days. 
CERMAK.J.O. Westinghouse Operating Plants Owners Group. 85/10/28. 
WIGGINTON.D.L. Office of Nuclear Reactor Regulation, Director (pre-851 125) Id 
33346:184-33346:184. 


8511060013 Forwards FR NRC biweekly notices of applications & amends to OLs in- 
volving NSHC.dtd 851023.Notice re request for amend to extend initial 18-month sur- 
veillance interval for manual initiations of ESFAS may be found on Page 43,041 of 
end. 

YOUNGBLOOD.B.J. Licensing Branch 1. 85/10/31. SCHNELL.D.F. Union Electric Co 
26pp. 33373:235-33373:260. 

8511180321 Forwards safety evaluation re Generic Ltr 83-28, Items 3.1.3 & 3.2.3 con- 
cerning post-maint testing for Unit 3. Response re Items 3.1.3 & 3.2.3 acceptable 
VARGA, S.A. Operating Reactors Branch 1. 85/11/04. BRONS.J.C. New York Power 
Authority (formerly Power Authority of the State of New York). 3pp. 33504-314- 


-8510310097 “Conformance to Generic Ltr 83-28, Items 3.1.3 & 3.2.3, Bvron Station 
Unit 1 .Callaway Plant Unit 1, Indian Point Unit 3,Trojan Nuclear Plant & Wolf Creek 
Generating Station.” 

VANDERBEEK.R. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001 85/09/30 
NRC - No Detailed Affiliation Given. 15pp. 33504:319-33504:333. 

8511180712 Requests addl info within 30 days re response to Generic Ltr 83-28 Item 
1.2.Parameters necessary to perform post-trip review & info re time history equipment 
incomplete.Draft technical evaluation rept, based on initial response end 
YOUNGBLOOD.B.J. Licensing Branch 1. 85/11/07. SCHNELL.D.F. Union Electric Co 
18pp. 33503:193-33503:210. 


8511180733 Summary of 851105 meeting w/util & SNUPPS at site re proposed mods to 
enc| temP overpressure P rotection s y s - Attendee list & slides used during presentation 

ALEXION.T.W. Licensing Branch 1. 85/11/07. Licensing Branch 1. 8pp. 33503:153- 
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8511130351 Responds to TMI Action Item II. K. 3.30 & II.K.3.31 requirements to submit 
small break evaluation model & small break LOCA analysis.Cycle 2 licensing 
submittal, including analysis using NOTRUMP, will be submitted. 

SCHNELL.D.F. Union Electric Co. 85/11/08. YOUNGBLOOD, B.J. Licensing Branch 1. 

3pp. 33437:335-33437:337. 

8511190118 Forwards fee for request for exemption from 10CFR20,App A concerning 
credit for use of radioiodine protection factor for GMR-I filter canisters. 

SCHNELL.D.F. Union Electric Co. 85/11/13. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851 125). 2pp. 33511:342-33511:343. 

8511190573 Requests payment of fees for 840131 request for relief from ASME Code 
requirements re inservice testing program for pumps & valves & 850716 application 
for review & approval of inservice insp plan, per 10CFR170. 

DIGGS, R.M. License Fee Management Branch. 85/11/13. SCHNELL.D.F. Union Elec- 
tric Co. Ip. 33534:159-33534:159. 

8511200165 Application for amend to License NPF-30, modifying License Condition 
C(12) to allow alarm only if either Valve BB-PV-8702A or EJ-HV-8701B open at pres- 
sures above interlock setpoint. Fee paid. 

SCHNELL.D.F. Union Electric Co. 85/11/15. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851 125). 5pp. 33527:146-33527:150. 

8511220338 Application to amend License NPF-30, revising listed Tech Specs to indi- 
cate correct value of P(a) as given in SNUPPS FSAR Section 6.2.1. 4.3. 3.Safety eval- 
uation & significant hazards consideration end. Fee paid. 

SCHNELL.D.F. Union Electric Co. 85/11/15. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851 125). 5pp. 33570:209-33570:220. 

--8511220342 Proposed Tech Spec changes, correcting value of P(a) as given in 
SNUPPS FSAR Section 6.2.1. 4.3.3. 

* Union Electric Co. 85/11/15. 6pp. 33570:214-33570:220. 

8511250315 Forwards info in support of reload license application for facility using Wes- 
tinqhouse 17x17 optimized fuel assemblies. Info includes Tech Spec changes, revised 
larqe break LOCA analysis & safety evaluation re analysis results.Fee paid 
SCHNELL.D.F. Union Electric Co. 85/11/15. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851 125). 250pp. 33593:001-33594:117. 

8511220281 Forwards FR notices of applications & amends to OLs Involving NSHCdtd 
851 1 06, containing notice re request for amend to revise Tech Spec Figures 3.9-1 & 
5.6-1 concerning storing of spent fuel pool fuel assemblies.W/o end. 

YOUNGBLOOD, B.J. Licensing Branch 1. 85/11/18. SCHNELL.D.F. Union Electric Co. 
3pp. 33603:029-33603:031. 

8S1 1250068 Application for amend to License NPF-30, revising Tech 

& 6.2-2 & Section 6.5.1. 2 to reflect organizational changes re establishment of quality 

SCHNeLL F D e F P Union Electric Co. 85/11/18. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851 125). 6pp. 33592:008-33592:017. 

-8511250074 Proposed Tech Spec Figures 6.2-1 & 6.2-2 & Section 6.5.1. 2 indicating 
organizational changes re establishment of quality sys dept. 

• Union Electric Co 85/11/18. 4pp. 33592:014-33592:017. 

®g5SSK!S3ff«K ? SnRSSaSBK w- “ 

3pp. 33587:311-33587:323. 

851 1220359 Amend 9 to License NPF-30, deleting requirements for resistance testing 
of fuses usedTo provide containment penetration overcurrent protection & list of pro- 

VoUNGtLOOaaJ LJ&tfgMnch 1. 85/11/19. 6 PP . 335871314-33587:319. 

- 8 - 5l i 2 ^ 4pp - 

33587:320-33587:323. 

85 Tech t Sp 9 Jc F p^f6- S 4 A to < Reflect Sganfzatbn^ tit?e° chang^ rom ' Supervisor, radwaste” 

to “superintendent, radwaste.' oc/h/iq RCHNELLDF Union Electric Co. 

YOUNGBLOOD, B.J. Licensing Branch 1. 85/11/19. bu-iiNtu-.u.r. u...u 

3pp. 33585:350-33585:359. 

—8511220503 Amend 10 to 

roUNGBT00D,Bj ar Scensing ST 85/11/19. 4pp. 33585:353-33585:356. 

^^^Onfoe^^Nudear^Reactor^^u'lation^Sirecto 0 (prfr851125)" 3 85/il/l9. 3 PP . 
33585:357-33585:359. 

Q. Inspection reports. IE Bulletins & correspondence 

8511060507 Forwards app to SALP Rapt 50-483/85-01. errata sheet & corrected sec- 
{?EPP P, ER P JG. Region 3, Office of Director. 85/10/22. SCHNELL.D.F. Union Electnc 
CO 2pp 33355:067-33355:074. 

-8511060508 App 5 errata sheet to SALP Rept 50-483/85-01 ,or Dec 1984 - May 
•Region 3, Office of Director. 85/10/22. 5pp. 33355:069-33355:073. 

, i ♦ c At P ReDt 5 .Concern shared over frequency of plant 

3 ' 0ffice ° f ° ireC ' 

foV ip 33355 * 074 - 33355 : 074 . 

851 1070431 Further response to FO'A roquest C dooTments withheld 

QC Forwards documents listed on Apps o « v. 

(ref FOIA Exemptions 6 & 7). Records. 85/10/22. BELL.N. Nuclear Information 

FELTON, J.M. Division of 85. 

& Resource Service. 3pp. 33383-ura aw 


“3511070439 Notifies that insp of concerns noted in 85C2G5 :tr re certificate-. -eve 
III inspectors completed & documented in Paragraph 4 of end insp Hep! 50-453 ‘85* 

02.lnfo deleted. 

VVESL.C.H. Reaior. 2. Office of Director. 85/07/15. Affiliation Not Asserted. *,z 
33383:089-33333: 1 33. 

-8511070444 Forwards memo documenting concerns re cedT eaten c 4 Level ■.:• inspec- 
tors per 850205 Itr.Concerns assignee to F.eg.o- i.: *c' rssc.dc F sps ml: be com- 
pleted ?C days Info deleted. 

\V2:_.G.r. Pec or. ?. Office of Director. 85/02/13. Affiliation Not Assigr.es. ip 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps." Svc rst 

end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85 TO. "29 Jcr- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks. " Svc ,sl 
end. „ _ _ 

JORDAN, E.L. Division of Emergency Preparedness & E r.gr.se"-; “asperse ;?cs! 

830103). 85/10/30. Consolidated Edison Co. of New Vo-*., .rp. '2-pp. 33355,003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of WSiVs.” Svc list 
end. „ _ _ , 

JORDAN.EL. Division of Emergency Preparedness & =nrr.eer;-:g “espense sres. 

830103). 65/10/30. Consolidates Edison Co. of New Yor*. me. 137" 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, "Sys Interaction Event Resume m ° sat* or Sys 
Safety Relief Valve Opening Following Fire Protection Deluge sys Yat.r:: :** avc 
list end ^ 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response -Post 
830103). 85/10/31. Consolidated Edison Co. of New Vc:k, : .nc ubj- 

33357:199. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 

JORDAN^E-L* Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 3ouS w , ,9S- 
33385:335. 

8511110101 Forwards Safety Insp Rept 50-483/85-21 on 850904-1 021 No violator: 

OHrIsSOTIMOS.N. Region 3, Office of Director. 85/11/05. SCHNELL.D.F. Un.cn 
Electric Co. 2pp. 33387:008-33387:016. 

“8511110109 Insp Rept 50-483/85-21 on 850904-1 021 .No violation or deviation 
8 noted. Major areas inspected:surveillance observation, operational safety venucaucn 

maint oosen/ation & insider, ■■■••-uct.w -....vj-a ■■■ _ 'j'anflT-nin 

HEHUC/.V. Region 3, C-ce ci Orc-ctc: 1 -- 7pp. 33387.01 0-33 Jb, .w .e. 

ociiion^q Rpnuests Davment of fees for 840131 request for relief from ASME Code 
“iSSSS*!? program for 8 850716 appear 

for review & approval of inservice insp plan, per 1 0CFR170. Eiec . 

DIGGS R M License Fee Management Branch. 85/11/13. SCHNELL.U.K ^ntor, me- 
tric Co.’ Ip. 33534:159-33534:159. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures Dunns 
i a ^ T rans : ents Duo to improper Switch Settings.” Svc list encl 
lAYLOP,- M. D-roctor’s Office Office ^Jnspector ■ anc ■ 85/1 .. U- Co., 

solidated td-son Co. c: New York, inc. uSpp. 3371u.,co~-v.w. ■ 

8511200200 Clarifies 850813 application for arnerid^to Lscens^ ^ 

Soec 4 710 1.2.C to delete requirement that ,8-mcnth ..re p-nv --e 

performed during shutdown.lnsps will begin wneno^er^g ^ ; .ps c.^-- - _ . 

^TMNELLDF Union Electric Co. 85/11/15. DENTON 

Regulation, Director (pre-851 125). 3pp. 33o27:354-33s2 .u- 

8511150098 IE Info Notice $ St 

83 lTt t 03 )l 1, 85 /i?/ 1 l 8 IO Consolidated n Ed!Son P Ca d of New Yc?X, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE info Notice 85-088, "Ucensee Control of Contracted Svcs Provrdrng 
Training.” Svc list end. D^narpriness & Engineering Response (Post 

i«.v 3353 , 9,9 

33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 

JORDAnIbL. Division of 23- 

830103). 85/11/19. Consolidated Edison Co. of New yotk, inu 

33713:252. 

8511150114 IE into Note 85-089. “Potan^ Loss of Solid-State instrumental FC- 
Icw'pq Failure of Centro! Room Cooling. Svc Int end. - Response (Post 

337 1 2:346. 

8511150120 IE info Notice 85-090, “Use of Sealing Compounds in Operating Sys.“ Svc 
33713:122. 

R. Periodic operating reports & related correspondence 

**' 33555:23, ‘ 

33555:236. 
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S. Reportable occurrences, LERs & related correspondence 

8511060457 LER S5-G25-02:cn 85Q5QS, reactor tap, feedwater isolation & auxiliary feed- 
water actuation occurred during startup.Cacsed by faulty switch on ex-core neutron 
monitoring Chanre SE-N -36.5-v'tcr- ’edaced.W/351 C23 fir. 

NASLUND.C.D., V ^ESSEP.SEP S. jr. ion Electric Co. S5/10/29. 5pp. 33355:006- 

33355:010. 

8511060464 LER 85-046-GQ:cn S50S28 ; Tec^ Soec leak rate surveillances for contain- 
ment personnel & emercenc*. access an :,ccks no: performed on due dates of 850928 
& *005 .respectively. Suve-.inces ccmpsted on 85" Cl t.W/85* 029 Itr. 

2.-v'5._.E. V: _ E.SBE-.GEF.S. Union Electric Co. 85/10/29. 5pp. 33355:001- 

33355:005. 

8511050270 LER 35-042-00:on 851 002,feedwater isolation, auxiliary feedwater actuation 
& stsa™ ceneratcr blowdown delation occurred as result of reactor trip.Caused by 
ce-sc—e.vcuc ssToocng d-rtog PCS test.W/851 101 itr. 

\AS— V _7E\55?.3EP.S. Union Electric Co. 85/11/01. 5pp. 33328:346- 
33328:353. 

8511130176 LER 85-C43-0Q:on 851 003, while plant in hot standby, hourly firewatch patrol 
ir.sp of rcrticn c 1 area performed 1 h & 25 m.r.jtes after sprinkler sys declared 
nccerat e.Cs -sec c* ce'sc'viel error. Personnel ratrained.W/851 1 04 Itr. 

CAcS.-.E. M:J7EKSE?.3ER,S. Union Electric Co. 35/11/04. 5pp. 33444:318- 
33444:322. 

8511130186 LER 85-G44-0O:on 851003,07 & 08,ESF actuated as result of steam gener- 
ator leva's above trp setpcint.Caused by abnormal component condi:ions.Plant 
placed ~ stac.e cc'::o--=:or.. Stance orccedures to oe revised. W/851 104 Itr. 

: AY_Cr, V.E. V _~E\==RG=? S. Union Eiectric Cc. 35/11/04. 9pp. 33444:323- 
334-44:33'. 

8511180252 LER 85-035-01 :on 850624,0726 & 0801, while at 100% reactor 


8511210463 LER 85-Q45-OG:on 851 01 6, portion of sprinkler sys for auxiliary bldg eleva- 
tion 2222 cable rays renders c .roperab.e djnng surveillance testing.Caused by fail- 
-re r suben/.s’s'' actuation mccuie.VV.'S51'14 Itr. 

■147:3-.=. 5_OS5ER,-.C., .V:U7E\5ERGEP,S. Union Electric Co. 85/11/14. 6pp. 
33578:031 -33578:005. 

8511260463 LER 85-047-00:on 851 01 8, plant continued operations w/centrifuga! charg- 
ing pumps inoperable, violating Tech Specs.Pump B failure caused by broken room 
cooler drive belts.Belts repiaced.Pump A maint completed.W/851118 itr. 

CAMPBELL, W.R., MLTENBERGER, S. Union Electric Co. 35/11/18. 5pp. 33641:345- 
33641:349. 

DOCKET STN-50-498 SOUTH TEXAS PROJECT, UNIT 1 

A, Application/ construction stage documents & correspondence 

8507170602 Board Notification 85-064:forwards NUREG/CR-4077 & Westinghouse 
Ovjners Group 850103 Itr re Westinghouse reactor coolant pump seals, updating info 
Ncbfcaticps SN-83-13S S 3M-84-07S.Related correspondence 9 
/ a 2^E S j ? N ’ H *- L P ,VlS - c ' 1 Ucensir.c (S0042S-851124). #485 647. 35/06/24. PAL- 
LADINO Commissioners. 82pp. 31630:192-31630:293. 

re f pon fJ? P0IA r ^ uest for documents re Comanche Peak Task 
^ ,n Mar 1 9® A. Forwards App A documents. Documents also available 
m FUH.App A documents not end undergoing further review 
FELTON J.M Division of Rules and Records. 85/10/16. GARDE, B.P. Government Ac- 
countability Prefect 8pp. 33470:001-33491:281. 

^posu^* “ Recoatabillty of 560/1201 W/Nutec 1201 After 1 Yr Simulated Outside 

^pp°3347&25i3347l2^' WJ ' imperial Professiona{ Coatings. 81-76. 76/07/31. 

A 5 Sc^BA N S n y ( ORNL7' 1201 NU,e ° 11S/NUtSC 11/NU,e ° 1201 Radia,i ° n 

33476*313 G ' E lmperial Professionai Coatings. 495-81. 81/06/10. 20pp. 33476:294- 

p ,R SS2 l oie / an ? e & DBA Results on Nupec Concrete Coating Sys.” 
33477-058 G ’ E ' ^ Professional Coatings. 505-81. 81/07/07. 32pp. 33477:027- 

Testing - Concresive 141 1 Epoxy Mortar." 

^77-182 G ' E ‘ !mpenal Profess ‘ onal Coatings. 215-78-G. 78/01/25. 7pp. 33477:176- 

'SfV Y 120 1 f^er Magic Kote Formed Concrete.” 
33479^S335^?iI Y,W ‘ J ' ^ Profess,onal Coatings. 95-76. 76/11/11. 12pp. 

85 fl?n POIA r . eq V est for al! documents in NRC custody upon expira- 
fen of term as Commissioner in June 1 984. App A documents available in pdr Anne 

m TON^ U *7 e nSili?? aI f y n S. mp, ? e iL y w ^^ e, d. respectively, (ref Exemption 5) ' PP 
FELTON.J.M. Division of Rules and Records. 85/10/17. GILJNSKY V Affiliation Wnt 
Assigned. 31pp. 33535:002-33535:068. * r,v - Affiliation Not 

~4S1 1150309 R^ponds to 840430 memo re Caseload Forecast Panel Table tentativp 
M? 18 S? 8 * Pr °P° se<) aoSplan^cf te, ' V6 

D!RCKS,W.J. Office of the Executive Director for Operations 84/05/30 Git jnrkv 
Commissioners. Ip. 33536:133-33536:133. ^ tH/ua/ju. WLINSKY 

85 i 1 T»S^/7!TS. n 2 ri<e ?^ < * an 9 es to FSAR Chapter IS.Sections 150915 2 7 

^ made in evaiua^ 

il^Sf'21w.'^?!24^7tm ,erC0 - 85/1 ° /24 - KNIGHT0N . Q W. Licens- 


8511010291 Forwards proprietary Rev 2 to E-1 15-1243, “Reliablity Analvsis Rent for 
ESF Load Sequencer.South Texas Project...” in response to Power Svs Rr*nnh £,.Ic 
t ion 430.1 1 SN.Affidavit also encI.Rev withheld (ref 1 0CFR2.79O) y anCn uues ‘ 
WISENBURG.M.R. Houston Lighting & Power Co. 85/10/29. DENTON H R Office nf 
Nuclear Reactor Regulation, Director (pre-851 125). 4pp. 33286:157-33286:1607 

8511040092 Forwards annotated FSAR pages revising Section 9.2 8 “Frp*h \A/=.t«r a 
Svc Water Sys" to identify ozone as biocide in settling basin. ’ vvaier <x 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/29. KNIGHTON G w I ir^n* 
ing Branch 3. 5pp. 33293:243-33293:247. Licens- 

8511040163 Forwards info to support NRC review of util response to TMl Artier. Plan 
Items II.E.3.1, “Emergency Power Supply for Pressurizer Heaters” & || g 1 “Ememen 
cy Power for Pressurizer Equipment.” ’ ‘ ’ trner 9 en - 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/29. KNIGHTON G w i 
ing Branch 3. 7pp. 33293:236-33293:242. Licens- 

es 11 050 142 Forwards comments on program document describing review of util w 
Brown & Root, Inc litigation record, per 850830 Itr. Adequate assurance D7oviri«rt that 
util will identify any unreported deficiencies or defects. trance provided that 

MARTIN, R.D. Region 4, Office of Director. 85/10/29. GOLDBERG J H Houston l inht 
ing & Power Co. 2pp. 33328:196-33328:197. ’ ■ nouston Ll 9™- 

8511040197 Forwards marked-up FSAR pages to support NRC review of containment 
supplementary purge sys.lnfo discussed w/NRC in 851021 telcon Paaes will nrnr 
porated in future FSAR amends.Proposed Tech Spec Chang© end 9 De ncor ' 
WISENBURG.M.R. Houston Lighting & Power Co. 85/10/30. KNIGHTON G W Lirens 
ing Branch 3. 9pp. 33294:307-33294:315. uim,u..w. Licens- 

8511060041 Forwards SER supporting util 850717 response to Generic Ltr flR Pft 
4.1 ,4.2.1 & 4.2.2 re preventive maint program for reactor trip breakers/maint & trend- 

KNIGHTON.G.W. Licensing Branch 3. 85/10/30. GOLDBERG, J.H Houston Linhtinn a 
Power Co. 3pp. 33372:353-33372:355. Houston Lighting & 

-8511060042 SER supporting util 850717 response to Generic Ltr 83-28 ftnme 
4.1, 4.2.1 & 4.2.2 re preventive maint program for reactor trip breakers/maint a trend- 

* NRC - No Detailed Affiliation Given. 85/10/30. 5pp. 33372:356-33372:360 

Si,S ViSi ' ° bSen/ ° auXilia,Y & reactor currently 
5 “3 B 8^ 2 “o!6 BranCh 3 - 85/10/3 °- KNIGHT0 "W- Licensing Branch 3. 

8511050069 Forwards current resumes for key plant personnel, Including health & satotv 
sves manager & radiological protection supervisor, per 851022 Itrs 9 “ safety 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/31. KNIGHTON G W Limn* 
mg Branch 3. 34pp. 33318:291-33318:324. UN,b ' w ’ L *cons- 

8511060290 Forwards “Reactor Containment Bldg Design Rept,” per commitment made 
at Structural Engineering Branch design audit during wk of 850107.Ut«l does not intend 
to prepare similar repts for remaining Category I structures. ° nu na 

WISENBURG.M.R. Houston Lighting 8> Power Co. 85/10/31. KNIGHTON G W Lirnn*; 
ing Branch 3. 2pp. 33347:295-33348:175. , ' VV " Ucor| S“ 

-8511060294 “Reactor Containment Bldg Design Rept." 

* Bechtel Corp. 85/07/31. 239pp. 33347:297-33348:175. 

8511070365 Summary of 850521 meeting w/ util, Bechtel, Ebasco a Newman & Holt 
zmger re status of remote sensing lineament & update info on docket concornincTSto 
geology.List of attendees & details of discussion end. ooncernmg site 

33379!o?6 NP ' LiC6nsin9 Branch 3 ' 85/1 1/01 - ^censing Branch 3. 11pp. 33379:006- 

85 ,? VnVS 1 Res P° nds ^ Generic Ltr 85-1 2, Parts 8 & C re TMl Action 
II.K 3 5.Current operator & shift technical advisor training program includes b -SSin^on 
wiIpmJndA M a 2 S,e u nt &acc ! d «nt analysis & mitigating coVe damage. 9 ° f1 

VVISENBURG M.R Houston Lighting a Power Co. 85/11/06. THOMPSON H I n*ui 
sion of Licensing (800428-851124). 5pp. 33413:288-33413:292. D»vt- 

3511130294 Forwards revised response to Environ & Hvdrolooic: Ericinoarinn 

- Wa t er surface profiles for Little Robbins Slough, resulting from 100-vr 
WlSFNRMRr m i or w both preproiect A post-project conditions. ° yr 

ing 3 ^ranch^3* , 8pp. 3342^ f 7^342?:280° Wer ^ 85/11/ ° 7 ' KNIGHTON ’ G ' W - Lioons- 

85 MAR™ 7 l F°S^ a i n« ?W 0f , ™ 1 “l 1 Rov , 1 2 t0 QA pregram continuing. 
martin, L.E. Region 4, Office of Director. 05/11/08, GOLDBERG J H t * u, 

mg a Power Co. 2pp. 33514:348-33514:349, wluhlhg.j.h. Houston Light- 

desian & cons * phas ° 
G0LDBERG ' J - H - Houston Light- 

WmaT*- UOenSin9 BranCh 3 ' 85/11/18 - Licensing Branch 3. 43pp. 33600:268- 

aw 

. licens- 

E. NRC Safety Evaluation Report (SER),-suppls * correspondence 

85 wa°e l r°?to , ra ™Tn d / r , esponse ,0 Dran SER/FSAR Item Q440.30N re auxiliare feed 
future FSAR 9 amend. 8 orape ca Pae<!y-Encl marked-up pages will be incorporated ?n 

Br^tch BI3 7^)^33288 a o73^332E8!o^9 8 ^ C °' 85/10/24 ' KNIGHT ON.G. Ucenslng 



DOCKETED ITEMS 225 


8511010049 Forwards response to draft SER/FSAR Chapter 7A,ltem II.F.2 open 
items. Listed items correspond to interna! list of items for completion given to NP Ka- 
dambi by ME Powell on 851008. Marked-up FSAR pages will be incorporated into 
amend. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/24. KNIGHTON.G.W. Licens- 
ing Branch 3. 24pp. 33288:010-33288:033. 

8511010126 Forwards response to draft SER/FSAR Items Q430.108.re Reg Guide 
1.63, Rev 2 on defense against effects of fires. Marked-up pages will be included in 
future amend to FSAR. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/24. KNIGHTON.G.W. Licens- 
ing Branch 3. 5pp. 33288:135-33288:139. 


8511040081 Forwards draft response to draft SEF: cqrnrmatory ■ts'-s & = = 

Q210.Q61N-1, “Summary cf Stud 1 / Ce' eolations T- ST* Z-.arz Ca ; . a* " ' 
1L029RC9977.” Marker- Jp =SA= pares * re mccrpcrated ,n rji^re =5A= a --.-- 1 

8511040085 Forwards response to draft SER & FSAF item Q4cC 2C6V' -a 
blowout panel.ltem included on interna: list cf items ftr corr.pist.pr q:ve~ :: 
dambi by ME Powell on 851003. Marked-up FSAR pages wu. ce rci'mo'S'eb ■" : 

amend. 

WISENBURG.M.R. Houston L’dhtTg » Power Cc. 35/ 13; 30. KN G-TCN 2 v 

ing Branch 3. 4pp. 23292:' 5E-S222G:' “1. 


8511010178 Forwards response to draft SER or FSAR items. Attachment includes 
marked-up FSAR page re pipe rupture loads used in containment design which will be 
incorporated in future FSAR amends. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/24. KNIGHTON.G.W. Licens- 
ing Branch 3. 4pp. 33287:094-33287:097. 

8511010180 Forwards response to draft SER Item 3.6-1 re criteria used for selecting 
postulated break locations types in ASME Class 1 ,2 & 3 piping.Mark-up FSAR pages 
will be incorporated in future FSAR amend. 

WISENBURG.M.R. Houston Lighting^ Power Co. 85/10/24. KNIGHTON.G.W. Licens- 
ing Branch 3. 42pp. 33287:052-33287:093. 

8511010195 Forwards response to listed draft SER or FSAR items re filter housing drain 
sys for steam generator tube rupture. Mark-up FSAR pages will be incorporated in 

w! Jl . Houston Lighting & Power Co. 85/10/24. KNIGHTON.G.W. Licens- 
ing Branch 3. 7pp. 33286:343-33286:349. 

8511010200 Forwards response to draft SER or FSAR Items Q220.04N, 
Q220 08N Q220.09N.Q220.13N.Q220.25N & Q22O.30N re revised response to NRC 
Structural Engineering Branch questions. Info will be incorporated in future FSAR 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/24. KNIGHTON.G.W. Licens- 
ing Branch 3. 26pp. 33287:109-33287:134. 

8511010286 Forwards response to draft SER/FSAR Item 0440.33 re boron 
concentration.Boron concentration can be periodically measured by use of post-acci- 

W ISE^BU r"g , MLR . Houston Lighting & Power Co. 85/10/24. KNIGHTON.G.W. Licens- 
ing Branch 3. 4pp. 33286:330-33286:334. 

8511010301 Forwards response to draft SER/FSAR items re CRDR item in draft SER 
Chantor 18 Remainina CRDR activities will be completed in 1986. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/24. KNIGHTON.G.W. Licens- 
ing Branch 3. 6pp. 33286:129-33286:134. 

©511010223 Forwards response to draft SER/FSAR items re Section 7.3 on ESF 
Marked-uo FSAR pace will be incorporated in future FSAR amend. 
WISENBURG.M.R. Houston Lighting & Power Co. 85/10/29. KNIGHTON.G.W. Licens- 
ing Branch 3. 58pp. 33285:186-33285:243. 

8511040002 Forwards marked-up FSAR pages in response 10_dra(t SER/FSAR it em re 
Question 430.1 1 1 N.Commitment to provide conformance to Position 3 of PSB-1 delet 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/29. KNIGHTON.G.W. Licens- 
ing Branch 3. 4pp. 33293:205-33293:208. 

8511040003 Forwards Figure 9.1.4-13. “Fuel Handling Bldg ^Hraff^ER /FSAR 
sponse to FSAR Open Item 9.1-31. Enel corresponds w/util list of draft SER/FSAR 

WISENBURG.M.R 0 Houston Lighting & Power Co. 85/10/29. KNIGHTON.G.W. Licens- 
ing Branch 3. 5pp. 33294:316-33294:320. 

8511040004 Forwards response to draft SER Open Item D 12.3-3 re summary of inte 

§Jfsl d N8URG.M M R. Holton' Lighting & Power Co. 85/10/29. KNIGHTON.G.W. Licens- 
ing Branch 3. 6pp. 33294:064-33294:069. 

8511040069 Forwards marked-up FSAR Chapter 
strumentation in response to draft SER/FSAR items r /.o , . 
will be incorporated into future FSAR amend. n/J)g KN!G HTON G.W. Licens- 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/29. KNKamuiN.u.w 
ing Branch 3. 84pp. 33293:280-33293:363. 

8511040185 Forwards response to draft SER or h F _ S n ^ co’S 

III.D.1.1. Recirculation portions of high & low head safety injection sys ouu.u 
highly radioactive fluids during serious transient or acciaeni N|GHT0N G w Licens . 
WISENBURG.M.R. Houston Lighting & Power Co. 85/10/29. knium i um.u.v 
ing Branch 3. 7pp. 33294:209-33294:215. 

8511040221 Forwards response to draft ^^^g^/ceH^aT dteharge* stateaStw *2 
sys. Each battery sized to provide min of 1 .78 V/cen at oiscnarye » 

h.Changes will be incorporated in future FSAR arnena. KNIGHTON.G.W. Licens- 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/29. iwiwiw.« 
ing Branch 3. 6pp. 33296:253-33296:258. 

8511040233 Forwards response to draft page will belncorpo- 

concerning spent fuel rack configuration. Enel marked up pay 

rated into future FSAR amend. ad/io/29 KNIGHTON.G.W. Licens- 

W1SENBURG.M.R. Houston Lighting & Power Co. 85/io/4y. 
ing Branch 3. 12pp. 33295:249-33295:260. 

8511040283 Responds to 

KNIGHTON, G.W. Ucens- 

ing Branch 3. 10pp. 33297:148-33297:157. 

8511040333 Forwards response to draft SER/FSAR Item Q032.031-1 re detai 

routing diagrams.W/1 2 oversize drawings. q 5 / 10 /29 KNIGHTON.G.W. Licens- 

WISENBURG.M.R. Houston Lighting & Power Co. SS/iu/^s. rv 
ing Branch 3. 8pp. 33335:223-33335:231. 


8511040117 Forwards responses to draft SER & FSAR .terns pcs: -** 2 : 
fuel surveillance program & disposition of failed fuel. Marked--? FSAR pages . 
incorporate In xture -SAP. amend. 

WISENBURG.M.R. Houston Lighting & =ower Co. 85CC/21 KN GnTCN G A - 
ing Branch 3. 7pp. 33293:1 5* -32293 A 57 


8511040211 Responds to request for info re draft SER/FSAR item or, 

— ' « ■* 4«; ns> 

Power Co. SS/1C/3C. <N;3r 


jo 1 i i ne&pusiua tu lequeai tui hmu ■ 

interna! fioodinc c x ESF equipment trains. 
WISENBURG.M.R. Houston Lighting & ?! 


ing Branch 3. 10pp. 23234:: 52-232=A: 171 

8511040257 Forwards response to draft SER & FSAR open cc“ t 
items, including Item Q430.1 18N re ESF load sequencer reliability analyses -‘0 wv 

included in future FSAR amend. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/1 0/3C. KNiGHTOVS.W -cas- 
ing Branch 3. 4pp. 33295:2^5-32295:248 

8511040284 Forwards response to draft SER/FSAR items re Section 
environ design of mechanical & electrical equipmer.tEnd marked-up F3A- cages a 
u- i-.ccrccmtad in f uturc- ^SAP «~c?"d 

SHNB'JRC.f.' ric-sto.n _ ::r'.- , 'c ik :: cwer Co. 85/10/30. KNIGHTON. 3.VV, licens- 
ing Era non 3. 27pp ,'i22i:-3 257-2229:: 

8511050005 Forwards response to draft SER item D 14.2-9 re FSAR Section *4 update 
concernin'* startup test abstracts acceotance criteria. item included m interna; :s* p* 
i’ohs f O' commoner m.-or. to N- by ME Powell or 851008. 

WISENuLRG,:/ R ■■Custer, ■■."tr.p 2- -ewer Co. 85/10/31. KNIGHTON, 3, ‘A. wcems- 

8511050015 Forwards response to draft SER or FSAR items re deletion c x 
runes !n"c •-*/:!! he included n ftitu-e C SAR amend. 

Vp«EV3J a G V - -c :S'p" „c-.:rr. I =cwer Co. 85/10/31. KNIGHTON.G.W. -icens- 
ing" 3riir.cn 3 . 2 ‘ op 535*5-543-323: £'2 2 

8511050020 Forwards responses to draft SER or FSAR stems re serin b.: ut.tr 
-njiiut c b" uded 'uturc FSAR amend. 

W!S^URG'v=T;cus:cn Lrhtrc i Power Co. 85/10/31. KNIGHTON, G.W. 
me Bra net: 2. 7 ;:i 2522. '.Ti 7 3222-:. .23. 

8511050033 Forwards response to draft SER or FSAR items ;e secondary 
chemistry.Marked-up FSAR pages will be incorporated m suture a»e«a --ss 

wfgcj^::> Vrj G v ; p — custon Lighting & Power Co. 85/10/31. KN1GH1 wN.o.A. 
ing Branch 3. 6pp. ' 33320:023-33320:033. 

8511050048 Forwards response to draft SER items re loss of voltage setpemts & d^se 

^S=N=' r 'RGTl HSUBST Lighting & Power Co. 85/10/31. KNIGHTON.G.W. Law*. 
:Pg Branch 3 '4pp. 38310.158-33319:161. 

8511050050 Forwards response to draft SER or FSAR Iter = 

cerning Generic Ltr 83-28.Marked-up FSAR pages will be --- ■ 

WiSENSURG .V =. Houston Lighting & Power Co. 85/10/31. KNIGHTON.G.W. doers- 
■nr; Branch 2. 1/cp. 3331 8:2 ‘ 5-322 18.225. 

8511050066 Forwards response to draft SER/FSAR Jtem D 0.5-6 -r— b 4 

groundwater release.Marked-up FSAR pag^s \ 3 .■ Licen.s- 

WiSENBURG.i'TT Hasten Lcht-rg -c.«. ■ 

into future amend unless otherwise noted. 85/10/31 KNIGHTON.G.W. Licens- 

WISENBURG.M.R. Houston Lighting & Power Co. 85/iu/di. 
ing Branch 3. 150pp. 33320:080-33320.224. 

8511050090 Fohverds response to draft SER or reAR terns re loose parts interne 
sys.Marked-up FSAR pages will be 3' KNiGHTCN.G.W iucens- 

WISENBURG.M.R. Houston Lighting & - c - — “ 

ing Branch 3. 6pp. 3331 9:005-3331 9:01 0. 

8511050105 Forwards response to draft SER Open Items D 5.2-7, D 5.2-1C & D 5.2-- 

re cold overpressure protection 85/10/31. KNIGHTON.G.W. Licens- 

8511050114 Responds to 

Sot I Pcwo: Co. 85/10/31. KNIGHTON, G.W. bas- 
ing Branch 3:’4p P : 3331 8:350-333 1 8:353. 

ccR sl fsaR item re review of anticipated 

wlsENBURG.M R. Houston LighSng & Power Co. 85/10/31. kV- 

ing Branch 3. 14pp. 33328:150-33328:163. , 
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8511050179 Forwards response to draft SER or FSAR Item C 3.7-1 re seismic design 
confirming frequencies of floor subsystems in each bldg higher than corresponding 
limit. Enel marked-up FSAR pages will be incorporated in future amend. 
WISENBURG.M.R. Houston Lighting & Power Co. 85/10/31. KNIGHTON.G.W. Licens- 
ing Branch 3. 42pp. 33332:352-33333:031. 

8511050181 Forwards addl info on draft SER or FSAR items, including description & 
drawings of areas of concentrated cables & fire protection. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/31. KNIGHTON.G.W. Licens- 
ing Branch 3. 30pp. 33326:131-33329:220. 

8511050184 Forwards response to draft SER/FSAR Chapter 6 re containment sump 
pH, including listed FSAR open items & question response items.W/two oversize draw- 
ings. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/31. KNIGHTON.G.W. Licens- 
ing Branch 3. 74pp. 33329:001-33329:068. 

8511050188 Forwards response to draft SER/FSAR Item Q331. 006-1 re radiation 
ALARA.EncI mark-ups of C SAR cages will be incorporated in future FSAR amend. 
WISENBURG.M.R. -icusio". UchL-'g (Z -ewer Co. 85/10/31. KNIGHTON.G.W. Licens- 
ing Branch 3. 32pp. 33332 32C- 23322:351. 

8511050190 Forwards response to draft SER & FSAR items, including flood protection & 
UHS.Marked-up FSAR pages will be incorporated in FSAR amend. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/31. KNIGHTON.G.W. Licens- 
ing Branch 3. 6pp. 33328:262-33328:267. 

8511050191 Forwards response to draft SER/FSAR Item F 6.2-31 re containment isola- 
tion & containment leakage. Enel mark-ups of FSAR pages will be incorporated in 
future FSAR amend. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/31. KNIGHTON.G.W. Licens- 
ing Branch 3. 139pp. 33330:008-33330:145. 

8511050204 Forwards response to draft SER/FSAR Items 3.10-11 & 3.10-10 re Section 
3.9.3. 2 on pump & valve operability & response to question on Reg Guide 1.148 & 
ANSI stds, respectively. 

WISENBURG.M.R. Houston 1 igh *M~ & Power Co. 85/10/31. KNIGHTON.G.W. Licens- 
ing Branch 3. 16pp. 3S3.?4:25*-3 j325:C07. 

8511050232 Forwards response to draft SER Item D 3.10-15 re maintaining equipment 
operability throughout 40-yr plant fife.Draft SER & FSAR open & confirmatory items & 
open NRC questions listed. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/31. KNIGHTON.G.W. Licens- 
ing Branch 3. 3pp. 33327:282-33327:284. 

8511050248 Forwards revised FSAR Section 2.1.3 re demography data & nearest resi- 
dent in response to draft SER/FSAR Items D 2.1-1 & D 2.1-2.Revs reflect 1984 & 
1985 updated population distribution data. 

WISENBURG.M.R. Houston Uahtirg & Power Co. 85/10/31. KNIGHTON.G.W. Licens- 
ing Branch 3. 21pp. 23330.257-23330:257. 


F. Security, medical, emergency & fire protection pians 

8511010126 Forwards response to draft SER/FSAR Items Q430.108,re Reg Guide 
1.63, Rev 2 on defense against effects of fires. Marked-up pages will be included in 
future amend to FSAR. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/24. KNIGHTON.G.W. Licens- 
ing Branch 3. 5pp. 33288:135-33288:139. 

8511010301 Forwards response to draft SER/FSAR items re CRDR item in draft SER 
Chapter IS.Remaining CRDR activities will be completed in 1986. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/24. KNIGHTON.G.W. Licens- 
ing Branch 3. 6pp. 33286:129-33286:134. 

8511050150 Forwards responses to NRC 851025 questions & comments on fire haz- 
ards analysis rept.EncI includes marked-up pages which will be incorporated in future 
fire hazards analysis rept amend. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/31. KNIGHTON.G.W. Licens- 
ing Branch 3. 125pp. 33329:069-33329:190. 

8511050181 Forwards addl info on draft SER or FSAR items, including description & 
drawings of areas of concentrated cables & fire protection. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/31. KNIGHTON.G.W. Licens- 
ing Branch 3. 30pp. 33329:191-33329:220. 

8511050190 Forwards response to draft SER & FSAR items, including flood protection & 
UHS.Marked-up FSAR pages will be incorporated in FSAR amend. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/31. KNIGHTON.G.W. Licens- 
ing Branch 3. 6pp. 33328:262-33328:267. 

8511190462 Summary of 851025 meeting w/util re util emergency mgt plan submitted in 
Dec 1984. Util response to end request for addl info will be provided in time to support 
Jan 1 986 completion of review.Attendance list & viewgraphs end. 

KADAMBI.N.P. Licensing Branch 3. 85/11/01. Licensing Branch 3. 49pp. 33534:033- 
33534:082. 

8511190173 Forwards annotated FSAR pages to Sections 6.4.1.6 & 9.4.1 .3 re 
detection.alarm & isolation capabilities for control room envelope HVAC.per NRC 
request-lnfo consistent w/existing Sections 2.2.3.1.1 & 2.2.3.I.6. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/11/13. KNIGHTON.G.W. Licens- 
ing Branch 3. 5pp. 33512:356-33512:360. 

8511190336 Responds to draft SER Item D7.5-3, “Qualified Display Processing Sys 
Interfaces W/Class IE Control Components." Marked-up FSAR pages end. 
WISENBURG.M.R. Houston Lighting & Power Co. 85/11/13. KNIGHTON.G.W. Licens- 
ing Branch 3. 17pp. 33514:151-33514:167. 

8511260154 Forwards mark-ups of FSAR Section 11. A re offsite radiological population 
effects.per 851119 request.Changes will be incorporated into future FSAR amend & 
being provided for clarification. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/11/22. KNIGHTON.G.W. Licens- 
ing Branch 3. 13pp. 33616:292-33616:304. 


8511050255 Forwards response to draft SER/FSAR Items Q440.38 & Q440.39 re long- 
term cooling.Changes will be incorporated in future FSAR amend. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/31. KNIGHTON.G.W. Licens- 
ing Branch 3. 9pp. 33328:241-33328:249. 

8511050258 Forwards response to draft SER Open Item D 12.5-8 re FSAR Section 
7A.III.D.3.3 on iodine instrumentation.Marked-up pages will be included in future FSAR 
amend. 

WISENBURG.M.R. Houston Lighting & Power Co, 85/10/31. KNIGHTON.G.W. Licens- 
ing Branch 3. 5pp. 33328:169-33328:173. 

8511050268 Forwards response to draft SER or FSAR items re nonactive pumps in 
Tables 3.9-4 & 3.9-4C. Marked-up FSAR pages will be incorporated in future amend. 
WISENBURG.M.R. Houston Lighting & Power Co. 85/10/31. KNIGHTON.G.W. Licens- 
ing Branch 3. 5pp. 33328:184-33328:188. 

8511050273 Forwards response to draft SER or FSAR items on Chapter 9. including 
marked-up FSAR pages to be incorporated into future FSAR amend.Draft SER & 
FSAR open & confirmatory items & open NRC questions listed. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/31. KNIGHTON.G.W. Licens- 
ing Branch 3. 32pp. 33328:270-33328:301. 

8511050279 Forwards response to draft SER or FSAR items re facility operating 
limits.Marked-up FSAR pages will be included in future amend. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/31. KNIGHTON.G.W. Licens- 
ing Branch 3. 6pp. 33328:321-33328:326. 

8511190317 Forwards response to draft SER Item D 6.3-3 re ECCS testing. 
WISENBURG.M.R. Houston Lighting & Power Co. 85/10/31. KNIGHTON.G.W. Licens- 
ing Branch 3. 3pp. 33515:217-33515:219. 


G. Adjudicatory correspondence 

8511130357 Apologizes for glibness in transmittal Itr accompanying Citizens Concerned 
About Nuclear Power proposed findings of fact & conclusions of Taw.Certificate of Svc 
end. 

SINKIN.L. Sinkin, L.A. #485 127. 85/10/08. BECHHOEFER.C., SHON.F.J., LAMB.J.C. 
Atomic Safety and Licensing Board Panel. 2pp. 33437:290-33437:291. 

8511050023 Motion to withdraw 851016 motion to reopen Phase II record & for 
discovery.Certificate of Svc end. 

SINKIN.L Citizens Concerned About Nuclear Power, Inc. #485 070. 85/10/29. Atomic 
Safety and Licensing Board Panel. 6pp. 33319:205-33319:210. 

8511050116 Forwards applicant response opposing Citizens Concerned About Nuclear 
Power (CCANP) 851016 motion to reopen Phase 11 Record:II.PIeading addressing both 
Motion III & CCANP withdrawal will be filed upon receipt of withdrawal. 

AXELRAD.M. Newman & Holtzinger. AXELRAD.M. Houston Lighting & Power Co. 
#485 056. 85/10/31. BECHHOEFER.C., LAMB.J.C., SHON.F.J. Atomic Safety and Li- 
censing Board Panel. Ip. 33319:215-33319:226. 

-8511050118 Response opposing Citizens Concerned About Nuclear Power motion to 
reopen Phase II Record: II. Exhibits 2 & 4 barren of any info on Quadrex review or 
results.W/Certificate of Svc. 

AXELRAD.M. Houston Lighting & Power Co. AXELRAD.M. Newman & Holtzinger. 85/ 
10/31. Atomic Safety and Licensing Board Panel. 11pp. 33319:216-33319:226. 

8511070280 Motion to strike reckless charges in 851029 withdrawal motion from 
record. I ntervenor should be warned that repetition of behavior will not be 
tolerated.Certificate of Svc end. 

AXELRAD.M. Regulations Division. #485 072. 85/11/04. Atomic Safety and licensina 
Board Panel. 13pp. 33359:316-33359:328. y 


8511130064 Forwards list of SER action items & status as of 851106. Direct relationship 
between listing & preliminary listing of draft SER/FSAR open items, given to NP Ka- 
dambi on 851008, indicated in associated items column of end. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/11/08. KNIGHTON.G.W. Licens- 
ing Branch 3. 23pp. 33434:095-33434:118. 

8511190336 Responds to draft SER Item D7.5-3, "Qualified Display Processing Sys 
Interfaces W/Class IE Control Components.” Marked-up FSAR pages end. 
WISENBURG.M.R. Houston Lighting & Power Co. 85/11/13. KNIGHTON.G.W. Licens- 
ing Branch 3. 17pp. 33514:151-33514:167. 

8511250021 Forwards marked-up FSAR Section 5.4.7, revising RCS pressure setpoints 
for RHR sys interlock subsequent to issuance of draft SER. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/11/20. KNIGHTON.G.W. Licens- 
ing Branch 3. 6pp. 33592:270-33592:275. 


8511070258 Motion opposing intervenor 851016 motions to reopen Phase II record Stds 
for reopening record not met.Certificate of Svc end. 

PERLIS.R.G. Hearing Branch 3. #485 073. 85/11/05. Atomic Safety and Licensina 
Board Panel. 6pp. 33362:321-33362:326. y 00 


8511070270 Order to reopen record to admit Jordan chronology into evidence as Citi- 
zens Concerned About Nuclear Power Inc Exhibit 148. Motion for Board-ordered Dro- 
duction of SLI rept dismissed. Motion dtd 850930 denied.Served on 851106. 
BECHHOEFER.C. Atomic Safety and Licensing Board Panel. #485 071 85/11/05 
Citizens Concerned About Nuclear Power, Inc, 13pp. 33362:257-33362-269 


8511110062 Forwards proposed findings of fact & conclusions of law in form of partial 
initial decision. 

SINKIN.L. Sinkin, L.A. SINKIN.L Citizens Concerned About Nuclear Power Inc #485 
109. 85/11/07. BECHHOEFER.C., SHON.F.J., LAMB.J.C. Atomic Safety and Licens- 
ing Board Panel. 2pp. 33392:222-33393:055. 


8511260429 Forwards response to draft SER Open Items D2.4-2 re essential cooling 
pond (ECP) seepage loss rate & D2.4-6 re ECP heat dissipation capacity in DBA. 
WISENBURG.M.R. Houston Lighting & Power Co. 85/11/20. KNIGHTON.G.W. Licens- 
ing Branch 3. 3pp. 33612:129-33612:131. 


-8511110067 Intervenor Phase II proposed findings of fact & conclusions of law in form 
of partial initial decision.Certificate of Svc end. 

SINKIN, LA. Citizens Concerned About Nuclear Power, Inc. SINKIN, L.A. Sinkin L A 
85/11/05. 184pp. 33392:224-33393:055. ' 



DOCKETED ITEMS 227 


8511130343 Notice of change of address for LA Sinkin.effective 851110. Certificate of 
Svc end. 

SINKIN.L.A. Christie Institute. #485 126. 85/11/07. 2pp. 33434:342-33434:343. 

8511130274 Response to applicant 851014 motion to establish schedule for Phase III 
hesnnes P'oceorihg activities r o Phase III should be suspended until after issuance of 
Part-cii 'r Decision Phase ll.Ceri.Iicato of Svc end. 

SINKIN.L. Citizens Concerned About Nuclear Power, Inc. #485 137. 85/11/08. Atomic 
Safety and Licensing Board Panel. 7pp. 33434:249-33434:255. 

8511150036 Response supporting applicant 851014 motion to establish schedule for 
Phase III of proceeding.Certificate of Svc end. 

PIRFO,O.R. Hearing Branch 3. #485 174. 85/11/13. Atomic Safety and Licensing 
Board Panel. 3pp. 33466:116-33466:118. 

8511180528 Memorandum & order granting intervenor 851016 Motion II to reopen 
record of Phase II & motion to withdraw Motion III. Applicant request to strike Motion 
III denied.Served on 851 1 1 5. 

BECHHOEFER.C. Atomic Safety and Licensing Board Panel. #485 183. 85/11/14. 
Citizens Concerned About Nuclear Power, Inc. 16pp. 33496:282-33496:297. 

8511190392 Forwards 851113 press release stating that Unit 1 presently 2 months 
behind schedule.Development should not affect undertaking & completion of Phase III 
of OL hearings. W/ Certificate of Svc. Related correspondence. 

AXELROD, M. Newman & Holtzinger. #485 201. 85/11/14. BECHHOEFER.C., 
LAMB.J.C., SHON.F.J. Atomic Safety and Licensing Board Panel. 5pp. 33515:012- 
33515:016. 

8511210402 Order approving schedule for Phase III of hearing & for conference call on 
reopened Phase ii hearnefon 851121. Served on 851119. 

BECHHOEFER.C. Atomic Safety and Licensing Board Panel. #485 248. 85/11/18. 
Office of the Executive Legal Director. 2pp. 33552:258-33552:259. 

8511250307 Forwards proposed findings of fact & conclusions of law per ASLB 851030 
order. Proposed findings on Contention 10 subj to change in light of ASLB 851114 
Memorandum & Order LBP-85-45 requiring reopening hearings be held in Dec. 
PIRFO.O.R. Hearing Branch 3. #485 275. 85/11/19. BECHHOEFER.C., SHON.F.J., 
LAMB.J.C. Atomic Safety and Licensing Board Panel. Ip. 33594:122-33594:277. 

-8511250310 Proposed findings of fact & conclusions of law.reaching no basis that util 
lacks requisite managerial competence or character to preclude eventual award of 
OLs per Atomic Energy Act, as amended. Draft order & Certificate of Svc end. 

REIS.E.J., PIRFO.O.R. Hearing Branch 3. 85/11/19. 155pp. 33594:123-33594:277. 


8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN, E.L. Divisior E~r:v:cnn-- Preparedness & Enc?inee ri ng Response (Post 
830103). 85/11/05. Co"-.. : l.:.ison Co. of New Yo-'k, ir.c i33pF 33385:198- 

33385:335. 

8511260107 Forwards Insp Repts 50-498/85-13 & 50-499/85-13 on 850805- 0927 & 
notice of violation. 

MARTIN, L.E. Region 4, Office of Director. 85/11/12. GOLDBERG, J.H. Houston Light- 
ing & Power Co. 3pp. 33641:215-33641:235. 

-8511260111 Notice of violation from insp on 850805-0927. 

* Region 4, Office of Director. 85/11/12. Ip. 33641:218-33641:218. 

-8511260142 Insp Repts 50-498/85-13 & 50-499/85-13 on 850805-0927. Violation 
noted:components used for fabrication of 6x6 fuel rack obtained from other purchase 
orders & not properly identified on travelers. 

JOHNSON, C.E., GARRISON.D.L., CONSTABLE, G.L. Region 4, Office of Director. 85/ 
10/31. 17pp. 33641:219-33641:235. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR, J.M. Director’s Office. Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Resccnse (°a s + 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 1 : .'is;,': ; 3C - 

33631:017. 

8511150107 IE Info Notice 85-088, "Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. 

JORDAN, E.L. Division o' F^mcT. °rn pared ness & Engineering Response (Post 
830103). 85/11/18. C-jrso--cr.:i'-J Co. of New York, Inc. 130pp. 33631:018- 

33631:151. 

8511220343 Forwards Engineering Assurance Program Insp Rept 50-498/85-22 on 
851015-17. "Independent Technical Assessment.Task 85-3,Offsite AC Power & 
Medium Voltage AC Power Supply Sys,” acceptable. 

GRIMES.B.K. Division of QA, Vendor & Technical Training Center P'orva™? ' D o?t 
850212). 85/11/18. GOLDBERG, J.H. Houston Lighting & Power Co. 5p;. 336:? 
33602:098. 


H. General correspondence 

8511270061 Provides change of address for LA Sinkin.effective 851110. 

SINKIN.L.A. Christie Institute. 85/11/26. NRC - No Detailed Affiliation Given. Ip. 
33625:338-33625:338. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8511190022 Forwards Amend 52 to FSAR for South Texas Units 1 & 2, incorporating 
revised text changes & question responses to Sections 9.5.2 - 9.5.8 re 
communications.emergency lighting & diesel generator sys. 

GOLDBERG, J.H. Houston Lighting & Power Co. 85/11/15. DENTON.H.R. Office of 
Nuclear Reactor Regulation, Director (pre-851125). 6pp. 33508:001-33509:187. 

-8511190024 Amend 52 to FSAR for South Texas Units 1 & 2. 

* Houston Lighting & Power Co. 85/11/15. 600pp. 33508:007-33509:187. 


Q. Inspection reports, IE Bulletins & correspondence 

8511010152 Forwards Insp Rept 50-498/85-16 on 850909-1 3.No violations or devi- 
ations noted. 

JOHNSON, E.H. Region 4, Office of Director. 85/10/23. GOLDBERG, J.H. Houston 
Lighting & Power Co. 3pp. 33299:160-33299:166. 

-8511010161 Insp Rept 50-498/85-16 on 850909-1 3.No violation or deviation 
noted.Major areas inspected:const activities, including site tour & QA programs & pro- 
cedures for receipt, storage, installation & maint of electrical equipment. 

BESS.J.E., CONSTABLE, G.L., IRELAND, R.E. Region 4, Office of Director. 85/10/18. 
4pp. 33299:163-33299:166. 

8510250539 IE Bulletin 85-001 , “Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR, J.M. Director's Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 


-8511220345 Insp Rept 50-498/85-22 on 851 01 5-1 7. Major areas inspected: audit re- 
sults of Task 05-3 re offsite ac power supply. 

PARKHILL.R.W., MILHOAN.J.L. Division of QA, Vendor & Technical Training Center 
Programs (Post 850212). 85/11/06. 5pp. 33602:099-33602:103. 

8511150089 Suppl 1 to IE Info Notice 85-058, "Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, .nc. 13-cpp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, he. :33pp 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, "Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engmoerirn Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New v o r k, he 33713:001- 

33713:122. 


S. Reportable occurrences, LERs & related correspondence 

8511040181 First interim rept re insufficient welding of HVAC moment resisting duct 
supports to base plates.lnitially reported on 850905.lnstallation drawings clarified & 
craft personnel reinstructed.Next rept to be submitted by 851 202. 

GOLDBERG, J.H. Houston Lighthg A P?w(r Co. 85/10/23. MARTIN, R.D. Region 4, 
Office Of Director. 3pp. :3:>~ “ClrG 2 :: 359 

8511110342 Third interim deficiency rept re Magnetics QA program. Initially reported on 
85032Q.Magnetics completed walkdown to evaluate accessible welds of all installed 
panels.Next rept will be submitted by 851231. 

GOLDBERG, J.H. Houston Lighting & Power Co. 85/10/31. MARTIN, R.D. Region 4, 
Office of Director. 2pp. 33401:227-33401:228. 


8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks." Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 


8511110345 Final deficiency & Part 21 rept re Westinghouse circuit breakers in 125-volt 
dc distribution switchboards supplied by Hatch.lnc. Initially reported on 851 002. Insert 
will be secured to termination plate. 

GOLDBERG, J.H. Hourtor Lighting & Power Co. 85/11/01. MARTIN, R.D. Region 4, 
Office of Director. 5pp. 33^0 ' .230 


8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 


8511210075 Final deficiency rept re incorrect installation of Ruskin fire dampers.lnitially 
reported on 851008.Some suspect dampers acceptable in current positions.Corrective 
actions completed by 851210. 

GOLDBERG, J.H. Houston Ughtirg & Row <r Co. 85/11/07. MARTIN, R.D. Region 4, 
Office of Director. 4pp. 35=73-001 -:K?5V2.X4. 

8511210234 First interim deficiency rept re potential for failure of safety-related instru- 
ments during interaction w/nonsafety- related instruments on same process 
taps. Initially reported on 851009-Evaluation continuing.Next rept by 860315. 
GOLDBERG, J.H. Houston Lighting & Power Co. 85/11/08. MARTIN, R.D. Region 4, 
Office of Director. 4pp. 33578:181-33578:184. 


8511050114 Responds to draft SER Confirmatory Items 3.5-1 re turbine maint program 
& 3.5-2 re volumetric insp of turbine at second refueling outage.Util will submit turbine 
maint program within 3 yrs of obtaining OL. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/31. KNIGHTON, G.W. Licens- 
ing Branch 3. 4pp. 33318:350-33318:353. 


8511260334 Final deficiency rept re auxiliary & isolation relay panels installed by Mercu- 
ry Co not conforming to project design criteria & FSAR commitmenis.lnitially reported 
on 850726. Item not reportable per 10CFR50.55(e). 

GOLDBERG.J.H. Houston Lighting & Power Co. 85/11/13. MARTIN, R.D. Region 4, 
Office of Director. 5pp. 33641:040-33641:044. 
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8511270155 Final deficiency rept re unanalyzed seismic interaction of Seismic Category 
I commodities. Initially reported on 850508. Pilot program to assess number of devi- 
ations for currently installed commodities underway. 

GCLD3ERG,J.H. Houston Lighting & Power Co 35/ 11/1 8. MARTIN.R.D. Region 4, 
Office of Director. 4pp. 33709:337-33709:340. 


V. Operator Examinations 

8511120101 Responds to Generic Ltr 85-1 2, Parts B & C re TMI Action Item 
i!.K.3.5.Current operator & shift technical advisor training program includes training on 
heat transfer, transient & accident analysis & mitigating core damage. 
WISENBURG.M.R. Houston Lighting & Power Co. 85/11/06. THOMPSON, H.L. Divi- 
sion of Licensing (800428-851124). 5pp. 33413:288-33413:292. 


DOCKET STN-50-499 SOOTH TEXAS PROJECT, UNIT 2 


A- Application/construction stage documents & correspondence 

8507170602 Board Notification 85-064:forwards NUREG/CR-4077 & Westinghouse 
Owners Group 850103 ltr re Westinghouse reactor coolant pump seals, updating info 
provided in Board Notifications BN-83-139 & 8N-84-076.Related correspondence. 
THOMPSON, H.L. Division of Licensing (800428-851124). #485 647. 85/06/24. PAL- 
LADINO Commissioners. 82pp. 31630:192-31630:293. 

8511040143 Further response to FOIA request for documents re Comanche Peak Task 
Force established in Mar 1984. Forwards App A documents.Documents also available 
in PDR App A documents not ere I undergoing further review. 

FELTON, J.i.i. Division oi Rules an.j Records. 85/10/16. GARDE, B.P. Government Ac- 
countability Project. 8pp. 33470:001-33491:281. 

-8511050334 “Recoatability of 560/1201 W/Nutec 1201 After 1 Yr Simulated Outside 
Exposure.” 

ARNOLD, G.E., LOMASNEY, W.J. Imperial Professional Coatings. 81-76. 76/07/31. 
35pp. 33476:259-33476:293. 

-8511050338 “Nutec IIS/Nutec 1201 Nutec IIS/Nutec 11/Nutec 1201 Radiation 
Tolerance, DBA Testing (ORNL).” 

ARNOLD.G.E. Imperial Professional Coatings. 495-81. 81/06/10. 20pp. 33476:294- 
33476:313. 

-8511060051 “Radiation Tolerance & DBA Results on Nupec Concrete Coating Sys.” 
ARNOLD.G.E. Imperial Professional Coatings. 505-81. 81/07/0 7. 32pp. 33477:027- 
33477:058. 


8511050069 Forwards current resumes for key plant personnel. mc'udinn health & safety 
fives manago’ £ radiological protection supo.visor.p.-’r 85 ' 022 itrs. 

WiS:.!'. BURG,:*: 1 .R. Houston Lighting & Poiicr Co. 55/l0.o‘,. KWGh'iON.G.W. Licens- 
ing Branch 3. 34pp. 33318:291-33318:324. 

8511060290 Forwards “Reactor Containment Bldg Design Rept " oer commitment made 
at Structural Engineering Branch design audit during wk of BablG'.'.Utr. rci’irilenci 
to prepare similar repts for remaining Category I structures. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/31. KNIGHTON, G W Licens- 
ing Branch 3. 2pp. 33347:295-33348:175. 

-8511060294 "Reactor Containment Bldg Design Rept.” 

* Bechtel Corp. 85/07/31. 239pp. 33347:297-33348:175. 

8511070365 Summary of 850521 meeting w/util,Bechtel,Ebasco & Newman & Holt- 
zinger re status of remote sensing lineament & update info on docket concerning site 
geology. List of attendees & details of discussion end. 

KADAMBI.N.P. Licensing Branch 3. 85/11/01. Licensing Branch 3. 11pp. 33379*006- 
33379:016. 

8511120101 Responds to Generic Ltr 85-12, Parts B & C re TMI Action Item 
II.K.3.5.Current operator & shift technical advisor training program includes training on 
heat transfer, transient & accident analysis & mitigating core damage 
WISENBURG.M.R. Houston Lighting & Power Co. 85/11/06. ThO,.. FSO\ ■ 1 1 Divi- 
sion of Licensing (800428-851124). 5pp. 33413:288-33413:292. 

8511130294 Forwards revised response to Environ & Hydrologic Engineering Branch 
Question 240.01. Water surface profiles for Little Robbins Slough.resulting from 100-yr 
flood, computed for both preproject & post-project conditions. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/11/07. KNIGHTON, G W Licens- 
ing Branch 3. 8pp. 33427:273-33427:280. 

8511190378 Notifies that review of 851011 Rev 12 to OA program contiruhr 
MARTIN.L.E. Region 4, Office of Director. 85/11/08. GOLDBERG, J H Houston Liaht- 
ing & Power Co. 2pp. 33514:348-33514:349. 

8511190114 Advises that 851011 Rev 12 to QA program for design & const phase of 
plant satisfies 10CFR50,App B requirements & acceptable. 

MARTIN, L.E. Region 4, Office of Director. 85/11/13. GOLDBERG.J.H. Houston Liaht- 
ing & Power Co. 2pp. 335 1 6: 1 04-335 1 6: 1 05. a 

8511220402 Summary of 851024 meeting w/util & consultants re long-term cooling 
issues associated w/forthcoming FSAR amends.List of attendees & draft responses 
to requests for addl info end. 

KADAMBI.N.P. Licensing Branch 3. 85/11/18. Licensing Branch 3. 43pp. 33600*268- 
33600:310. 


—8511060097 “Compatibility Testing - Concresive 1411 Epoxy Mortar.” 

ARNOLD.G.E. Imperial Professional Coatings. 215-78-G. 78/01/25. 7pp. 33477:176- 
33477:182. 

—8511060407 “Nutec 10/1 1S/11/1201 Over Magic Kote Formed Concrete.” 
ARNOLD.J., LOMASNEY, W.J. Imperial Professional Coatings. 95-76. 76/11/11. 12pp. 
33479:003-33479:014. 

8511010235 Forwards marked-up changes to FSAR Chapter 15, Sections 15.0.9,15.2.7 
& Table 15.2-1 & Chapter 10, Section 10.4.9, reflecting assumptions made in evalua- 
tion of loss of normal feedwater transient. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/24. KNIGHTON, G.W. Licens- 
ing Branch 3. 21pp. 33287:244-33287:264. 

8511010291 Forwards proprietary Rev 2 to E-1 15-1243, “Reliablity Analysis Rept for 
ESF Load Sequencer.South Texas Project..." in response to Power Sys Branch Ques- 
tion 430. 118N. Affidavit also end.Rev withheld (ref 10CFR2.790). 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/29. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director (pre-851125). 4pp. 33286:157-33286:160. 

8511040092 Forwards annotated FSAR pages revising Section 9.2.8, “Fresh Water & 
Svc Water Sys" to identify ozone as biocide in settling basin. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/29. KNIGHTON, G.W. Licens- 
ing Branch 3. 5pp. 33293:243-33293:247. 

8511040163 Forwards info to support NRC review of util response to TMI Action Plan 
Items II.E.3.1, “Emergency Power Supply for Pressurizer Heaters" & II.G.1, “Emergen- 
cy Power for Pressurizer Equipment” 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/29. KNIGHTON, G.W, Licens- 
ing Branch 3. 7pp. 33293:236-33293:242. 

8511050142 Forwards comments on program document describing review of util vs 
Brown & Root, Inc litigation record.per 850830 ltr. Adequate assurance provided that 
util will identify any unreported deficiencies or defects. 

MARTIN.R.D. Region 4, Office of Director. 85/10/29. GOLDBERG.J.H. Houston Light- 
ing & Power Co. 2pp. 33328: 1 96-33328: 1 97. 

8511040197 Forwards marked-up FSAR pages to support NRC review of containment 
supplementary purge sys.lnfo discussed w/NRC in 851021 telcon.Pages will be incor- 
porated in future FSAR amends.Proposed Tech Spec Change end. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/30. KNIGHTON.G.W. Licens- 
ing Branch 3. 9pp. 33294:307-33294:315. 

8511060041 Forwards SER supporting util 850717 response to Generic Ltr 83-28, Items 
4.1, 4.2.1 & 4.2.2 re preventive maint program for reactor trip breakers/ maint & trend- 
ing. 

KNIGHTON, G.W. Licensing Branch 3. 85/10/30. GOLDBERG.J.H. Houston Liqhtinq & 
Power Co. 3pp. 33372:353-33372:355. 

-8511060042 SER supporting util 850717 response to Generic Ltr 83-28, Items 
4 . 1 , 4.2.1 & 4.2.2 re preventive maint program for reactor trip breakers/maint & trend- 
ing. 

* NRC - No Detailed Affiliation Given. 85/10/30. 5pp. 33372:356-33372:360. 

8511070157 Notification of 851107 site visit to observe auxiliary & reactor sys currently 
under review. List of sys end. 

KADAMBI.N.P. Licensing Branch 3. 85/10/30. KNIGHTON.G.W. Licensing Branch 3. 
5pp. 33381:052-33381:056. 


8511260189 Forwards addl info re containment subcompartment analysis, including 
comparison study of mass & energy release rates calculated by RELAP-4 & RELAP-5 
& summary of blowdown calculations for chemical & vol control sys. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/11/20. KNIGHTON.G W Licens- 
ing Branch 3. 33pp. 33614:139-33614:172. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 


8511010011 Forwards response to Draft SER/FSAR Item Q440.30N re auxiliary feed- 
water storage tank storage capacity.EncI marked-up pages will be incorporated in 
future FSAR amend. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/24. KNIGHTON.G Licensina 
Branch 3. 7pp. 33288:073-33288:079. 9 

8511010049 Forwards response to draft SER/FSAR Chapter 7A,ltem II.F.2 open 
items. Listed items correspond to internal list of items for completion given to NP Ka- 
dambi by ME Powell on 851008. Marked-up FSAR pages will be incorporated into 
amend. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/24. KNIGHTON.G.W. Licens- 
ing Branch 3. 24pp. 33288:010-33288:033. 

8511010126 Forwards response to draft SER/FSAR Items Q430.108,re Reg Guide 
1.63,Rev 2 on defense against effects of fires. Marked-up pages will be included in 
future amend to FSAR. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/24. KNIGHTON.G.W Licens- 
ing Branch 3. 5pp. 33288:135-33288:139. 

8511010178 Forwards response to draft SER or FSAR items.Attachment includes 
marked-up FSAR page re pipe rupture loads used in containment desiqn which will be 
incorporated in future FSAR amends. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/24. KNIGHTON.G.W Licens- 
ing Branch 3. 4pp. 33287:094-33287:097. 

8511010180 Forwards response to draft SER Item 3.6-1 re criteria used for selectina 
postulated break locations types in ASME Class 1,2 & 3 piping.Mark-up FSAR oaaes 
will be incorporated in future FSAR amend. 9 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/24. KNIGHTON.G.W. Licens- 
ing Branch 3. 42pp. 33287:052-33287:093. 

8511010195 Forwards response to listed draft SER or FSAR items re filter housing drain 
sys for steam generator tube rupture. Mark-up FSAR pages will be incorporated in 
future FSAR amend. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/24. KNIGHTON.G.W. Licens- 
ing Branch 3. 7pp. 33286:343-33286:349. 


8511010200 Forwards response to draft SER or FSAR Items 0220 04N 
Q220.08N,Q220.09N,Q220.13N,Q220.25N & Q220.30N re revised response to NRC 
Structural Engineering Branch questions. Info will be incorporated in future FSAR 
amend. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/24. KNIGHTON.G W Licens- 
ing Branch 3. 26pp. 33287:109-33287:134. * * ucens 


iu aran istn/i-sAH Item Q440.33 re boron 
concentration.Boron concentration can be periodically measured by use of Dost-acr - 
dent sampling sys. 3 F 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/24. KNIGHTON.G.W Licens- 
ing Branch 3. 4pp. 33286:330-33286:334. ucens 
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0S r^°l? 3O l F o Orward ® re ^™ e l ° draft s ER/FSAR items re CRDR item in draft SER 
18-Remam.ng CRDR activities will be completed in 1986 
WISENBURG.M.R. Houston Lighting & Power Co. 85/10/24. KNIGHTON G W Licens- 
ing Branch 3. 6pp. 83286:129-33286:134. 'uin^.w. Licens 

85 l 1 c 0 ^ 02 ? 3 ^ For c? r A d o res P° n ^ t0 draft SER/FSAR items re Section 7.3 on ESF 
l b *X. w Ay arked ‘ up FSAR page Wl11 be m corporated in future FSAR amend 
WISENBURG.M.R. Houston Lighting & Power Co. 85/10/29. KNIGHTON, G.W. Licens- 
ing Branch 3. 58pp. 33285:186-33285:243. 


8511040002 Forwards marked-up FSAR pages in response to draft SER/FSAR item re 
Question 430.1 IIN.Commitment to provide conformance to Position 3 of PSB-1 delet- 
ed. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/29. KNIGHTON, G.W Licens- 
ing Branch 3. 4pp. 33293:205-33293:208. 


8511040003 Forwards Figure 9.1.4-13, “Fuel Handling Bldg Hook Coverages," in re- 
sponse to FSAR Open Item 9.1 -31. Enel corresponds w/util list of draft SER/FSAR 
items given to NRC on 851008. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/29. KNIGHTON, G.W. Licens- 
ing Branch 3. 5pp. 33294:316-33294:320. 


8511040004 Forwards response to draft SER Open Item D 12.3-3 re summary of inte- 
grated doses (TMI Item II.B.2). 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/29. KNIGHTON, G.W. Licens- 
ing Branch 3. 6pp. 33294:064-33294:069. 


8511040069 Forwards marked-up FSAR Chapter 7 pages re safety-related display in- 
strumentation in response to draft SER/FSAR Items F 7.5-1,7.5-21 & 7.5-22.Pages 
will bo incorporated into future FSAR amend. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/29. KNIGHTON, G.W. Licens- 
ing Branch 3. 84pp. 33293:280-33293:363. 


8511040185 Forwards response to draft SER or FSAR Item F 7.0-53 re Chapter 7A,ltem 
III. D. 1.1. Recirculation portions of high & low head safety injection sys could contain 
highly radioactive fluids during serious transient or accident. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/29. KNIGHTON, G.W. Licens- 
ing Branch 3. 7pp. 33294:209-33294:215. 


85 11 050020 _ Forwards responses to draft SER or FSAR .terns -*:- or:-" i „* -- 
analysis. fnfs v/l." be- included in future FSAR amend. 

W i S E N 5 J R G M . R . Houston Light:- c £ -owe: Co. 85/1 Oj 31. KN Gr~C\,3.^ 

8511050033 Forwards response tc draft SER cr FSAR items -e sec :m cam **-•*.-- 
chemistry.Marked-up FSAR pages will be incorporated .n future amerp ---/V 
wse nc*od “ - --- 

'.■■■.'SEAEw-'-iG...:.-. Houston Lichtmo t -owe: Cc. 85/10/31. KNiGrTCN 3 A 1 -s- fl- 
ing Branch 3. 6pp. 2322Z:C2B-j222Z Z2j 

8511050048 Forwards response to draft SER items re ;css o ; voltage se toons & zase 
generator starting. 

WISENBURG.M.R Houston Ughtfr.c & Power Co. 85/10/31. KNiGmTCN G .V 
ing Branch 3. 4pp. 3331 9:158-332 15:16' . 

8511050050 Forwards response to draft SER cr FSAR item F7.2-' re Cnapta' 7 
cerning Generic Ltr 83-28.Marked-up FSAR pages will be incorporated ;n fut-re -SAP 

amend. 

V/'SELB'.-G v.: ; -o. g 3 “:wer Co. 85/10/31. KN.SH7CN.G.«V. _oems- 

8511050066 Forwards response to draft SER/FSAR Stem D 0.5-6 re tank 'upture £ 
groundwater release.Marked-up FSAR pages will be induced in amend. 
WISENBURG.M.R Houston Lighting £ 3 ewer Co. 85/10/31. KNlGHTCN.G.A. -cens- 
ing Branch S. 22pp. 32220:053-33320 :37 a 

8511050084 Forwards response to draft SER & FSAR items re Chapter 7 A. item .,.3 ' 
concerning relief & safety valves. End marked-up FSAR pages will be :nccrpc r at ec 
into future amend unless otherwise noted. 

W'SENE'JRG V- Hujstcu bcm'-c i ~ er Co. 85/10/31. KNiGHTCN.G.A. Lrners- 

8511050090 Forwards response to draft SER or FSAR items re !ocse parts rr.cnrtarmg 
sys.Marked-up FSAR pages will be included in future amend. 

WISENBURG.M.R Houston Lighting £ Power Co. 85/10/31. KNIGHTON, 3. A. ^sens- 
ing Branch 2. 6pp. 33319:00£-33S1S:C ! 0. 


8S 11040221 Forwards response to draft SER or FSAR Item Q430.36N re dc power 
sys. Each battery sized to provide min of 1.78 V/cell at discharge state after 2 
h.Ghanges will be incorporated in future FSAR amend. 

WISENBURG.M.R. Houston Liqhting & Power Co. 85/10/29. KNIGHTON, G.W. Licens- 
ing Branch 3. 6pp. 33296:253-33296:258. 

8511040233 Forwards response to draft SER/FSAR Item 9.1-1 re update of Section 9.1 
concerning spent fuel rack configuration.EncI marked-up FSAR page will be incorpo- 
rated into future FSAR amend. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/29. KNIGHTON, G.W. Licens- 
ing Branch 3. 12pp. 33295:249-33295:260. 

8511040283 Responds to draft SER or FSAR item re Question 430.16N concerning 
breaker coordination drawings.Drawings will not be incorporated in FSAR. 
WISENBURG.M.R. Houston Lighting & Power Co. 85/10/29. KNIGHTON, G.W. Licens- 
ing Branch 3. 10pp. 33297:148-33297:157. 


8511050105 Forwards response to draft SER Open Items D 5.2-7. C 5.2-13 & C £.2-" 
re cold overpressure protection. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/31. KNIGHTON ,G.W -cens- 
ing Branch 3. 5pp. 33320:23*1-23320:228. 


8511050114 Responds to draft SER Confirmatory Items 3.5-1 re turbine na:r,: program 
& 3.5-2 re volumetric insp of turbine at second refueling outage. Util will submit turdms 
maint program within 3 vrs cbfam-.g CL 

WISENBURG.M.R. f-ouso r. ..cm.oc l ver Co. 85/10/31. KNSGHTON.-o.W Licens* 
ing Branch 3. 4pp. 232 ■ 5 : 25 2-3221 5 25'.: 


8511050127 Forwards response to draft SER & FSAR item re review of ant:; 
operational occurrence & postulated accident analyses for a!! ‘"odes 5c_,md:“g 
sis will be completed. Marked-up FSAR pages will be incorporate: : 

WISENBURG.M.R Houston Lighting & p ower Co. 85/10/31. KNiGHi.CN, G.W. 
ing Branch 3. Upp. 82323:’5C-32325“52 



jicer.s- 


8511040333 Forwards response to draft SER/FSAR Item Q032.031-1 re detailed cable 
routing diagrams. W/ 12 oversize drawings. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/29. KNIGHTON.G.W. Licens- 
ing Branch 3. 8pp. 33335:223-33335:231. 

8511040081 Forwards draft response to draft SER confirmatory items & FSAR Item 
Q21 0.061 N-1, “Summary of Study Calculations for Stiff Clamp.Calculation 
1 L029RC9977." Marked-up FSAR pages will be incorporated in future FSAR amend. 
WISENBURG.M.R. Houston Lighting & Power Co. 85/10/30. KNIGHTON.G.W. Licens- 
ing Branch 3. 13pp. 33293:267-33293:279. 

8511040085 Forwards response to draft SER & FSAR Item Q480.006N-1 re HVAC 
blowout panel. Item included on internal list of items for completion given to NP Ka- 
dambi by ME Powell on 851008. Marked-up FSAR pages will be incorporated into 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/30. KNIGHTON.G.W. Licens- 
ing Branch 3. 4pp. 33293:168-33293:171. 

8511040117 Forwards responses to draft SER & FSAR items, including 

fuel surveillance program & disposition of failed fuel.Marked-up FSAR pages will be 

&%r R G"ouf^ Lighting & Power Co. 85/10/30. KNIGHTON.G.W. Licens- 
ing Branch 3. 7pp. 33293:151-33293:157. 

8511040211 Responds to request for info re draft SER/FSAR item on protection against 

internal flooding of ESF equipment trains. . ft/qn l/nighton g W Licens- 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/30. KNIGHTUN.G.w. Lice 

ing Branch 3. 10pp. 33294:162-33294:171. 

85 iromsjncluding°Uem d Q43(T1 18N S ?e ifsF SSJgJJSm, 

included in future FSAR amend. oc/ > n / on vkiightcngw Licens- 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/30. KNIGHTON, u.w. lic 

ing Branch 3. 4pp. 33295:245-33295:248. 

8511040284 Forwards response to draft SER/FSAR items ^Section ^Iconceming 
environ design of mechanical & electrical equipmentEncI marked p p 9 

be incorporated in future FSAR amend. knighton GW Licens- 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/30. knighiun.o.w. lic 
ing Branch 3. 20pp. 33295:287-33295:306. 

Items for completion given to NP Kadambi by ME Pow KNIGHTON G W. Licens- 
WISENBURG.M.R. Houston Lighting & Power Co. 85/10/31. KNicmuiv.u.™. l 
ing Branch 3. 8pp. 33318:278-33318:285. 

8511050015 Forwards response to draft SER o. ^ FSAR terns re deletion of iookey 
ftlslS^ Co. 85/10/31. KNIGHTON.G.W. Ucens- 

ing Branch 3. 31 pp. 33318:243-33318.273, 


8511050173 Forwards Chapter 3 marked-up pages, to draft SER/FSAR item Lit- 
re flood protection.Pages will be incorporated in future ASAP are-b _ 

WISENBURG.M.R. Houston Lighting Slower Co. ££■■ L - 

ing Branch 3. 5pp. 33327:060-33327:06^. 



8511050181 Forwards addl info on draft SER or FSAR_ items, including descriptor: & 

wts&N3URG.M.R. ’-custc" acting C::. ' 1 31. KNiGH j ON, G.W. ^cens- 

ing Branch 3 3Cpp 33325?' ? 9 f -32329.2-3 . 

8511050184 Forwards response to draft SER/FSAR Chapter 6 re containment. &*•-■<? 
pH, including listed FSAR open items & question response items.W/two oversee draw* 

W1®EN3UPG V R Houston Lighting & Power Co. 85/10/31. KNIGHTON.G.W. Licens* 
.ngBrancn : i.V^pp 33329:001-33329:068. 

8511050188 Forwards response to d^fi.SER/FSAP. Iterr: 033; .Xg * 

ALARA.EncI mark-ups or FSAR paces wu be 

WISENBURG.M.R. Houston : ichhng Slower -o. es. -l c . r. — - ^ « 3 

ing Branch 3. 3?pp. r:3332:3?0-233o.;.LC .. 

85^1050190 Forwards response io draft SER & — AF. _iems..rc l,c -- 7 - 

UHS.Marked-up FSAR pages whl be mcorporatec sr f 7“ - , 

WISENBURG.M.R. Houston Lighting & Pews: Cc. So. - - 

ing Branch 3. 6pp. 33328:262-33328:267. 

LicMinc S Power Co. 85/10/31. KNIGHTON.G.W. Licens- 

ing Branch 3.’ 133pp. 33330:005-33330: t *5. 

ANS Li;hSng & Fewer Co. 85/10/31. KNIGHTON, G.W. Ucens- 
mg Branch 3. 16pp. 3332^:35' l-,332c:0u/ 

SfsSiasr- K ~“ — 
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;r 2.1.3 re demography data & nearest resi- 
;ms D 2.M & 0 2.1-2.Revs reflect 1984 & 

A-er Cc. 35/10/31. KNIGHTON, G.W. Licens- 


231 "250255 -or* a'cs response to draft SER.- FSAR Items G440.38 & Q440.39 re long- 
*5"” Pccmc-Cnarces a / ce inccmorated :n future FSAR amend. 

A'S5N=w=3.y. ->3-s:cr. .g.mrng 3 Fewer Co. 85/10/31. KNIGHTON, G.W. Licens- 

3511C5G253 Pc-waris response to draft SEE Open item D 12.5-8 re FSAR Section 
2 2 2 or pd.'re .rstrumerttadcn.WarKed-up pages will be included in future FSAR 

//SEN2.R3 W = yousten -Ighdng grower Co. 85/10/31. KNIGHTON, G.W. Licens- 

3511C5C263 -srwarcs response to draft SER or FSAR items re nonactive pumps in 
~ap.es 3.5-4 6 3.9-4C.Ma.'ked--p FSAR pages will be incorporated in future amend. 
A 3=\5CR3.y .= -£-sjpn yghtng ^Power Co. 85/10/31. KNIGHTON, G.W. Licens- 

S5 11 050273 Rrvvaros response to draft SER or FSAR items on Chapter 9, including 
2 ' 2 .-y=d--p : 5 A? pages to ce incorporated Into future FSAR amend. Draft SER & 
-SA= open * PonfrmatCA' items & open NRC cuestlcns listed. 

W^5E\BJ=3.M,E. roust:- u'd^ti-g Slower Co. 55/13/31. KNiGHTON, G.W. Licens- 

3511350273 Forwards response to draft SER or FSAR items re facility operating 
;m,ts. Varkee-wp FSAR pages will be included in future amend. 

'^SENSyPG^.R. -oj-stoy _ p-p-- Slower Co. 85/10/31. KNIGHTON.G.W. Ucens- 

B5«‘ , 19C2«7 =pm,a-ds 'espp-se to draft SER Item D 6.3-3 re EGGS testing. 

y = o ?pp r = §■ ? 3wer Co - 85/10/31. KNIGHTON.G.W. Licens- 

y- r *| r - s - ; s‘ of SER apt : p- 'terns & status as of 851106. Direct relationship 
oe.weer .stmg 5 p-e: -.ary istmg P'aft SER. FSAR open items, given to NP Ka- 
TampJ on -o^s, -= cateo - asspcatec d.err.s column of end. 

rpustp- 'JcMing S =:wer Co. 85/11/08. KNIGHTON.G.W. Licens- 


S51 119033S 


<351 "3250021 Forwards marked- 


RCS pressure setpoints 
KNIGHTON.G.W. Licens- 


f. Security, medical, emergency & fire protection plans 

8511010126 =crwards response to draft SER/FSAR items Q430.l08re Rea Guide 
«S»in« effects of fires. Marked-up pages will te incLedln 

Ss'i-VKfii. 5pp. 85/10/24. KNIGHTON.G.W. Licens- 

8511010301 = Forwards response to draft SER/FSAR items re CRDR item in draft SER 
y P-C- p;'^9 CRDmi activities wil! be completed in 1986 
-g i S ; a-c-~ T*£ IS&ii'&a& J*" =»• 85/10/24. KNIGHTON.G.W. Ucens- 

ii-; S |-s.™'f -2E~' Ksli E/MsIsa-SC* C °' 85/10/31 - KNIGHTON, G.W. Ucan* 

ng da ™ 8 

r.£i£&. 2. 3=S:. f 5332§1^33^^o WS ' Cc ' 8S/10 -' 31 - KNIGHTON.G.W. Licens- 

i,00d p “ * 
C °- S5/10/3: ' KNIGHTON, G.W. Licens- 

KADAV3: N.F & .graphs end. PP ° n 

33534 CSC. S “-' 1 :/Q, ‘ sensing Branch 3. 49pp. 33534:033- 


*lS!»rtara««u! 



■saraaasfRgsss® ar« - 

ing Branch 3. 17pp. 33514:151-33514:167. C °‘ 85/1 1/13 * KNIGHTON.G.W. Licens- 


8511260154 Forwards mark-ups of FSAR Section ii a tp nffete ■ , 

effects, per 851 1 1 9 request.Changes will be incorporated Wo fSu e f?s°AR P = pUla fi°P 
being provided for clarification. ulure hSAR amend & 

WISENBURG.M.R. Houston Liohtinc 8 Power Co 85/1 1 /op uMinu-r^, ^ . 
ing Branch 3. 13pp. 826 : t:..'hJ2-3oS’! 8:2C<: ’ /22 ‘ KNIGHTON.G.W. Licens- 

G. Adjudicatory correspondence 

8511130357 Apologizes for glibness in transmittal Itr r-*- 

About Nuclear Power proposed findings of fact & eonMSS’SlSSmSSSa^ 

8511050023 Motion to withdraw 851016 motion to rpnrvan „ 

discovery.Certificate of Svc end. pen Phase 11 rec ord & for 

SfNKIN.L. Citizens Concerned About Nuclear Power, Inc. #485 070 A5/m/o Q a* • 
Safety and Licensing Board Panel. 6pp. 3331 9:205-3331 9*210 U/ °' 85/10/29 ' Atom,c 

8511050116 Forwards applicant response crcosinn nti^Anc . . , 

Power (CCANP; 851013 mot.-cr: :o reopen Piie-e H Record- 1 PpSn« d 5f 0Ut . NL,clear 

wi,! bc ■ liod b0th 

| Power Co. 

censing Board Panel. !;>. 3331 9:2 1 5.333 •j-.gpG.’ ’ SHON > FJ - Atomic Safety and Li- 

-8511050118 Response opposing Citizens Concerned Ahont n 

reopen Phase II Record-1 (.Exhibits 2 & 4 barren of anv n P T er motlon *0 

results.W/Certificate of Svc. 3 6P ° T 3 y nfo on Qua drex review or 

AXELRAD.M. Houston Lighting & Power Co AXELRAn m o , . 

10/31. Atomic Safety anj Licensing Board Panel lVpp ’333m7|.33 & 3 1 H 9°2 t ig 9er ' 85/ 

8511070280 Motion to strike reckless charaes in raihoq 1 

record, intervenor should be warned that repethion° 2 of Sl a!Va n !° t,on from 
tolerated.Certificate of Svc end. repetition of behavior will not be 

AXELRAD.M. Regulations Division. #485 072 85/11/04 Atnmi> 

Board Panel. 13pp. 33359:316-33359:328. ' Atom,c Safet y ar >d Licensing 

8511070258 Motion opposing intervenor 851016 motions to reooen Phaso 11 ^ 

for reopening record not met.Certificate of Svc end reo P e n Phase II record.Stds 

Board Panel! ep?SiSg?^ffi ,7a 85/1 lV ° S ' Atpm “ ^<V Licensing 

BECHHOEFErTaZi? ^ f«w i0n H d “ 850930 'tomai.Scwcd on fi Vic'e Pr °' 

BtGhhUEFtR.C. Atomic Safety and Licensing Board Panel ' an , /ft c 

Citizens Concerned About Nuclear Power, Inc. 13pp. .33262-257-3C362SJ69 ' /05 ‘ 

“SS™* Pr ° P0Sed ,indin9S 0f ,act & “«*-«• form of partial 

mg Board Panel. 2pp. 33392:222-33393:055. ’ ' ' Arom c ba ' et y and Ltcens- 

of partial initial dedsion.C^^^ of fact & condusions of *avv in form 

P0Wer ' ,np ' S,Nm ^- Sinkin, L.A. 

85 sjc 3 e°ncf N0ti0e ° f Chan9e of address ,or W Sinkin, effective 851110. Certificate of 
SINKIN.L.A. Christie Institute. #485 126. 85/11/07. 2pp. 33434:342-33434-343 

Safety iidiSK^^ 137 ' ® 57 H 7 08. Atomic 

“Smarsr 014 mo,i ° n ,p estabBsh 'or 

Board Panel. 3pp r .'^466; l 1° 6-33466?M 8. 85/11/13 ' A,omic Safety and Licensing 

SSed^ 


AYPmrTiirir u..ua W prove. Related correspondence ’ ' 

& ,or con,eren ° e pa " ° n 

Office o, the^&ecutiveLe^| a rarec?or Z^pp^ssla^sa'-Mss'agsg 485 248 ' 857 " 7 «- 

“Wo^^n^rZnl^ “ 0nS 0, ,^ P T AS ^B 851030 
Memorandum & Order LBP-85SI5 reaukina ronSin?„n r. an9a ln J'3 ht 01 ASL B 851114 
PIRFO.O.R. Hearing Branch 3 #485 275 in Dec - 

LAMB.J.C. Atomic Safety 

or n clwacter P to la preckfde n e n0 , ba f s that 
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H. Genera! correspondence 


8511270061 Provides change of address for LA Sinkin, effective 851110. 

SINKIN.L.A. Christie Institute. 85/11/26. NRC - No Detailed Affiliation Given. Ip. 
33625:338-33625:338. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8511190022 Forwards Amend 52 to FSAR for South Texas Units 1 & 2, incorporating 
revised text changes & question responses to Sections 9.5.2 - 9.5.8 re 
communications, emergency lighting & diesel generator sys. 

GOLDBERG, J.H. Houston Lighting & Power Co. 85/11/15. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director (pre-851125). 6pp. 33508:001-33509:187. 

-8511190024 Amend 52 to FSAR for South Texas Units 1 & 2. 

* Houston Lighting & Power Co. 85/11/15. 600pp. 33508:007-33509:187. 


Q. inspection reports, IE Bulletins & correspondence 


8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511050114 Responds to draft SER Confirmatory Items 3.5-1 re turbine maint program 
& 3.5-2 re volumetric insp of turbine at second refueling outage. Util will submit turbine 
maint program within 3 yrs of obtaining OL. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/10/31. KNIGHTON, G.W. Licens- 
ing Branch 3. 4pp. 33318:350-33318:353. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511260107 Forwards Insp Repts 50-498/85-13 & 50-499/85-13 on 850805- 0927 & 
notice of violation. 

MARTIN, L.E. Region 4, Office of Director. 85/11/12. GOLDBERG, J.H. Houston Light- 
ing & Power Co. 3pp. 33641 :21 5-33641 :235. 

“8511260111 Notice of violation from insp on 850805-0927. 

* Region 4, Office of Director. 85/11/12. Ip. 33641:218-33641:218. 

-8511260142 Insp Repts 50-498/85-13 & 50-499/85-13 on 850805-0927. Violation 
noted:components used for fabrication of 6x6 fuel rack obtained from other purchase 
orders & not properly identified on travelers. 

JOHNSON, C.E., GARRISON, D.L., CONSTABLE, G.L. Region 4, Office of Director. 85/ 
10/31. 17pp. 33641:219-33641:235. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres." Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


S. Reportable occurrences, LERs & related correspondence 

8511040181 First interim rept re insufficient »-rldirc d HVAC moment resisting duct 
supports to base plates.lnitially reported or -v ■■■■■.d's-i :: " drawings clarified & 
craft personnel reinsyucteci.Nexs rept to be submitted by 851202. 

GOLDBERG, J.H. Houstr- 1 ’d-f-g & Co. 85/10/23. MARTIN, R.D. Region 4, 

Office of Director. 3pp. 222Z 

8511110342 Third interim deficiency rept re Magnetics QA program. Initially reported on 
■’50720 ' -v. -'?ted walkdown to evaluate accessible welds of all installed 

r v 'f.r: .ubmitted by 851231. 

GOIDilLRC,.. ! K- I in u * : rc £ PrAC* Co. 85/10/31. MARTIN.R.D. Region 4, 
Office of Director. 2pp. '■ 1 ?2‘:. 

8511110345 Final deficiency & Part 21 rept re Westinghouse circuit breakers in 125-volt 
dc distribution switchboards supplied by Hatch, Inc. Initially reported on 851 002. Insert 
will be secured to termination plate. 

GOLDBERG, J.H. Houston P =» : ,.. cr Co. 85/11/01. MARTIN.R.D. Region 4, 

Office of Director. 5pp. 2 ii'-C. i 222 L,': 7 

8511210075 Final deficiency rep* re incorrect installation of Ruskin fire dampers.lnitially 
reported on 85 1003. Some- suspec! dampers acceptable in current positions.Corrective 
actions completed by 851210. 

GOLDBERG, J.H. Hous‘ 0 " I ightre ft Py- rr Co. 85/11/07. MARTIN.R.D. Region 4, 
Office of Director. 4pp. Yfi: "j 0C i-335 ” X-- 

8511210234 First interim deficiency rept re potential for failure of safety-related instru- 
ments during interaction w/ nonsafety- related instruments on same process 
taps.lnitially reported on 851 009. Evaluation continuing. Next rept by 860315. 
GOLDBERG, J.H. Houston Lighting & Power Co. 85/11/08. MARTIN.R.D. Region 4, 
Office of Director. 4pp. 33578:181-33578:184. 

8511260334 Final deficiency rept re auxiliary & isolation relay panels installed by Mercu- 
ry Co not conforming to project design criteria & FSAR commitments.lnitially reported 
on 850726. Item not reportable per 10CFR50. 55(e). 

GOLDBERG, J.H. Houston Lighting & Power Co. 85/11/13. MARTIN.R.D. Region 4, 
Office of Director. 5pp. 33641 :040-33641 :044. 

8511270155 Final deficiency rept re '..manalvzed °eismic interaction of Seismic Category 
I commodities.lnitially reported on ■>-::C:Y: , .:L -hi::: program to assess number of devi- 
ations for currently installed commodities underway. 

GOLDBERG, J.H. Hcurtc- ! rhtinq ■.?. ■'V.vc' Co. 85/11/18. MARTIN.R.D. Region 4, 
Office of Director. 4;:;: :■ ,j /::■■) 3:V-.:37(:t: I.O 


V. Operator Examinations 

8511120101 Responds to Generic Ltr 85-12,Parts B & C re TMI Action Item 
II.K.3.5.Current operator & shift technical advisor trn : -' : '‘n r'^ram includes training on 
heat trar.f/o'. trms'ort S accdf.nt nrn'yr's % : rjaiirv: v damage 

W.SrNFSURG.M ..igh.in: i Co -iirt ! ! • !>ci ' ■IO:/"HCN.H.. . Divi- 

sion of Licensing (800428-851124). 5pp. 33413:288-33413:292. 


DOCKET STN-50-508 WPPSS NUCLEAR PROJECT, UNIT 3 


A. Application/construction stage documents & correspondence 

8511010302 Forwards list of activity codes & descriptions under NRR Manpower Re- 
porting Sys,W/o end. 

MILLER, W.O. License Fee Management Branch. 85/10/25. SORENSEN.G.C. Wash- 
ington Public Power Supply System. Ip. 33300:206-33300:206. 

8511050186 Ack receipt of status of Readiness Review Program. Council remains sup- 
portive of NRC efforts during period of suspended const.AII parties must remain cogni- 
zant of region concern that costs be kept to min. 

ESCHELS.C. Washington, State of. 85/10/28. MARTIN, J.B. Region 5, Office of Direc- 
tor. ip. 33330:007-33330:007. 

8511260349 Submits response to NRC 851025 ltr re engineering assurance program 
(EAP) plan.EAP Procedure E2.102 revised to include requirement that reviewers have 
commercial design experience in review area. 

SORENSEN.G.C. Washington Public Power Supply System. 85/11/11. MARTIN, J.B. 
Region 5, Office of Director. 6pp. 33606:338-33606:343. 

8511260217 Forwards Rev 1 to engineering assurance portion of readiness review pro- 
gram 6-month rolling schedule. Earlier tasks of first review delayed.Completion date re- 
mains unchanged. 

SORENSEN.G.C. Washington Public Power Supply System. 85/11/15. MARTIN, J.B. 
Region 5, Office of Director. 4pp. 3361c ?*' r 35516.250. 

8511260294 Forwards comments re 850925 proposed const assurance 
program. Response to comments requested to complete review of program. 
KIRSCH.D.F. Region 5, Office :>■ Director. 35/11/20. KOHLER, A.D. Washington Public 
Power Supply System. 4pp. 33608:348-33608:351. 


Q. Inspection reports, IE Bulletins & correspondence 

8511140101 Forwards Insp Rept 50-508/85-07 on 851007-1 1. No violations noted. 
KIRSCH.D.F. Region 5, Office of Director. 85/10/22. MAZUR, D.W. Washington Public 
Power Supply System. Ip. 33467:247-33467:251. 

-8511140113 Insp Rept 50-508/85-07 on 851007-11. No violation or deviation 
noted. Major areas inspected:containment structural steel welding procedures, work ac- 
tivities & records & site tour. 

ANG,W.P., DODDS, R.T. Region 5, Office of Director. 85/10/21. 4pp. 33467:248- 
33467:251. 

8511140084 Forwards Evaluation Rept 50-508/85-06 on 850801-0913. Engineering as- 
surance program plan provides satisfactory assessment of design & design process & 
acceptable. 

MARTIN, J.B. Region 5, Office of Director. 85/10/25. MAZUR, D.W. Washington Public 
Power Supply System. Ip. 33457:137-33457:143. 
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8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN.E.L. Divisior cf Emc'crncy Preparedness & Engineering Response (Post 
830103). 85/10/30. Co-solicaicc Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511260542 Forwards Meeting Rept 50-508/85-08 on 851029 in Elma.WA re readiness 
review program. 

KIRSCH.D.F. Region 5, Office of Director. 85/11/06. KOHLER, A.D. Washington Public 
Power Supply System. Ip. 33640:318-33640:348. 

-8511260546 Meeting Rept 50-508/85-08 on 851029.Major areas discussed: util pro- 
posed readiness review programs for const assurance. Viewgraphs end. 

ANG.W.P., DODDS, R.T. Region 5, Office of Director. 85/11/05. 30pp. 33640:319- 
33640:348. 

8511130441 IE Bulletin 85-003, "Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR.J.M. Director's Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres." Svc list end. 
JORDAN.E.L. Division :f Err e mercy Preparedness & Engineering Response (Post 
830103). 85/11/18. Consohcat-id Fdiscn Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Cont-o! Room Ccolrc.” Svc list encl. 

JORDAN.E.L. Division of Ernargoncv Preparedness & Engineering Response (Post 
830103). 85/11/19. Ccisoi da:«:: Ec son Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


S. Reportable occurrences, LERs & related correspondence 

8511110236 Final Deficiency Rept 58 re Titus Products tension wires. Initially reported 
on 85031 1. Tension wires replaced & new push-on locknuts installed to secure wires 
to shafts of air deflection blades. 

KOHLER, A.D. Washington Public Power Supply System. 85/09/04. BECKHAM, D.H. 
Region 5, Office of Director. 4pp. 33397:310-33397:313. 


DOCKET STM-50-519 H ARTS VII LLE NUCLEAR PLANT, UNIT 2 


S. Reportable occurrences, LERs & related correspondence 

8511120103 Part 21 rept re potential defect in DSR or DSRV standby diesel generator 
intake & exhaust valve springs mfg by Betts Spring Co.Users recommended to inspect 
engines fc' broken s? r hgs £ ‘dentify original mfg. 

GLNTRLXI.2.C T'.r.samo;:ca Delaval, Inc. 85/11/06. Director’s Office, Office of In- 
spcc'icn an;: t rifo:.:cmorr.. 5pp. 33413:293-33413:297. 


DOCKET STN-5G-520 HARTSVILLE NUCLEAR PLANT, UNIT 3 


S. Reportable occurrences, LERs & related correspondence 

8511120103 Part 21 rept re potential defect in DSR or DSRV standby diesel generator 
intake & exhaust valve springs mfg by Betts Spring Co.Users recommended to inspect 
engines for broken springs & identify original mfg. 

GUNTRUM.B.C. Transamerica Delaval, Inc. 85/11/06. Director's Office, Office of In- 
spection and Enforcement. 5pp. 33413:293-33413:297. 


DOCKET STN-50-521 HARTSVILLE NUCLEAR PLANT, UNIT 4 


S. Reportable occurrences, LERs & related correspondence 

8511120103 Part 21 rept re potential defect in DSR or DSRV standby diesel generator 
intake & exhaust valve springs mfg by Betts Spring Co.Users recommended to inspect 
engines for broken springs & identify original mfg. 

GUNTRUM.B.C. Transamerica Delaval, Inc. 85/11/06. Director’s Office, Office of In- 
spection and Enforcement. 5pp. 33413:293-33413:297. 


DOCKET 50-522 SKAGIT NUCLEAR POWER PROJECT, UNIT 1 


Q. Inspection reports, IE Bulletins & correspondence 


8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR.J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks." Svc list 
encl. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs." Svc list 
encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list encl. 

TAYLOR.J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres." Svc list encl, 
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103), 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631*001- 


DOCKET 50-513 WPPSS NUCLEAR PROJECT, UNIT 4 


S. Reportable occurrences, LERs & related correspondence 


8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631*018- 


8511120103 Part 21 rept re potential defect in DSR or DSRV standby diesel generator 
intake & exhaust valve springs mfg by Betts Spring Co.Users recommended to inspect 
engines for broken springs & identify original mfg. 

GUNTRUM.B.C. Transamerica Delaval, Inc. 85/11/06. Director’s Office, Office of In- 
spection and Enforcement 5pp. 33413:293-33413:297. 


8511150089 Suppi 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 


DOCKET STN-50-518 HARTSVILLE NUCLEAR PLANT, UNIT 1 


S. Reportable occurrences, LERs & related correspondence 


8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc .list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 3371 2:21 4- 
33712:346. 


8511120103 Part 21 rept re potential defect in DSR or DSRV standby diesel generator 
intake & exhaust valve springs mfg by Betts Spring Co.Users recommended to inspect 
engines for broken springs & identify original mfg. 

GUNTRUM.B.C. Transamerica Delaval, Inc. 85/1 1 /06. Director’s Office, Office of In- 
spection and Enforcement 5pp. 33413:293-33413:297. 


851^1150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys." Svc 

i955^ N ’ E * L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 
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DOCKET 50-523 SKAGIT NUCLEAR POWER PROJECT, UNIT 2 


Q. Inspection reports, SE Bulletins & correspondence 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.’’ Svc list 
end. 

TAYLOR.J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR.J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres." Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


DOCKET STN-50-528 PALO VERDE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8511050263 Forwards 1985 emergency preparedness exercise scenario. Requests info 
be withheld from public until exercise concluded. W/o end. 

YOWS,D.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 85/ 
08/12. MARTI N.J.B. Region 5, Office of Director. Ip. 33330:360-33330:360. 

8511070057 Forwards FEMA 850925 Itr & related certification re FEMA 44CFR350 find- 
ing & determination on adequacy of offsite plans & preparedness.Plans adequate to 
protect health & safety of public.W/o end. 

FISH.R.F. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/28. VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizo- 
na Public Service Co.). Ip. 33374:348-33374:348. 

8511130335 Responds to NRC 851004 Itr re violations noted in Insp Rept 50-528/85- 
26.Corrective actions:Surveillance Procedure 14ST-1ZZ24, “Unlocked Fire Door Posi- 
tion Verification,” revised to ensure that locked fire doors verified closed. 

VAN BRUNT, E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/11/01. KIRSCH.D.F. Region 5, Office of Director. 3pp. 33437:326-33437:328. 

8511130174 Forwards Preoperational Physical Security Insp Repts 50-528/85-38 & 50- 
529/85-30 & notice of violation.lnsp repts & notice of violation withheld (ref 
10CFR73.21 & 2.790). 

SCARANO.R.A. Region 5, Office of Director. 85/11/06. VAN BRUNT, E.E. Arizona Nu- 
clear Power Project (formerly Arizona Public Service Co.). 2pp. 33425:159-33425:160. 

8511120062 Forwards schedule for implementing remaining NUREG-0737, Suppl 1 re- 
quirements for Units 1 & 2 SPDS & Unit 2 emergency operating 

procedures, emergency response facilities & human engineering adiscrepanices.W/ 
Reg Guide 1.97 schedule. 

VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/11/08. KNIGHTON.G.W. Office of Nuclear Reactor Regulation, Director (pre- 
851125). 6pp. 33415:266-33415:271. 


8511260381 Forwards Amend 9 to security plan.Amend withheld (ref 10CFR73.21 & 
2.790(d)). 

VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona Public Sen/ice 
Co.). 85/11/20. KNIGHTON.G.W. Office of Nuclear Reactor Regulation, Director (pre- 
851 1 25). 2pp. 3361 2:229-3361 2:230. 


G. Adjudicatory correspondence 

8509190682 Director’s Decision DD-85-15 denying ML Scott 850506 petition on behalf 
of Coalition for Responsible Energy Educ requesting deferral of future licensing activi- 
ties due to spray pond piping corrosion ssf-itv cuc-sfions. 

DENTON, H.R. Office of Nuclei -ear : v -oc.^slon. Director (pre-851 125). 85/09/16. 
11pp. 33509:317-33510:098. 

-8509190683 Notice of issuance of Director’s Decision DD-85-15 under 10CFR2.206 
denying ML Scott 850506 petition on behalf of Coalition for Responsible Energy 
Educ. Alleged spray pond pipe corrosion safety questions inadequate for relief. 
DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851 1 25). #485 194. 
85/09/16. 2pp. 33509:311-33509:314. 

8509190680 Forwards Director’s Decision DD-85-15 under 10CFR2.206 denying 850506 
petition on behalf of Coalition for Responsible Energy Educ.Decision will become final 
action in 25 days.FR notice end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851 125). 85/09/16. 
SCOTT, M.L. Coalition for Responsible Energy Education. 2pp. 33509:315-33510:098. 

8511050148 Forwards util brief supporting application re sale & leaseback financing 
transaction by Public Svc Co of New Mexico. 

TOY.T.M. Mudge, Rose, Guthrie, Alexander & Ferden. 85/11/04. Office of Nuclear 
Reactor Regulation, Director (pre-851 125). Ip. 33321:172-33321:315. 

-8511050152 Brief supporting application re sale & leaseback financing transaction by 
Public Svc Co of New Mexico. 

CLAYTON.J.D. Public Service Co. of New Mexico. CLAYTON, J.D. Mudge, Rose, Guth- 
rie, Alexander & Ferden. 85/11/04. Commissioners. 140pp. 33321:173-33321:315. 


S. Financial information 


8511110395 Forwards “Application in Respect of Sale & Leaseback Financing Transac- 
tion by Public Svc Co of New Mexico” dtd 851018 & supporting brief dtd 851104. 
TOY.T.M. Mudge, Rose, Guthrie, Alexander & Ferden. 85/11/04. DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director (pre-851 125). Ip. 33400:042- 
33401:017. 

8511190442 Forwards request for addl financial info re application filed for sale & lease- 
back financing transaction. 

KNIGHTON.G.W. Operating Reactors Branch 3. 85/11/07. VAN BRUNT.E.E. Arizona 
Nuclear Power Project (formerly Arizona Public Service Co.). 4pp. 33534:291- 
33534:293. 


8511260066 Forwards Public Svc Co of New Mexico response to NRC 851107 request 
for addl info re application in respect of sales & lease back transaction. 

TOY.T.M. Mudge, Rose, Guthrie, Alexander & Ferden. 85/11/21. KNIGHTON.G.W. Li- 
censing Branch 3. 25pp. 33610:161-33611:133. 


J. Insurance & indemnity Information 


8511110161 Forwards executed Amend 4 to Indemnity Agreement B-95. 

VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/11/04. Office of Nuclear Reactor Regulation, Director (pre-851 125). 3pp. 
33385:352-33385:354. 


P. Operating license stage documents & correspondence 

8511050169 Forwards change to FSAR, Chapter 14, Section 14.2, reflecting organization 
by deleting shift test director & assigning responsibilities to responsible engineer. 

VAN BRUNT, E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/10/22. MARTIN, J.B. Region 5, Office of Director. 5pp. 33328:202-33328:206. 

8511010296 Forwards response to 851002 request for addl info re post-accident sam- 
pling capabilities described in FSAR.Table 9.3-3A & revised FSAR pages.lssue 
resolved.FSAR info will be included in FSAR update. 

VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/10/24. KNIGHTON.G.W. Office of Nuclear Reactor Regulation, Director (pre- 
851 125). 7pp. 33286:312-33286:318. 

8511070336 Forwards Amend 2 to License NPF-41 & safety evaluation.Amend revises 
Tech Specs 3.4.1. 2, 3.4.1. 3 & 3.7.1. 6 re RCS pumps & atmospheric dump valves to 
permit one-time exception for approx 24 h for natural circulation cooldown test. 
KNIGHTON.G.W. Licensing Branch 3. 85/10/31. VAN BRUNT.E.E. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 3pp. 33379:091-33379:107. 

-8511070342 Amend 2 to License NPF-41, revising Tech Specs 3.4.1.2, 3.4.1.3 & 
3.7.1. 6 re RCS pumps & atmospheric dump valves to permit one-time exception for 
approx 24 h to allow performance of natural circulation cooldown test. 

KNIGHTON.G.W. Licensing Branch 3. 85/10/31. 10pp. 33379:094-33379:103. 

-8511070344 Safety evaluation supporting Amend 2 to License NPF-41. 

* Office of Nuclear Reactor Regulation, Director (pre-851 125), 85/10/31. 4pp. 
33379:104-33379:107. 

8511070464 Approves revised procedure for boron mixing & natural circulation cool- 
down test per 850829 Itr.Test date requested.Post-test rept re conformance w/Branch 
Technical Position RSB 5-1 requested following test completion. 

KNIGHTON.G.W. Licensing Branch 3. 85/10/31. VAN BRUNT.E.E. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 33385:142-33385:143. 
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8511050161 Forwards results of steam generator tube rupture w/loss of offsite power & 
851015 schedule for implementation of mods, per 851029 telcon re auxiliary pressuriz- 
er spray sys. 

VAN BRUNT, E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/11/04. KNIGHTON, G.W. Office of Nuclear Reactor Regulation, Director (pre- 
851125). 45pp. 33328:018-33328:062. 

8511070361 Staff requirements memo re 851025 discussion in Washington, DC re ex- 
emption request for environ qualification. Commission requested determination of 
status of environ qualification testing of hydrogen ^combiners. 

CHILK.S.J. Office of the Secretary of the Commission. 85/11/04. DIRCKS.W.J. Office 
of the Executive Director for Operations. Ip. 33379:017-33379:017. 

8511110095 Forwards clarification of Section 4.1, “Structural Analysis of Spray Pond 
Piping Sys" in response to 851003 request. Clarification addresses weld corrosion 
evaluation S. ore vide? s.ir.ccThc calculations. 

VAN I.:'-' J i i. ; ■■■ '. ..rear Power Project (formerly Arizona Public Service 

Co.). 85/11/06. KNIGHTON, G.W. Office of Nuclear Reactor Regulation, Director (pre- 
851125). 17pp. 33570:247-33570:263. 

8511200003 Forwards remarks made to mgt on 851024 re San Onofre Unit 1 auxiliary 
feedwater pump problem.Discussions also held w/ Arizona Nuclear Power Project re 
add! technical support for evaluation of post-trip review process. 

ALLEN, H.P. Southern California Edison Co. 85/11/06. MARTIN, J.B. Region 5, Office 
of Director. 7pp. 33527:112-33527:118. 

8511200100 Forwards change to FSAR Section 1.8 re QA orogmm Cha-cc will allow 
use of either auditing or insp personnel to perform monitor.ng z\ vendor fa- 

cilities. 

VAN BRUNT, E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/11/12. MARTIN, J.B. Region 5, Office of Director. 3pp. 33527:218-33527:220. 

8511150068 Requests partial schedular exemption from GDC 4 re protection of 
structures.sys & components from dynamic effects of postulated pipe breaks until 
completion of second refueling outage. 

VAN BRUNT.E.E. Arizona Nuclear Power Project (fcrmcrl" Arzrr-?: Public Service 
Co.). 85/11/13. DENTON, H. Office of Nuclear Roadc :;:icn Director (pre- 
851125). 2pp. 33466:254-33466:255. 

8511210352 Application for emergency amend to License NPF-41,allowing return to 
power operation w/o ne^omnirn extensive work on RCS pipe whip restraints once ex- 
emption from GDC ■■ mark": Fo-:- oaid. 

VAN BRUNT.E.E. A' zona Power Project (formerly Arizona Public Service 

Co.). 85/11/15. KNIGHTON, G.W. Office of Nuclear Reactor Regulation, Director (pre- 
851125). 5pp. 33553:331-33553:337. 

-8511210357 Proposed Tech Specs, authorizing one-time exemption from GDC 4 for 
period ending w/completion of second refueling outage or adoption of proposed mod 
to GDC 4. 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 85/11/15. 2pp. 
33553:336-33553:337. 

8511250154 Provides updated & addl info re 851113 request for partial schedular ex- 
emption to GDC 4.Partial exemption requested for period ending w/completion of 
second refueling outage or adoption of proposed rulemaking for mod of GDC 4. 

VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/11/15. DENTON, H. Office of Nuclear Reactor Regulation, Director (pre- 
851125). 3pp. 33591:176-33591:178. 

8511220335 Discusses actions re claims of alleged inadequacies in containment leak 
rate tests performed at LWP c'nnts. Matter will not be considered further. 
BERNERO.R.M. Division o! S»*Atc-r-$ Integration (811005-851124). 85/11/18. 
REYTBLATT.Z.V. Illinois r-stitir-i ;ji Technology, Chicago, IL. 3pp. 33602:122- 
33602:124. 

8511210005 Requests one-time change to Tech Specs allowing performance of re- 
quired environ qualification mods to hydrogen recombiners, per request for extension 
of 851130 deadline for qualification. 

VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/11/19. KNIGHTON, G.W. Office of Nuclear Reactor Regulation, Director (pre- 
851125). 6pp. 33546:292-33546:297. 

8511220154 Application for amend to License NPF-41 requesting one-time change to 
Tech Specs to allow performance of required environ quai-' calicr. mods to hydrogen 
recombiners. Fee paid. 

VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/11/19. KNIGHTON, G.W. Office of Nuclear Reactor Regulation, Director (pre- 
851125). 5pp. 33569:356-33569:361. 

-8511220159 Proposed Tech Specs for one-time change to allow performance of re- 
quired environ qualification mods to hydrogen recombiners. 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 85/11/19. Ip. 
33569:361-33569:361. 


Q. Inspection reports, IE Bulletins & correspondence 

8511040178 Forwards Insp Repts 50-528/85-33 & 50-529/85-33 on 850916-27.No vio- 
lation noted. 

KIRSCH.D.F. Region 5, Office of Director. 85/10/17. VAN BRUNT.E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). Ip. 33307:113-33307:128. 

-8511040182 Insp Repts 50-528/85-33 & 50-529/85-33 on 85091 6-27.No violation or 
deviation noted.Major areas inspected:TMI action plan items, IE bulletins & 
circulars, action on inspector identified items & temporary mods. 

SORENSEN, R.C., HON, A., MILLER, L.F. Region 5, Office of Director. 85/10/16. 15pp. 
33307:114-33307:126. 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 


8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs.’’ Svc list 
end. 

JORDAN, E.L. Division cf Emergency Preparedness & Ennineorinn Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York. Inc. f37pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction. ’’ Svc 
list end. 

JORDAN, E.L. Divisio" r.f Emcmonc'- n reparedness & Engineering Response (Post 
830103). 85/10/31. Go'soi.iu; : Co. of New York, Inc. 135pp. 33357:063- 

33357:199. 

8511130335 Responds to NRC 851004 Itr re violations noted in Insp Rept 50-528/85- 
26.Corrective actions-.Surveillance Procedure 14ST-1ZZ24, "Unlocked Fire Door Posi- 
tion Verification," revised to ensure that locked fire doors verified closed. 

VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/11/01. KIRSCH.D.F. Region 5, Office of Director. 3pp. 33437:326-33437:328. 

8511010020 IE Info Notice 85-086, "Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511130174 Forwards Preoperationa! Physical Security Insp Repts 50-528/85-38 & 50- 
529/85-30 & notice of violation. Insp repts & notice of violation withheld (ref 
10CFR73.21 & 2.790). 

SCARANO.R.A. Region 5, Office of Director. 85/11/06. VAN BRUNT.E.E. Arizona Nu- 
clear Power Project (formerly Arizona Public Service Co.). 2pp. 33425:159-33425:160. 

8511120122 Responds to notice of violation & proposed imposition of civil penalty in 
amount of $50,000 noted in Insp Rept 50-528/85-22.Corrective action:post-accident 
sampling & analysis procedures revised. 

VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/11/07. Director's Office, Office of Inspection and Enforcement. 4pp. 
33413:313-33413:320. 

8511260126 Forwards Exam Rept 50-528/OL-85-02 of exam administered on 850924- 
1003 at Units 1 & 2. 

PATE.R.J. Region 5, Office of Director. 85/11/08. VAN BRUNT.E.E. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 33640:165-33640:301. 

“8511260133 Exam Rept 50-528 /OL-85-02 on 850924-27 & 1001 -03. Exam results:two 
candidates failed senior reactor operator written exam & 11 passed operating 
exam, 13 passed reactor operator written exam & nine passed operating exam. 
WILLETT, D.J., O’BRIEN, J.P., MORRILL, P. Region 5, Office of Director. 85/11/08. 
135pp. 33640:167-33640:301. 

8511270291 Forwards SALP input for activities during Apr 1984 - Sept 1 985.Category 2 
level given to overall performance in functional area of licensing activities, same level 
given in previous SALP rept. 

UCITRA.F A. Lconsimj Branch 3. 85/11/12. KIRSCH.D. Region 5, Office of Director. 
11pp. 337 1 : '257-35" i 1 ?G7. 

8511130441 IE Bulletin 85-003, "Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list encl. 

TAYLOR.J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, "Hazards of Inerting Atmospheres." Svc list encl. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, "Licensee Control of Contracted Svcs Providing 
Training.” Svc list encl. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, "Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp, 33713*123- 
33713:252. 

8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 


8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys." Svc 
list encl. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713*001- 
33713:122. 


R. Periodic operating reports & related correspondence 


8511190165 Monthly operating rept for Aug 1985.W/850917 Itr. 

RICHARDSON, M.P., VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizo- 
na Public Service Co.). 85/08/31. BARRY, L.W. Office of Resource Manaqement Di- 
rector. 6pp. 33531:011-33531:016. 9 Ul 


S. Reportable occurrences, LERs & related correspondence 

8511210520 FOIA request for documents re 850912 loss-of-load test incident as dis- 
cussed in HL Thompson 851002 Itr to EE Van Brunt. 

GARDE, B.P. Government Accountability Project. 85/10/10. Office of Administration 
2dd. 3358?*31 Q.n.riRflP-SOn eu,w "” 
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8511010545 Part 21 & final Deficiency Rept DER 85-25 re auxiliary feedwater pump tur- 
bine quick start failure.Steam traps inspected & serviced, turbine manual drain valves 
realigned, governor ramp time increased & time delay reduced. 

VAN BRUNT, E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/10/15. KIRSCH.D.F. Region 5, Office of Director. 6pp. 33292:324-33292:329. 


8511190516 LER 85-076-00:on 851 007, reactor trip resulting from less of offsite power 
occurred.Caused while troubleshooting plant multiplexor (PwiUX).Switchvaro breakers 
hardwired to bypass PMUX breaker control.W/851 1 06 Itr. 

QUINN.W.F., VAN BRUNT, E.E. Arizona Nuclear Power Project (formerly Arizona 
Public Service Co.). 85/1 1 /06. 3pp. 33530:330-33530:332. 


8511010075 LER 85-062-00:on 85091 9, automatic actuation of control room essential fil- 
tration actuation signal occurred due to high radiation alarm on control room ventila- 
tion radiation monitoring unit.Csuse being investigated.W/851018 Itr. 

QUINN.W.F., VAN BR'jNT.E.r. Arizona Nuclear Power Project (formerly Arizona 
Public Service Co.). 05' iO '*«. 3pp. 33299:082-33299:084. 

8511040083 LER 85-067-00:on 85091 6, radiation protection group not notified of low 
flow alarm for plant vent sys low range radiation monitor Ru-143 & required samples 
not collected. Caused by personnel error.W/851018 Itr. 

QJINN.W.F ., VAN BRUNT, E.E. Arizona Nuclear Power Project (formerly Arizona 
Public Service Co.). 85/10/18. 3pp. 33308:036-33308:038. 

8511060282 Summary of Operating Reactors Events Meeting 85-19 on 851007 w/ofc 
directors, div directors & representatives on events which occurred since last meetinq 
on 851007. 

CRU'CriFIELD.D. Assistant Director for Safety Assessment. 85/10/21. 
THOviPSDN.H :.. Division of Licensing (800428-851124). 24pp. 33371:015-33371:038. 

8511070058 Forwards summary of revs to listed final deficiency repts. Revs describe 
changes evaluated as substantive. 

VAN BRUNT, E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/10/21. KIRSCH.D.F. Region 5, Office of Director. 5pp. 33374:343-33374:347. 

8511010288 PNO-V-85-Q72:on 851 024, reactor tripped from 80% power during sched- 
uled loss of load testCause undetermined. Util requested assistance from C-E to de- 
termine cause of trip & cooldown of RCS. 

MILLER, L., ZIMMERMAN.R. Region 5, Office of Director. 85/10/25. Ip. 33287:276- 
33287:276. 

8511010395 LER 85-070-00:on 850924, loss of reactor core distribution monitoring went 
undetected for 8 h.Caused by hardware failure in computer sys.Hardware problem cor- 
rected & software modified to make loss recognizable.W/851025 Itr. 

QUINN.W.F., VAN BRUNT, E.E. Arizona Nuclear Power Project (formerly Arizona 
Public Service Co.). 85/10/25. 3pp. 33298:215-33298:217. 

8511040066 RO-1-SR-85-025:on 851 024, reactor trip resulted from low steam generator 
level signal following turbine trip.Caused by high pressure pulse initiated by rapid clo- 
sure of turbine throttle.Safety injection signal reset. 

VAN BRUNT, E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/10/25. Record Services Branch (Document Control Desk). 3pp. 33308:043- 


8511140274 LER 85-078-00:on 851008,12 h noble gas grab sample & 4 h flow estima- 
tion for condenser air removal monitor, RU-141, not taken as required by Tech 
Spec.Caused by technician error. Samples taken & analyzed.Technician counseled.W/ 
851107 Itr. 

QUINN.W.F., VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona 
Public Service Co.). 85/1 1 /07. 3pp. 33457:1 27-33457:1 29. 

8511220212 Further response to FOIA request for all records to date re loss-of-load test 
incident discussed in NRC 851002 Itr to util. App C documents available in PDR. 
FELTON, J.M. Office of Administration. 85/11/08. GARDE, 3. P. Government Account- 
ability Project. 2pp. 33585:275-33585:287. 

8511210104 Summary of Operating Reactors Event Meeting 85-21 on 851028.List of 
attendees, events discussed & completion dates assigned end. 

CRUTCHFIELD, D. Assistant Director for Safety Assessment. 85/11/11. 
THOMPSON, H.L. Division of Licensing (800428-851124). 24pp. 33558:114-33558:137. 

8511190476 LER 85-066-00:Or SS" 01 2 during Mode ".emergency containment airlock 
inner door declared ^porahlo.Csjscc by nsjlficicr; contact of door sealing edges 
w/ resilient seal seating area. Inner door reworked & tested. W/851 112 Itr. 

QUINN.W.F., VAN BRUNT, E.E. Arizona Nuclear Power Project (formerly Arizona 
Public Service Co.). 85/1 1 /1 2. 3pp. 33530:338-33530:340. 

8511200006 PNO-V-85-076:on 851 108, licensee reported that studs in RCS line stops A 
& B did not meet hardness requirements.Relief from 10CFR50,App A, GDC 4 request- 
ed to prec'ude retcrouhc studs. 

MILLER... ZIMMEHL’AN.F. Hoacrs 5, Office of Director. 85/11/13. 2pp. 33527:108- 
33527:109. 

8511260255 Special Rept 1-SR-85-024 & suppl to Special Rept 1 -SR-85-018:on 
851 01 3, condenser evacuation sys radiation monitor noble gas channel declared 
inoperable. Flow rato fciv-g es t: rra*d e'-c.y h per Tech Spec Table 3.3-13. 

VAN BRUNT.E.E. Ar zc.'>z N.idoar Project (formerly Arizona Public Service 

Co.). 85/11/15. MARTIN, J.B. Region 5, Office of Director. 2pp. 33608:359-33608:360. 

8511260022 LER 85-068-00:on 851 020, four valves not tested within specified quarterly 
surveillance interval as required by ASME Section XI & Tech Specs.Caused by inef- 
fective communications between nonlicensed personnel.W/851118 Itr. 

QUINN.W.F., VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona 
Public Service Co.). 85/11/18. 3pp. 33642:014-33642:016. 


8511050122 Special Rept 1-SR-85-018:on 850925, condenser evacuation sys high range 
monitor RU-142 inoperable for more than 72 h. Caused by random loss of stored 
data.Schedule being developed to resolve problem. 

VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/10/25. MARTIN, J.B. Region 5, Office of Director. 2pp. 33328:164-33328:168. 

8511050040 LER 85-073-00:on 85091 5,step determining RCS (AB) flowrate signed off 
as not applicable.Flowrate determination also missed in surveillances on 850606 & 
0705.Flowrate verified satisfactory by completion of 41ST-12218.W/851028 Itr. 
QUINN.W.F., VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona 
Public Service Co.). 85/10/28. 3pp. 33342:033-33342:035. 

8511140003 Final Part 21 & Deficiency Rept DER 85-28 re C-E instrument rack conduit 
installations.Bechtel installed Anaconda flex conduit for Unit 1 instead of Svc Air flex 
conduit in order to meet test schedule. 

VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/10/28. KIRSCH.D.F. Region 5, Office of Director. 5pp. 33467:267-33467:271. 

8511140218 Interim Deficiency Rept DER 85-32 re seismic separation between 
b'dgs.l.“:fia!!y reported or. S50917.Final rept delayed until 851115 due to extensive in- 
v'!Slii;a:K>n & eva.uat.'on. 

v'AN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/10/28. KIRSCH.D.F. Region 5, Office of Director. 2pp. 33458:360-33458:361. 

8511140261 Final Part 21 & Deficiency Rept DER 85-34 re override feature on diesel 
generator.New DCP issued for Unit 2 to modify diesel generator output breaker circuit 
to prevent initiation of trip signal. 

VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/10/28. KIRSCH.D.F, Region 5, Office of Director. 4pp. 33467:194-33467:197. 

8511060217 LER 85-046-00:on 850930, continuous fire watch mistakenly discontinued 
for 18 minutes while main steam support structure fire protection sprinkler sys inoper- 
able for valve repair.Cause unknown.W/851030 Itr. 

QUINN.W.F., VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona 
Public Service Co.). 85/10/30. 3pp. 33355:350-33355:352. 

8511210527 Partial response to FOIA request for documents re loss-of-load test inci- 
dent at plant, as discussed in NRC 851002 Itr to util.Forwards App B documents. Apps 
A & B documents also available in PDR. 

FELTON.J.M. Division of Rules and Records. 85/10/30. GARDE, B.P. Government Ac- 
countability Project. 3pp. 33582:321-33583:099. 

“8511210530 Viewgraphs discussing 850912 reactor trip.safety injection & loss of pres- 
surizer auxiliary spray sys & outlining agenda for 851008 pressurizer auxiliary spray 
design review & post-trip review reptRelated info end. 

* NRC - No Detailed Affiliation Given. 85/10/30. 200pp. 33582:324-33583:099. 

8511050222 PNO-V-85-073:on 851029,13.8 kV bus S03 feeder breaker to 13.8 kV bus 
SOI tripped open on generation of electrical fault, damaging portion of bus bar.Cause 
unknown.Plant entered cold shutdown.lnvestigation continuing. 

MILLER, L., ZIMMERMAN.R. Region 5, Office of Director. 85/10/31. Ip, 33328:253- 
33328:253. 

8511180178 LER 85-058-00:on 851 003,reactor trip occurred due to low DNBR on core 
protection calculators.Caused by switchyard breakers opening due to malfunction in 
multipiexer.Breakers hardwired.Coolant pump procedures revised.W/851104 Itr. 
QUINN.W.F., VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona 
Public Service Co.). 85/11/04. 4pp. 33502:147-33502:150. 


T. Hearing transcripts on non-antitrust matters 

8511130299 Transcript of ACRS Subcommittee on CESSAR/Palo Verde Nuclear Gener- 
ating Station 851105 meeting in Washington.DC.Pp 1-326. Supporting documentation 
end. 

* ACRS - Advisory Committee on Reactor Safeguards. 85/11/05. 404pp. 33424:001- 
33425:045. 


U. Congressional/Executive Correspondence 

8511250390 Forwards response to J Curtiss request for info re 851120 markup of low 
level waste act amends by Senate Subcommittee on Nuclear Regulation forwarded to 
EDO by J Gorn on 85 1 1 1 3. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pro-851125). 85/11/18 
REHM.T. Office of the Executive Director for Operations. 8pp. 33619:180-33619:191. 

-8511250402 Submits J Curtiss (Senate Subcommittee on Nuclear Regulation) request 
for info re low level waste amends markup. Legal definition of commercial nuclear 
power plants, deluding PWR.BWR & Fort St Vrain requested. 

GORN,.. NSC No Dcia icc Affiliation Given. 85/11/13. REHM.T. NRC - No Detailed 
Affiliation Given. 4pp. 33619:188-33619:191. 


V. Operator Examinations 


8511260126 Forwards Exam Rept 50-528/OL-85-02 of exam administered on 850924- 
1003 at Units 1 & 2. 

PATE.R.J. Region 5, Office of Director. 85/11/08. VAN BRUNT.E.E. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 33640:165-33640:301. 

-8511260133 Exam Rept 50-528/OL-85-02 on 850924-27 & 1001-03.Exam results:two 
candidates failed senior reactor operator written exam & 1 1 passed operating 
exam, 13 passed reactor operator written exam & nine passed operating exam. 
WILLETT, D.J., O’BRIEN, J.P., MORRILL, P. Region 5, Office of Director. 85/11/08. 
135pp. 33640:167-33640:301. 


DOCKET STN-50-529 PALO VERDE NUCLEAR STATION, UNIT 2 


A. Application/construction stage documents & correspondence 


8511010296 Forwards response to 851002 request for addl info re post-accident sam- 
pling capabilities described in FSAR, Table 9.3-3A & revised FSAR pages.lssue 
resolved. FSAR info will be included in FSAR update. 

VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/10/24. KNIGHTON, G.W. Office of Nuclear Reactor Regulation, Director (pre- 
851125). 7pp. 33286:312-33286:318. 

8511070179 Forwards marked-up final draft Tech Specs.incorporating changes & justifi- 
cations for changes, per 851018 request 

VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/11/01. KNIGHTON, G.W. Office of Nuclear Reactor Regulation, Director (pre- 
851125). 111pp. 33365:073-33365:183. 
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8511130362 Forwards info re const status & operational readiness rept, including project 
history, const status, independent third-party insps & licensee & contractor audits.per 
851010 request. 

VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/11/01. MARTIN.J.B. Region 5, Office of Director. 66pp. 33437:001- 
33437:066. 

8511050161 Forwards results of steam generator tube rupture w/loss of offsite power & 
851015 schedule for implementation of mods, per 851029 telcon re auxiliary pressuriz- 
er spray sys. 

VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/11/04. KNIGHTON, G.W. Office of Nuclear Reactor Regulation, Director (pre- 
851125). 45pp. 33328:018-33328:062. 

8511070361 Staff requirements memo re 851025 discussion in Washington, DC re ex- 
emption request for environ qualification.Commission requested determination of 
status of environ qualification testing of hydrogen recombiners. 

CHILK.SJ. Office of the Secretary of the Commission. 85/11/04. DIRCKS.W.J. Office 
of the Executive Director for Operations. Ip. 33379:017-33379:017. 

8511110095 Forwards clarification of Section 4.1, "Structural Analysis of Spray Pond 
Piping Sys" in response to 851003 request. Clarification addresses weld corrosion 
evaluation & provides supporting calculations. 

VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/11/06. KNIGHTON, G.W. Office of Nuclear Reactor Regulation, Director (pre- 
85 1 1 25). 1 7pp. 33570:247-33570:263. 

8511200003 Forwards remarks made to mgt on 851024 re San Onofre Unit 1 auxiliary 
feedwater pump problem.Discussions also held w/ Arizona Nuclear Power Project re 
addl technical support for evaluation of post-trip review process. 

ALLEN, H.P. Southern California Edison Co. 85/11/06. MARTIN.J.B. Region 5, Office 
of Director. 7pp. 33527:112-33527:118. 

8511200100 Forwards change to FSAR Section 1.8 re QA program.Change will allow 
use of either auditing or insp personnel to perform monitoring activities at vendor fa- 
cilities. 

VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/11/12. MARTIN.J.B. Region 5, Office of Director. 3pp. 33527:218-33527:220. 

8511200115 Forwards list of correspondence affecting FSAR. FSAR update will not be 
issued prior to issuance of Unit 2 OL. 

VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/11/14. KNIGHTON.G.W. Office of Nuclear Reactor Regulation, Director (pre- 
851125). 3pp. 33527:176-33527:178. 

8511210005 Requests one-time change to Tech Specs allowing performance of re- 
quired environ qualification mods to hydrogen recombiners, per request for extension 
of 851130 deadline for qualification. 

VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/11/19. KNIGHTON.G.W. Office of Nuclear Reactor Regulation, Director (pre- 
851 125). 6pp. 33546:292-33546:297. 

8511260661 Forwards proposed final draft Tech Specs for review. Certification that 
Tech Specs accurately reflect as-built condition of plant.FSAR & SER, including de- 
scription of review process, requested by 851127. 

KNIGHTON.G.W. Licensing Branch 3. 85/11/19. VAN BRUNT.E.E. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 500pp. 33631:321-33633:110. 

8511260430 Advises that design, const & preoperational testing essentially complete w/ 
noted exceptions. Facility expected to be operationally ready to commence process 
leading to fuel loading on 851202.List of schedular exemptions end. 

VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/11/22. DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre- 
851125). 6pp. 33612:270-33612:275. 


8509190680 Forwards Director’s Decision DD-85-15 under 10CFR2.206 denying 850506 
petition on behalf of Coalition for Responsible Energy Educ.Decision will become final 
action in 25 days.FR notice end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 85/09/16. 
SCOTT.M.L. Coalition for Responsible Energy Education. 2pp. 33509:315-33510:098. 


G. Inspection reports, IE Bulletins & correspondence 

8511040214 Forwards Insp Repts 50-529/85-32 & 50-530/85-24 on 850916-19 & 0930- 
1004.No violations noted. 

KIRSCH.D.F. Region 5, Office of Director. 85/10/15. VAN BRUNT.E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). Ip. 33308:046-33308:054. 

—8511040219 Insp Repts 50-529/85-32 & 50-530/85-24 on 850916-19 & 0930-1004.No 
violations or deviations noted. Major areas inspected:NDE of piping, structural steel & 
supports & review of RCPB piping records. 

WAGNER, W.J., YOUNG, T. Region 5, Office of Director. 85/10/11. 8pp. 33308047- 
33308:054. 

8511040079 Forwards insp Repts 50-529/85-29 & 50-530/85-23 on 850923-27.No vio- 
lations noted. 

KIRSCH.D.F. Region 5, Office of Director. 85/10/17. VAN BRUNT.E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 2pp. 33308:155-33308:168. 

-8511040087 Insp Repts 50-529/85-29 & 50-530/85-23 on 850923-27.No violations or 
deviations noted. Major areas inspected:QA program & implementation w/emphasis on 
changes made to program during 1984 & 1985. 

ALBERT, W.G., NARBUT.P.P., CLARK, C.A. Region 5, Office of Director. 85/10/11 
12pp. 33308:157-33308:168. 

8511040178 Forwards Insp Repts 50-528/85-33 & 50-529/85-33 on 850916-27.No vio- 
lation noted. 

KIRSCH.D.F. Region 5, Office of Director. 85/10/17. VAN BRUNT.E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). Ip. 33307:113-33307:128. 

-8511040182 Insp Repts 50-528/85-33 & 50-529/85-33 on 850916-27.No violation or 
deviation noted.Major areas inspected:TMI action plan items, IE bulletins & 
circulars, action on inspector identified items & temporary mods. 

SORENSEN, R.C., HON, A., MILLER, L.F. Region 5, Office of Director. 85/10/16. 15pp. 
33307:114-33307:128. 

8511060499 Forwards Insp Rept 50-529/85-36 on 850930-1 004. No noncompliance 
noted. 

KIRSCH.D.F. Region 5, Office of Director. 85/10/21. VAN BRUNT.E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). Ip. 33355:041-33355:048. 

—8511060503 Insp Rept 50-529/85-36 on 850930-1 004.No violation or deviation 
noted.Major areas inspected.implementation of TMI action plan items & followup of 
50.55(e) repts. 

IVEY.K.D., YOUNG, T. Region 5, Office of Director. 85/10/18. 7pp. 33355:042- 
33355:048. 

8510250539 IE Bulletin 85-001, "Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 


F. Security, medical, emergency & fire protection plans 

8511050263 Forwards 1985 emergency preparedness exercise scenario. Requests info 
be withheld from public until exercise concluded.W/o end. 

YOWS.D.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 85/ 
08/12. MARTIN.J.B. Region 5, Office of Director. Ip. 33330:360-33330:360. 

8511130174 Forwards Preoperational Physical Security Insp Repts 50-528/85-38 & 50- 
529/85-30 & notice of violation. Insp repts & notice of violation withheld (ref 
10CFR73.21 & 2.790). 

SCARANO.R.A. Region 5, Office of Director. 85/11/06. VAN BRUNT.E.E. Arizona Nu- 
clear Power Project (formerly Arizona Public Service Co.). 2pp. 33425:159-33425:160. 

8511120062 Forwards schedule for implementing remaining NUREG-0737, Suppl 1 re- 
quirements for Units 1 & 2 SPDS & Unit 2 emergency operating 

procedures, emergency response facilities & human engineering ddiscrepanices.W/ 
Reg Guide 1.97 schedule. 

VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/11/08. KNIGHTON.G.W. Office of Nuclear Reactor Regulation, Director (pre- 
851125). 6pp. 3341 5:266-3341 5:271 . 

8511260381 Forwards Amend 9 to security plan.Amend withheld (ref 10CFR73.21 & 
2.790(d)). 

VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.), 85/11/20. KNIGHTON.G.W. Office of Nuclear Reactor Regulation, Director (pre- 
851125). 2pp. 33612:229-33612:230. 


G. Adjudicatory correspondence 

8509190682 Director’s Decision DD-85-15 denying ML Scott 850506 petition on behalf 
of Coalition for Responsible Energy Educ requesting deferral of future licensing activi- 
ties due to spray pond piping corrosion safety questions. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 85/09/16. 
11pp. 33509:317-33510:098. 


8510250546 IE Info Notice 85-084, "Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. f37pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, "Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357*063- 
33357:199. 

8511130362 Forwards info re const status & operational readiness rept, including project 
history, const status, independent third-party insps & licensee & contractor audits.per 
851010 request. 

VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/11/01. MARTIN.J.B. Region 5, Office of Director. 66pp. 33437:001* 


8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions," Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385*198- 

OIOOC-OOC 


8511130174 Forwards Preoperational Physical Security Insp Repts 50-528/85-38 & 50- 
529/85-30 & notice of violation.lnsp repts & notice of violation withheld (ref 
10CFR73.21 & 2.790). 1 

SCARANO.R.A. Region 5, Office of Director. 85/11/06. VAN BRUNT.E.E. Arizona Nu- 
clear Power Project (formerly Arizona Public Service Co.). 2pp. 33425:159-33425:160, 

8511260126 Forwards Exam Rept 50-528/OL-85-02 of exam administered on 850924- 
1 003 at Units 1 & 2. 

PATE.R.J. Region 5, Office of Director. 85/11/08. VAN BRUNT.E.E. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 33640:165-33640:301 


—8509190683 Notice of issuance of Director’s Decision DD-85-15 under 10CFR2.206 
denying ML Scott 850506 petition on behalf of Coalition for Responsible Energy 
Educ.Alleged spray pond pipe corrosion safety questions inadequate for relief. 
DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). #485 194. 
85/09/1 6. 2pp. 33509:31 1 -33509:31 4. 


-8511260133 Exam Rept 50-528/OL-85-02 on 850924-27 & 1001-03.Exam re$uits:two 
candidates failed senior reactor operator written exam & 11 passed operating 
exam, 13 passed reactor operator written exam & nine passed operating exam. 
WILLETT, D.J., O’BRIEN, J.P., MORRILL, P. Region 5, Office of Director. 85> 

135pp. 33640:167-33640:301. 


85/11/08. 
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8511270291 Forwards SALP input for activities during Apr 1984 - Sept 1 985.Category 2 
level given to overall performance in functional area of licensing activities, same level 
given in previous SALP rept. 

LICITRA.E.A. Licensing Branch 3. 85/11/12. KIRSCH.D. Region 5, Office of Director. 
11pp. 33711:257-33711:267. 

8511130441 IE Bulletin 85-003, ‘‘Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, "Hazards of Inerting Atmospheres.” Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150114 IE Info Notice 85-089, "Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 


S. Reportable occurrences, LERs & related correspondence 

8511210520 FOIA request for documents re 850912 loss-of-load test incident, as dis- 
cussed in HL Thompson 851002 Itr to EE Van Brunt. 

GARDE, B.P. Government Accountability Project. 85/10/10. Office of Administration. 
2pp. 33582:3 1 9-33582:320. 

8511010545 Part 21 & final Deficiency Rept DER 85-25 re auxiliary feedwater pump tur- 
bine quick start failure.Steam traps inspected & serviced, turbine manual drain valves 
realigned, governor ramp time increased & time delay reduced. 

VAN BRUNT, E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/10/15. KIRSCH.D.F. Region 5, Office of Director. 6pp. 33292:324-33292:329. 

8511070058 Forwards summary of revs to listed final deficiency repts. Revs describe 
changes evaluated as substantive. 

VAN BRUNT, E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/10/21. KIRSCH.D.F. Region 5, Office of Director. 5pp. 33374:343-33374:347. 

8511140003 Final Part 21 & Deficiency Rept DER 85-28 re C-E instrument rack conduit 
installations.Bechtel installed Anaconda flex conduit for Unit 1 instead of Svc Air flex 
conduit in order to meet test schedule. 

VAN BRUNT, E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/10/28. KIRSCH.D.F. Region 5, Office of Director. 5pp. 33467:267-33467:271. 

8511140218 Interim Deficiency Rept DER 85-32 re seismic separation between 
bldgs. Initially reported on 85091 7.Final rept delayed until 851115 due to extensive in- 
vestigation & evaluation. 

VAN BRUNT, E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/10/28. KIRSCH.D.F. Region 5, Office of Director. 2pp. 33458:360-33458:361. 

8511140261 Final Part 21 & Deficiency Rept DER 85-34 re override feature on diesel 
generator.New DCP issued for Unit 2 to modify diesel generator output breaker circuit 
to prevent initiation of trip signal. 

VAN BRUNT, E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/10/28. KIRSCH.D.F. Region 5, Office of Director. 4pp. 33467:194-33467:197. 

8511210527 Partial response to FOIA request for documents re loss-of-load test inci- 
dent at plant, as discussed in NRC 851002 Itr to util.Forwards App B documents.Apps 
A & B documents also available in PDR. 

FELTON, J.M. Division of Rules and Records. 85/10/30. GARDE, B.P. Government Ac- 
countability Project. 3pp. 33582:321-33583:099. 

8511200006 PNO-V-85-076:on 851 108, licensee reported that studs in RCS line stops A 
& B did not meet hardness requirements.Relief from 10CFR50,App A, GDC 4 request- 
ed to preclude retorquing studs. 

MILLER, L, ZIMMERMAN, R. Region 5, Office of Director. 85/11/13. 2pp. 33527:108- 
33527:109. 


T. Hearing transcripts on non-antitrust matters 

8511130299 Transcript of ACRS Subcommittee on CESSAR/Palo Verde Nuclear Gener- 
ating Station 851105 meeting in Washington, DC.Pp 1-326. Supporting documentation 
end. 

* ACRS - Advisory Committee on Reactor Safeguards. 85/11/05. 404pp. 33424:001- 
33425:045. 


U. Congressional/Executive Correspondence 

8511250390 Fo wards response to J Curtiss request for info re 851120 markup of low 
level waste act amends by Senate Subcommittee on Nuclear Regulation forwarded to 
EDO by J Gom on 851 113. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/18. 
REHM.T. Office of the Executive Director for Operations. 8pp. 33619:180-33619:191. 


-8511250402 Submits J Curtiss (Senate Subcommittee on Nuclear Regulation) request 
for info re low level waste amends markup. Legal definition of commercial nuclear 
power plants, including PWR.BWR & Fort St Vrain requested. 

GORN.J. NRC - No Detailed Affiliation Given. 85/11/13. REHM.T. NRC - No Detailed 
Affiliation Given. 4pp. 33619:188-33619:191. 


V. Operator Examinations 


8511260126 Forwards Exam Rept 50-528/OL-85-02 of exam administered on 850924- 
1003 at Units 1 & 2. 

PATE.R.J. Region 5, Office of Director. 85/11/08. VAN BRUNT, E.E. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 33640:165-33640:301. 

-8511260133 Exam Rept 50-528/OL-85-02 on 850924-27 & 1001-03.Exam results:two 
candidates failed senior reactor operator written exam & 11 passed operating 
exam, 13 passed reactor operator written exam & nine passed operating exam. 
WILLETT, D.J., PATE.R.J. Region 5, Office of Director. 85/11/08. 135pp. 33640:167- 
33640:301. 


DOCKET STN-50-530 PALO VERDE NUCLEAR STATION, UNIT 3 


A. Application/construction stage documents & correspondence 


8511010296 Forwards response to 851002 request for addl info re post-accident sam- 
pling capabilities described in FSAR, Table 9.3-3A & revised FSAR pages.lssue 
resolved.FSAR info will be included in FSAR update. 

VAN BRUNT, E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/10/24. KNIGHTON, G.W. Office of Nuclear Reactor Regulation, Director (pre- 
851125). 7pp. 33286:312-33286:318. 

8511050161 Forwards results of steam generator tube rupture w/loss of offsite power & 
851015 schedule for implementation of mods, per 851029 telcon re auxiliary pressuriz- 
er spray sys. 

VAN BRUNT, E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/11/04. KNIGHTON, G.W. Office of Nuclear Reactor Regulation, Director (pre- 
851 1 25). 45pp. 33328:01 8-33328:062. 

8511110095 Forwards clarification of Section 4.1, “Structural Analysis of Spray Pond 
Piping Sys” in response to 851003 request Clarification addresses weld corrosion 
evaluation & provides supporting calculations. 

VAN BRUNT, E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/11/06. KNIGHTON, G.W. Office of Nuclear Reactor Regulation, Director (pre- 
851125). 17pp. 33570:247-33570:263. 

8511200003 Forwards remarks made to mgt on 851024 re San Onofre Unit 1 auxiliary 
feedwater pump problem.Discussions also held w/Arizona Nuclear Power Project re 
addl technical support for evaluation of post-trip review process. 

ALLEN, H.P. Southern California Edison Co. 85/11/06. MARTIN, J.B. Region 5, Office 
of Director. 7pp. 33527:112-33527:118. 

8511200100 Forwards change to FSAR Section 1.8 re QA program.Change will allow 
use of either auditing or insp personnel to perform monitoring activities at vendor fa- 
cilities. 

VAN BRUNT, E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/11/12. MARTIN, J.B. Region 5, Office of Director. 3pp. 33527:218-33527:220. 

8511200115 Forwards list of correspondence affecting FSAR. FSAR update will not be 
issued prior to issuance of Unit 2 OL. 

VAN BRUNT, E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/11/14. KNIGHTON, G.W. Office of Nuclear Reactor Regulation, Director (pre- 
851125). 3pp. 33527:176-33527:178. 


F. Security, medical, emergency & fire protection plans 

8511050263 Forwards 1985 emergency preparedness exercise scenario. Requests info 
be withheld from public until exercise concluded.W/o end. 

YOWS,D.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 85/ 
08/12. MARTIN, J.B. Region 5, Office of Director. Ip. 33330:360-33330:360. 

8511260381 Forwards Amend 9 to security plan.Amend withheld (ref 10CFR73.21 & 
2.790(d)). 

VAN BRUNT, E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/11/20. KNIGHTON, G.W. Office of Nuclear Reactor Regulation, Director (pre- 
851125). 2pp. 33612:229-33612:230. 


Q. Inspection reports, IE Bulletins & correspondence 


8511040214 Forwards Insp Repts 50-529/85-32 & 50-530/85-24 on 850916-19 & 0930- 
1004.No violations noted. 

KIRSCH.D.F. Region 5, Office of Director. 85/10/15. VAN BRUNT, E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). Ip. 33308:046-33308:054. 

-8511040219 Insp Repts 50-529/85-32 & 50-530/85-24 on 850916-19 & 0930-1 004.No 
violations or deviations noted.Major areas inspected:NDF of piping, structural steel & 
supports & review of RCPB piping records. 

WAGNER, W.J., YOUNG.T. Region 5, Office of Director. 85/10/11. 8pp. 33308:047- 
33308:054. 

8511040079 Forwards Insp Repts 50-529/85-29 & 50-530/85-23 on 850923-27.No vio- 
lations noted. 

KIRSCH.D.F. Region 5, Office of Director. 85/10/17. VAN BRUNT, E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 2pp. 33308:155-33308:168. 

-8511040087 Insp Repts 50-529/85-29 & 50-530/85-23 on 850923-27.No violations or 
deviations noted.Major areas inspected:QA program & implementation w/emphasis on 
changes made to program during 1984 & 1985. 

ALBERT, W.G., NARBUT.P.P., CLARK, C.A. Region 5, Office of Director. 85/10/11. 
12pp. 33308:157-33308:168. 



238 DOCKETED STEMS 


3510250539 


8510250543 


35-:;’ •S-~£~ Binding of Auxiliary Feedwater Pumps.” Svc list 
s Office. C^ce c: irscec:.';- EYr'rsmcnt. 85/10/29. Con- 
es 35-033. "Potential Failures of 3E PK-2 Test Biocks.” Svc list 

-• s. ^nd-esrin c Response (Post 

o‘ \ew v c:s. : nc. f35pp. 33358:003- 


8511210527 Partial response to FOIA request for documents re loss-of-load test inci- 
dent at plant, as discussed in NRC 851002 Itr to util. Forwards App B documents.Apps 
A & B documents also available in PDR. 

FELTON, J.M. Division of Rules and Records. 85/10/30. GARDE, B.P. Government Ac- 
countability Project. 3pp. 33582:321-33583:099. 

8511200006 PNO-V-85-076:on 851 108, licensee reported that studs in RCS line stops A 
& B did not meet hardness requirements.Relief from 1 0CFR50,App A, GDC 4 request- 
ed to oreclude retorquinq studs. 

iVilLLtR.L. Region 5. Office of Director. 85/11/13. 2pp. 33527:108-33527:109. 


S51025054S \E info Notice 8S-C84, "Inadequate inservice Testing of MSIVs. Svc list 



D 'eparetiness & Engineering Response (Post 
si" Co. of New Vo'K, .nc. 137pp. 33357:200- 


351 Q 290 G 39 'E info N i 
Safer/ Re'iet Valve C 
;:s: end. 

JORDAN. £.0. DtViSic' 
330-1031. 35/1 C/31. 1 
33357:159. 


:e £5-385, “Sys Interaction Event Resulting in Reactor Sys 
jr.ing Following Fre Protection Deluge Sys Malfunction. Svc 

-f Cfnsrrern/ =r ~p£rednsss & E^cinc-a-'ing Response (Post 
rater Ersr- Co. of New Vr-K, Inc t35op. 33357:063- 


T. Hearing transcripts on non-antitrust matters 

8511130299 Transcript of ACRS Subcommittee on CESSAR/Palo Verde Nuclear Gener- 
ating Station 851105 meeting in Washington, DC.Pp 1-326. Supporting documentation 
end. 

* ACRS - Advisory Committee on Reactor Safeguards. 85/11/05. 404pp. 33424:001- 
33425:045. 


U. Congressional/Executive Correspondence 


3511010020 IE Info Notice 35-0S6, “Lightning Strikes at Nuclear Power Generating Sta- 
tions/’ Svc list end. „ _ . _ /n . 

JORDAN E.L. Division r 1 E~e'dsnov D 'eparedness & Engmeenng Response (Post 
3301031 '35/II /C5. Cc'sc .rater Ed son Co. of New York, Inc. 139pp. 33385:198- 
333S5 r 335. 


8511250390 Forwards response to J Curtiss request for info re 851120 markup of low 
level waste act amends by Senate Subcommittee on Nuclear Regulation forwarded to 
EDO by J Gorn on 851113. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/18. 
REHf-i.T. Office of the Executive Director for Operations. 8pp. 33619:180-33619:191. 


8511270291 Forwards SAL? input for activities during Apr 1984 - Sept 1985.Category 2 
'eve! given to overall performance in functional area of licensing activities, same level 
given in previous SAL? rept. 

ElC: T ® 4 E.A Uce-’S^c B'ancr, 3. 85/11/12. KIRSCH,D. Region 5, Office of Director. 


-8511250402 Submits J Curtiss (Senate Subcommittee on Nuclear Regulation) request 
for info re low level waste amends markup. Legal definition of commercial nuclear 
power plants, including PWR.BWR & Fort St Vrain requested. 

GORN,J. NRC - No Detailed Affiliation Given. 85/11/13. REHM.T. NRC - No Detailed 
Affiliation Given. 4pp. 33619:188-33619:191. 


8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to improper Switch Settings.” Svc fist end. 

TAYLOR, J.M, Director’s Office, Office of inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33 714:031. 

851115QG98 fE Info Notice 85-087, “Hazards of inerting Atmospheres.” Svc list end. 
JORDAN, E.L. Division d Eme-genc- • Preparedness & Engineering Response (Post 
830103). 85/11/18. Do-sc.icared Edison Co. of New York, Inc. 70pp. 33631:001- 

33631:017. 

8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. 

JORDAN, E.L. Division d Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Ccnsciidared Edison Co. of New Yc.-k, 'nc. 130pp. 33631:018- 
33631:151. 

8511150089 Suppl 1 to SE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & F-'dree-inc Response (Post 
830103). 85/11/19. Consolidated Ecison Co. of New •o-' Inc i'3-op. 33713:123- 
33713:252. 

8511150114 IE info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Conse/riated Edison Co. of New York, In c. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys.” Svc 

list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, inc. 135pp. 33713:001- 
33713:122. 


S. Reportable occurrences, LERs & related correspondence 

8511210520 FOiA request for documents re 850912 loss-of-load test incidents dis- 
cussed in HL Thompson 851002 Itr to EE Van Brunt. 

GARDE, B.P. Government Accountability Project. 85/10/10. Office of Administration. 
2pp. 33582:319-33582:320. 


DOCKET STN-50-546 MARBLE HILL NUCLEAR STATION, UNIT 1 


Q. Inspection reports, SE Bulletins & correspondence 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director's Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 136pp. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Resulting in Reactor Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys Malfunction.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 


8511010545 Part 21 & final Deficiency Rept DER 85-25 re auxiliary feedwater pump tur- 
bine quick start failure.Steam traps inspected & serviced.turbine manual drain valves 
realigned, governor ti-c V c'££5-: J & time delay reduced. 

VAN BRUNT.E.E. > c.ca: Power Project (formerly Arizona Public Service 

Co.). 85/10/15. KIRSCH.D.F. Region 5, Office of Director. 6pp. 33292:324-33292:329. 

8511070058 Forwards summary of revs to listed final deficiency repts. Revs describe 
changes evaluated as substantive. 

VAN '’BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/10/21. KIRSCH.D.F. Region 5, Office of Director. 5pp. 33374:343-33374:347. 


8511150098 IE Info Notice 85-087, “Hazards of Inerting Atmospheres." Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 


8511150107 IE Info Notice 85-088, "Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp, 3363 T0 18- 
33631:151. 


8511140003 Final Part 21 & Deficiency Rept DER 85-28 re C-E instrument rack conduit 
installations.Bechtel installed Anaconda flex conduit for Unit 1 instead of Svc Air flex 
conduit in order to meet test schedule. 

VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/10/28. KIRSCH.D.F. Region 5, Office of Director. 5pp. 33467:267-33467:271 . 


8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 


8511140218 Interim Deficiency Rept DER 85-32 re seismic separation between 
bidg$.initially reported on 85091 7.Final rept delayed until 851115 due to extensive in- 
vestigation & evaluation. 

VAN BRUNT.E.E. Arizona Nuclear Power P r oiect (fermeriv Arizona Public Service 
Co.). 85/10/28. KIRSCH.D.F. Region 5, GHce c: Director. 2pp. 33^53:360-33453:361. 


8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. 

? ivision °f Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 


8511140261 Final Part 21 & Deficiency Rept DER 85-34 re override feature on diesel 
generator.New DCP issued for Unit 2 to modify diesel generator output breaker circuit 
to prevent initiation of trip signal. 

VAN BRUNT, E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/10/28. KIRSCH.D.F. Region 5, Office of Director. 4pp. 33467:194-33467:197. 


8511150120 IE Info Notice 85-090, "Use of Sealing Compounds in Operating Sys.” Svc 
list end 

Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
3371 3:1 22. 
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DOCKET STN-50-547 MARBLE HILL MUCLEAR STATION, UNIT 2 
Q. Inspection reports, IE Bulletins & correspondence 

8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps." Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, "Potential Failures of GE PK-2 Test Blocks." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York, Inc. I36pn. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs." Svc list 
end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/30, Consolidated Edison Co. of New York, inc. 137pp. 33357:200- 
33357:336. 

8510290039 IE Info Notice 85-085, “Sys Interaction Event Rosulti-.c n °codc' Sys 
Safety Relief Valve Opening Following Fire Protection Deluge Sys .remrcio'i. ’ Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199, 

8S11010020 IE Info Notice 85-086, “Lightning Strikes at Nuclear Power Generating Sta- 
tions." Svc list end. „ _ . . _ x 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/11/05. Consolidated Edison Co. of New York, Inc. 139pp. 33385:198- 
33385:335. 

8511130441 IE Bulletin 85-003, "Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511150098 IE Info Notice 85-087, "Hazards of Inerting Atmospheres/’ Svc list end 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 

830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33631:001- 
33631:017. 

8511150107 IE Info Notice 85-088, "Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. „ _ . _ /D „ + 

JORDAN.E.L. Division of Emergency Preparedness & Engineering R esp °!}|® 1 

880103) 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631.018- 
33631:151. 

8511150089 Suppl 1 to IE Info Notice 85-058, "Failure of GE Type AK-2-25 Reactor 

JORDAN, EL. Division of Emergency Preparedness & Engineering Resoonse^Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 3-,,p jV - ■ -°- 
33713:252. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling." Svc list end. p n „ (Post 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
630103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712.214 
33712:346. 


8511150120 IE Info Notice 85-090, "Use of Sealing Compounds in Operating Sys. " Svc 

JORDAN.E.L. Division of Emergency Preparedness & 3'00?- 

830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. Jdna.uu 
33713:122. 


DOCKET 50-601 RESAR SP/9Q 

A, Application/construction stag® documents & correspondence 

8511190297 Notification of 851119-20 meetings w/Westinghouse in Monroeville, PA to 

discuss PRA submitted in RESAR-SP/90. . oe/n /14 THOMAS CO. 

PATEL, C.P. Standardization & Special Projects Branch 85 V1 1/14. THUMAa.uu 
Standardization & Special Projects Branch. 3pp. 33534.328-33534.3JU. 

domestic licensing of special nuclear material 

DOCKET 70-0027 BABCOCK & WILCOX CO., LYNCHBURG, VA 

8511060114 Forwards changes to physical P[f n Sn^esponse to^PStoh^ 850610 
realignment of alarm station m resp0 " S 

Itr to RE Tetrault.Changes withheld (ref 1 0 CFR 2 /yuj. f Direc . 

REGAN.N.A. Babcock & Wilcox Co. 85/08/13. GRACE, J.N. Region 
tor. Ip. 33372:310-33372:310. 

851 1060476 Forwards revisec 'pages to > Physical security ^^wfsS 
walk-through explosive detecfon unit for personnel searches w/sens y 

RE P !a“ GRACE, J.N. Region 2, Office of Direc 

tor. Ip. 33369:290-33369:290. 

85 c r^^ 

RKA^^^^ GRACE ' J N - Re9i ° n 2 ' ° ffiCe ° f D ' reC ‘ 

tor. Ip. 33381:099-33381:099. 


8511060263 Forwards response to regu.aiory e^eci-verress rev sa z<s"- z .zZz}.~ 
.~eeLrg.Co--e:t:.e actionsjntenm measures S :mp : e~rems:"cr screi-e re* i,.- 
n:-.oar: saregjares inadequacies noted.Respcnse w,:h*re:c re: :CGF = 9 : »' ' 
TETRAULT.R.E. Babcock & Wilcox Co. 85/ 05.- 25. 5RCWV.VE C.,' s.:- :• Sare- 
guards. Ip. 33371:040-33371:040. 

8511070197 Forwards changes to Chapter 21 of ?h>s,ca. secure, car; Sre:.re 
Vll.Changes incorporate add! words :c Paragraph 2" .2.1 .Chsrees a :: rne; re 
10CFR2.790). 

REGAN.N.A. Babcock & Wiicox Co. 85/09/30 GRACE.J.N. Pec. on 2, C'h.ce 2 re:- 
tor. Ip. 33380:331-33380:331. 

8511060358 Provides info re 851023 planned shipment c SNM cf mccrerere sea: re; : 
importance nor 10CFR73.72(a)(b).Mat! w.i! be shipped by true* from :c - 
Gaithers cure..'-, u. 

7a v LCRB.= Babcock & Wilcox Cc. 85/10/02. GRACE J.N Reg'cr 2 :s r 2 ■ 
rector. 3pp. 33372:044-33372:046. 

8511070459 Forwards revised Pace A40 to Section VI i cf physical secure, :.a ’.car C c 
Smith 850926 request & 10CFR70.32(e}. Rev withheld !ref 'CCPR2T9C'd 
REGAN.N.A. Babcock & Wilcox Co. 35/10/07. GRACE, J N. Region 2, C Wi ,:e c re;- 

tor. Ip. 33385:144-33385:144. 

8511120004 Application for amend tc Lcer.se SNM-42 rev s ~g _Sschcr ■: . Crepre: * :: 
Branch. 10pp.' 33442:075^33442:084.'' 

8511110253 Responds to NRC 851004 Itr re violations noted m Mat; Ccrere & Acre, re"- 
ability Insp Rept 70-0027/85-1 S.Corrective actionsrSecibn 5.8 cf tampered: recce- 
dure reemphasized to emcicveos re-evreg t-.—persafe seals. 

TETRAULT.R.E. Babccck i '.Vrec* Cc £5 ' L 22. GRACE. J.N. Reg:cn 2, ~~ :e re - - 

rector. 3pp. 33387:215-33387:217. 

8511060211 Informs of Region II telephone prefix changes for deal & cor. mere a' 

numbers.effective 851112. „ „ , . , 

BARR.K.” Reg C’' 2 C“ : cs cf Director. 85/10/25. TETRAuLT.R.c. sacccc* & «« 

Co. Ip. reilic* v lS-:i33::c ‘5' 

8511010002 SALP Rept for Oct 1 983 - Sept 1985, _ _ „ 

KETZLACH.N. Uranium Fuel Licensing Branch. 85/10/28. 2pp. 2330s. uAu-uuuLreLA-i 

8511110449 Notifies of issuance of Amend 3 to License SNM-42. a-hrere ' - : ^ 

in organizational structure of radiation & nuclear criticality safer... reegre. 

CROW.W.T. UrsrL~ r .e“ 'rers : re; Branch. 85/10/31. - - =ab::.> a 

wiicox Co. i p. 2.v.: ■ £ 

-8511110464 Discusses review of 851010 license amend request. No safety re ^ ■ 

emblem observed ‘ yI r-cauosred c h a n ge« tc crganlcabons' structure ^ 

ZZ \ ”-sr- t,.-':' Branch. CRC»v,.Y7. Civ.s;c.n c. -jet --yore & 

A,'.... si; r-'-uel Cycle & Material Safety. 2pp. ^34^4^ — 

33404:315. 

-8511110472 Informs that no environ assessment or EiS required for 8= process: 
amend to License SNM-42, authorizing changes in organizational stature u; .a..a... 

Z nnrlpar sa*eh‘ 0'0d r ? m S SE G end. 

CF?OW W.T. 'ITarJ” --e u: Branch. 85/10/28. Uranium ruei Acensmg 

Branch. Ip. 33- C--‘ E-GG -O-i :■ ‘ -? 

8511140131 Forwards Insp Rept 70-0027/85-18 on 850826-30 & notice cf violate- * c 

notice of violation. QK M1/r!1 tctdai ii_t « ~ Bafccccr, s 

GRACE, J.N. Region 2, Office cf^Director. 85x • 1 > Cl TcTHAul -a 

Wilcox Co. 2pp. 33458:084-3345c:Cs5. 

Z -Mif -Htauwnwts for -aiaacltve f-K 
W^-'TTNG 'C\ R u -CEE'v 2 V "Loon 2, Cfrice c -"C-.v. -- - - -r 

8511110178 Forwards Insp Rept 70-0027/85-20, on 851015-19,No violation or dev=af:cn 
noted.Rept withheld (r^l0CFR2.790 & 73.21). TFTRAULT . R . E . gabeeek & W:,:o« 
BARR K.P. Region 2, Office of Director, oo/n/uo. 

Co. 2pp. 33392:050-33392:051. 

_ ^ v-‘ : -r 85-080 "Timely Declaration cf Emergency 

8511110255 ror^ r. ^ ^"•..“4 ^Emergency Notifications. " No action sr 
^ ass.. '■■p.e' :v;.. “ ■“ ‘ig _. ■ 

85/11/05. ENGELDER.T.C. Baocock & 

\\ .COX Cc -c. L ; 3.'. ; 5£- i . ■ - 


8511130166 PNO-ll-85-104 : on 851105. operations at .sites f d ue " fioci^^ 
^equalization • 


jzation ponds.contasnmg radioactive nwu — * 
doubied-Contfols initiate! to assure pmces 3 _ hquio I was.e og .MU*. , M . 

KAHLE.J., CLINE, W. Region 2, Office of Director. ...... 

33425:110. 

8511210220 Advises that 850930 rev to physical security plan consistent „/provrs,cns 
oif^ dl orector. 85/11/07. TETRAULT.R.E. Babecok a 

of Director. 85/11/20. TETRAULT.R.E. Babcock & 


meeting, 


stohh jp. Ro^?.ors.^c 
Wilcox Cc. 2pp. ,:fc 


DOCKET 70-0036 COMBUSTION ENGINEERING, INC, WINDSOR, CT 

8511210076 Notifies that RJ I Kioto will replace U Swallow as criticality speaalrst tor 

BS/11/01. CROW.W.T. Uranium Fue. 

Licensing Branch. 2pp. 33558:152-33558.153. 
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DOCKET 70-0135 BABCOCK & WILCOX CO., APOLLO, PA 

8511250427 Responds to end 850926,30,1001 & 08 Itrs forwarding C Virostek ques- 
tions re B&W operations in State of PA. Meeting will be arranged w/C Virostek to ad- 
dress concerns. Individuals may request radiation exposure records from B&W. 
DIRCKS.W.J. Office of the Executive Director for Operations. 85/11/04. MURTHA.J.P. 
House of Rep. 40pp. 33618:333-33619:009. 

8511190175 Confirms 851 12 - * rreefnc tc d : scuss B&W operations. Meeting site will be 
decided at later date.List of NRC a::oncees provided. 

CROW.W.T. Uranium Fuel Licensing Branch. 85/11/13. VIROSTEK, C. Affiliation Not 
Assigned. Ip. 33534:356-33534:356. 


DOCKET 70-0143 NUCLEAR FUEL SERVICES, INC., ERWIN, TN 

8511070062 Responds to 850419 Itr re vendor 850124 regulatory effectiveness review 
(RER) response submittal.lmplementation schedule for RER-related project not yet 
revised.Encl withheld. 

JOHNSON, S.C. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 85/09/13. 
BROWN, W.B. Fuel Facility Safeguards Licensing Branch (Pre 850707). Ip. 33381:1 OS- 
33381 :1 05. 

8511010475 Forwards Insp Rept 70-0143/85-27 on 850708-0816 & notices of 
violation.EncIs withheld (ref 10CFR2.790 & 73.21). 

STOHR.J.P. Region 2, Office of Director. 85/10/16. GUINN, F.K. Nuclear Fuel Serv- 
ices, Inc. (subs, of Getty Oil Co.). 2pp. 33292:245-33292:246. 

8511040125 Forwards Insp Rept 70-0143/85-28 on 850817-0920 & notice of 
violation.W/o notice of violation. 

STOHR.J.P. Region 2, Office of Director. 85/10/16. GUINN.F.K. Nuclear Fuel Serv- 
ices, Inc. (subs, of Getty Oil Co.). 2pp. 33307:237-33307:245. 

-8511040141 Insp Rept 70-0143/85-28 on 85081 7-0920. Violations noted: failure to 
measure airborne radioactivity in Bldg 302 incinerator & scanning areas & failure to 
record wind direction data required by radiological contingency plan. 

LEE.T.D., MCALPINE.E.J. Region 2, Office of Director. 85/10/09. 7pp. 33307:239- 
33307:245. 

8511060245 Notifies of Region II telephone prefix & number changes, effective 851112. 
BARR,K.P. Region 2, Office of Director. 85/10/25. GUINN.F.K. Nuclear Fuel Services, 
Inc. (subs, of Getty Oil Co.). Ip. 33355:302-33355:302. 

8511040250 Forwards Insp Rept 70-0143/85-36 on 850930-1 004.No violation or devi- 
ation noted.Rept details withheld (ref 10CFR2.790 & 73.21). 

BARR.K.P. Region 2, Office of Director. 85/10/28. GUINN.F.K. Nuclear Fuel Services, 
Inc. (subs, of Getty Oil Co.). 2pp. 33296:272-33296:274. 

-8511040258 Insp Rept 70-0143/85-36 on 850930-1 004.No violation or deviation 
noted.Major areas inspected: measurement sys (Segmented Gamma Scan-1) & inde- 
pendent insp effort.Details withheld (ref 10CFR2.790 & 73.21). 

CLAY.E.L., MCALPINE.E.J. Region 2. Office of Director. 85/10/24. Ip. 33296:274- 
33296:274. 

8511130189 Suppls 850823 & 27 responses to violations noted in Insp Repts 70-0143/ 
84-39,70-0143/85-05 & 70-01 43/85-08.Corrective actions:contro!s modified to correct 
identified problems. Consultant hired to interpret bioassay data. 

GUINN.F.K. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 85/10/29. 
GRACE, J.N. Region 2, Office of Director. 2pp. 33434:140-33434:141. 

8511040430 Submits items of interestUtil issued License SNM-1939 on 851 028, author- 
izing receipt, possession, insp & storage of U enriched in U-235 isotope contained in 
fuel assemblies & in-core fission chambers. Meeting w/NFS discussed. 

CROW.W.T. Uranium Fuel Licensing Branch. 85/10/30. DAVIS, J.G. Office of Nuclear 
Material Safety & Safeguards, Director. Ip. 33336:246-33336:246. 

8511110092 Forwards Insp Rept 70-0143/85-32 on 850925-27.No violation or deviation 
noted. 

BARR.K.P. Region 2, Office of Director. 85/10/30. GUINN.F.K. Nuclear Fuel Services, 
Inc. (subs, of Getty Oil Co.). 2pp. 33387:021-33387:026. 

-8511110099 Insp Rept 70-0143/85-32 on 850925-27.No violation or deviation 
noted.Major areas inspected-.emergency preparedness. 

MARSTON.R.R., KREH.J.L., CUNNINGHAM, A.L. Region 2, Office of Director. 85/10/ 
22. 4pp. 33387:023-33387:026. 

8511220161 Forwards response to NRC safety concerns & to Oil, Chemical & Atomic 
Workers lntl Union allegations re plant operations. NRC unreasonable in requesting 
licensee response to allegations of striking union. 

GUINN.F.K. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 85/11/01. 
STOHR.J.P. Region 2, Office of Director. 9pp. 33603:241-33603:249. 

8511110191 Ack receipt of 851004 Itr in response to NRC 850920 request to investi- 
gate concerns identified by Oil, Chemical & Atomic Workers Union.NRC will conduct 
review of investigation, including any corrective action. 

STOHR.J.P. Region 2, Office of Director. 85/11/05. GUINN.F.K. Nuclear Fuel Serv- 
ices, Inc. (subs, of Getty Oil Co.). Ip. 33387:248-33387:248. 

8511110197 Advises that commitment date for Item lli.d.(l) of Attachment B should be 
1 wk after resumption of normal operations following Oil, Chemical & Atomic Workers 
strike settlement, per 851017 telcon. 

STOHR.J.P. Region 2, Office of Director. 85/11/05. GUINN.F.K. Nuclear Fuel Serv- 
ices, Inc. (subs, of Getty Oil Co.). Ip. 33387:361-33387:361. 

8511110297 Forwards IE Info Notice 85-80, “Timely Declaration of Emergency 
Class, Implementation of Emergency Plan & Emergency Notification," due to emergen- 
cy condition not being classified or reported. W/o end. 

STOHR.J.P. Region 2, Office of Director. 85/11/05. GUINN.F.K. Nuclear Fuel Serv- 
ices, Inc. (subs, of Getty Oil Co.). 1 p. 33386:240-33386:240. 

851 1190501 Responds to 851004 Itr re safety of resumed limited plant operations at 
NFS faciiity.Considerable effort expended to ensure that operations conducted safely 
since limited operation began on 850815. 

PALLADINO.N.J. Commissioners. 85/11/06. SASSER, J.R., GORE, A. Senate. 4pp. 
33543:255-33543:260. 


-8511190504 Requests NRC briefing or rept re allegations of safety hazards at NFS 
facility & rept on stipulations imposed on facility during period of operation on limited 
basis. 

SASSER, J., GORE, A. Senate. 85/10/04. PALLADINO.N.J. Commissioners. 2pp. 
33543:259-33543:260. 

8511210122 Forwards Physical Security Insp Rept 70-0143/85-39 on 851028-1 101. No 
violation or deviation identified. 

STOHR.J.P. Region 2, Office of Director. 85/11/08. GUINN.F.K. Nuclear Fuel Serv- 
ices, Inc. (subs, of Getty Oil Co.). 2pp. 33578:171-33578:173. 

-8511210130 Physical Security Insp Rept 70-0143/85-39 on 851028-1 101. No violations 
identified. Major areas inspected:mgt effectiveness re security program & security orga- 
nization. Details of rept withheld. 

ENNIS, J.D., MCGUIRE, D.R. Region 2, Office of Director. 85/11/08. Ip. 33578:173- 
33578:173. 


8511190475 Discusses items of interest, including Nuclear Assurance Corp 851105 re- 
uest for approval to purchase NFS & KE Asmussen 851107 meeting w/GA Co to 
iscuss GA Co reorganization. 

CROW.W.T. Uranium Fuel Licensing Branch. 85/11/13. DAVIS.J.G. Office of Nuclear 
Material Safety & Safeguards, Director. 3pp. 33534:263-33534:265. 

8511220037 Forwards description of addl info needed to complete environ impact as- 
sessment for renewal of License SNM-124.lnfo requested by 851215. 

SHUM.E.Y. Uranium Fuel Licensing Branch. 85/11/15. KNIGHT, B. Nuclear Fuel Serv- 
ices, Inc. (subs, of Getty Oil Co.). 2pp. 33603:271-33603:272. 

8511270198 Responds to violations noted in Insp Rept 70-0143/85-28. Corrective 
actions:review conducted to ensure air sampling during operation & mods to inking 
mechanism on readout completed. 

GUINN.F.K. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 85/11/15. 
GRACE.J.N. Region 2, Office of Director. 3pp. 33626:341-33626:343. 

8511270158 Trip rept of 851106 visit to Atlanta, GA re application for renewal of License 
SNM-124. 

SOONG.A.L. Uranium Fuel Licensing Branch. 85/11/19. CROW.W.T. Uranium Fuel Li- 
censing Branch. 2pp. 33645:355-33645:356. 


DOCKET 70-0364 BABCOCK & WILCOX CO., APOLLO, PA 


8511140110 Extends invitation to attend 851108 open house of waste reduction 
ctr, featuring super-compactor & incinerator to reduce vol of low level radwaste before 
storage/burial. 

DAM.A.S. Babcock & Wilcox Co. 85/10/28. ROUSE.L. Advanced Fuel & Spent Fuel 
Licensing Branch. 3pp. 33492:162-33492:165. 

8511110453 Ack receipt of 851010 Itr on behalf of E Rendell public hearing on B&W 
proposed vol reduction svcs facility in Parks Township.lnformal hearing ordered by 
Commission on 850725.No licensing action will be taken prior to hearing. 
KAMMERER.C. Office of Congressional Affairs. 85/10/31. SPECTER, A. Senate. 4pp. 
33404:322-33404:327. 


-8511110457 Requests consideration of end E Rendell 851010 Itr re B&W vol reduc- 
tion ctr in Parks Township.PA.Hearing requested if appropriate. 

SPECTER, A. Senate. 85/10/10. PALLADINO.N. Commissioners. 2pp. 33404:326- 
33404:327. 

8511060396 Trip rept of 851009 visit to B&W site in Parks Township, PA. Short-term re- 
medial actions to deal w/surface soil contamination on burial ground upper slope 
reviewed. Pu & metals bldgs also toured. 

LOYSEN.P. Advanced Fuel & Spent Fuel Licensing Branch. 85/11/01. ROUSE, L.C. 
Advanced Fuel & Spent Fuel Licensing Branch. Ip. 33358:278-33358:278. 

8511250427 Responds to end 850926,30,1001 & 08 Itrs forwarding C Virostek ques- 
tions re B&W operations in State of PA. Meeting will be arranged w/C Virostek to ad- 
dress concerns. Individuals may request radiation exposure records from B&W. 
DIRCKS.W.J. Office of the Executive Director for Operations. 85/11/04. MURTHA.J.P. 
House of Rep. 40pp. 33618:333-33619:009. 


DOCKET 70-0371 UNC NAVAL PRODUCTS, INC., UNCASVILLE, CT 


8511110373 Forwards summary & explanation of change to security plan, actual page 
changes & fee.Ends withheld. 

GIGLIOTTI.R.J. UNC Resources, Inc. 85/07/26. BROWN, W.B. Division of Safeguards 
Ip. 33404:303-33404:303. 

8511190559 Requests 15-day extension to finish inventory per 10CFR7O.51 
e4. Equipment reporting bias towards high results in assaying sludge from Matl Bal- 
ance Area 5 H.P.B. standpipes. Fee paid. 

COLLOPY.T.J. UNC Resources, Inc. 85/10/15. BROWN, W.B. Fuel Facility Safeguards 
Licensing Branch (Pre 850707). Ip. 33534:176-33534:176. 

8511140296 Requests 90-day extension of License Condition 9.3, approving use of un- 
cleared guards at certain posts, per 850906 discussions. Effective expiration date of li- 
cense condition will change to 860131. 

GIGLIOTTI.R.J, UNC Resources, Inc. 85/10/21. BROWN, W.B. Fuel Facility Safe- 
guards Licensing Branch (Pre 850707). 2pp. 33492:320-33492:321. 

8511200231 Forwards Safeguards Insp Rept 70-0371/85-10 on 850716-19. No viola- 
tions observed. 

MARTIN, T.T. Region 1, Office of Director. 85/10/22. AMY.G.O. UNC Resources, Inc 
2pp. 33555:347-33555:353. 

-8511200232 Physical Security Insp Rept 70-0371/85-10 on 85071 6-1 9.No noncompli- 
ance noted.Major areas inspected:security plan & implementing procedures, locks, keys 
& combinations & physical barriers. 

MADDEN, W., KEIMIG.R.R. Region 1, Office of Director. 85/09/06. 5pp. 33555:349- 
33555:353. 
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DOCKET 70-0687 CINTICHEM, INC., TUXEDO, NY 

8511070455 Application for amend to License SNM-639,changing percent loss limit to 
0.1% for nitric acid chemical acceptance test. Proposed rev to Page 1.4-4 of license 
end. 

RUZICKA.W.G. Cintichem, Inc. 85/08/20. ROUSE, L.C. Advanced Fuel £ Spent Fuel 
Licensing Branch. 3pp. 33385:145-33385:147. 


DOCKET 70-0698 WESTINGHOUSE ELECTRIC CORP., PITTSBURGH, PA 

8511120250 Application for amend to License SNM-770, authorizing commercial collec- 
tion £ laundiy of contaminated items. “Analysis of Environ Impact Associated W/ Re- 
quest for Amend to Permit Operation of Laundry Facility....” encl.Fee paid. 

NARDI.A.J. Westinghouse Electric Corp. 85/10/11. CROW.W.T. Uranium Fuel Licens- 
ing Branch. 18pp. 33438:119-33438:151. 

-8511120252 "Analysis of Environ Impact Associated W/Request for Amend to Permit 
Operation of Laundry Facility on waltz Mill Site.” 

* Westinghouse Electric Corp. 85/10/11. 15pp. 33438:137-33438:151. 


DOCKET 70-0734 GA TECHNOLOGIES, INC., SAN DIEGO, CA 

8511070187 Submits proposed changes to Category I shutdown physical protection 
plan.Changes withheld. 

MOWRY.W.R. GA Technologies, Inc./General Atomic Co. 85/09/06. BROWN, W.B. 
Fuel Facility Safeguards Licensing Branch (Pre 850707). 3pp. 33381:004-33381:006. 

8511060454 Forwards draft proposed compensatory security measures for review £ 
discussion, per 851002 telcon w/D Carlson.EncI withheld. 

ASMUSSEN.K.E. GA Technologies, Inc./General Atomic Co. 85/10/02. BROWN, W.B. 
Fuel Facility Safeguards Licensing Branch (Pre 850707). Ip. 33369:332-33369:332. 

8511010413 Responds to 850807,30 & 0920 Itrs outlining new organizational 
structure. Areas where reorganization mccnsisien! »*■/ terms ol license listed. 
CROW.W.T. Uranium Fuel Licensing Branch. 85/10/28. WOLF.R.A. GA Technologies, 
Inc./General Atomic Co. 2pp. 33301:230-33301:231. 

8511050097 Forwards Insp Rept 70-0734/85-12 on 850923-27 £ 1016.No violations 
noted. 

MONTGOMERY, J.L. Region 5, Office of Director. 85/10/29. COLANDREA.T.R. GA 
Technologies, Inc./General Atomic Co. Ip. 33318:343-33318:349. 

-8511050112 Safety Insp Rept 70-0734/85-12 on 850923-27 & 1016.No violations or 
deviations noted.Major areas inspected:mgt organization £ controls, criticality 
safety, operations review & radwaste mgt. 

BROCK, B.L., THOMAS, R.D. Region 5, Office of Director. 85/10/28. 6pp. 33318:344- 
33318:349. 

8511050003 Ack receipt of 851017 Itr informing NRC of steps taken to correct violations 
noted in Safeguards Insp Rept 70-0734/85-1 3. Item closed. 

MONTGOMERY, J.L. Region 5, Office of Director. 85/11/01. ASMUSSEN.K.E. GA 
Technologies, Inc./General Atomic Co. Ip. 33319:214-33319:214. 

8511190475 Discusses items of interest, including Nuclear Assurance Corp 851105 re- 
quest for approval to purchase NFS & KE Asmussen 851107 meeting w/GA Co to 
discuss GA Co reorganization. 

CROW.W.T. Uranium Fuel Licensing Branch. 85/11/13. DAVIS, J.G. Office of Nuclear 
Material Safety & Safeguards, Director. 3pp. 33534:263-33534:265. 


DOCKET 70-0754 GENERAL ELECTRIC CO., PLEASANTON, CA 


8511060395 Forwards schedule for shipment of spent nuclear fuel from Monticello Plant 
to Morris Operations in Morris, I L.Schedule withheld (ref 10CFR73.21). 

DAVIS, M.D. Northern States Power Co. 85/08/29. Region 3, Office of Director. Ip. 
33370:024-33370:024. 

8511060384 Informs of plans to ship spent nuclear fuel from Monticello Plant to Morris 
Operations in Morris, ILDescription of shipment & shipment schedule encl.W/o 
description.Schedule withheld (ref 10CFR73.21). 

DAVIS, M A Northern States Power Co. 85/09/16. Region 3, Office of Director. Ip. 
33369:345-33369:345. 

8511060441 Informs that util plans to ship spent nuclear fuel from Monticello Plant to 
Morris Operations in Morris, IL. Description of shipment £ schedule encI.EncIs withheld 
(ref 10CFR73.21). 

DAVIS, M.A. Northern States Power Co. 85/09/27. Region 3, Office of Director. Ip. 
33369:334-33369:334. 


DOCKET 70-0820 UNITED NUCLEAR CORP., WOOD RIVER JUNCTION, Rl 


8511130084 Provides new address. 

HELGENSON.K. United Nuclear Corp. (subs, of UNC Resources, Inc.). 85/10/02. 
CROW.W.T. NRC - No Detailed Affiliation Given. 2pp. 33450:312-33450:313. 

8511180372 Expresses appreciation for update on decommissioning efforts at Wood 
River Junction.lnclusion in list of relevant informational documents re decommission- 
ing of facility requested. 

SHOOK.CA Charlestown, Rl. 85/10/18. GREGG, R.J. United Nuclear Corp. (subs, of 
UNC Resources, Inc.). 2pp. 33503:242-33503:243. 

8511180377 Advises that update of status of decommissioning efforts will be provided 
periodically. 

GREGG, R.J. United Nuclear Corp. (subs, of UNC Resources, Inc.). 85/10/24. 
SHOOK, C.A. Charlestown, Rl. 3pp. 33503:236-33503:238. 

8511010529 Forwards J Berger 851016 Itr re isotopic U in soils. Requests specific ac- 
tions & schedules for completion of soil decontamination effort.Appropriate confirma- 
tory surveys will be performed upon receipt of info. 

CROW.W.T. Uranium Fuel Licensing Branch. 85/10/29. GREGG, R.J. United Nuclear 
Corp. (subs, of UNC Resources, Inc.). Ip. 33302:029-33302:031. 


-8511016533 Forwards results of analysis of isotopic U content of soil samples from 
restricted ares confirming that U- 234 major contaiminant in residues at Wood River 
Junction sue £ U-23-: U-235 raiic or order of 30 or greater. 

BERGER, J.D. Oak Ridge Associated Univs. 85/10/16. CROW.W. Division of Fuel 
Cycle £ Material Safety. 2pp. 33302:030-33302:031. 


DOCKET 70-0824 BABCOCK & WILCOX CO., LYNCHBURG, VA 


85^ 1060237 Forwards security plan to replace 750523 Physical Protection Plan B in 
er.tirftiy.fc' aporcval.-V, c unci. Foe paid. 

O-SLW.A.F. Babcock £ '■Yilccx Co. 85/09/30. Division of Safeguards. Ip. 33372:261- 
33372:261. 

8511050323 Ack receipt cf 850823 Itr informing NRC of steps taken to correct violations 
noted in Insp Ropls 50-0 ‘3/85-0: & 70-0824/85-05.Damage to drum occurred during 
transport & due to condition normal'*.- incident to transportation. 

GRACE, J.N. Region 2, Office oi [Vector. 85/10/25. ENGELDER.T.C. Babcock £ 
Wilcox Co. 4pp. 33341:276-33341:279. 

8511060204 Informs of changes to local & commercial telephone number prefixes for 
Region II orc.Chanqcs effective 551 112. 

BARR.K.P Re.-i.cn 2. CT.ce of D rector. 85/10/25. ENGELDER.T.C. Babcock & 
Wilcox Cc 1 p. 33356: 1 6 i -33356: 151. 

3511140147 Forwards Insp Rept 70-0824/85-07 on 851007-11 & notice of violation. 
STOHR.J.P. Region 2, Office of Director. 85/11/04. ENGELDER.T.C. Babcock £ 
Wilcox Co. 2pp. 33458:059-33458:060. 

-8511140148 Notice of violation from insp on 851007-11. 

* Region 2, Office of Director. 85/11/04. 2pp. 33458:061-33458:062. 

-8511140150 Insp Rept 70-0824/85-07 on 851007-11. Violations noted: failure to con- 
trol access to high radiation, to calibr breathing air supply pressure gauges £ to per- 
form beta radiation surveys during personnel entries into hot cell. 

WEDDINGTON.R.E., COOPER, W.T., HOSEY.C.M. Region 2, Office of Director. 85/ 
10/28. 2pp. 33458:063-33458:071. 

8511110259 Forwards IE Info Notice 85-080, “Timely Declaration of Emergency 
Class, implementation of Emergency Plan £ Emergency Notifications." No action or 
written response required.W/o end. 

STOHR.J.P. Region 2, Office of Director. 85/11/05. ENGELDER.T.C. Babcock £ 
Wilcox Co. Ip. 33386:175-33386:175. 

8511130166 PNO-ll-85-104:on 851 105, operations at sites shut down due to flooding of 
equalization ponds, containing radioactive matl concentrations. Security surveillance 
doubled.Controls initiated to assure process liquid waste not released. 

KAHLE.J. Region 2, Office of Director. 85/11/05. 2pp. 33425:109-33425:110. 


DOCKET 70-0925 KERR-MCGEE NUCLEAR CORP., OKLAHOMA CITY, OK 


8511210476 Responds to FOIA request for all documents re incident described in IE 
Bulletin 75-07 during 750625-760301. Forwards documents listed in app.Documents 
also available in PDR. 

FELTON, J.M. Division of Rules and Records. 85/11/04. BARNES, C. Affiliation Not 
Assigned. 2pp. 33559:002-33559:019. 

--8511210480 Forwards Investigation Rept 70-1193/75-09 re nitric acid reaction during 
waste shipment.Div of Matis £ Fuel Cycles should be notified of problem. Listed posi- 
tion in Reg Guide 3.12 should be made license condition. Related info end. 

HIND.J.A. Region 3, Chicago, Office of the Director. 75/08/15. THORNBURG, H.D. 
Office of Inspection £ Enforcement, Office of the Director. 2pp. 33559:005-33559:006. 


DOCKET 70-0938 MASSACHUSETTS INSTITUTE OF TECHNOLOGY, CAMBRIDGE, 
MA 


8511260683 Forwards License SNM-986,as renewed.incorporating matl £ activities pre- 
viously authorized by Licenses SNM-81 £ SUD-687. Licenses SNM-81 & SUD-687 
terminated.SER supporting renewal of License SNM-986 end. 

CROW.W.T. Uranium Fuel Licensing Branch. 85/11/13. CLARK.L. Massachusetts In- 
stitute of Technology, Cambridge, MA. Ip. 33633:111-33633:124. 

-8511260685 License SNM-986, as renewed.incorporating matis & activities previously 
authorized by Licenses SNM-81 & SUD-687. 

CROW.W.T. Division of Fuel Cycle & Material Safety. 85/11/13. 3pp. 33633:112- 
33633:114. 


-8511260689 Recommends renewal of License SNM-986 for 5-yr period, incorporating 
Licenses SNM-81 £ SUB-687, subj to listed conditions. 

SOONG.A.L., KETZLACH.N., CROW.W.T. Uranium Fuel Licensing Branch. 85/11/13. 
Uranium Fuel Licensing Branch. 10pp. 33633:115-33633:124. 


DOCKET 70-1100 COMBUSTION ENGINEERING, INC., WINDSOR, CT 


8511220150 Requests extension until 851030 to reconcile book/physical inventory dif- 
ferences discovered on 85091 7.Limit of error could be exceeded for both element £ 
isotope £ 9 kg U-235 requirements of 1 0CFR70.53(e)(5)(i).Fee paid. 

LICHTENBERGER Combustion Engineering, Inc. 85/10/18. BROWN.W.B. Material 
Control Licensing Branch. 2pp. 33603:252-33603:253. 

“8511220230 Advises that because 851018 Itr treated as application for amend to Li- 
cense SNM-1007 to extend date for inventory reconciliation.application fee required. 
WEISS, D. License Fee Management Branch. 85/11/01. LICHTENBERGER Combus- 
tion Engineering, Inc. Ip. 33603:254-33603:254. 


DOCKET 70-1113 GENERAL ELECTRIC CO., WILMINGTON, NC 



8511060348 Application for amend to License SNM-1QS7 authorizing disposal by burial 
of industrial waste products.which contain no more than 250 pci/gm U activity, of 
which no more than 100 pci/g is soluble.Documentation end, 

VAUGHAN, C.M. General Electric Co. 85/07/01. CROW.W.T. Office of Nuclear Materi- 
al Safety & Safeguards.Director. 47pp. 33373:323-33374:007. 

-8511060350 “Genstar Annual Rept 1984/’ 

* GENSTAR Corp. 84/12/31. 63pp. 33374:008-33374:070. 

8511270021 Responds to FOIA request for 33 records re GE facility. App A & portions of 
App D documents available in PDR. Attachments to App C documents & portions of 
App D documents withheld (ref FOIA Exemption 4). 

GRIMSLEY.D.H. Division of Rules and Records. 85/11/19. RATNER.M.G. Ratner, 
M.G. 7pp. 33717:261-33717:361. 

-8511270033 Forwards response to a ! 'c.cad roncempl-ance & violations noted in Insp 
Rept 70-1113/85-02 on 850107-1'. Supplemental sn.'o re radiation protection program 
per NRC concerns also end. 

VAUGHAN.C.M. General Electric Co. 85/07/16. STOHR.J.P. Region 2, Office of Di- 
rector. 19pp. 33717:268-33717:286. 

-8511270040 Ack receipt of 840920 Itr & safety controlled area exams sent to NRC on 
840220 & 031 3. Nuclear fuel mfg dept site specific training will be modified to familiar- 
ize trainees w/facility. Routine for unescorted entry provided. 

VAUGHAN.C.M. General Electric Co. 84/11/02. GOOD.R.W. Region 2, Office of Di- 
rector. 3pp. 33717:287-33717:289. 

-8511270042 Requests extension until 850308 to respond to 850201 request for addl 
info re Insp Rept 70-1113/84-14 due to transmittal problem. 

VAUGHAN.C.M. General Electric Co. 85/02/15. STOHR.J.P. Region 2, Office of Di- 
rector. Ip. 33717:290-33717:314. 

-8511270052 Forwards sanitized Safeguards Insp Rept 70-1113/83-17 on 830613-17 & 
notice of violation. Major areas inspected: nuclear matl control obn/ndudmg exam 
procedures.records, interviews .. ■'r.-.-r-.rr-r' roHz'mrmcn tests & r es-:s- vi-SKi--: 1 . 
STOHR.J P. Region .? Office o’ ■>.: r. OH : ONG.J.A. General Electric Co. 

2pp. 3371~.3 : 5-357: 7 .3L: 

-8511270056 Sanitized notice of violation from insp on 830613-17. 

* Region 2, Office of Director. 83/07/08. 2pp. 33717:317-33717:325. 

-8511270062 Forwards sanitized Safeguards Insp Rept 70-1113/83-20 on 830711- 

15. No violations or deviations noted. 

STOHR.J p . Region 2. Office of Director. 83/08/11. LONG.J.A. General Electric Co. 
2pp. 337; 7:326-33 /1 7.327. 

-8511270078 Sanitized Safeguards Insp Rept 70-1113/83-20 on 830711-15. No viola- 

! s roV.d Vr/r.r areas inspectedtverification of export shipment & 

■■ iiasu'orm. "u.,: for shipment weights end. 

BATES.J.W., MCALPINE.E.J. Region 2, Office of Director. 83/08/03. 6pp. 33717:328- 
33717:333. 

-8511270085 Forwards sanitized Safeguards Insp Rept 70-1113/83-21 on 830725-29 & 
-/ vi?'rt>- McV?' ': r eas inspected: nuclear matl control & accountability 
„.:i z’c^.z & records & performance tests. 

3 ~ p ■■■cccr 2 of Director. 83/08/16. LONG.J.A. General Electric Co. 

2pp. 337* " -V: j .■ '■ c 

-8511270087 Sanitized notice of violation from insp on 830725-29. 

* Region 2. Office of Director. 83/08/16. Ip. 33717:336-33717:336. 

-8511270089 Sanitized Safeguards Insp Rept 70-1113/83-21 on 830725-29. Violation 
noted:failure to correctly calculate limits of error associated w/receipt of uranyl nitrate 
solution. 

RICHARDS, 8.L., MCALPINE.E.J. Region 2, Office of Director. 83/08/15. 4pp. 
33717:337-33717:340. 

-8511270093 Forwards sanitized Safeguards Insp Rept 70-1113/83-22 on 830806- 
09.No violations or deviations noted. 

STOHR.J.P. Region 2. Office of Director. 83/08/30. LONG.J.A. General Electric Co. 
2pp. 337 17-34 1-337 17-342. 

-8511270094 Sanitized Safeguards Insp Rept 70-1113/83-22 on 830806-09. Major 
areas inspected.-physical inventory, independent insp effort & followup on previous insp 
findings. 

LANKFORD, J.B., BATES.J.W., RICHARDS, B.L. Region 2, Office of Director. 83/08/ 
31. 5pp. 33717:343-33717:347. 

-8511270096 Forwards sanitized Safeguards Insp Rept 70-1113/83-23 on 830906- 
08.No violations or deviations noted. 

STOHR.J.P. Redo- ?, Office of Director. 83/10/05. LONG.J.A. General Electric Co. 
2pp. 33-- , ~:34fi.3:r: 

-8511270098 Sanitized Physical Security Insp Rept 70-1113/83-23 on 830906-08. No 
vicletfo^s rotod. Major trees inspectedrreview of licensee physical security plan for 
protection SVJ 

ENNIS.,.. D , MCGLTtE.D.R Region 2, Office of Director. 83/10/04. 3pp. 33717:350- 
33717:352. 

-8511270099 Forwards sanitized Safeguards Insp Rept 70-1113/83-27 on 830913- 

16. No violations or deviations noted. 

STOHR.J.P. Region 2, Office of Director. 83/10/05. LONG.J.A. General Electric Co, 
2pp. 33717:353-33717:354. 

-8511270125 Sanitized Safeguards Insp Rept 70-1113/83-27 on 83G913-16.No viola- 
tions noted.Major areas inspected:MC 85206B measurement & statistical control & fol- 
lowup on previous insp findings. Measurement data table end. 

SABADOS.J.W., MCALPINE.E.J. Region 2. Office of Director. 83/10/05. 5pp. 
33717:355-33717:359. 

-8511270130 Forwards sanitized Safeguards Insp Rept 70-1113/83-30 on 831017- 
21. No violations or deviations noted. 

STOHR.J.P. Region 2, Office of Director. 83/11/28. LONG.J.A. Genera! Electric Co. 
2pp. 33717:360-33717:361. 

-8511270135 Sanitized Safeguards Insp Rept 70-1113/83-30 on 831 01 7-21 .No non- 
compliance noted.Major areas inspected-.statistical controls associated w/ nuclear matl 
control & accountability measurements. 

JONES, D.W., MCALPINE.E.J. Region 2, Office of Director. 83/11/23. 4pp. 33718:001- 
33718:004. 


-8511270138 Forwards sanitized Safeguards Insp Rept 70-1113/83-29 on 831031- 
1108.No violations or deviations noted. 

STOF n .; P Rr.dcn * Of" : ce of Director. 83/11/30. LONG.J.A. General Electric Co. 

2pp. • 

-851 1270142 Sanitized Safeguards Insp Rept 70-1113/83-29 on 831031-1108. No non- 
compliance noted.Major areas inspected:MC 85206B measurement & statistical con- 
trols. 

CLAY.E.L., MCALPINE.E.J. Region 2, Office of Director. 83/11/29. 10pp. 33718:007- 
33718:016. 

-8511270148 Forwards sanitized Safeguards Insp Rept 70-1113/84-02 on 840206- 
10. No violations or deviations icunafiec' 

STOHR.J.P, Region 2, Office of Director. 84/03/02. LONG.J.A. General Electric Co. 
Ip. 33718:017-33718:017. 

-8511270160 Sanitized Safeguards Insp Rept 70-1113/84-02 on 840206-10. No non- 
compliance found. Major areas inspected: MC 85206B measurements & statistical con- 
trols. 

CLAY.E.L., MCALPINE.E.J. Region 2, Office of Director. 84/02/29. 7pp. 33718:018- 
33718:024. 

-8511270164 Forwards sanitized response to items of noncompliance noted in Insp 
Rept 70-1113/84-11 on 840730-0802.Each category of receipt & shipments reviewed 
to determine if other similar conditions exist. 

VAUGHAN.C.M. General Electric Co. 84/11/15. O'REILLY.J.P. Region 2, Office of Di- 
rector. 5pp. 33718:025-33718:029. 

-8511270197 Forwards sanitized response to items of noncompliance noted in Insp 
Rept 70-1113/84-12 on 84081 2-1 6. Description of methodology re U factors used for 
MICE vcplical o will be added to FNMCP. 

VAuG'-A' 1 C vs. General Electric Co. 84/11/20. STOHR.J.P. Region 2, Office of Di- 
rector. 31pp. 33718:030-33718:059. 

-8511270204 Forwards sanitized further response to three violations noted in Insp Rept 
70-1113/84-14 on 841 001 -05. Correction removed from SNM accounting records as- 
sociated w/proper matl balance. 

VAUGHAN.C.M. General Electric Co. 85/03/08. STOHR.J.P. Region 2. Office of Di- 
rector. 6pp. 3371 8:060-337 1 8:065. 

8501300081 Forwards GE nonproprietary (now proprietary) 840601 submittal, per 
841210 request.W/o end. 

THARPE.V.L. Uranium Fuel Licensing Branch. 85/01/22. VAUGHAN.C.M. General 
Electric Co. Ip. 28684:267-28684:268. 

-8501300082 Advises of GE request to destroy all copies of GE 840601 Itr w/encIs.GE 
Itr should be removed from PDR & Document Control Sys. 

THARPE.G. Uranium Fuel Licensing Branch. 85/01/03. BAILEY, I. Records Manage- 
ment Branch. Ip. 28684:268-28684:268. 

8511270019 FOIA request for listed documents withheld (ref 10CFR2.790) from PDR file 
for use in 2.206 proceeding. 

RATNER.M.G. Ratner, M.G. 85/08/02. FELTON, J. Division of Rules and Records. 
2pp. 33717:259-33717:260. 

8511060164 Ack receipt of 850925 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 70-1113/85-04. 

STOHR.JP. Rooion r >. Office of Director. 85/10/21. LEES.E.A. General Electric Co 
Ip. X'3:iv.-?60 ft:.:.:; 

8511220109 Notifies that effective 851 028, TP Wilson appointed manager, licensing & 
nuclear matls mgt.DL Pensinger appointed manager.Chemet Labs. 

VAUGHAN.C.M. General Electric Co. 85/10/28. GRACE, J.N. Region 2, Office of Di- 
rector. 2pp. 33603:259-33603:260. 

8511070410 Final response to FOIA request for specified records. Portions of records 
listed on App C available in PDR. Portions of App C documents withheld (ref FOIA 
Exemption 4). 

FELTON, J.M. Division of Rules and Records. 85/10/29. RATNER.M.G. Ratner, M.G 
2pp. 33382:299-33382:326. 

-8511070417 Sanitized notice of violation from insp on 850114-17. 

* Region 2, Office of Director. 85/02/21. 2pp. 33382:304-33382:305. 

-8511070549 Sanitized Insp Rept 70-1 1 13/85-01. Violation noted:failure to establish mgt 
sys which provides for review & approval of nuclear mat! control & accounting proce- 
dures by individual assigned responsibility for nuclear matl control. 

JONES.D.W., TODD.G.A., MCALPINE.E.J. Region 2, Office of Director. 85/02/14. 
5pp. 33382:306-33382:311. 

-8511070560 Sanitized Insp Rept 70-1113/85-06 on 850422-25.Major areas 
inspected:technical review of allegations & records & repts. 

TODD.G.A., MCALPINE.E.J. Region 2, Office of Director. 85/05/23. 5pp. 33382*312- 
33382:326. 

8511110258 Forwards IE Info Notice 85-080, "Timely Implementation of Emergency 
Class, Implementation of Emergency Plan & Emergency Notification,’’ for info.No spe- 
cific action or written responses required.W/o end. 

STOHR.J.P. Region 2, Office of Director. 85/11/05. LEES.E.A. General Electric Co 
Ip. 33395:324-33395:324. 

8511200070 Informs of issuance of amend to License SNM-1097,changing Condition 9 
to authorize disposal of industrial waste products containing U per 851010 application 
CROW.W.T. Uranium Fuel Licensing Branch. 85/11/07, VAUGHAN, CM General 
Electric Co. Ip. 33562:293-33562:302. 

-8511200074 Provides environ assessment accepting applicant 850701 application to 
dispose of industrial waste products by offsite burial.Finding of no significant impact 
appropriate. EIS unnecessary. 

KODALI.K.K., CROW.W.T. Uranium Fuel Licensing Branch. 85/10/31. Uranium Fuel 
Licensing Branch. 4pp. 33562:294-33562:297. 

-8511200076 Notice of finding of no significant impact re amend to License SNM-1097 
for offsite burial of industrial waste products. 

CROW.W.T. Uranium Fuel Licensing Branch. 85/10/31. 5pp. 33562:298-33562:302 



DOCKETED ITEMS 243 


DOCKET 70-1151 WESTINGHOUSE ELECTRIC CORP., PITTSBURGH, PA 


DOCKET 70-1257 EXXON NUCLEAR CO., INC., RICHLAND, WA 


851106016© Application for amend to License SNM-1 107, adding addl facilities & equip- 
stalled onsite to support expanded operations. Fee paid. 

REITLERE.K. Westinghouse Electric Corp. 85/10/17. CROW.W.T. Uranium Fuel Li- 
censing Branch. 4pp. 33372:262-33372:265. 

8511060241 Notifies of Region It telephone prefix & number rh?nr »«<5 °51112 

BARR.K.P. Region 2, Office of Director. 85/10/25. O OR!- i Pier- 
tric Corp. Ip. 33355:152-33355:152. ’ 

8511210602 Requests one-time exemption from fundamental nuclear matl control plan 
to permrt contingency method for receipt of UF6 cylinders. Enc! addl info & justification 
should be withheld (ref 10CFR2.790(d)).W/o end. Fee paid. 

NARDI.A.J. Westinghouse Electric Corp. 85/11/04. BROWN, W B. Division of Safe- 
guards. Ip. 33583:313-33583:313. 

851122041© Forwards safety evaluation re const of administrative facilities & const & 
operation of plant facilities, in response to 851017 Itr.Const will not significantly affect 
quality of human environ. 3 

CROW.W.T. Uranium Fuel Licensing Branch. 85/11/18. REITLER.E.K. Westinqhouse 
Electric Corp. Ip. 33587:350-33587:352. 9 

-8511220421 SER of 851017 application re const & use of facilities to support expand- 
ed operations.Const will have no adverse effect on environ. 

BIDINGER.G.H., CROW.W.T. Uranium Fuel Licensing ' Branch. 85/11/18. 2pp. 
33587:35 1 -3358 7 :352. 


DOCKET 70-1193 KERR-MCGEE NUCLEAR CORP., OKLAHOMA CITY, OK 

8511210472 FOIA request for all documents during 750625-760301 re incident de- 
scribed in IE Bulletin 75-07, including documents concerning listed Nuclear Enqineerinq 
Co & Kerr-McGee Corp facilities. a a 

BARNES, C. Affiliation Not Assigned. 85/09/20. Office of Administration. Id. 
33559:001 -33559:001 . 

8511210476 Responds to FOIA request for all documents re incident described in IE 
Bulletin 75-07 during 750625-760301. Forwards documents listed in app.Documents 
also available in PDR. 

FELTON, J.M. Division of Rules and Records. 85/11/04. BARNES, C. Affiliation Not 
Assigned. 2pp. 33559:002-33559:019. 


8511060390 Forwards fundamental nuclear matl control plan.Rev 16 to XN-12, “Nuclear 
Matl Safeguards Procedures Description for Fuel Fabrication Plants” & annex.Plan & 
annex withheld (ref 10CFR2.790(d)). 

SCHNEIDER, R.A. Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). 85/09/24. 
BROWN, W.B. Fuel Facility Safeguards Licensing Branch (Pre 850707), 2pp. 
33370:001-33370:002. ax 

8511060228 Forwards final decommissioning survey plan. Decontamination & final 
survey activity provides basis for agreement that Room 173 cleansed of Pu. Request 
for license amend will be submitted to allow incineration of U wastes. 

MALODY.C.W. Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). 85/10/08. CROW.W.T. 
Uranium Fuel Licensing Branch. 13pp. 33370:218-33370:229. 

8511060380 Application for amend to License SNM-1 227.authorizinq const & operation 
of incinerator for processing U contaminated combustible wastes. Foe paid. 
MALODY.C.W. Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). 85/10/10. CROW W T 
Uranium Fuel Licensing Branch. 6pp. 33370:230-33370:235. 

8511140420 Informs of issuance of Amend 26 to License SNM-1 227, authorizing use of 
facilities for dry conversion of U hexafluoride to U oxide & changing radioloqical con- 
tingency plan. 

CROW.W.T. Uranium Fuel Licensing Branch. 85/11/07. MALODY.C.W. Exxon Nuclear 
Co., Inc. (subs, of Exxon Corp.). Ip. 33469:257-33469:266. 

^ER a PP rov ' n 9 850612,0827 & 29 applications for amend to License 
SNM-1 227 authorizing use of facilities for dry conversion of UF6 to U02 & chanoinq 
emergency & radiological contingency plan. 

Uran ' Um Fuel Ucensin 9 Branch. 85/11/07. 2pp. 33469:258- 


-8511140429 Submits environ assessment accepting 850612 application & 850829 
suppl to permit dry conversion of UF6 to U02. Finding of no significant impact appro- 


unu vv.vv.i. uranium ruei Licer 

Licensing Branch. 3pp. 33469:260-33469:262. 


>8511140434 Notice of finding of no significant impact re amend to License SNM-1227 
for dry conversion of low enriched UF6 to U02. 

CROW.W.T. Uranium Fuel Licensing Branch. 85/10/07. 4pp. 33469:263-33469:266. 


-8511210480 Forwards Investigation Rept 70-1193/75-09 re nitric acid reaction durinq 
waste shipment.Div of Matls & Fuel Cycles should be notified of problem. Listed posi- 
tion in Reg Guide 3.12 should be made license condition.Related info end 
HIN D ,J.A Region 3, Chicago, Office of the Director. 75/08/15. THORNBURG H D 
Office of inspection & Enforcement, Office of the Director. 2pp. 33559:005-33559:006. 

-8511210484 Forwards Investigation Rept 70-1193/75-09 on 750714-15 re 750625 
waste shipment incident.Noncompliance noted. 

HIND.J.A. Region 3, Chicago, Office of the Director. 75/08/15. SHELLEY WJ Kerr- 
McGee Corp. 2pp. 33559:007-33559:008. 


-8511210488 Investigation Rept 70-1193/75-09 on 75071 4-1 S.Noncompliance 
noted:packaging matls not compatible w/contents per 10CFR71 .12(b) & 71 31(a) 
RIDGWAY.K.R., FINN.J.A., FISHER, W.L. Region 3, Chicago, Office of the Director 
75/08/14. 7pp. 33559:009-33559:015. 


—8511210497 Responds to NRC 750815 Itr re noncompliance noted in investigation 
rept re 750725 waste shipment incident. Corrective actions:shipments of filters from 
wet sys discontinued until neutralization techniques developed 
SHELLEY, W.J. Kerr-McGee Corp. 75/09/05. HIND.J. Region 3, Chicago, Office of the 
Director. 3pp. 33559:016-33559:018. 


-8511210499 Ack receipt of 750905 Itr informing NRC of steps taken to correct non- 
compliance noted in NRC 750815 Itr. 

HIND.J.A. Region 3, Chicago, Office of the Director. 75/09/10. SHELLEY.W.J. Kerr- 
McGee Corp. Ip. 33559:019-33559:019. 


DOCKET 70-1201 BABCOCK & WILCOX CO., LYNCHBURG, VA 


DOCKET 70-1308 GENERAL ELECTRIC CO., SAN JOSE, CA 


8511140096 Lists quantity of fuel in storage at end of Third Quarter 1985.BWR 
weight, reported in Second Quarter 1985 rept, should have been 233.4 metric tonnes 
DAMM.R.G. General Electric Co. 85/10/08. ROBERTS, J.P. NRC - No Detailed Affili- 
ation Given. Ip. 33492:192-33492:193. 


85 noted° 267 Forwards lnsp Rept 72-0001/85-02 on 85031 3-1 007.No noncompliance 

SHAFER, W.D. Region 3, Office of Director. 85/10/17. VAN HOOMISSEN General 
Eectric Co. ?nn 


-85 1 1050271 lnsp Rept 72-0001/85-02 on 85031 4-1 007.No violations or deviations 
identified.Major areas inspected:fuel shipping activities, fuel storage activities & radi- 
ation protection & radwaste programs.including organization & ALARA. 

FRANCE, G.M., GRANT, W.B., GREGER.L.R. Region 3, Office of Director. 85/10/15 
12pp. 33332:308-33332:319. 


8511070348 Forwards director’s decision under 10CFR2.206, denying Illinois Safe 
Energy Alliance 850829 petition for reconsideration of Board decision to renew GE 
license to store spent fuel at facility w/o requiring federal EIS. 

DAVIS.J.G. Office of Nuclear Material Safety & Safeguards, Director. #485 085. 85/ 
11/04. QUIGG.C.T. Illinois Safe Energy Alliance. Ip. 33368:133-33368:160. 


-8511070357 Director's Decision DD-85-16 under 10CFR2.206, denying Illinois Safe 
Energy Alliance 850829 petition for reconsideration of Board decision to renew GE 
license to store spent fuel at facility w/o requiring federal EIS. 

DAVIS.J.G. Office of Nuclear Material Safety & Safeguards, Director. 85/11/04 11dd 


8511060215 Informs of Region II telephone prefix changes for local & commercial 
numbers.effective 851112. 

BARR.K.P. Region 2, Office of Director. 85/10/25. ALTO.R.A. Babcock & Wilcox Co. 
Ip. 33355:359-33355:359. 

8511110259 Forwards IE Info Notice 85-080, “Timely Declaration of Emergency 

Class, Implementation of Emergency Plan & Emergency Notifications.” No action or 
written response required. W/o end. 

STOHR.J.P. Region 2, Office of Director. 85/11/05. ENGELDER.T.C. Babcock & 
Wilcox Co. 1 p. 33386:1 75-33386: 175. 

8511110293 Forwards IE Info Notice 85-080, “Timely Declaration of Emergency 

Class, Implementation of Emergency Plan & Emergency Notifications.” W/o end. 
STOHR.J.P. Region 2, Office of Director. 85/11/05. ALTO.R.A. Babcock & Wilcox Co 
Ip. 33385:344-33385:344. 

8511130166 PNO-ll-85-104:on 851 1 05, operations at sites shut down due to flooding of 
equalization ponds, containing radioactive matl concentrations.Security surveillance 
doubled.Controls initiated to assure process liquid waste not released. 

KAHLE.J., CLINE, W. Region 2, Office of Director. 85/11/05. 2pp. 33425:109- 

33425:110. 

8511210051 Forwards lnsp Rept 70-1201/85-10 on 851015-18.No violations or devi- 
ations noted. 

BARR.K.P. Region 2, Office of Director. 85/1 1 /08. ALTO.R.A. Babcock & Wilcox Co 
2pp. 33579:053-33579:055. 


•8511070368 Notice of issuance of Director's Decision DD-85-16, denying Illinois Safe 
Energy Alliance 850829 petition for reconsideration of Board decision to renew GE 
license to store spent fuel at facility w/o requiring federal EIS. 

MAUSSHARDT ,D.B. Office of Nuclear Material Safety & Safeguards, Director 85/11/ 
04. 2pp. 33368:145-33368:160. 


— - ■ , w'-v/ioiwu ucnyuiy ouvoco pennon requesting mat direc- 

tor of NMSS prepare complete federal EIS for facility & that NRC reconsider AS LB 
decision authorizing renewal of GE license. 

nnirf'^rT Office of Nuclear Material Safety & Safeguards, Director. 85/11/04. 
QUIGG.C.T. Illinois Safe Energy Alliance. Ip. 33439:064-33439:077. 

-8511120394 Director's Decision DD-85-16 denying Illinois Safe Energy Alliance petition 
requesting that director of NMSS prepare federal EIS for facility & that NRC reconsid- 
er AS LB decision to renew GE license to store spent fuel w/o federal EIS. 

DAVIS.J.G. Office of Nuclear Material Safety & Safeguards, Director. 85/11/04 IIdd 
33439:065-33439:075. 


-8511120402 Notice of issuance of Director’s Decision DD-85-16 denying Illinois Safe 
Alliance petition requesting that director of NMSS prepare federal EIS for facility & 
that NRC reconsider ASLB decision authorizing renewal of GE license w/o EIS 
MAUSSHARDT, D.B. Office of Nuclear Material Safety & Safeguards, Director. 85/1 1 / 
04. 2pp. 33439:076-33439:077. 


DOCKET 70-1359 IRT CORP., SAN DIEGO, CA 


—8511210056 lnsp Rept 70-1201/85-10 on 851 015-1 8.No violations or deviations 
noted.Major areas inspected:measurement control & statistics. Details withheld (ref 
10CFR2.790 & 73.21). 

JONES, D.W., MCALPINE.EJ, Region 2, Office of Director. 85/11/06. Ip. 33579:055- 
33579:055. 


Forwards amends to IRT 4171-005, “Application for Amend to License 
SNM-1 405. Amends add new facility for storage of SNM only & reduce possession 
limits to less than 2,000 g SNM. 

DOWDY, L.G. IRT Corp. 85/10/18. CROW.W, Uranium Fuel Licensing Branch. 3pp 
33603-_296-39fin9>2Q7 a 
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-8511220019 Forwards results of radiation surveys & decontamination of fast spectrum 
cel! at Linac facility in San Diego, CA.Wipe survey showed that cell clean. 
MASCHKA.P.R. IRT Corp. 85/08/07. THOMAS.R. Region 5, Office of Director. 40pp. 
33603:298-33603:337. 


DOCKET 70-1517 GENERAL ELECTRIC CO., SAN JOSE, CA 

8511050028 Responds to 851005 conclusions concerning alleged QA deficiencies at 
GE San Jose facility & proposed meeting.lnfo re substantial safety hazard requested 
before proceeding. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. 
GARDE.B., DEVINE,T. Government Accountability Project. Ip. 33339:358-33339:358. 


DOCKET 70-1750 BABCOCK & WILCOX CO., LYNCHBURG, VA 


8511110259 Forwards IE Info Notice 85-080, “Timely Declaration of Emergency 
Class, Implementation of Emergency Plan & Emergency Notifications.” No action or 
written response required.W/o end. 

STOHR.J.P. Region 2, Office of Director. 85/11/05. ENGELDER,T.C. Babcock & 
Wilcox Co. Ip. 33386:175-33386:175. 


DOCKET 70-2479 TRANSNUCLEAR, INC., FALLS CHURCH, VA 


8511130007 Requests revalidation of approved spent reactor fuel route from 
Wilmington, NC to Savannah River plant through 861231. 

HANNETT.B.A. Transnuclear, Inc. 85/10/16. Division of Safeguards. 2pp. 33455:331- 
33455:332. 

8511140312 Requests revalidation of spent reactor fuel route from Newport News.VA to 
Savannah River plant through 861231. 

HANNETT,B.A. Transnuclear, Inc. 85/10/16. Division of Safeguards. 3pp. 33492:314- 
33492:316. 

8511140315 Requests revalidation of spent reactor fuel route from Portsmouth Marine 
Terminal to Savannah River plant through 861231. 

HANNETT.EA Transnuclear, Inc. 85/10/16. Division of Safeguards. 3pp. 33492:311- 
33*L32:313 

8511140324 Requests revalidation of spent reactor fuel route from Norfolk, VA to Savan- 
nah River plant through 861231. 

HANNETT.B.A. Transnuclear, Inc. 85/10/16, Division of Safeguards. 3pp. 33492:293- 
33492:299. 


DOCKET 70-2947 ILLINOIS POWER CO., DECATUR, IL 


8511140104 Forwards 850807 executed Indemnity Agreement B-91. “Item 4-Location" 
should be revised to conform w/listed liability insurance policy. 

SPANGENBERG.F. Illinois Power Co. 85/10/23. CROW.W.T. Uranium Fuel Licensing 
Branch. 14pp. 33492:171-33492:186. 

8511040067 Forwards Amend 1 to Indemnity Agreement B-91, modifying location de- 
scription to conform to facility form policies, for signature. 

DINITZ.I. Office of State Programs, Director. 85/10/30. HALL.D.P. Illinois Power Co. 
2pp. 33337:001-33337:002. 


DOCKET 70-2948 NIAGRA MOHAWK POWER CORP., SYRACUSE, NY 


8511140039 Forwards request for exemption from requirements of 10CFR70.24 for criti- 
cality monitoring sys.Exemption requested in conjunction w/application for amend to 
License SNM-1895 re possession of new fuel assemblies. 

WETTERHAHN.M.J. Conner & Wetterhahn. WETTERHAHN.M.J. Niagara Mohawk 
Power Corp. 85/10/22. DAVIS, J.G. Office of Nuclear Material Safety & 
Safeguards, Director. 4pp. 33469:345-33469:347. 

8511220113 Provides add! info supporting 851022 request for exemption from 
1 0CFR70.24. Nuclear fuel std BWR 8x8 geometry bundled fuel rods handled & stored 
as discrete arrays. 

MANGAN.C.V. Niagara Mohawk Power Corp. 85/10/29. DAVIS, J.G. Office of Nuclear 
Material Safety & Safeguards, Director, 2pp. 33603:257-33603:258. 


DOCKET 70-2949 ARIZONA PUBLIC SERVICE CO., PHOENIX, AZ 


8511110161 Forwards executed Amend 4 to Indemnity Agreement B-95. 

VAN BRUNT, E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 85/11/04. Office of Nuclear Reactor Regulation, Director (pre-851125). 3pp. 
33385:352-33385:354. 


DOCKET 70-2997 CAROLINA POWER & LIGHT CO., RALEIGH, NC 

8511010537 Forwards License SNM-1 939, authorizing receipt, possession, insp & storage 
of U, enriched in U-235 isotope, contained in fuel assemblies.Environ assessment,SER 
& finding of no significant impact end. 

CROW.W.T. Uranium Fuel Licensing Branch. 85/10/28. UTLEY, E.E. Carolina Power & 
Light Co. 2pp. 33302:066-33302:088. 

-8511010542 License SNM-1 937, authorizing use of U, enriched in U-235 isotope, per 
statements, representations & conditions specified in 840917 & 851010 applications. 
CROW.W.T. Division of Fuel Cycle & Material Safety. 85/10/28. 4pp. 33302-068- 
33302:071. 

-8511010543 Notice of finding of no significant impact re issuance of License SNM- 
1937. 

CROW.W.T. Uranium Fuel Licensing Branch. 84/12/28. 3pp. 33302:072-33302:074. 

“8511010544 Environ assessment supporting licensee 840412 & 0917 applications to 
permit rcceioLpossession & storage of SNM contained in unirradiated nuclear fuel as- 
se.vbic-s & fission chambers for core power distribution mapping. 

'■VYNGARuEN.S.D., CROW.W.T. Uranium Fuel Licensing Branch. 84/12/28. 3pp 
33302:075-33302:077. 

-8511010546 SER supporting licensee 840412,0917 & 851010 applications for license 
to receive, possess, inspect & store SNM in form of unirradiated nuclear fuel assem- 
blies. 

KETZLACH.N., CROW.W.T. Uranium Fuel Licensing Branch. 85/10/28. Ilpp 
33302:078-33302:088. 


DOCKET 70-3000 COMMONWEALTH EDISON CO., CHICAGO, IL 

8511010517 Unexecuted Indemnity Agreement B-102. 

SALTZMAN.J. Assistant Director for State & Licensee Relations. 85/10/08 13po 
33302:041-33302:053. 


DOCKET 70-3020 NUCLEAR ASSURANCE CORP., NORCROSS, GA 

8511060386 Requests route approval for irradiated fuel shipments from former NFS fa- 
cility near West Valley, NY to BMI in West Jefferson.OH.Info provided re cargo descrip- 
tion, anticipated schedule & route description, per NUREG-0561. 

DANESE.F.L. Nuclear Assurance Corp. 85/08/20. HILLMAN, C. Division of Safe- 
guards. 2pp. 33369:346-33369:347. 

8511060450 Forwards schedule of series of spent fuel shipments from West Valley Nu- 
clear Svcs to RE Ginna Nuclear Station.W/o end. 

DANESE.F.L Nuclear Assurance Corp. 85/08/23. SMITH, G.C. Region 1, Office of Di- 
rector. 1 p. 33369:333-33369:333. 

8511120326 Forwards schedule for shipment of spent fuel shipments from West Valley 
Nuclear Svcs to RE Ginna Nuclear Station. Schedule withheld. 

DANESE.F.L. Nuclear Assurance Corp. 85/09/06. SMITH, G.C. Region 1, Office of Di- 
rector. Ip. 33441:346-33441:346. 

8511060106 Submits, on behalf of Rochester Gas & Electric Corp, fourth notification for 
series of up to 81 spent fuel shipments from West Valley Nuclear Svcs to RE Ginna 
Nuclear Station. Schedule forwarded.W/o end. 

DANESE.F.L. Nuclear Assurance Corp. 85/09/23. SMITH, G.C. Region 1, Office of Di- 
rector. Ip. 33372:322-33372:322. 

8511060266 Submits, on behalf of Rochester Gas & Electric Corp, fifth notification for 
series of up to 81 spent fuel shipments from West Valley Nuclear Svcs to RE Ginna 
Nuclear Station. Schedule forwarded.W/o end. 

DANESE.F.L. Nuclear Assurance Corp. 85/10/04. SMITH, G.C. Region 1, Office of Di- 
rector. 1 p. 33371 :041 -33371 :041 . 

8511250064 Notifies of two spent fuel shipments from West Valley facility to BMI in 
West Jefferson, OH.EncI shipment schedule withheld (ref 10CFR73.21). 

DANESE.F.L. Nuclear Assurance Corp. 85/10/17. SMITH.G.C. Region 1, Office of Di- 
rector. Ip. 33619:345-33619:345. 

8511210078 Notifies of continuation of series of spent fuel shipments from West Valley 
Nuclear Svcs to RE Ginna Nuclear Station. Enel shipment schedule withheld (ref 
10CFR73.21). ' 

DANESE.F.L Nuclear Assurance Corp. 85/10/24. SMITH.G.C. Region 1, Office of Di- 
rector. Ip. 33558:151-33558:151. 

8511210146 Notifies of continuation of series of spent fuel shipments from West Valley 
Nuclear Svcs to RE Ginna Nuclear Station. End schedule for shipment withheld (ref 
10CFR73.21). v 

DANESE.F.L. Nuclear Assurance Corp. 85/10/30. SMITH.G.C. Region 1, Office of Di- 
rector. Ip. 33558:111-33558:111. 


DOCKET 70-3037 MCMASTER UNIV., HAMILTON, ONTARIO, CANADA 


DOCKET 70-2984 ARIZONA PUBLIC SERVICE CO., PHOENIX, AZ 

8511050233 Forwards Matl Control & Accounting Safeguards Insp Rept 70-2984/85-02 
on 851007-10 & notice of violation.Notice of violation withheld (ref 10CFR2.790). 
MONTGOMERY, J.L. Region 5, Office of Director. 85/10/29. VAN BRUNT, E.E. Arizo- 
na Nuclear Power Project (formerly Arizona Public Service Co.), 2pp. 33322:098- 
33322:100. 

“8511050237 Matl Control & Accounting Safeguards Insp Rept 70-2984/85-02 on 
851 007-1 0.Violation noted re documentation of new fuel receipts.Details withheld (ref 
10CFR2.790). 

WIEDER.A.V., NELSON.G.B., SCHUSTER, M.D. Region 5, Office of Director. 85/10/ 
29. Ip. 33322:100-33322:100. 

8511260213 Insp Findings & Licensee Ack on 851001-31 of License SNM-1 922.lnsp 
findings:no violations observed. 

* Region 5, Office of Director. 85/11/13. Ip. 33641:060-33641:060. 


8511140069 Requests approval of proposed route for spent fuel shipment from Canadi- 
an border to Savannah River.Shipment scheduled for early Jan 1986. 

ERNST, P.C. McMaster Univ., Hamilton, ON. 85/10/15. HILLMAN, C.R. Division of 
Safeguards. 6pp. 33492:206-33492:21 1 . 


PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT 
AND TRANSPORTATION OF RADIOACTIVE MATERIAL 
UNDER CERTAIN CONDITIONS 


DOCKET 71-0005 MAGNAFLUX CORP. 


8511060222 Application for renewal of QA program approval for radioactive matl 
package:0005.PJ Rosauer no longer employed by company.Fee paid. 

BANFIELD.E.L. MQS Inspection, Inc. (formerly Magnaflux Corp.). 85/09/27. 
MACDONALD, C.E. Transportation Certification Branch. 2pp. 33372:270-33372:271. 
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DOCKET 71-0109 UNION CARBIDE CORP. 

8511140041 Application for renewal of QA program approval for radioactive matl 
packago-ClOS-Unior Carbide Subsidiary B.lnc changed to Cintichem.lnc effective 
250--L - " .=r sed GA program dtd 851014 encl.Fee paid. 

RUZICKA.W.G. CiriEichem, inc. 85/10/17. MACDONALD.C.E. Transportation Certifica- 
tion Branch. Ip. 33469:320-33469:343. 

--851 1140043 “Radioactive Matl Packaging QA Program.” 

* Cintichem, Inc. 85/10/14. 24pp. 33469:321-33469:343. 

8511220208 Forwards QA program approval for radioactive matl package: 01 09, Rev 2. 
MACDONALD.C.E. Transportation Certification Branch. 85/11/18. RUZICKA.W.G. Cin- 
tichem, Inc. Ip. 33603:229-33603:229. 

-8511220211 QA program approve! for radioactive matl package:0109,Rev 2. 
MACDONALD, C.’E. “Transooilaiion Certification Branch. 85/11/18. Ip. 33603:230- 
33603:230. 


DOCKET 71-0142 CHICAGO BRIDGE & IRON CO. 

8501300093 Forwards QA program approval for radioactive matl package: 01 42, Rev 2. 
MACDONALD.C.E. Transportation Certification Branch. 85/01/23. BONIA.R.A. Chica- 
go Bridge & Iron Co. Ip. 28684:260-286^4:261. 

-85713C2CS5 CA oroomm approval for radioactive matl package:0142,Rev 2. 

C E r, cnsoorta:ior. Certification Branch. 85/01/23. Ip. 28684:261- 

28684:261. 


DOCKET 71-0180 HARTFORD STEAM BOILER CO. 

8511070162 Requests renewal of QA program for radioactive mat! package: 0180. 
PAYNE, T.L. Brand Examination Services & Testing Co. 85/08/15. Transportation Cer- 
tification Branch. Ip. 33381:040-33381:046. 

-8511070170 QA program for shipping container. 

* Brand Examination Services & Testing Co. 85/08/15. 6pp. 33381:041-33381:045. 

-8511070173 Requests fee for 850815 application for renewal of QA program for radio- 
active matl package:0180. 

JACKSON, G. License Fee Management Branch. 85/09/19. PAYNE, T.L. Brand Exami- 
nation Services & Testing Co. Ip. 33381:046-33381:046. 

8511070611 Forwards QA program approval for radioactive mati package:0180,Rev 2. 
MACDONALD.C.E. Transportation Certification Branch. 85/10/28. PAYNE.T.L. Brand 
Examination Services & Testing Co. Ip. 33381:132-33381:133. 

-8511070613 QA program approval for radioactive matl packaged 180, Rev 2. 
MACDONALD.C.E. Transportation Certification Branch. 85/10/28. Ip. 33381:133- 
33381:133. 


DOCKET 71-0249 NUCLEAR FUEL SERVICES, INC. 

8511140433 Application for renewal of Rev 4 to “QA Program for Shipping Packages for 
Radioactive Matl," in response to 850904 notice of expiration.Fee paid. 

MAXIN.A.M. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 85/10/25. 
MACDONALD.C.E. Transportation Certification Branch. Ip. 33469:267-33469:290. 

-8511140437 Rev 4 to NFS-HS-CL-001, “QA Program for Shipping Packages for Radio- 
active Matl." 

* Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 85/10/25. 24pp. 33469:268- 
33469:290. 

8511180560 Forwards QA program approval for radioactive matl package: 0249, Rev 2. 
MACDONALD.C.E. Transportation Certification Branch. 85/11/07. MAXIN.A.M. Nucle- 
ar Fuel Services, Inc. (subs, of Getty Oil Co.). Ip. 33503:191-33503:192. 

-8511180563 QA program approval for radioactive matl package:0249,Rev 2. 
MACDONALD.C.E. Transportation Certification Branch. 85/11/07. Ip. 33503:192- 
33503:192. 


DOCKET 71-0252 DAYTON X-RAY CO. 

8511120069 Notifies that QA program approval for radioactive matl package:0252 ex- 
pired on 850930. 

MACDONALD.C.E. Transportation Certification Branch. 85/11/04. SAMMONS, R.H. 
Dayton X-Ray Co. Ip. 33431:360-33431:360. 


“85^1960311 Recuests fee *o' 85082 7 aop! : cation for QA program approval for radioac- 

ii'.'O .Ti£i i - £ick£go:w3','C.Vv .■ o cnc 1 . 

jaCKSC.v.G. . "ci-nso .■.'a-’acomc': Branch. 85/09/26. BATLER.S. Philips Medi- 
cs. Sys^ns.inc. ip. 33371- : 30-3337 :.L”0 


DOCKET 71-4888 MODEL: SENTINEL-25A, B, C, C3, D, E, F, TELEDYNE ENERGY 


8511210133 Requests that listed address be used as current address for Certificates of 
Compliance:4888, 5830, 5071, 6786 & 9030. 

DURFEE.P.J. Navy, Dept, of, Naval Sea Systems Command. 85/11/07. Transporta- 
tion Certification Branch. 2pp. 33558:112-33558:113. 


DOCKET 71-5071 MODEL: URIPS-P-1, NAVY, DEPT. OF 


3511210133 Requests that listed address be used as current address for Certificates of 
Compliance:4888, 5830, 5071, 6786 & 9030. 

DURFEE.P.J. Navy. Dept, of, Naval Sea Systems Command. 85/11/07. Transporta- 
tion Certification Branch. 2pp. 33558:112-33558:113. 


DOCKET 71-5088 MODEL: D34710-1, D34710-2, BABCOCK & WILCOX CO. 


8511070445 Application for renewal of Certificate of Compliance 5088 for Models 
D34710-1 & D34710-2.Fee paid. 

REGAN.N.A. Babcock & Wilcox Co. 85/10/02. MACDONALD.C.E. Transportation Cer- 
tification Branch. 2pp. 33385:151-33385:152. 

8511140316 Requests registration as user of Models D34710-1 & D34710-2. 
MCMASTERJ.B. Pennsylvania State Univ., University Park, PA. 85/10/10. 
MCDONALD, C.E. Transportation Certification Branch. 2pp. 33498:051-33498:052. 


DOCKET 71-5507 MODEL: HFIR SPENT FUEL ELEMENT SHIPPING CASK, 
ENERGY, 


8511120420 Advises that addl info on ORNL HFIR spent fuel element shipping package 
will be provided prior to 860403, per NRC 851003 request.Responses to NRC ques- 
tions re ORNL tungsten- shielded cask will be provided prior to 851215. 

GARRISON, R.F. Energy, Dept. of. 85/11/04. MACDONALD.C.E. Transportation Certi- 
fication Branch. 2pp. 33439:055-33439:056. 


DOCKET 71-5597 MODEL: TUNGSTEN SHIELDED CASK, ENERGY, DEPT. OF 


8511120420 Advises that addl info on ORNL HFIR spent fuel element shipping package 
will be provided prior to 860403, per NRC 851003 request.Responses to NRC ques- 
tions re ORNL tungsten- shielded cask will be provided prior to 851215. 

GARRISON, R.F. Energy, Dept. of. 85/11/04. MACDONALD.C.E. Transportation Certi- 
fication Branch. 2pp. 33439:055-33439:056. 


DOCKET 71-5607 MODEL: T-2, ENERGY, DEPT. OF 


8511110421 Forwards Rev 6 to Certificate of Compliance 5607 for Model T-2. 
MACDONALD.C.E. Transportation Certification Branch. 85/11/06. GARRISON, R.F. 
Energy, Dept. of. Ip. 33401:239-33401:243. 

“8511110428 Certificate of Compliance 5607, Rev 6,for Model T-2.Approval record end. 
MACDONALD.C.E. Transportation Certification Branch. 85/11/06. 4pp. 33401:240- 
33401:243. 


DOCKET 71-5828 MODEL: TREAT, ENERGY, DEPT. OF 


8511220277 Forwards Rev 4 to Certificate of Compliance 5828 for Model TREAT. 
MACDONALD.C.E. Transportation Certification Branch. 85/11/13. REGAN.N.A. Bab- 
cock & Wilcox Co. Ip. 33603:032-33603:032. 

“8511220279 Certificate of Compliance 5828,Rev 4, for Model TREAT. Approval record 

MACDONALD.C.E. Transportation Certification Branch. 85/11/13. 3pp. 33603:033- 
33603:035. 


DOCKET 71-0333 ALABAMA POWER CO. 


DOCKET 71-5830 MODEL: SNAP 21, NAVY, DEPT. OF 


8511140092 Requests rev to mailing lists for correspondence re util. 

MCDONALD, R.P. Alabama Power Co. 85/10/22. MACDONALD.C.E. Transportation 
Certification Branch. 2pp. 33492:194-33492:195. 

DOCKET 71-0546 TECHNICAL SERVICES, INC. 

8511060206 Forwards QA program approval for radioactive matl package: 0546, Rev 0. 
MACDONALD.C.E. Transportation Certification Branch. 85/10/28. HANRAHAN.E. 
Vector Corp. Ip. 33372:268-33372:268. 

“8511060212 QA program approval for radioactive matl package:0546,Rev 0. 
MACDONALD.C.E. Transportation Certification Branch. 85/10/28. Ip. 33372:269- 
33372:269. 


DOCKET 71-0550 NAVY, DEPT. OF 

8511060305 Forwards QA program contained in 850522 Itr. 

BALTER, S. Philips Medical Systems, Inc. 85/08/27. MACDONALD.C.E. Transportation 
Certification Branch. 2pp. 33371:044-33371:099. 


8511210133 Requests that listed address be used as current address for Certificates of 
Compliance:4888,5830, 5071 .6786 & 9030. 

DURFEE.P.J. Navy, Dept, of, Naval Sea Systems Command. 85/11/07. Transporta- 
tion Certification Branch. 2pp. 33558:112-33558:113. 


DOCKET 71-5942 MODEL- GE-700, GENERAL ELECTRIC CO. 


8511210485 Requests registration as user of Model 700. 

COSTLEY.W.J. Neutron Products, Inc. 85/11/01. MACDONALD.C.E. Transportation 
Certification Branch. 2pp. 33583:338-33583:339. 


8511180557 Notification of registration as user of Model GE-700, in response to 851101 
request. 

MACDONALD.C.E. Transportation Certification Branch. 85/11/07. TURKANIS.M.M. 
Neutron Products, Inc. Ip. 33504:150-33504:150. 


DOCKET 71-5971 MODEL 200, GENERAL ELECTRIC CO. 
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8511070150 Notifies of plans to use Model GE-SOO.Utii QA program approved as satis- 
fying provisions of Subpart H of 10CFR71. Util possesses specific certificate of com- 
pliance for radioactive matls packages. 

BRONS.J.C. New York Power Authcrtv ff'srmsr’y ?o\ -z' Authority of the State of New 
York). 85/10/09. ;■/ ACD 0 N A _ C , 2 1 T'hnsco'-.afior. Certification Branch. 2pp. 
33381:062-33381:063. 

8511010155 Notification of registration as user of Model 200, in response to 851009 re- 
quest. 

MACDONALD, C.E. Transportation Certification Branch. 85/10/24. CONVERSE, R.J. 
New York Power Authority (formerly Power Authority of the State of New York). Ip. 
33304:052-33304:052. 

8511210489 Requests registration as user of Model 200. 

FURR.A.K. Virginia Polytechnic Institute & State Univ., R'acksbum \ /A 85^10/25. 
MACDONALD.C.E. Transportation Certification Branch. 2pp 

8511210168 Forwards Rev 6 to Certificate of Compliance 5971 for Model IPO-20Q. 
MACDONALD.C.E. Transportation Certification Branch. 85/11/13. 
CUNNINGHAM, G.E. General Electric Co. 2pp. 33558:330-33558:335. 

-8511210171 Certificate of Compliance 5971, Rev 6, for Model IPO-200. Approval record 
end. 

MACDONALD.C.E. Transportation Certification Branch. 85/11/13. 4pp. 33558:332- 
33558:335. 


DOCKET 71-6273 MODEL: 48X, 48F, 48A & 48Y, ALLIED CHEMICAL CORP. 


8511140019 Application for renewal of Certificate of Compliance 6273 for Models 
48A.48X.48F & 48Y. Corporate identity : u n.'\'ior! d;.o tc 'o organization. Fee paid. 
CIPOLLA,A.J. Allied Corp. 85/10/15. 3:<\C C E Transportation Certification 

Branch. Ip. 33492:132-33492:136. 


DOCKET 71-6346 MODEL: FSV-1, GA TECHNOLOGIES, INC. 


8511120324 Forwards Rev 0 to Vol 1 of GADR 55, “Consolidated Design Rept for 
Model FSV-1 Shipping Cask” & Rev 0 to Vol !l of GADR-55, "Consolidated Design 
Rept for Model FSV-1 A Package.” 

BREY.H.L. Public Service Co. of Colorado. 85/11/05. MACDONALD.C.E. Transporta- 
tion Certification Branch. 5pp. 33429:317-33431:111. 

-8511120327 Rev 0 to Vol I, “Consolidated Design Rept for Model FSV-1 Shipping 
Cask.” 

* Public Service Co. of Colorado. GADR 55 VI R00. 85/11/05. 180pp. 33429:322- 
33430:141. 

-8511120330 Rev 0 to Vol II, “Consolidated Design Rept for Model FSV-1 A Package.” 

* Public Service Co. of Colorado. GADR-55 V2 R00. 85/10/31. 330pp. 33430:142- 
33431:111. 


DOCKET 71-6400 MODEL: 6400, WESTSNGHOUSE ELECTRIC CORP. 


8511070396 Application for rev to Certificate of Compliance 6400, adding shipment of 
unirradiated U-233 fuel in form of fuel pellets & short rods encased within stainless 
steel tubing.Rev 4 to SAR end. 

ENGEL, W.P. Energy, Dept. of. 85/10/28. MACDONALD.C.E. Transportation Certifica- 
tion Branch. 3pp. 33378:164-33378:292. 

-8511070399 Rev 4 to “SAR for Packaging Super Tiger Shipping Container as Adapted 
for Light-Water Breeder Reactor-Type Fuel Rods." 

RICHAnRSCN.K.D Encrov. Dept. of. WAPD-LP(FE)-220 R04. 85/09/30. 124pp. 
: ! 3 / 8 : 1 C ' 7 ■ / 3 : i 7 ti : 2 9 2 . 


DOCKET 71-6574 MODEL: HN-200, H8TTMAN NUCLEAR & DEVELOPMENT CORP. 


8511220440 Requests extension until 851120 to respond to NRC 850829 Itr re redesign 
of impact skirt foam. 

LEDUC.R.J. Westinghouse Hittman Nuclear, Inc. 85/10/29. MACDONALD, C. Trans- 
portation Certification Branch. 2pp. 33587:360-33587:360. 

8511220426 Requests registration as user of Models HN-500, HN-200, NUPAC OH- 
142, NUPAC 14/190L, NUPAC 14/190M,NUPAC 14/190H, NUPAC 14/2100L & NUPAC 
14/210H. 

MINECK.D.L. Iowa Electric Light & Power Co. 85/10/31. MACDONALD.C.E. Transpor- 
tation Certification Branch. 2pp. 33600:357-33600:358. 

8511200219 Notification of registration as user of listed models including Models HN- 
200, OH-142 MKI, OH-142 MKIB, OH-142 MKII, NUS 10-135, NUPAC 14/190L.14/ 
190M.14/190H & 14/21 OL.in response to 851031 request. 

MACDONALD.C.E. Transportation Certification Branch. 85/11/07. GIORGIO, H. Iowa 
Flactric I inht A Power Cn Pnn 39561:341-33561:342. 


DOCKET 71-9006 MODEL: AS 500 SU, TECH/OPS, INC. 


8511110375 Requests registration as user of Models 650 & AISOOSU.Tech Ops certifi- 
cates of competent authority & certificates of compliance end. 

VITTUM.D.A. New. Dept. of. 85/10/21. Division of Fuel Cycle & Material Safety. 5pp. 
3340^.237-3340 -v : 2 3 . 

8511110440 Notification of registration as user of Models Al 500 SU & 650. 
MACDONALD.C.E. Transportation Certification Branch. 85/11/04, Navy, Dept. of. Ip. 
33404:311-33404:311. 


DOCKET 71-9007 MODEL: 520, TECH/OPS, SNC. 


8511060368 Application for renewal of Certificate of Compliance 9007 for Model Al 520 
Type B(U).Fee paid. 

ROUGHAN.C. Tech/Ops, Inc. (formerly Technical Operations, Inc.). 85/10/07. 
MACDONALD.C.E. Transportation Certification Branch. 2pp. 33372:161-33372:162. 

-8511060370 Rev 0 to "SAR Tech/Ops, Inc Model Al 520 Type B(U) Package." 

* Tech/Ops, Inc. (formerly Technical Operations, Inc.). 85/09/16. 94pp. 33372:163- 
33372:257. 

8511060364 Notification of registration as user of Model 520 in response to 851011 re- 
quest. 

MACDONALD.C.E. Transportation Certification Branch. 85/10/28. FERGUESON.N. 
Longview Inspection, Inc. Ip. 33372:047-33372:047. 


DOCKET 71-9015 MODEL: TN-8, -8L, TRANSNUCLEAR, SNC. 


8511010491 Forwards Vols 1 & 2 of Rev 9 to E-2040, “TN-8.TN-8L & TN-9 SAR" & 
page listing for Rev 9 to E-6698, “TN-8.TN8L & TN-9 Packagings SAR.” 
GOLDMANN.K. Transnuclear, Inc. 85/10/16. MACDONALD.C.E. Transportation Certi- 
fication Branch. 9pp. 33340:009-33341 :225. 

-8511010495 Vol 1 of Rev 9 to "TN-8.TN-8L & TN-9 SAR.” W/five oversize drawings. 

* Transnuclear, Inc. E-2040 V01 R09. 85/05/30. 304pp. 33340:018-33340:321. 

-8511010498 Vol 2 of Rev 9 to “TN-8.TN-8L & TN-9 SAR.” W/six oversize drawings. 

* Transnuclear, Inc. E-2040 V02 R09. 85/05/30. 255pp. 33340:322-33341:225. 

8511130350 Notifies of intent to use Models OH-142 & TN-8L. 

MANGAN.C.V. Niagara Mohawk Power Corp. 85/10/15. DAVIS, J.G. Office of Nuclear 
Material Safety & Safeguards.Director. 2pp. 33447:307-33447:308. 

8511120186 Notification of registration as user of Models TN-8.TN-81, OH-1 42, OH-1 42 
MKI, OH-142 MKIB, OH-142 MKII & NUS 10-135 in response to 851015 request. 
MACDONALD.C.E. Transportation Certification Branch. 85/11/04. GERBER, C.A. Ni- 
agara Mohawk Power Corp. 1 p. 33433:324-33433:324. 


DOCKET 71-9016 MODEL: TN-9, TRANSNUCLEAR, INC. 


8511010491 Forwards Vols 1 & 2 of Rev 9 to E-2040, “TN-8.TN-8L & TN-9 SAR" & 
page listing for Rev 9 to E-6698, “TN-8,TN8L & TN-9 Packagings SAR." 
GOLDMANN.K. Transnuclear, Inc. 85/10/16. MACDONALD.C.E. Transportation Certi- 
fication Branch. 9pp. 33340:009-33341:225. 

-8511010495 Vol 1 of Rev 9 to “TN-8.TN-8L & TN-9 SAR." W/five oversize drawings. 

* Transnuclear, Inc. E-2040 V01 R09. 85/05/30. 304pp. 33340:018-33340:321. 

-8511010498 Vol 2 of Rev 9 to “TN-8,TN-8L & TN-9 SAR." W/six oversize drawings. 

* Transnuclear, Inc. E-2040 V02 R09. 85/05/30. 255pp. 33340:322-33341:225. 

851111036® Application for rev to Certificate of Compliance 9016 to allow transport of 
up to six canisters of declad EBR-II blanket fuel.Fee paid. 

GOLDMAN, K. Transnuclear, Inc. 85/10/11. MACDONALD.C.E. Transportation Certifi- 
cation Branch. 5pp. 33404:298-33404:302. 


DOCKET 71-9022 MODEL: CE-250-2, COMBUSTION ENGINEERING, INC. 

8511130111 Withdraws 850710 application for approval of Model CE-250-2.Addl info re- 
quested in NRC 850913 Itr unavailable. Plan of action to obtain requested info being 
prepared. 

GERRALD.L.D. Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). 85/10/10. 
MACDONALD.C.E. Transportation Certification Branch. 2pp. 33454:337-33454:338. 

8511060336 Advises that review of 850710 application for certificate of compliance for 
Model CE-250-2 terminated, per 851010 Itr. 

MACDONALD.C.E. Transportation Certification Branch. 85/10/29. GERRALD.L.D. 
Exxon Nuclear Co.. Inc. fsubs. of Exxon Corn t. In 33371 -1 04-33371 -in a 
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8511210133 Requests that listed address be used as current address for Certificates of 
Compliance:4888,5830, 5071, 6786 & 9030. 

DURFEE,P.J. Navy, Dept, of, Nava! Sea Systems Command. 85/11/07. Transporta- 
tion Certification Branch. 2pp. 3r:':55. 1 : 


DOCKET 71-9032 MODEL: 650, TECH/OPS, INC. 

B5111 10375 Requests registration as user of Models 650 & AISOOSU.Tech Ops certifi- 
cates of component rv.jthor’ty & certificates of compliance end. 

fU.». u.r'i. ' r/jc:. c., 85/10/21. Division of Fuel Cycle & Material Safety. 5pp. 
23‘-0-i 2J7-3.V. C< 

8511110440 Notification of registration as user of Models Al 500 SU & 650. 
MACDONALD.C.E. Transportation Certification Branch. 85/11/04. Navy, Dept. of. Ip. 
33404:311-33404:311. 


DOCKET 71-9049 MODEL: GE-500, GENERAL ELECTRIC CO. 

8511210513 Forwards Rev 0 to Drawing 129D4690,new set of drawings redrawn from 
sepias GE provided to Army Map Svc & revised pages to operating procedures in ac- 
cordance \W.NRO rcconTs^dations.por 950919 Itr. 

IRWIN, HP. Auvanciid iviodica: S'sioms, Inc. 85/10/29. Transportation Certification 
Branch. 18pp. 33b/fi:05(:-335;fi:9^. 


DOCKET 71-9053 MODEL: 683, TECH/OPS, INC. 

8511120405 Application for rev correcting Rev 4 to Certificate of Compliance 9053 for 
Model 683 to reflect that package approved as Type B(U). 

ROUGHAN.C. Tech/Ops, Inc. (formerly Technical Operations, Inc.). 85/10/28. 
MACDONALD, C. Transportation Certification Branch. Ip. 33439:084-33439:086. 

8511120068 Forwards Rev 5 to Certificate of Compliance 9053 for Model 683. 
MACDONALD.C.E. Transportation Certification Branch. 85/11/05. MUNRO.J.J. Tech- 
nical Operations, Inc. 2pp. 33433:314-33433:318. 

-8511120072 Certificate of Compliance 9053, Rev 5, for Model 683.Approval record end. 
MACDONALD.C.E. Transportation Certification Branch. 85/11/05. 3pp. 33433:316- 
33433:318. 


DOCKET 71-9073 MODEL: OH-142 SERIES & NOS 10-135, NUCLEAR PACKAGING, 

8511130350 Notifies of intent to use Models OH-142 & TN-8L. 

MANGAN.C.V. Niagara Mohawk Power Corp. 85/10/15. DAVIS.J.G. Office of Nuclear 
Material Safety & Safeguards, Director. 2pp. 33447:307-33447:308. 

8511130348 Requests registration as user of Model HN-500. 

PLIML.G.J. Commonwealth Edison Co. 85/10/21. MACDONALD.C.E. Transportation 
Certification Branch. 2pp. 33447:309-33447:310. 

8511130390 Requests registration as user of Models OH-142 & NUS 10-135. 

HAHN.R.E. General Public Utilities Corp. - GPU Service Corp. 85/10/23. 
MACDONALD.C.E. Transportation Certification Branch. 2pp. 33447:303-33447:304. 

8511220426 Requests registration as user of Models HN-500,HN-200,NUPAC OH- 
142, NUPAC 14/190L, NUPAC 14/190M, NUPAC 14/190H, NUPAC 1 4/21 00L & NUPAC 
14/21 OH. 

MINECK.D.L. Iowa Electric Light & Power Co. 85/10/31. MACDONALD.C.E. Transpor- 
tation Certification Branch. 2pp. 33600:357-33600:358. 

8511120150 Notification of registration as user of Models OH-142, OH-142 MKI.OH-142 
MKIB, OH-142 MKJI & NUS 10-135 in response to 851023 request. 

MACDONALD.C.E. Transportation Certification Branch. 85/11/04. HAHN.R.E. General 
Public Utilities Corp. - GPU Sen/ice Corp. Ip. 33433:348-33433:348. 

8511120186 Notification of registration as user of Models TN-8.TN-81, 0H-142.0H-142 
MKI.OH-142 MKIB, OH-142 MKII & NUS 10-135 in response to 851015 request. 
MACDONALD.C.E. Transportation Certification Branch. 85/11/04. GERBER.C.A. Ni- 
agara Mohawk Power Corp. 1 p. 33433:324-33433:324. 

8511120078 Notification of registration as user of Models OH-142, OH-142 MKI.OH-142 
MKIB.OH-142 MKII & NUS 10-135,in response to 851021 request. 

MACDONALD.C.E. Transportation Certification Branch. 85/11/05. PLIMIL.G.J. Com- 
monwealth Edison Co. Ip. 33433:313-33433:313. 

8511200219 Notification of registration as user of listed models including Models HN- 
200, OH-142 MKI.OH-142 MKIB.OH-142 MKII, NUS 10-135, NUPAC 14/190L.14/ 
190M.14/190H & 14/210L,i n response to 851031 request 

MACDONALD.C.E. Transportation Certification Branch. 85/11/07. GIORGIO, H. Iowa 
Electric Light & Power Co. 2pp. 33561:341-33561:342. 


DOCKET 71-9094 MODEL: CNS 14-195-H, CHEM-NUCLEAR SYSTEMS, INC. 

8511210318 Requests registration as user of Model CNS 14-1 95H. 

IRWIN, H.R. Advanced Medical Systems, Inc. 85/11/01. Office of Nuclear Material 
Safety & Safeguards, Director. 2pp. 33558:344-33558:345. 

8511200211 Notification of registration as user of Model CNS-14-195-H in response to 

M 5 ACDONALD?C.E. Transportation Certification Branch. 85/11/07. IRWIN, H.R. Ad- 
vanced Medical Systems, Inc, Ip. 33561:343-33561:343. 


DOCKET 71-9132 MODEL: T-3, ENERGY, DEPT. OF 

8511220056 Forwards Rev 1 to “Consolidated SAR for T-3 Spent Fuel Shipping Cask 
Demonstrating Compliance to Requirements of 10CFR71.” Pages 2-143,2-14 4 & 2- 
:45.omiUed ;. ; om Apr submittal, also end. 

TEMUS.C.J. Nuclear Packaging, Inc. 85/10/08. MACDONALD.C.E. Transportation 
Certification Branch. 6pp. 33585:091-33585:111. 

-8511220064 Rev 1 to “Consolidated SAR for T-3 Spent Fuel Shipping Cask Demon- 
stratino Compliance to Requirements of 10CFR71.'' W/one oversize drawing. 

* Nuclear Packaging, Inc. 85/09/17. 15pp. 33585:097-33585:111. 

8511200241 Forwards Rev 2 to “Consolidated SAR Rept for T-3 Spent Fuel Shipping 
Cask Demonstrating Compliance...." Rev incorporates NRC 850909 comments on T-3 
drawings, per Rev 1 to rept. 

TEMUS.C.J. Nuclear Packaging, Inc. 85/10/31. MACDONALD.C.E. Transportation 
Certification Branch. 4pp. 33555:151-33555:173. 

-8511200246 Rev 2 to "Consolidated SAR for T-3 Spent Fuel Shipping Cask Demon- 
strating Compliance to Requirements of 10CFR71.” 

* Nuclear Packaging, Inc. 85/10/31. 18pp. 33555:155-33555:173. 


DOCKET 71-9147 MODEL: 850, TECHNICAL OPERATIONS, INC. 


8511200078 Application for renewal of Certificate of Compliance 9147 for Model 
850.Fee paid. 

ROUGHAN.C. Tech/Ops, Inc. (formerly Technical Operations, Inc.). 85/10/25. 
MACDONALD, C. Transportation Certification Branch. 2pp. 33562:284-33562:285. 

8511210160 Forwards Rev 2 to Certificate of Compliance 9147 for Model 850. 
MACDONALD.C.E. Transportation Certification Branch. 85/11/13. MUNRO.J.J. Tech/ 
Ops, Inc. (formerly Technical Operations, Inc.). 2pp. 33558:336-33558:340. 

-8511210165 Certificate of Compliance 9147, Rev 2,for Model 850.Approval record end. 
MACDONALD.C.E. Transportation Certification Branch. 85/11/13. 3pp, 33558:338- 
33558:340. 


DOCKET 71-9151 MODEL: HN-100 SERIES 3, CNS 14-170 HI, NUS 14-170 !, 


8511120396 Advises that response to questions in NRC 850919 Itr re Rev 6 to Certifi- 
cate of Compliance 9151 will be provided on or before 851101 . 

LEDUC.R.J. Westinghouse Hittman Nuclear, Inc. 85/10/18. MACDONALD.C.E. Trans- 
portation Certification Branch. 2pp. 33439:082-33439:083. 


DOCKET 71-9156 MODEL: IR-50, INDUSTRIAL NUCLEAR CO. 


8511120442 Responds to 851010 application for amends to Certificates of Compliance 
9156 & 9185.Addl fees required per 10CFR1 70.31. 

JACKSON, G. License Fee Management Branch. 85/10/21. GAINES, T.M. Industrial 
Nuclear Co. Ip. 33433:194-33433:250. 

“8511120445 Application for amends to Certificates of Compliance 9156 & 9185 for 
Models IR-50 & DP- 100. Supporting documentation end. Fee paid. 

GAINES, T.M. Industrial Nuclear Co. 85/10/10. MACDONALD.C.E. Transportation Cer- 
tification Branch. 50pp. 33433:195-33433:250. 


DOCKET 71-9159 MODEL: NUPAC 14/190L, /190M & /190H, NUCLEAR PKG., INC. 


8511130345 Reauests registration as user of Model 14-1 90H. 

SCOTT.D.J. Commonwealth Edison Co. 85/10/21. MACDONALD.C.E. Transportation 
Certification Branch. 2pp. 33447:311-33447:312. 

8511130354 Requests registration as user of Model 14-1 90H. 

VENCI.R.J. Commonwealth Edison Co. 85/10/21. MACDONALD.C.E. Transportation 
Certification Branch. 2pp. 33447:305-33447:306. 

8511220426 Requests registration as user of Models HN-500, HN-200.NUPAC OH- 
142, NUPAC 14/1 90 L, NUPAC 14/190M.NUPAC 14/190H, NUPAC 14/21 00L & NUPAC 
14/210H. 

MINECK.D.L Iowa Electric Light & Power Co. 85/10/31. MACDONALD.C.E. Transpor- 
tation Certification Branch. 2pp. 33600:357-33600:358. 

8511120056 Notification of registration as user of Models NUPAC 14/1 90L, NUPAC 14/ 
190M & NUPAC 14/1 90H in response to 851021 request. 

MACDONALD.C.E. Transportation Certification Branch. 85/11/04. VENCI.R.J. Com- 
monwealth Edison Co. 1 p. 33442:203-33442:203. 

8511120065 Notification of registration as user of Models NUPAC 14/190L, NUPAC 14/ 
190M & NUPAC 14/190H in response to 851021 request. 

MACDONALD.C.E. Transportation Certification Branch. 85/11/04- SCOTT, D.J. Com- 
monwealth Edison Co. Ip. 33431:361-33431:361. 

8511200219 Notification of registration as user of listed models including Models HN- 
200, OH-142 MKI,OH-142 MKIB.OH-142 MKII, NUS 10-135, NUPAC 14/190L.14/ 
190M.14/190H & 14/210L,in response to 851031 request. 

MACDONALD.C.E. Transportation Certification Branch. 85/11/07. GIORGIO, H. Iowa 
Electric Light & Power Co. 2pp. 33561:341-33561:342. 


DOCKET 71-9176 MODEL: NUPAC 14/210L & 14/210H, NUCLEAR PACKAGING, 
INC. 


DOCKET 71-9103 MODEL: NLI-6502, NUCLEAR ASSURANCE CORP. 

851 1060463 Forwards request for addl info needed to review 850718 application for 
amend to Model NLI-6508.lnfo needed includes engineering drawings of fuel basket & 
fuel cans.Schedule for submitting end info requested within 30 days 
MACDONALD.C.E. Transportation Certification Branch, 85/10/28. JOHNSON, C.R. Nu- 
clear Assurance Corp. 2pp. 33369:330-33369:331. 


8511120384 Requests registration as user of Model CNS 14-215A. 

ALLEN, J.R. Washington Public Power Supply System. 85/10/11. MACDONALD.C.E. 
Transportation Certification Branch. 3pp. 33439:061-33439:063. 

8511130044 Requests registration as user of Models NUPAC 14/210L & 14/21 OH. 
PETERS.M.R. 3M Co., Minnesota Mining & Manufacturing Co. 85/10/23. 
MACDONALD.C.E. Transportation Certification Branch. 2pp. 33450:320-33450:321. 
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8511010149 Notification of registration as user of Models NUPAC 14/210 L, NUPAC 14/ 
210 H & CNSI 14-215 HA in response to 851011 request. 

MACDONALD CE Transportation Certification Branch. 85/10/24. ALLEN, J.R. Wash- 
ng:o- -u::. c =0- or System. Ip. 33304:060-33304:060. 

8511220426 Requests as user of Mode's - N - 5 0 0 . 2 L 0 , X UP -VC OJ: 

142 , nupac 14/- y’j-r-z i90 M, nupac i4/'::-:)- : 5 i: .\Uf'-,C 

14/210H. 

MINECK.D.L. Iowa Electric Light & Power Co. 85/10/31. MACDONALD, C.E. Transpor- 
tation Certification Branch. 2pp. 33600:357-33600:358. 

8511120058 Notifies ticn cf r C:Z‘ st'at'en as user of Models NUPAC 1 4/21 OL, NUPAC 14/ 
21 OH & CNSI 14-2':".- A. :. Asper se to 851023 request. 

MACDONALD ,C. =. Transportation Certification Branch. 85/11/04. PETERS, M.R. 3M 
Co., Minnesota Mining & Manufacturing Co. Ip. 33442:204-33442:204. 

8511200219 Notification of reaistration as user of listed models Ircluriinc Models HN- 
200, OH-142 MKI, OH-142 MK, ‘3, OH-1 -2 MKII, NUS 10- 1 NUPAC 14/190L.14/ 
190M.14/190H & 14/210L,in response to 851031 request. 

MACDONALD, C.E. Transportation Certification Branch. 85/11/07. GIORGIO, H. Iowa 
Electric Light & Power Co. 2pp. 33561:341-33561:342. 

8511220217 Notification of registration as user of Models NUPAC 14/210L.NUPAC 14/ 
21 OH & CNSI 14/215HA,in response to 851014 request. 

MACDONALD.C.E. Transportation Certification Branch. 85/11/13. CRANE, P.A. Pacific 
Gas & Electric Co. Ip. 33603:222-33603:22 2. 


DOCKET 71-9185 MODEL: QP-100, INDUSTRIAL NUCLEAR CO. 

8511120442 Responds to 851010 application for amends to Certificates of Compliance 
9156 & 9185.Addl fees required per 10CFR 170.31. 

JACKSON, G. License r co Marrs-ncmod Branch. 85/10/21. GAINES, T.M. Industrial 
Nuclear Co. Ip. 33*33 - -2 0 • 1 i G 5 D 

--8511120445 Application for amends to Certificates of Compliance 9156 & 9185 for 
Models IR-50 & DP-^QO.Suprodin o riocu^entaticr end Fee oaid. 

GAINES, T.M. Industr:--; s'-p-ea: Cc 55. C. ' C. MACDONALD ,C E Transportation Cer- 
tification Branch. 50pp. 33433:195-33433:250. 


DOCKET 71-9192 MODEL: AP-300, ANEFCO, INC. 

8511140144 Forwards Rev 8 to “Design & SA C Anefco AP-300 Type A” & rev to 
SAR.providing addl info, per 83032^ .’oquesi.Rospons.-s related to drawings, per appli- 
cation for certificate cf compliance. 

MURPHY, J.D. Anefco, Inc. 85/10/03. MACDONALD.C.E. Transportation Certification 
Branch. 8pp. 33468:052-33468:058. 

-8511140146 Rev 8 to “Design & SAR Anefco AP-300 Type A.” 

MURPHY, J.D. Anefco, Inc. 85/10/02. 150pp. 33468:059-33468:211. 

8511130131 Forwards revs to SAR for AP-300 shipping container submitted w/applica- 
tion for certificate of compliance.Revs resolve questions raised during telcon w/R 
Odegarden. 

MURPHY, J.D. Anefco, Inc. 85/10/25. MACDONALD.C.E. Transportation Certification 
Branch. 2pp. 33445:005-33445:028. 

-8511130136 Rev 9 to SAR for A»-3C0 sfticcing container. 

* Anefco, Inc. 85/10/24. 21pp 33^5 0::6-33^5.0?8 


DOCKET 71-9195 MODEL: 2000, GENERAL ELECTRIC CO. 


8511040499 Forwards revised NEDO-30778, “...SAR” & proprietary NEDE-30779, 
“...Stress Rept” per 850417 request for addl info re GE Model 2000 shipping 
container. Proprietary rept withheld (ref 10CFR2.790). 

CUNNINGHAM, G.E. General Electric Co. 85/10/22. MACDONALD.C.E. Transporta- 
tion Certification Branch. 1 3pp. 33335:232-33336:228. 

“8511040501 “GE Model 2000 Radioactive Matl Transport Package SAR.” 
POMARES.R.J., SKOKOWSKI.P.E., PETERSON, P.A. General Electric Co. NEDO- 
30778. 84/10/31. 344pp. 33335:245-33336:228. 


DOCKET 71-9200 MODEL: 125-B, ENERGY, DEPT. OF 

8511120311 Forwards Rev 1 to “SAR for NuPac 125-B Fuel Shipping Cask” in re- 
sponse to 850809 request for addl info.Summary descriptive response to each info 
request end. 

HAELSIG.R.T. Nuclear Packaging, Inc. 85/10/31. MACDONALD.C.E. Transportation 
Certification Branch. 17pp. 33445:087-33445:103. 

“8511120313 Rev 1 to “SAR for NuPac 125-B Fuel Shipping Cask.” 

* Nuclear Packaging, Inc. 85/10/31. 832pp. 33445:104-33447:215. 


DOCKET 71-9202 MODEL: TN-BRP, TRANSNUCLEAR, INC. 

8511250041 Summary of 851112 meeting w/Transnuclear.Inc.Martin Marietta, EG&G 
Idaho & DOE in Silver Spring, MD re preliminary results of NRC review of Model TN- 
BRP. 

ODEGAARDEN.R. Transportation Certification Branch. 85/11/15. Transportation Cer- 
tification Branch. 4pp. 33619:341-33619:344. 


DOCKET 71-9203 MODEL: DHTF, BABCOCK & WILCOX CO. 


8511130123 Rev to 850930 application for specific license for DHTF shipping container 
for transport of enriched U dioxide.Rev references 1985 instead of 1983 edition of 
IAEA safety stds “Regulations for Safe Transport of Radioactive Matls.” 

WATTERS, J.P. Babcock & Wilcox Co. 85/10/23. MACDONALD.C.E. Transportation 
Certification Branch. 56pp. 33445:029-33445:086. 


8511070176 Summary of 851024 meeting w/B&W in Silver Spring, MD re thermal as- 
pects of 850930 application for certificate of compliance for Model DHTF fuel pellet 
container Agenda & viewqraphs end. 

ClirCAARDL.'i P.-.* Transportation Certification Branch. 85/10/28. Transportation 
Certification Branch. 10pp. 33381:007-33381:016. 


DOCKET 71-9205 MODEL: SENTINEL 5S, TELEDYNE ENERGY SYSTEMS 

8511060343 Forwards “Sentinel Radiation, Structural & Thermal Evaluation (Application 
for Type B(U) Package Approval).’’ Fee paid. 

VOGT J F Teledyne Energy Systems. 85/10/16. MACDONALD.C.E. Transportation 
Certification Branch. 2pp. 33371:192-33371:193. 

-8511060344 “Sentinel 5S Radiation, Structural & Thermal Evaluation (Application for 
Type B(U) Package Approval).” 

* Teledyne Energy Systems. 85/09/30. 175pp. 33371:194-33372:016. 

8511120365 Forwards Page 5-9 omitted from TES-3205, “Sentinel 5S SARP Rept.” 
WICZKOWKSI.D. Teledyne Energy Systems. 85/10/25. ODEGAARDEN.R. Atomic 
Energy Commission. Ip. 33442:019-33442:021. 

--8511120373 Page 5-9 from “Sentinel 5S SARP Rept.” 

* Teledyne Energy Systems. TES-3205 ERR. 85/10/25. 2pp. 33442:020-33442:021. 


DOCKET 71-9206 MODEL: TN-REG, TRANSNUCLEAR, INC. 


8511010547 Application for certificate of compliance for TN-REG spent fuel 
package. Forwards proprietary & nonproprietary “TN-REG Spent Fuel Package SAR 
for Transport.” Application for withholding proprietary rept encl.W/o proprietary rept. 
GOLDMANN.K. Transnuclear, Inc. 85/10/22. MACDONALD.C.E. Transportation Certi- 
fication Branch. 3pp. 33333:145-33335:070. 

-8511010548 Application for withholding proprietary version of “TN-REG Spent Fuel 
Package SAR for Transport,” per 10CFR2.790. Affidavit & proprietary info notice end. 
GOLDMANN.K. Transnuclear, Inc. 85/10/22. MACDONALD.C.E. Transportation Certi- 
fication Branch. 5pp. 33333:147-33333:151. 

-8511010549 Nonproprietary “TN-REG Spent Fuel Package SAR for Transport.’’ 

* Transnuclear, Inc. E-7451. 85/10/25. 639pp. 33333:152-33335:070. 


DOCKET 71-9860 MODEL: DT-14A, ENERGY, DEPT. OF 


8511210486 Requests registration as user of Model DT-14A. 

TULLIS.F.L. Brigham Young Univ., Provo, UT. 85/10/29. Transportation Certification 
Branch. 2pp. 33583:336-33583:337. 

8511200141 Responds to 851029 request for package registration per 
l0CFR71.l2.Approval of QA program necessary prior to obtaining registration as 
user.Reg Guide 7.10 & sample QA program end to assist w/preparing application^/ 
o ends. 

MACDONALD.C.E. Transportation Certification Branch. 85/11/13. TULLIS.F.L. 
Brigham Young Univ., Provo, UT. Ip. 33563:037-33563:037. 


DOCKET 71-9932 MODEL: UC-609, ENERGY, DEPT. OF 


8511120319 Forwards Rev 2 to Certificate of Compliance 9932 for Model UC-609. 
MACDONALD.C.E. Transportation Certification Branch. 85/11/05. GARRISON, R.F. 
Energy, Dept. of. Ip. 33429:312-33429:316. 

“8511120323 Certificate of Compliance 9932,Rev 2, for Model UC-609. Approval record 
end. 

MACDONALD.C.E. Transportation Certification Branch. 85/11/05. 4pp. 33429:313- 
33429:316. 


LICENSING OF INDEPENDENT SPENT FUEL STORAGE 


DOCKET 72-0001 MORRIS OPERATIONS, GENERAL ELECTRIC CO. 


8511140096 Lists quantity of fuel in storage at end of Third Quarter 1985.BWR 
weight, reported in Second Quarter 1985 rept, should have been 233.4 metric tonnes. 
DAMM.R.G. General Electric Co. 85/10/08. ROBERTS, J.P. NRC - No Detailed Affili- 
ation Given. Ip. 33492:192-33492:193. 

8511050267 Forwards Insp Rept 72-0001/85-02 on 85031 3-1 007.No noncompliance 
noted. 

SHAFER, W.D. Region 3, Office of Director. 85/10/17. VAN HOOMISSEN General 
Electric Co. 2pp. 33332:306-33332:319. 

“8511050271 Insp Rept 72-0001/85-02 on 850314~1007.No violations or deviations 
identified. Major areas inspected:fuel shipping activities, fuel storage activities & radi- 
ation protection & radwaste programs, including organization & ALARA. 

FRANCE, G.M., GRANT, W.B., GREGER.L.R. Region 3, Office of Director. 85/10/15. 
1 2pp. 33332:308-33332:31 9. 

8511070348 Forwards director’s decision under 1 0CFR2.206, denying Illinois Safe 
Energy Alliance 850829 petition for reconsideration of Board decision to renew GE 
license to store spent fuel at facility w/o requiring federal EIS. 

DAVIS, J.G. Office of Nuclear Material Safety & Safeguards, Director. #485 085. 85/ 
11/04. QUIGG.C.T. Illinois Safe Energy Alliance. Ip. 33368:133-33368:160. 

“8511070357 Director’s Decision DD-85-16 under 1 0CFR2.206, denying Illinois Safe 
Energy Alliance 850829 petition for reconsideration of Board decision to renew GE 
license to store spent fuel at facility w/o requiring federal EIS. 

DAVIS, J.G. Office of Nuclear Material Safety & Safeguards, Director. 85/11/04. 11pp. 
33368:134-33368:144. 
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-8511070368 Notice of issuance of Director’s Decision DD-85- 16, denying Illinois Safe 
Energy Alliance 850829 petition for reconsideration of Board decision to renew GE 
license to store spent fuel at facility w/o requiring federal EIS. 

MAUSSHARDT.D.B. Office of Nuclear Material Safety & Safeguards, Director. 85/11/ 
04. 2pp. 33368:145-33368:160. 

8511120386 Forwards director’s decision denying 850829 petition requesting that direc- 
tor of NMSS prepare complete federal EIS for facility & that NRC reconsider ASLB 
decision authorizing renewal of GE license. 

DAVIS, J.G. Office of Nuclear Material Safety & Safeguards, Director. 85/11/04. 
QUIGG.C.T. Illinois Safe Energy Alliance. Ip. 33439:064-33439:077. 

“8511120394 Director’s Decision DD-85-16 denying Illinois Safe Energy Alliance petition 
requesting that director of NMSS prepare federal EIS for facility & that NRC reconsid- 
er ASLB decision to renew GE license to store spent fuel w/o federal EIS. 

DAVIS, J.G. Office of Nuclear Material Safety & Safeguards, Director. 85/11/04. 11pp. 
33439:065-33439:075. 


”8511120402 Notice of Issuance of Director's Decision DD-85-16 denying Illinois Safe 
Alliance petition requesting that director of NMSS prepare federal EIS for facility & 
that NRC reconsider ASLB decision authorizing renewal of GE license w/o EIS. 
MAUSSHARDT.D.B. Office of Nuclear Material Safety & Safeguards, Director. 85/11/ 
04. 2pp. 33439:076-33439:077. 


DOCKET 72-0002 VIRGINIA ELECTRIC & POWER CO. 


8511110470 Summary of 851101 meeting w/General Nuclear Sys.lnc & VEPCO in 
Silver Spring, MD re status of damage analysis of nonstructural weld cracks in 
CASTOR V/21 basket at unlicensed demonstration exceeding cask design basis. 
ROBERTS, J.P. Advanced Fuel & Spent Fuel Licensing Branch. 85/11/06. 
ROUSE, L.C. Advanced Fuel & Spent Fuel Licensing Branch. 3pp. 33404:006- 
33404:008. 


8511120093 Summary of 851029-30 meeting w/DOE & BNWL in Seattle, WA re com- 
mericai spent fuel mgt program. 

ROBERTS, J.P. Advanced Fuel & Spent Fuel Licensing Branch. 85/11/06. 
ROUSE, L.C. Advanced Fuel & Spent Fuel Licensing Branch. 2pp. 33433:311- 
33433:312. 


DOCKET 72-0003 CAROLINA POWER & LIGHT CO. 

8511190511 Forwards further response to 850712 comments on 1SFSI license 
application.Drawings transmitted on 851014 in response to end Question 1 suppl re- 
sponses. 

ZIMMERMAN, S.R. Carolina Power & Light Co. 85/10/3 0. ROUSE, L. Advanced Fuel & 
Spent Fuel Licensing Branch. 152pp. 33543:036-33543:189. 

8511130338 Forwards response to Question 1 re Section 1.2.1 concerning application 
for ISFSI, per 850712 comments.List of design drawings also end. 

ZIMMERMAN.S.R. Carolina Power & Light Co. 85/10/14. ROUSE, L. Advanced Fuel & 
Spent Fuel Licensing Branch. 4pp. 33447:313-33447:316. 

8511140099 Submits addl info re Drawing RNT162-M-2622 sent on 851014, per 851017 
telcon.NW Edwards 851018 affidavit, supporting withholding of drawings per 
1 0CFR2.790(b),encl. 

ZIMMERMAN.S.R. Carolina Power & Light Co. 85/10/22. ROUSE, L. Advanced Fuel & 
Spent Fuel Licensing Branch. 4pp. 33492:187-33492:191. 

8511250055 Forwards addl info re ISFSI environ review. Detailed site plan & aerial pho- 
tographs submitted separately. 

ZIMMERMAN.S.R. Carolina Power & Light Co. 85/11/04. ROUSE, L. Advanced Fuel & 
Spent Fuel Licensing Branch. 4pp. 33619:338-33619:340. 

8511220380 Summary of 851118 meeting w/util in Silver Spring, MD to discuss CP&L 
responses to NRC comments re QA program for component classification. List of at- 
tendees end. 

ROBERTS, J.P. Advanced Fuel & Spent Fuel Licensing Branch. 85/11/20. 
ROUSE, L.C. Advanced Fuel & Spent Fuel Licensing Branch. 3pp. 33600:349- 
33600:351. 
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8511010043 Transcript of 851024 affirmation/discussion & vote in Washington, DC on 
SECY-85-346B, “Policy Statement on Con f ictor>?j£ito' ” D o 1-3. 

* Commissioners. 85/10/24. 7pp. i 3 ':: 

8511040460 Transcript of 851025 meeting in Washington, DC re util requests for exemp- 
tion from environ qualification. Pp 1-76. 

* Commissioners. 85/10/25. 80pp. 33309:197-33309:279. 

8511060394 Staff requirements memo re 851024 affirmation/ discussion & vote in 
Washington, DC on SECY-85-34B, “Policy Statement on Confidentiality.” Statement 
approved as modified in encl.FR publication requested. 

CHILK,S.J. Office of the Secretary of the Commission. M851024. 85/11/01 
PLAINE.H.H. Office of the General Counsel. 21pp. 33370:003-33370:023. 

8511060513 Staff requirements memo re Commission 851021 meeting w/EPA & ACRS 
in Washington, DC to discuss EPA environ stds for mgt & disposal of high level rad- 
waste. 

CHILK.S.J. Office of the Secretary of the Commission. M851021B. 85/10/29. Office of 
the Secretary of the Commission. 2pp. 33369:263-33369:264. 

3511070109 Partial response to FOIA request for documents re U mill tailings 
regulations. Enel App Q & portions of App R in PDR. Portions of App R withheld (ref 
FOIA Exemption 5).App S withheld (ref FOIA Exemption 5). 

FELTON, J.M. Division of Rules and Records. 85/10/18. BERICK.D. Environmental 
Policy Institute. 6pp. 33380:045-33380:051. 

-8511070234 Staff requirements memo supporting proposed Itr to Tenth Circuit 
Court.Paper requested re bases for challenging EPA regulations & identifying options 
for pursuing challenge per SECY-83-450. 

CHILK.S.J. Office of the Secretary of the Commission. 83/12/01. PLAINE.H.H. Office 
of the General Counsel. Ip. 33380:138-33380:138. 

8511070361 Staff requirements memo re 851025 discussion in Washington, DC re ex- 
emption request for environ qualification.Commission requested determination of 
status of environ qualification testing of hydrogen recombiners. 

CHILK.S.J. Office of the Secretary of the Commission. M851025. 85/11/04. 
DIRCKS.W.J. Office of the Executive Director for Operations. Ip. 33379:017- 
33379:017. 

8511070468 Further response to FOIA request for nine categories of documents re U 
mill tailings regulations. Forwards App T documents. No further action taken re 840926 
Itr appealing NRC lack of response to initial FOIA request. 

FELTON, J.M. Division of Rules and Records. 85/10/21. BERICK.D. Environmental 
Policy Institute. 2pp. 33382:335-33383:061. 

-8511070486 Staff requirements memo re 830128 briefing in Washington, DC on status 
of & projected schedule for actions concerning U mill tailings regulations.Schedule for 
revising mill tailings regulations to conform w/EPA stds end. 

DIRCKS.W.J. Office of the Executive Director for Operations. 83/03/07. PALLADINO 
Commissioners. 4pp. 33382:339-33382:342. 

-8511070494 Staff requirements memo re 830128 briefing on status of & projected 
schedules for actions on U mill tailings regulations.Commission will revisit mill tailings 
regulations within 90 days of issuance of EPA stds. 

CHILK.S.J. Office of the Secretary of the Commission. M830128A. 83/02/07. 

DIRCKS.W.J. Office of the Executive Director for Operations. Ip. 33382:343- 
33382:343. 

8511070564 Transcript of 851104 quarterly source term briefing in Washington.DC.Pp 1- 
lOl.Viewgraphs end. 

* NRC - No Detailed Affiliation Given. 85/11/04. 136pp. 33381:160-33381:295. 

8511120026 Staff reoiirenonts memo re Commission 851022 briefing in 

Washington, DC on .MUR: G 088C, “Safety Goals for Nuclear Power Plants.” Info re 
staff position on averted onsite costs & core melt design objective requested. 
CHILK.S.J. Office of the Secretary of the Commission. M851022B. 85/11/05. 

DIRCKS.W.J. Office of the Executive Director for Operations. Ip. 33442:194- 
33442:194. 


-8511180179 Staff requirements memo re Commission 840509 meeting in 

Washington, DC on merits of 850507 oral argument concerning applicability of GDC to 
util proposal to operate facility at low power. No action taken. 

CHILK.S.J. Office of the Secretary of the Commission. M840509B. 84/05/09. Office of 
the Secretary of the Commission. 1 p. 33536:005-33536:008. 

-8511180290 Staff requirements memo re Commission 840522 meeting in 

Wasbir'ctcr' DC on two certified questions by ASLAB concerning facility 
of General Council requested to revise proposed order attached to 

CHILK.S.J. Office of the Secretary of the Commission. M840522A. 84/05/23. 

PLAINE.H.H. Office of the General Counsel. Ip. 33536:123-33536:125. 

-8511180592 Staff requirements memo re Commission 840214 briefing in 

Washington, DC on BWR pipe cracks (SECY-84-9/9A) & status of plants.Long-range 
plan requested by 840531. 

CHILK.S.J. Office of the Secretary of the Commission. M840214. 84/02/21. 

DIRCKS.W.J. Office of the Executive Director for Operations. Ip. 33537:042- 
33537:042. 

3511140393 Staff requirements memo re Commission 851022 discussion of fitness for 
duty for plant personnel in nuclear industry in Washington, DC.Staff directed to revise 
policy statement to include broad objectives. 

CHILK.S.J. Office of the Secretary of the Commission. M851022A. 85/11/08. 

DIRCKS.W.J. Office of the Executive Director for Operations. Ip. 33469:351- 
33469:351. 


8511140405 Submits info re Commission 851107 meeting w/ACRS in Washington, DC to 
discuss emergency planning & safety goals. 

CORRADO.J. NRC - No Detailed Affiliation Given. 85/11/07. CHILK.S.J. NRC - No 
Detailed Affiliation Given. 2pp. 33469:112-33469:176. 

-8511140407 Transcript of Commission 851107 meeting w/ACRS in Washington, DC re 
safety goals & emergency plannino Po 1-54. 

* Commissioners. 85/11/07. 57up "O-LYV : •• ! v o 

-8508050546 Summarizes ACRS 303rd meeting on 850711-13 & 302nd meeting on 
850606-06 re NRC Safety God Evaluation Steering Group rept.NRC not ready to 
affirm or -.'rafr.io::: s.-i.Viy goal policy statement in original form. 

WARD.D.A ACRS - Advisory Committee on Reactor Safeguards. 85/07/17. 
PALLADINO,:" Cornrsriicrvvs 8pp. 33469:177-33469:185. 

8511180037 Transcript of Commission 851107 meeting in Washington, DC re FY85 End- 
of-Yr reptPp 1-87. 

* Commissioners. 85/11/07. 91pp. 33504:049-33504:139. 

8511180333 Staff requirements memo re 851003 meeting in Washington, DC concerning 
status of implementation of fire protection requirements per 10CFR50,App R.Rept re 
current fire protection enforcement notions requested. 

CHILK.S.J. CM'cc of >:■ Soc.-ct;i:". z m > the Commission. M851003A. 85/11/06. 
DIRCKS.W.J. Office of the Executive Director for Operations. PLAINE.H.H. Office of 
the General Counsel. 2pp. 33504:151-33504:152. 

8511200082 Transcript of Commission 851106 briefing in Washington, DC on NUMARC 
initiatives. Pp 1 -S.'.Si.ppcdng dccu.nenialtor: & agenda end. 

’Commissioners £35/ : 1 OS. : DOpp :;2563.09S 23i?62. -9:: 

8511210006 Fourth partial response to FOIA request re six categories of 
documents. Forwards App M-0 documents.App O document partially withheld & App P 
& Q documents completely withheld (ref FOIA Exemption 5). 

FELTON, J.M. Division c- Rules and Records. 85/11/07. VARRICCHIO.M. Government 
Accountability Project. 7pp. 33559:164-33559:217. 

-8511210027 Staff requirements memo re Commission 821108 discussion in 
Washington, DC.Commission requested rev to Ofc of Investigations investigative poli- 
cies. 

CHILK.S.J. Office of the Secretary of the Commission. M821108A. 82/11/24. 
FITZGERALD, J.A. Office of Investigation. 2pp. 33559:216-33559:217. 


8511130144 Transcript of Commission 851105 meeting in Washington, DC re discussion 
of exemption requests - environ qualification. Pp 1 -92.Supporting documentation end. 
* Commissioners. 85/11/05. 111pp. 33455:048-33455:158. 


8511210071 Transcript of Commission 851114 meeting in Washington, DC re discussion 
of proposed station blackout rule.Pp 1 -94. Supporting documentation end. 

* Commissioners. 85/11/14. 113pp. 33558:154-33558:267. 


8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1984.App A documents available in PDR.Apps 
B & C documents partially & completely withheld,respectively,(ref Exemption 5). 
FELTON, J.M. Division of Rules and Records. 85/10/17. GILINSKY.V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

-8511130322 Staff requirements memo re Commission 840426 meeting in 

Washington, DC to discuss draft order directing parties & Board to establish new 
schedule for further proceedings. Proposed order should be issued. 

CHILK.S.J. Office of the Secretary of the Commission. M840426E. 84/05/02. Office of 
the Secretary of the Commission. 1 p. 33535:034-33535:034. 

”8511140476 Staff requirements memo re Commission 840510 continuation of 840509 
discussion of 840507 oral argument in Washington, DC on fadlity.No final action 
taken. 

CHILK.S.J. Office of the Secretary of the Commission. M840510B. 84/05/16. Office of 
the Secretary of the Commission. Ip. 33535:341-33535:341. 

”8511140485 Staff requirements memo re Commission 840427 meeting in 

Washington, DC on proposal to vacate 840426 unissued order & to issue new order to 
provide for oral argument that GDC 17 applicable to low power operation. 

CHILK.S.J. Office of the Secretary of the Commission, M840427. 84/05/16. Office of 
the Secretary of the Commission. Ip. 33535:342-33535:342. 


8511210506 Transcript of Commission 851114 affirmation/discussion & vote in 
Washington, DC re final amend to 10CFR50.12, “Specfic Exemptions” & environ quali- 
fication exemptions. 

* Commissioners. 85/11/14. 11pp. 33583:323-33583:333. 

8511220047 Staff requirements memo re 851107 periodic meeting w/ACRS in 
Washington, DC concerning impact of severe environ phenomena on offsite emergen- 
cy planning & to receive status rept on ACRS activities re safety goals. 

CHILK.S.J. Office of the Secretary of the Commission. M851107B. 85/11/15. 
FRALEY, R.F. ACRS - Advisory Committee on Reactor Safeguards. Ip. 33603:267- 
33603:267. 

8511220269 Transcript of Commission 851115 discussion/possible vote on full power 
OL for facility in Washington.DC.Pp 1-76. Supporting documentation end. 

* Commissioners. 85/11/15. 92pp. 33603:042-33603:133. 

8511220347 Staff requirements memo re 851105 discussion in Washington, DC con- 
cerning Northeast Nuclear Energy Co environ qualification exemption 
requests.Commissioners requested to provide votes on SECY-83-345 by 851107. 
CHILK.S.J. Office of the Secretary of the Commission, M851105. 85/11/15. 
DIRCKS.W.J. Office of the Executive Director for Operations. 2pp. 33602:092- 
33602:093. 


”8511140486 Staff requirements memo re Commission 840424 meeting in 
Washington, DC on Representative Markey 840424 Itr on facility proceeding & request 
for documents.Commission will not provide documents. 

CHILK.S.J. Office of the Secretary of the Commission. M840424B. 84/05/17. Office of 
the Secretary of the Commission, 1 p. 33535:343-33535:343. 


8511220417 Staff requirements memo re 851106 briefing in Washington, DC on 
NUMARC initiatives.Commission will defer decision on SECY-85-1 6AA re station 
blackout until Feb 1986, per NUMARC request 

CHILK.S.J, Office of the Secretary of the Commission. M851106. 85/11/15. Office of 
the Secretary of the Commission. Ip. 33600:359-33600:359. 
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8511250293 Staff requirements memo re Commission 851107 meeting in 
Washington, DC on end-of-yr status rept on NRC expenditures, program goals & 
accomplishments.Rept on matls licensing revert'd 

CHILK.S.J. Office of the Secretary of M851107A. 85/11/20. 

DIRCKS.W.J. Office of the Executive Director for Operations. 2pp. 33619:268- 
33619:269. 


8511250301 Staff requirements memo re Commission 851119 meeting in 
Washington, DC on licensee environ qualification exemption request.Recommendation 
on extension request should be provided by 851 122. 

CHILK.S.J. Office of the Secretary of the Commission. M851119B. 85/11/21. 
DIRCKS.W.J. Office of the Executive Director for Operations. Ip. 33619:263- 
33619:263. 

8511260635 Transcript of Commission 851119 affirmation /discussion & vote in 
Washington, DC re SECY-330(a) on Point Beach & SECY-225(a) on Sequoyah.Pp 1-5. 

* Commissioners. 85/11/19. 8pp. 33645:278-33645:286. 

8511270029 Transcript of Commission 851119 periodic meeting w/Advisory Panel on 
Decontamination of TMI-2 in Washington, DC.Pp 1-50. 

* Commissioners. 85/11/19. 53pp. 33646:046-33646:101. 


8511270034 Staff requirements memo re 851114 discussion of proposed station black- 
out rule (SECY-85- 163).Commission should be informed as to whether CRGR has sig- 
nificant technic?. 1 reservations re proposed rule. 

CHILK.S.J. O:‘o-; o: tf ;; Sccrctn'v of the Commission. M851114A. 85/11/22. 
DIRCKS.W.J. Office of ■h-;: Exoc.jvvc Director for Operations. Ip. 33646:045- 
33646:045. 


8511270055 Staff requirements memo re 851114 affirmation/discussion & vote in 
Washington, DC.Orders granting & denying extension of 851130 equipment qualifica- 
tion deadline for Nine Mile Point & Brunswick.respectively, approved. 

CHILK.S.J. Office of the Secretary of the Commission. M851114B. 85/11/21. 
DIRCKS.W.J. Office of the Executive Director for Operations. PLAINE.H.E. Office of 
the General Counsel. 6pp. 33646:033-33646:038. 


ACRS ADVISORY COMMITTEE ON REACTOR SAFEGUARDS 


8506200383 Comments on consideration of earthquakes in onsite emergency planning 
discussed in ACRS 302nd meeting on 859606-08 L.mitod cons/ioraion 
appropriate.Emergency piars should cc:?« v./:.:o!-::r! : al impact of natural I events. • 

'AAR [5 c.A. ACRS - Adviscn. Comm-hor- c n Rcacior Safeguards. 85/06/10. 
,-AI I AD NO N J Commissioners. 2pp 33-s * i‘.33S 33- ‘ /:3 3/. 


8507310119 Discusses adoption of new format for investigation of recent incident at fa- 
cility & establishment of investigation team. Commends staff for initiative. 

WARD.D.A. ACRS - Advisory Committee on Reactor Safeguards. 85/07/17. 
PALLADINO.N.J. Commissioners. Ip. 33417:321-33417:321. 

8507310160 Summarizes ACRS 850711-13 meetings on continued funding of two RES- 
sponsored projects re acoustic emission & synthetic aperture lechmque.No objections 

WARD.D.A. ACRS - Advisory Committee on Reactor Safeguards. 85/07/17. 
DIRCKS.W.J. Office of the Executive Director for Operations. 2pp. 33417:318- 
33417:318. 


8508010096 Summarizes ACRS 850711-13 meetings on proposed “Environ Radiation 
Protection Stds for Mgt & Disposal of Spent Nuclear Fuel, High Level & Transuramc 
Radwastes", being developed by EPA. . 

WARD.D.A. ACRS - Advisory Committee on Reactor Safeguards. 85/07/17. 
PALLADINO.N.J. Commissioners. 2pp. 33417:319-33417:320. 


8508010206 Comments on provisions for protection against sabotage. Commission 
should take matters into account in connection w/review of applications for future nu- 
clear power plants & develop appropriate guidance. . . _ 

MARK.C. ACRS - Advisory Committee on Reactor Safeguards. 85/07/17. 
PALLADINO.N.J. Commissioners. 4pp. 33417:322-33417:325. 


8508010544 Advises that nuclear power plant control room habitability survey (NUREG/ 
CR-4191) discussed at ACRS 303rd meeting showed newer control room sys increas- 
ingly complex w/little or no demonstrable improvement in meeting actual needs. 

WARD D. A. ACRS - Advisory Committee on Reactor Safeguards. 85/07/18. 
DIRCKS.W.J. Office of the Executive Director for Operations. Ip. 33417:317- 
33417:317. 


8508010702 Discusses proposed rule on emergency preparedness for fuel cycle & other 
radioactive matl licensees.Need for formal emergency plan questionable, based on 
data covering 500,000 licensee yrs of experience. Proposed rule not needed 
WARD.D.A. ACRS - Advisory Committee on Reactor Safeguards. 85/07/17. 
PALLADINO.N.J. Commissioners. 2pp. 33417:334-33417:335. 

8508010720 Comments on proposed NRC Safety Goal Evaluation Steering Group 
rept Safety Goal Policy statement may not give sufficient emphasis to defense-m- 
depth & may place too much emphasis on benefit-cost analyses. 

WARD.D.A. ACRS - Advisory Committee on Reactor Safeguards. 85/07/17. 
PALLADINO.N.J. Commissioners. 8pp. 33417:326-33417:333. 


8511010234 Proposed summary of ACRS State of Nuclear Power Safety Subcommittee 
851009 meeting in Washington, DC re proposed Subcommittee rept. 

* ACRS - Advisory Committee on Reactor Safeguards. 85/10/11. ACRS - Advisory 
Committee on Reactor Safeguards. 2pp. 33303:352-33303:353. 

8511010399 Summary of ACRS Subcommittee on Safety, Philosophy, Technology & Cri- 
teria 851009 meeting in Washington, DC re NRC development of containment perform- 
ance guidelines.Plan for developing design objective encl 

* ACRS - Advisory Committee on Reactor Safeguards. 85/10/11. ACRS - Advisory 
Committee on Reactor Safeguards. 4pp. 33301:241-33301:273. 

“8511010401 Draft “Plan for Developing Containment Performance Design Objective 

•“nRC^No Detei’led Affiliation Given. 85/10/02. 29pp. 33301:245-33301:273. 

8511010421 Summary of ACRS Subcommittee on River Bend 850911 meeting in 
Washinqton.DC to continue review of util request for OL. , 

* ACRS - Advisory Committee on Reactor Safeguards. 85/09/19. ACRS - Advisory 
Committee on Reactor Safeguards. 5pp. 33301:351-33301:361. 


-8511010427 Submits ?ch?du!o "nr cc-~'c , :?nce w 7 Hydrogen Control Owners Group hy- 
drogen control plan Y;Cf r.r.C 4- . .a: of equipment required to survive 

hydrogen burn & preliminary equipment survivability analysis to be submitted by 

BOOKER J.E. Gulf States Utilities Co. RBG-21,389. 85/06/26. DENTON, H R Office of 
Nuclear Reactor Regulation, Director (pre-851 125). 6pp. 33301:356-33301:361. 

8511010432 Proposed summary of ACRS Advanced Reactors Subcommittee 850925 
meeting w/NRC, DOE, C-E, Bechtel, EPRI & Doc-Search Assoc in Washington, DC re 

proposed policy for regulation of advanced nuclear power plants 

* ACRS - Advisory Committee op React:; ■ SEfcqusvis 95'; 0/01. ACRS - Advisory 
Committee on Reactor Safeguards. 6pp. 3330 » ."■■5 fiTJ.O' G : ■ 0 

8511040027 Summarizes ACRS 304th meeting on 850808-10 re application for OLs for 
Vogtle 1 & 2, results of Phase II of SEP for San Onofre 1 & status of resolution of USI 
rorcomir.a seismic qualification of equipment. 

‘■A.-viC D A AvCP.S - Advisory Committee on Reactor Safeguards. 85/08/22. 

PALLADINO.N.J. Commissioners. 3pp. 33336:355-33336:357. 

8511040044 Summarizes ACRS 250th meeting on 850912-14 w/NRC & Gulf States 
Utils to review application for license to operate River Bend Station. Committee also 
briefed by IE re auxiliary feedwater sys post-trip failure at Turkey Point. 

WARD.D.A. ACRS - Advisory Committee on Reactor Safeguards. 85/09/24. 

PALLADINO.N.J. Commissioners. 4pp. 33336:348-33336:351. 


8511040174 Summarizes ACRS 301st meeting on 850509-1 1 .Operational status of Palo 
Verde & NAS proposal re human factors research needs in nuclear regulatory re- 
«5Qrt*\'' h d^ussed 

WARD.D.A. ACRS - Advisory Committee on Reactor Safeguards. 85/05/30. 
PALl.-D in.OA.J. Commissioners. 3pp. 33337:103-33337:105. 


8511040296 Summarizes ACRS 293rd meeting on 840906-08 w/NRC util Westing- 
house & Webster Engineering Corp re application for OL for Millstone Nuclear Power 
Station.Unit 3.Steam generator overfill also discussed. 

EBERSOLE.J.C. ACRS - Advisory Committee on Reactor Safeguards. 84/09/20. 
PALLADINO.N.J. Commissioners. 3pp. 33336:306-33336:308. 


8511040299 Summarizes ACRS 292nd meeting on 840809-11 to review final policy 
statement on engineering expertise on shift re dual-role (senior operator/senior tech- 
nical advisor) position. QA/nO/nn 

EBERSOLE.J.C. ACRS - Advisory Committee on Reactor Safeguards. 84/08/20. 
PALLADINO.N.J. Commissioners. 3pp. 33336:303-33336:305. 


8511040303 Summarizes ACRS 294th meeting on 841011-13 to review final rule on 
analysis of potential pressurized thermal shock events & required experience level for 
reactor operators. Future agenda & subcommittee activities listed. 

EBERSOLE.J.C. ACRS - Advisory Committee on Reactor Safeguards. 84/10/29. 
PALLADINO.N.J. Commissioners. 3pp. 33336:300-33336:302. 


8511040398 Summarizes ACRS 303rd meeting on 850711-13 re NRC draft safety goal 
evaluation rept & present requirements for provisions in nuclear power plants to pro- 
tect against sabotage. „ , , 

WARD.D.A. ACRS - Advisory Committee on Reactor Safeguards. 85/07/29, 
PALLADINO.N.J. Commissioners. 4pp. 33309:341-33309:344. 


8511040411 Summarizes ACRS 219th meeting on 840614-16 w/NRC.util & USGS to 
review proposed license condition that would require util to perform seismic study to 
reassess facility design bases. ' ... 

EBERSOLE.J.C. ACRS - Advisory Committee on Reactor Safeguards. 84/06/26. 
PALLADINO.N.J. Commissioners. 4pp. 33309:317-33309:320. 

8511040425 Summarizes ACRS 280th meeting on 840510-12 w/NRC Seismic Qualifica- 
tion Utils Group & Senior Seismic Review & Advisory Panel re status of USI-46 con- 
cerning seismic qualification of equipment in operating plants. „ , 

EBERSOLE.J.C. ACRS - Advisory Committee on Reactor Safeguards. 84/05/29. 
PALLADINO.N.J. Commissioners. 3pp. 33309:284-33309:286. 


8511040426 Summarizes ACRS 295th meeting on 841 101-03. Limerick Generating Sta- 
tion OL & JK Asselstine request for ACRS comments re frequency & severity of 
severe core damaging accidents discussed. 

WARD.D.A. ACRS - Advisory Committee on Reactor Safeguards. 84/11/09. 
PALLADINO.N.J. Commissioners. 2pp. 33309:282-33309:283. 


8511040432 Summarizes ACRS 291st meeting on 84071 2-1 4.Application for River Bend 
Station reviewed w/NRC & util. Development of severe accident policy outlined in 
NUREG-1070, “NRC Policy on Future Reactor...,” discussed. 

E3ERSOLEJ.C. ACRS - Advisory Committee on Reactor Safeguards. 84/07/23. 
PALLADINO.N.J. Commissioners. 2pp. 33336:243-33336:244. 


8511040434 Summarizes ACRS 297th meeting on 8501 10-1 2.Use of designated check- 
operators in requalification of reactor operators & North Anna Unit 2 diesel generator 
incident discussed. ^ 

WARD.D.A. ACRS - Advisory Committee on Reactor Safeguards. 85/01/28. 

PALLADINO.N.J. Commissioners. 3pp. 33336:240-33336:242. 

8511040450 Summarizes ACRS 299th meeting on 850307-09.Meeting w/NRC & Niaga- 
ra Mohawk Power Corp re OL for Nine Mile Point Unit 2 discussed. 

WARD.D.A. ACRS - Advisory Committee on Reactor Safeguards. 85/03/14. 

PALLADINO.N.J. Commissioners. 4pp. 33336:230-33336:233. 


8511040470 Summarizes ACRS 298th meeting on 850207-09.Review of Braidwood Sta- 
tion OL & reductions in funding & staffing of ACRS activities for FY85 & FY86 dis- 
cussed. 

WARD.D.A. ACRS - Advisory Committee on Reactor Safeguards. 85/02/21. 
PALLADINO.NJ. Commissioners. 3pp. 33336:297-33336:299. 


8511040487 Summarizes ACRS 360th meeting on 851010-12 in Washington, DC. Items 
considered included.Comments re EPA stds for high level radwaste repository & pro- 
posed NRC revised advanced reactor policy statement (SECY-85-279) end. 

LEWIS, H.W. ACRS - Advisory Committee on Reactor Safeguards. 85/10/28. 
PALLADINO.NJ. Commissioners. 4pp. 33336:255-33336:258. 

8511040506 Summarizes ACRS 300th meeting on 85041 1-1 3. NRC severe accident 
policy re elements for systematic approach to examine each nuclear power plant in 
const or operation discussed. 

WARD.D.A. ACRS - Advisory Committee on Reactor Safeguards. 85/04/25. 
PALLADINO.NJ. Commissioners. 4pp. 33336:251-33336:254. 
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8511040507 Summarizes ACRS 302nd meeting on 850606-08 re proposed program 
support budget for RES for FY87 & proposed amend to 10CFR50, “Emergency Plan- 
ning & Preparedness for Production & Utilization.” 

WARD.D.A. ACRS - Advisory Committee on Reactor Safeguards. 85/06/17. 
PALLADINO.NJ. Commissioners. 4pp. 33336:247-33336:250. 

8511050311 Requests recipient study feasibility of failed high level waste fuel canister 
as heat engine for redistributing radioactive matl in environ.NRC needs program to es- 
timate interactions. 

SHEWMON.P. ACRS - Advisory Committee on Reactor Safeguards. 85/10/26. 
CATTON.I. ACRS - Advisory Committee on Reactor Safeguards 2cp. 33339:314- 
33339:315. 

8511070135 Transcript of ACRS Subcommittee on Regulatory Policies & Practices 
851101 meeting in Washington, DC.Pp 1-135. Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 85/11/01. 143pp. 33367:054- 
33367:198. 

8511110059 Transcript of ACRS Subcommittee on Reactor Operations 851104 meeting 
in Washington, DC re plant operating experience.Pp 1-154.Supporting documentation 
end. 

* ACRS - Advisory Committee on Reactor Safeguards. 85/11/04. 191pp. 33388:209- 
33389:039. 

8511130299 Transcript of ACRS Subcommittee on CESSAR/Palo Verde Nuclear Gener- 
ating Station 851105 meeting in Washington.DC.Pp 1-326. Supporting documentation 
end. 

* ACRS - Advisory Committee on Reactor Safeguards. 85/11/05. 404pp. 33424:001- 
33425:045. 

8511140197 Summarizes ACRS 296th meeting w/NRC & util to review application for 
OL for Hope Creek Generating Station, Unit 1 .Clarification of ACRS congressional tes- 
timony re proposed rule to limit use of highly enriched U also discussed. 

'::Rr!HSCf r.J.C. ACRS - Advisory Committee on Reactor Safeguards. 84/12/20. 
PALLADINO.N.J. Commissioners. 3pp. 33498:053-33498:055. 

8511150003 Transcript of ACRS Subcommittee on Beaver Valley Power Station, Unit 2 
851101 meeting in Pittsburgh.PA.Pp 1-240. Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 85/11/01. 400pp. 33459:174- 
33460:229. 

8511150024 Transcript of ACRS Subcommittee on Long-Range Plan for NRC 851106 
meeting in Washington.DC.Pp 1-124. 

* ACRS - Advisory Committee on Reactor Safeguards. 85/11/06. 127pp. 33464:132- 
33464:258. 

8511150039 Transcript of ACRS Subcommittees on Safety Philosophy, Technology & 
Criteria & Reliability & Probabilistic Assessment 851106 meeting in Washington.DC.Pp 
1-187. Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 85/11/06. 219pp. 33464:272- 
33465:129. 

8511180357 Transcript of ACRS 307th general meeting on 851108 in 

Washington.DC.Pp 1-188.Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 85/11/08. 388pp. 33494:008- 
33495:031. 

8511180540 Transcript of ACRS 307th general meeting on 851107 in 

Washington.DC.Pp 1-1 15. Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 85/11/07. 150pp. 33496:356- 
33497:148. 

8511210116 Responds to FOIA request for minutes did before Sept 1957 of discussions 
by ACRS re five civilian reactor projects, site approval criteria & internal operating 
procedures. Forwards App A documents.Documents also available in PDR. 

FELTON, J.M. Division of Rules and Records. 85/10/28. BALOGH.B. Brookings insti- 
tute. 2pp. 33587:016-33587:078. 

-8511210120 Summary of ACRS ninth meeting on 541206 in Richland, WA. 

* Atomic Energy Commission. 54/12/06. Atomic Energy Commission. 2pp. 

33587:018-33587:019. 

-8511210123 Summary of ACRS 13th meeting on 550629,30 & 0701 in 
Washington, DC. 

* Atomic Energy Commission. 55/06/29. Atomic Energy Commission. 4pp. 

33587:020-33587:023. 

-8511210128 Summary of ACRS 19th meeting on 561014-15 in Washington, DC. 

* Atomic Energy Commission. 56/10/14. Atomic Energy Commission. 5pp. 

33587:024-33587:028. 

-8511210132 Summary of ACRS 20th meeting on 571028-29 in Washington.DC. 

* Atomic Energy Commission. 57/10/28. Atomic Energy Commission. 3pp. 

33587:029-33587:031. 

-8511210134 Summary of ACRS Subgroup 540122 meeting in New York, NY. 

* Atomic Energy Commission, 54/01/22. Atomic Energy Commission. 4pp. 

33587:032-33587:035. 

-8511210138 “Rept of Subcommittee of ACRS on Detroit Edison Reactor." 

* Atomic Energy Commission. 55/07/21. 8pp. 33587:036-33587:043. 

-8511210143 Summary of ACRS Fast Breeder Reactor Subcommittee 560621 meeting 
w/ Power Reactor Development Co. 

* Atomic Energy Commission. 56/06/21. Atomic Energy Commission. 6pp. 

33587:044-33587:049. 

-8511210149 Discusses conclusions derived from ACRS 560603 review of status of 
Power Reactor Development Co proposed reactor. Info insufficient to give assurance 
that reactor can be operated w/ o public hazard. 

MCCULLOUGH, C.R. Affiliation Not Assigned. 56/06/06. FIELDS, K.E. Atomic Energy 
Commission. 8pp. 33587:050-33587:057. 

-8511210162 Summary of ACRS Subcommittee on Con Ed Reactor 551201 meeting in 

Atomic^ Energy Commission. 55/12/01. Atomic Energy Commission. 2pp. 
33587:063-33587:064. 


-8511210177 Press release discussing AEC combining two advisory groups to form 
ACRS. 

* Atomic Energy Commission. 53/08/09. 2pp. 33587:073-33587:074. 

-8511210187 Summary of ACRS Subcommittee on Detroit Edison (ADPA-PROC) 
560320 meeting in Detroit, Ml. 

* Atomic Energy Commission. 56/03/20. Atomic Energy Commission. 4pp. 
33587:075-33587:078. 

8511220047 Staff requirements memo re 851107 periodic meeting w/ACRS in 
Washington.DC concerning impact of severe environ phenomena on offsite emergen- 
cy planning & to receive status rept on ACRS activities re safety goals. 

CHILK.S.J. Office of the Secretary of the Commission. M851107B. 85/11/15. 
FRALEY.R.F. ACRS - Advisory Committee on Reactor Safeguards. Ip. 33603:267- 
33603:267. 

8511220249 Transcript of ACRS Subcommittee on Millstone Units 1,2 & 3 851118 
meeting in Waterford, CT.Pp 1-103.Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 85/11/18. 158pp. 33568:065- 
33568:223. 

8511260550 Transcript of ACRS Subcommittee on Millstone Units 1,2 & 3 851119 
meeting in Waterford, CT.Pp 1 04-31 3.Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 85/11/19. 250pp. 33614:173- 
33615:155. 


ADVCM NRC ADVISORY COMMITTEE 


8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1984.App A documents available in PDR.Apps 
B & C documents partially & completely withheld, respectively, (ref Exemption 5). 
FELTON, J.M. Division of Rules and Records. 85/10/17. GILINSKY.V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

-8406060179 Confirms Advisory Panel for Decontamination of TMI-2 840503 meeting 
w/NRC to discuss funding for TMI-2, comments on draft suppl to programmatic EIS 
and restart to TMI-1 pending cleanup activities of TMi-2. 

MORRIS, A.E. Advisory Council for Decontamination of TMI Unit 2. 84/05/09. 
PALLADINO.N.J. Commissioners. 3pp. 33537:175-33537:177. 

8511190572 Submits proposed topics for Commission 851119 meeting w/TMI-2 Adviso- 
ry PaneUncluding defueling program, GPU schedule for fuel removal, results of health 
studies & activities for next 6 months. 

PALLADINO.N.J. Commissioners. 85/11/06. MORRIS, A.E. Advisory Council for De- 
contamination of TMI Unit 2. MORRIS, A.E. Lancaster, PA. Ip. 33534:160-33534:160. 

8511200236 Forwards certificate of appreciation for serving as advisory panel member 
from 1 980 to present.Accepts resignation. 

PALLADINO.N.J. Commissioners. 85/11/06. REID.R.G. Middletown, PA. 2pp. 
33561:326-33561:328. 

-8511200237 Notifies of resignation from advisory panel effective immediately due to 
previous commitments. 

REID.R.G. Middletown, PA. 85/09/06. MASNIK.M.T. Advisory Council for Decontami- 
nation of TMI Unit 2. Ip. 33561:328-33561:328. 

8511220153 Ack receipt of transcript of TMI Advisory Panel 851016 meeting in 
Lancaster, PA, Requests record of statement be corrected as listed & sent to all parties 
in timely fashion. 

DAVENPORT, D. Affiliation Not Assigned. 85/10/31. Ace-Federal Reporters, Inc. 2pp. 
33603:294-33603:295. 

8511270029 Transcript of Commission 851119 periodic meeting w/ Advisory Panel on 
Decontamination of TMI-2 in Washington.DC.Pp 1-50. 

* Commissioners. 85/11/19. 53pp. 33646:046-33646:101. 


COMMISSION NRC COMMISSIONERS 


8511010359 Weekly info rept for wk ending 851025. 

REHM.T.A. Office of the Executive Director for Operations. 85/10/30. 38pp. 
33301:169-33301:206. 

8511040028 Ack receipt of 851004 Itr re Commission position on US/China 
agreement.Commission expressed no opposition to approval of proposed 
agreement. Responses to specific questions re Commission position listed. 
PALLADINO.NJ. Commissioners. 85/10/15. BONKER.D. House of Rep., Foreign Af- 
fairs. 2pp. 33336:352-33336:354. 

-8511040030 Requests clarification of Commission position re proposed nuclear agree- 
ment w/China.Responses to listed questions, including Commission view on whether 
text of proposed agreements meets relevant requirements of US law, requested. 
BONKER.D. House of Rep., Foreign Affairs. 85/10/04. PALLADINO.NJ. Commission- 
ers. Ip. 33336:354-33336:354. 

8511040035 Forwards quarterly status rept for Third Quarter CY85 in response to direc- 
tion in House Rept 97-850.Licensing delay for Shoreham & Comanche Peak project- 
ed. 

PALLADINO.NJ. Commissioners, 85/10/18. BEVILL.T. House of Rep., Appropriations. 
14pp. 33337:068-33337:081. 

8511040091 Clarifies misunderstanding of Commission position re China agreement as 
result of press coverage of release of 851002 Itr.Commission position should not be 
interpreted as being in opposition to agreement. 

PALLADINO.NJ. Commissioners. 85/10/15. PROXMIRE.W. Senate, Banking, Housing 
& Urban Affairs. Ip. 33337:037-33337:037. 

8511040455 Forwards comments on DOE draft project decision schedule, based on un- 
derstanding that schedule is central organizing document for federal agencies in- 
volved in national high level waste program, per 850718 request 
PALLADINO.NJ. Commissioners. 85/10/24. RUSCHE.B.C. Energy, Dept. of. 14pp. 
33309:348-33309:361. 
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8511040463 Forwards updates to 850717 & 24 responses to 850617 & 24 Itrs re 
850609 incident. 

PALLADINO.NJ. Commissioners. 85/10/18. MARKEY.E.J. House of Rep., Energy & 
Commerce. 35pp. 33309:129-33309:196. 

-8508270246 Forwards review results of Incident Investigation Team findings (NUREG- 
1 154), identifying potential issues of immediate generic safety significance.No immedi- 
ate NRG action of ceneric nature required. 

THOMPSON, H L Division of Licersiro ( 300429 ,- 35 ^ 24 ). 85/08/19. SPEIS.T. Division 
oi Snlaiy Torino ocjy (30028-85: 2 p::. 833C9:' 71-33309:172. 

-8508090679 Documents Operating Reactor Assessment Branch review of findings re 
850609 loss of all feedwater event.to identify potential issues of immediate generic 
safety significance Immediate staff actions of generic nature not needed. 
GRUTCHFIL.D.D. Assistant Director for Safety Assessment. 85/08/05. 
fHCi.iPSOlv.'-i i . Division of Licensing (800428-851124). 3pp. 33309:173-33309:175. 

-8508010086 Forwards rept in response to oral request to examine facility auxiliary 
feedwater sys using PRA techniques to investigate desirability of adding third 
train.Rept concludes that train justifiable in cost/benefit terms. 

SPEIS,T.P. Division of Safety Technology {800428-851124). 85/07/23. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director (pre-851125). 19pp. 33309:176- 
33309:196. 

8511060451 Forwards responses to Commissioners Asselstine.Bernthal, Roberts & 
Zech questions re USI A-44, “Station Blackout” 

DIRCKS.WJ. Office of the Executive Director for Operations. 85/11/01. PALLAD1NO, 
ROBERTS, ASSELSTINE Commissioners. 64pp. 33587:079-33587:142. 

8511070109 Partial response to FOIA request for documents re U mill tailings 
regulations.EncI App Q & portions of App R in PDR. Portions of App R withheld (ref 
FOIA Exemption 5).App S withheld (ref FOIA Exemption 5). 

FELTON, J.M. Division of Rules and Records. 85/10/18. BERICK.D. Environmental 
Policy Institute. 6pp. 33380:045-33380:172. 

-8511070123 Requests info re working group investigating U mill tailings 
regulations.Task group will probably assess implementation of branch technical posi- 
tions used to regulate U mill tailings. 

ROBERTS, T.M. Commissioners. 83/01/04. DIRCKS.WJ. Office of the Executive Di- 
rector for Operations. Ip. 33380:051-33380:051. 

-8511070139 Comments on Part 3 & MOU re U mil! tailings.Fundamental issue be- 
tween NRC & EPA is jurisdiction.Original staff proposal preferred for conforming to 
regulations. 

ROBERTS, T.M, Commissioners. 84/04/30. PALLADINO Commissioners. Ip. 
33380:055-33380:055. 

-8511070153 Forwards Bissell paper for presentation at mill tailings 830127 
meeting.W/o end. 

AHEARNE.J.F. Commissioners. 83/01/27. PALLADINO, GILINSKY, ROBERTS Com- 
missioners. 1 p. 33380:056-33380:057. 

-8511070225 Requests options paper assigned on 840103 re SECY-85-450 on “United 
Nuclear Corp vs EPA,” before Commission decision on conforming NRC regulations 
to EPA stds. 

ROBERTS, T.M. Commissioners. 84/03/23. CHILK.S.J. Office of the Secretary of the 
Commission. Ip. 33380:137-33380:137. 

8511110453 Ack receipt of 851010 Itr on behalf of E Rendell public hearing on B&W 
proposed vol reduction sves facility in Parks Township.lnformal hearing ordered by 
Commission on 850725. No licensing action will be taken prior to hearing. 
KAMMERER.C. Office of Congressional Affairs. 85/10/31. SPECTER, A. Senate. 4pp. 
33404:322-33404:327. 

-8511110457 Requests consideration of end E Rendell 851010 Itr re B&W vol reduc- 
tion ctr in Parks Township, PA. Hearing requested if appropriate. 

SPECTER, A. Senate. 85/10/10. PALLADINO, N. Commissioners. 2pp. 33404:326- 
33404:327. 

8511130118 Forwards “NRC Comments on Jul 1985 Draft Project Decision Schedule 
DOE Ofc of Civilian Radwaste Mgt." Comments on activities during & after FY88 
listed as well as general comments. 

PALLADINO.NJ. Commissioners. 85/10/24. RUSCHE.B.C. Energy, Dept. of. 13pp. 
33454:323-33454:335. 

8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1984.App A documents available in PDR.Apps 
B & C documents partially & completely withheld,respectively,(ref Exemption 5). 
FELTON, J.M. Division of Rules and Records. 85/10/17. GILINSKY, V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

-8405150463 Forwards 840416 memo re ex parte communications & staff role in initial 
licensing proceedings. 

DIRCKS.WJ. Office of the Executive Director for Operations. 84/04/17. PALLADINO, 
GILINSKY, ROBERTS Commissioners. Ip. 33538:033-33538:034. 

-8511130356 Affirmation response sheet approving SECY-83-293 re amends to 
10CFR50 concerning ATWS events w/listed additions. 

ASSELSTINE Commissioners. 83/10/07. Ip. 33535:042-33535:042. 

-8511130365 Notation vote response sheet dissaproving Ofc of Policy Evaluation pro- 
posed SRM on QA program plan.Supports Commission briefing in Jan 1 984 on status 
of const QA initiative & rept to Congress. 

ASSELSTINE Commissioners. 83/11/14. Ip. 33535:063-33535:063. 

-8511130368 Suggests that Commission send end draft Itr to univs re use of highly 
enriched U fuel at univ research reactors. 

ASSELSTINE, J.K, Commissioners. 83/11/15. PALLADINO Commissioners. 3pp. 
33535:064-33535:066. 

-8511130398 Speech entitled "Shifting to Nonexplosive Fuels for Research Reactors,” 
before JAERI Inti Meeting on Reduced Enrichment for Research & Test Reactors. 
GILINSKY, V. Commissioners. 83/10/24. 10pp. 33535:113-33535:186. 

-8511140056 Requests draft guidance for 840206 meeting re highly enriched U at re- 
S63fch reactors 

PALLADINO.NJ. Commissioners. 84/01/18. DIRCKS.WJ. Office of the Executive Di- 
rector for Operations. Ip, 33535:193-33535:193. 


-8511140067 Forwards T Murley 840124 memo re presentation of licensed operator 
certificates* 

PALLADINO.NJ. Commissioners. 84/02/02. GILINSKY, ROBERTS, ASSELSTINE 
Commissioners. Ip. 33535:195-33535:195. 

-8511140070 Discusses experience in presenting NRC certificates to licensed reactor & 
senior reactor operators in Region I. Positive feedback received as indicated by end 
util 831005 Itr. 

MURLEY, T.E. Region 1, Office of Director. 84/01/24. PALLADINO Commissioners. 
Ip. 33535:196-33535:196. 

-8511140132 Responds to end memo re ATWS rdomcLing.Sta*? directed to make 
minor word changes in final ATWS rule prior to pubiic^.on.iOiVvi.r proposed rule & 
prepare explicit QA guidance by 831115 staff requirements memo. 

DIRCKS.WJ. Office of the Executive Director for Operations. 84/04/19. GILINSKY 
Commissioners. 2pp. 33535:216-33535:217. 

-8511140210 Requests rept re Caseload Forecast Panel activity in past several yrs & 
use of util const completion dates in NRC scheduling by 840618 as followup to 
840604 Itr to Representative Glickman. 

PALLADINO.NJ. Commissioners. 84/06/04. DIRCKS.WJ. Office of the Executive Di- 
rector for Operations. 1 p. 33535:254-33535:256. 

-8511140489 Requests that Commissioners register votes w/Ofc of Secretary on 
ATWS final rule, per 840403 memo.Rule should be transmitted for FR publication if no 
legal requirement for reaffirmation exists. 

PALLADINO.NJ. Commissioners. 84/04/05. GILINSKY, ROBERTS, ASSELSTINE 
Commissioners. Ip. 33535:344-33535:344. 

-8511180257 Proposes that Commission response to Miller Itr indicate that Commission 
will develop policy statement on operating experience issue.Mods to staff 840330 
draft response listed. Related documentation end. 

ASSELSTINE, J.K. Commissioners. 84/05/02. PALLADINO, GILINSKY, ROBERTS 
Commissioners. 33pp. 33536:034-33536:068. 

-8511180297 Notation vote response sheet approving Part I & disapproving Part II of 
SECY-84-206A re ASLAB certification in ALAB-769. 

ASSELSTINE Commissioners. ALAB-769. 84/05/25. CHILK.S.J. Office of the Secre- 
tary of the Commission. Ip. 33536:126-33536:126. 

-8511180327 Notation vote response sheet approving advance notice of proposed rule- 
making on role of NRC in adjudicatory licensing proceedings as modified. 
ASSELSTINE, J.K. Commissioners. 83/09/30. CHILK.S.J. Office of the Secretary of 
the Commission. 3pp. 33536:138-33536:140. 

-8511180348 Affirmation response sheet approving SECY-83-293 re amends to 

10CFR50 concerning ATWS events.Comments provided. 

PALLADINO.NJ. Commissioners. 83/09/26. CHILK.S.J. Office of the Secretary of the 
Commission. Ip. 33536:141-33536:141. 

-8511180355 Affirmation response sheet approving SECY-83-293 re amends to 

1 0CFR5O concerning ATWS events subi to listed mods. 

ROBERTS Commissioners. 83/09/14. CHILK.S.J. Office of the Secretary of the Com- 
mission. Ip. 33536:142-33536:142. 

-8511180367 Affirmation response sheet approving SECY-83-293 re amends to 

1 0CFR50 concerning ATWS events.Comments end. 

PALLADINO.NJ. Commissioners. 83/10/06. CHILK.S.J. Office of the Secretary of the 
Commission. 2pp. 33536:143-33536:144. 

-8511180471 Expresses concern that staff protect confidentiality of 840502 discussion 
w/lnterior & Insular Affairs Committee. Requests for comments will be referred to 
committee. L Crocker 840323 Itr to D Gamer end. 

PALLADINO.NJ. Commissioners. 84/05/02. GILINSKY, ROBERTS, ASSELSTINE 
Commissioners. 3pp. 33536:315-33536:317. 

-8511180487 Lists communications NRC has had re facility, per Markey 840412 Itr. 
PALLADINO.NJ. Commissioners. 84/04/30. MALSCH.M.G. Office of the General 
Counsel. Ip. 33536:318-33536:319. 

-8511180603 Notation vote response sheet disapproving proposed FR notice for public 
comment on 10CFR2 & SO.Extension requested until 840308 to complete separate 
views. 

ASSELSTINE Commissioners. 84/03/05. CHILK.S.J. Office of the Secretary of the 
Commission. Ip. 33537:046-33537:046. 

8511140045 Proposes that Commissioners proceed immediately w/Asse!stine 850816 
proposal to respond to COMJA-85-1 1 re further actions on Davis-Besse 
incidenLACRS input should be solicited. 

ASSELSTINE, J.K. Commissioners. 85/09/05. PALLADINO, ROBERTS, BERNTHAL 
Commissioners. Ip. 33492:216-33492:220. 

-8509160154 Advises that listed issues need to be addressed re facility 850609 event. 
ASSELSTINE, J.K. Commissioners. COMJA-85-1 1, 85/08/16. PALLADINO, ROBERTS, 
BERNTHAL Commissioners. 4pp. 33492:217-33492:220. 

8511180044 Forwards NRC/FEMA 25th joint quarterly status rept on emergency pre- 
paredness for nuclear power plants for Jul-Sept 1985,Rept includes latest 
schedules.Minor revs in OL review schedule dates listed in Table 1. 

PALLADINO.NJ. Commissioners. MORRIS.R.H. Federal Emergency Management 
Agency. 85/10/31. SIMPSON, A.K. Senate, Environment & Public Works. 48pp. 
33504:001-33504:048. 

8511180115 Responds to 851016 itr w/addl questions for record of 851008 hearing on 
low level waste.lnserts for hearing record also end. 

ASSELSTINE, J.K. Commissioners. 85/10/29. DOMENICI.P.V. Senate, Energy & Natu- 
ral Resources. 100pp. 33506:190-33506:296. 

8511180618 Forwards ACRS comments & recommendations re special proceeding & 
Commission Decision CU-85-06.R©view by entire ACRS requested, 

PALLADINO.NJ. Commissioners. CLI-85-06. 85/11/06. WARD.D.A. ACRS - Advisory 
Committee on Reactor Safeguards. 5pp. 33504:153-33504:168. 



NONDOCKETED ITEMS 255 


-8511180628 Draft Commission paper recommending issuance of Itr to D Ward re- 
questing review by entire ACRS of recommendation that licensee & NRC develop plan 
to reduce estimated core melt frequency & uncertainties therein. 

DIRCKS.W.J. Office of the Executive Director for Operations. 85/10/25. 3pp 
33504:164-33504:166. 

-8511180639 Forwards proposed Commission paper responding to chairman request 
for drafted Itr to ACRS re special hearing. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/24. 
DiRCKS.W.J. Office of the Executive Director for Operations. 2pp. 33504:167- 
33504:168. 

8511190046 Transcript of N Palladino 851031 statement before House of Representa- 
tives Subcommittee on Energy Research & Production.Committee on Science & Tech- 
nology re NRC activities on advanced reactors. 

PALLADINO.N. Commissioners. 85/10/31. 7pp. 33553:338-33553:344. 

8511190077 Statement of NJ Palladino on 851030 before Senate Committee on Environ 
& Public Works.Subcommittee on Nuclear Regulation re high level waste. 
PALLADINO.N. J. Commissioners. 85/10/30. 27pp. 33543:272-33543:299. 

8511190078 Statement of JK Asselstine on 851030 before Senate Committee on Envi- 
ron & Public Works re timing of preliminary determination of site suitability under Sec- 
tion 1 14(f) of Nuclear Waste Policy Act. 

ASSELSTINE, J.K. Commissioners. 85/10/30. 7pp. 33543:265-33543:271. 

8511190082 Responds to 851002 Itr re discussion of extra-judicial info during Commis- 
sion site visits. No legal requirement forecloses discussions of matters not at 
issue.Commission will not adept such moommerdnticr. 

PALLADINO.N.J. Commiss onors. 85MJ/30. PC SMAN.A.Z. Trial Lawyers for Public 
Justice, P.C. Ip. 33534:224-33534:227. 

-8511190497 Discusses Commissioner consideration of extra-judicial info in decision- 
making process on license applications.Options by which Commissioners can receive 
info w/o possible subsequent court challenges listed. 

ROISMAN,A.Z. Trial Lawyers for Public Justice. P.C. SINKIN.L. Citizens Concerned 
About Nuclear Power, Inc. GUILD, R. Palmetto Alliance. 85/10/02. PALLADINO.N., 
ZECH.L., ASSELSTINE, J. Commissioners. 3pp. 33534:225-33534:227. 

8511190344 Responds to questions raised in 850909 Itr re implementation of Nuclear 
Waste Policy Act.Commissioners Asselstine & Zech views on issue of timing of prelim- 
inary determination also end. 

PALLADINO.N.J. Commissioners. 85/11/06. UDALL.M. House of Rep., Interior & Insu- 
lar Affairs. 18pp. 33534:300-33534:317. 

-8511190391 Requests NRC attendance & testimony at Subcommittee on Energy & 
Environ 850913 hearing on DOE implementation of Nuclear Waste Policy Act of 1982 
& Mission Plan for Civilian Radwaste Mgt Program.List of questions end. 

UDALL.M. K. House of Rep., interior & Insular Affairs. 85/09/09. PALLADINO.N. Com- 
missioners. 2pp. 33534:318-33534:319. 

8511190494 Weekly info rept for wk ending 851108. 

REHM.T.A. Office of the Executive Director for Operations. 85/11/13. 57pp. 
33542:077-33542:133. 

8511190501 Responds to 851004 Itr re safety of resumed limited plant operations at 
NFS facility.Considerable effort expended to ensure that operations conducted safely 
since limited operation fcognr cn 850815. 

PALLADINO.N.J. Ccrnr issioners 85/11/06. SASSER J.R., GORE. A. Senate. 4pp. 
33543:255-33543:260. 

-8511190504 Requests NRC briefing or rept re allegations of safety hazards at NFS 
facility & rept on stipulations imposed on facility during period of operation on limited 
basis. 

SASSER, J., GORE, A. Senate. 85/10/04. PALLADINO.N.J. Commissioners. 2pp. 
33543:259-33543:260. 

8511190527 Proposed rev to 10CFR20, "Stds for Protection Against Radiation." Com- 
mission should direct Ofcs of General Counsel & Policy Evaluation to explain how 
rulemaking complies w / backlit rule affecting Part 50 licensees. 

ASSELSTINE, J.K. Commissioners. 85/10/22. PALLADINO, ROBERTS, BERNTHAL 
Commissioners. 2pp. 33534:191-33534:192. 

8511190541 Responds to 851002 request for comments on INPO proposal for industiy- 
run "Natl Academy for Nuclear Training." Substantial progress made through INPO- 
managed efforts, but Commission cannot yet attest to viability. 

PALLADINO.N.J. Commissioners. 85/11/06. MOYNIHAN.D.P. Senate. Ip. 33532:198- 
33532:218. 

-8511190544 Responds to 850924 Itr re proposal to expand training initiatives by estab- 
lishing "Natl Academy for Nuclear Training." Objectives should have beneficial effect 
on overall plant safety. 

PALLADINO, NJ. Commissioners. 85/11/06. PATE.Z. Institute of Nuclear Power Oper- 
ations. Ip. 33532:199-33532:199. 

“8511060317 Requests comments on INPO proposal for industry-run "Natl Academy 
for Nuclear Training." Proposal responds to Senate hearings in June re training & 
safety & S.16,author proposal for Natl Academy for Nuclear Power Safety. 
MOYNIHAN.D.P. Senate. 85/10/02. PALLADINO Commissioners. Ip. 33532:200- 
33532:200. 

“8511190549 Submits info re Natl Academy for Nuclear Training.Charter for 
academy, brochure describing various activities & Itrs to Moynihan & Herrington end. 
PATE.Z.T. Institute of Nuclear Power Operations. 85/09/24. PALLADINO, NJ. Com- 
missioners. 18pp. 33532:201-33532:218. 

8511190572 Submits proposed topics for Commission 851119 meeting w/TMI-2 Adviso- 
ry Panel, including defueling program, GPU schedule for fuel removal, results of health 
studies & activities for next 6 months. _ 

PALLADINO, N.J. Commissioners, 85/11/06. MORRIS, A.E. Advisory Council for De- 
contamination of TMI Unit 2. MORRIS, A.E. Lancaster, PA. Ip. 33534:160-33534:160. 

8511200067 Solicits State of HI continued participation in NRC State Liaison 
Program.New individual should be appointed to succeed MK Koizumi as State of HI 
liaison officer. 

PALLADINO, NJ. Commissioners. 85/11/01. ARIYOSHI,G.R. Hawaii, State of. Ip. 
33562:303-33562:303, 


8511200236 Forwards certificate of appreciation for serving as advisory panel member 
from 1 980 to present.Accepts resignation. 

PALLADINO.N.J. Commissioners. 85/11/06. REID.R.G. Middletown, PA. 2pp. 
33561:326-33561:328. 

“851120023? Notifies of resignation from advisory panel effective immediately due to 
previous commitments. 

REID.R.G. Middletown, PA. 85/09/06. MASNIK.M.T. Advisory Council for Decontami- 
nation of TMI Unit 2. Ip. 33561:328-33561:328. 

8511210371 Partial response to FOIA request for documents on NRC proposed rule on 
earthquakes & emergency planning.Documents identified on App A being placed in 
PDR.Documents identified on App B available in PDR.Search continuing, 

FELTON, J.M. Division of Rules and Records. 85/11/06. BELL.N. Nuclear Information 
& Resource Service. 4pp. 33583:102-33583:159. 

-8506260552 Comments on draft rule & Commission paper re complicating effects of 
earthquakes on emergency planning. Nuclear power plants pose very low risk of early 
casualties in event of severe reactor accidents. 

ROWSOME.F.H. Assistant Director for Technology Review. 85/06/17. GILLESPIE, F.P. 
Division of Risk Analysis & Operations (post 840429). 4pp. 33583:133-33583:136. 

“8507180647 Forwards options for formulating rule addressing earthquake consider- 
ations in emergency preparedness & memo on evidence that emergency planning ac- 
complishes no significant risk reduction. W/o memo. 

ROWSOME.F.H. Division cf Safety Technology (800428-851124). 85/07/03. 
DIRCKS.W.J. NRC - No Cdarod /^ikaticn G:von. 4pp. 33583:152-33583:155. 

851 1210548 Weekly info rept for wk ending 851101. 

REHM.T.A. Office of the Executive Director for Operations. 85/11/06. 50pp. 
33583:210-33583:259. 

8511220466 Forwards monthly status rept on status of offsite emergency preparedness 
for OL reviews for Oct 1 985. 

DIRCKS.W.J. Office of the Executive Director for Operations. 85/11/18. PALLADINO 
Commissioners. 4pp. 33601:024-33601:027. 

8511250015 Further response to FOIA request for six categories of documents re Ofc 
of Investigations.Forwards App A documents. Documents also available In PDR. 
FELTON, J.M. Division of Rules and Records. 85/11/01. ADATO.M. Union of Con- 
cerned Scientists. 7pp. 33644:167-33645:130. 

-8303040176 Extends invitation to appear & testify at Subcommittee on Energy Conser- 
vation & Power 830309 hearing re NRC FY84 authorization. 

OTTINGER.R.L. House of Rep., Energy & Commerce. 83/02/15. PALLADINO.N. 
Commissioners. 13pp. 33644:336-33645:027. 

“8511250182 Notifies of 841219 public Commission meeting to discuss proposed OMB 
reduction in FY86 budget. 

PALLADINO.N.J. Commissioners. 84/12/18. ROBERTS, ASSELSTINE, BERNTHAL 
Commissioners. 24pp. 33644:205-33644:228. 

“8511250185 Requests legislative history on congressional ceiling of Ofc of Investiga- 
tions at 38 positions, including correspondence w/Congress & rept of current status of 
congressional restrictions re Ofc of Investigations. 

ASSELSTINEJ.K. Commissioners. 85/01/17. KAMMERER.C. Office of Congressional 
Affairs. Ip. 33644:229-33644:229. 

“8511250192 Notifies that listed FY86 & FY87 budget totals approved. FY86 program- 
matic changes identified in 850109 memo approved w/listed impacted activities 
restored. Chart of approved changes to ofc allocations end. 

PALLADINO, NJ. Commissioners. 85/01/18. DIRCKS.W.J. Office of the Executive Di- 
rector for Operations. 2pp. 33644:230-33644:231 . 

-8511250198 Responds to request to reexamine authorities under Reorganization Plan 
1 of 1980 & provide potential improvements to NRC organization 

structure.Assessment of problems under reorganization plan also provided. 
PALLADINO.N.J. Commissioners. 83/01/23. BEVILL.T. House of Rep., Appropriations. 
1 1pp. 33644:232-33644:242. 

-8511250452 Invites Commission to appear & testify at Subcommittee on Energy Con- 
servation & Power 850417 hearing on NRC budget authorization for FY86 & 
FY87, Specific questions of interest end. 

MARKEY.EJ. House of Rep., Energy & Commerce. 85/03/28. PALLADINO.N.J. Com- 
missioners. 29pp. 33645:070-33645:098. 

8511250117 Forwards rept of nondisclosure of safeguards info for quarter ending 
850930. 

PALLADINO, NJ. Commissioners. 85/11/14. O’NEILL.T.P. House of Rep., Speaker of 
the House. BUSH.G.H. Senate, President of the Senate. 5pp. 33619:325-33619:329. 

8511250272 Weekly info rept for wk ending 851115. 

REHM,T.A. Office of the Executive Director for Operations. 85/11/20. 42pp. 
33619:280-33619:321. 


CONTRACT NRC CONTRACTS AND MODIFICATIONS 


8511010112 Notification of contract execution, Mod 33, to “Licensing Technical Assist- 
ance." Contractor.Science Applications Inti Corp. 

PAGE.M. Administrative Contracts Branch. NRC-02-83-035. 85/10/29. DAVIS, J. Office 
of Nuclear Material Safety & Safeguards, Director. LOYSEN.P. NRC - No Detailed Af- 
filiation Given. Ip. 33304:136-33304:136. 

-8511010119 Mod 33, extending period of performance of Task Orders 009 & 013 to 
851231 at no addl cost, to “Licensing Technical Assistance." 

JACKSON, D.R. Science Applications International Corp. (formerly Science Applica- 
tions, Inc.). W1GGINS.E. Division of Contracts. NRC-02-83-035, 85/10/29. 2pp. 
33304:137-33304:138. 

8511010153 Notification of grant execution: “Inti Symposium on Source Term Evaluation 
for Accident Conditions,” awarded to IAEA. 

UMBEL, D. Technical Assistance Contracts Branch. FIN G-1091. NRC-G-04-86-300. 
85/10/24. FOREHAND, W. Office of Nuclear Regulatory Research, Director. 
SILBERBERG.M. NRC - No Detailed Affiliation Given. Ip. 33304:057-33304:059. 
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-8511010158 Grant: “Inti Symposium on Evaluation for Accident Conditions,’’ awarded 
to IAEA. 

JANKOWSKI, M.W. International Atomic Energv -ceocv. SM'TH D .A Division of Con- 
tracts. FIN G-1091. NRC-G-04-86-300. 85/10/24. 2pp. 3330~.:)yi-333C-i C59. 

8511010166 Corrected notification of contract execution, Mod 1,to “Ref Nuclear Power 
Plant Simulator Assessment.” Contractor: Phoenix Assoc, Inc.Funding amount correct- 

e< j 

BAISDEN.L. Division of Contracts. FIN B-8753. NRC-05-85-168. 85/09/30. 
HIGGINS, K.E. Director's Office, Office of Inspection and Enforcement. GRIMES, B.K. 
NRC - No Detailed Affiliation Given. Ip. 33304:001-33304:001. 

8511010169 Notification of contract execution: “Technical Support Svcs for Data Tele- 
communication Equipment,” awarded to SBA. Subcontractor:Pailen-Johnson 
Assoc Inc 

FLEENOR.C.M. Administrative Contracts Branch. NRC-1 0-85-263. 85/09/30. 

CORLEY, J.H. Division of Facilities & Operations. BROWNELL.B. NRC - No Detailed 
Affiliation Given. Ip. 33304:002-33304:049. 

-8511010174 Contract: “Technical Support Svcs for Data Telecommunication Equip- 
ment," awarded to SBA.SubcontractonPailen-Johnson Assocjnc. 

THOMAS, M.E. Small Business Administration. * Pailen-Johnson Associates, Inc. 
HAGAN, T.F. Division of Contracts. NRC-1 0-85-263. 85/09/30. 32pp. 33304:003- 
33304:049. 

8511010175 Notification of contract execution.Mod 14, to “Computer Time-Sharing & 
Related Svcs." Cor.iractonNIH. 

BROMBERG. B.J. Acministrative Contracts Branch. FIN B-1666. NRC-25-82-312. 85/ 

: C/C / . 3 ASSET T,H.S. Office of Resource Management, Director. Ip. 33304:050- 
33304:051. 

-8511010187 Mod 14, extending period of performance to 861 001, to “Computer Time- 
sharing & Related Svcs." 

PRATT, W.A. Health & Human Services, Dept, of, U.S. Public Health Service. 
HA! VA.WE.L Division of Contracts. FIN B-1666. NRC-25-82-312. 85/10/07. Ip. 
23304051 -33304-CfH. 

8511010313 Notification of contract execution.Mod 1,to “Engineering Cost Analyses of 
Proposed Changes in NRC Requirements Having Economic Consequences.” 
Contractor: United Engineers & Constructors, Inc. 

PAGE.M. Administrative Contracts Branch. FIN D-1216. NRC-33-85-311. 85/10/30. 
TRINER.E.G. Division of Budget & Analysis. FOWLER, G. NRC - No Detailed Affiliation 
Given. Ip. 33301:069-33301:071. 

-8511010319 Mod 1, revising Section G.3 re overhead/aeneral & administrative rates, to 
“Engineering Cost Analyses of Proposed Changes in NRC Requirements Having Eco- 
nomic Consequences." 

MARGARITIS.P.J. United Engineers & Constructors, Inc. (subs, of Raytheon Co.). 
WIGGINS, E. Division of Contracts. FIN D-1216. NRC-33-85-311. 85/10/30. 2pp. 
33301:070-33301:071. 

8511040026 Notification of contract execution.Mod 9, to “Processing & Packing Docu- 
ments for Transmittal to LPDRs.” CcntrnclonSBA & Maxima Corp.lnc. 

PAGE.M. Administrative Contracts B'arc".. NRC-* 2-54-2* 85/10/30. FELTON, J. Di- 
vision of Rules and Records. SOUDER.J. NRC - No Detailed Affiliation Given. Ip. 
33337:315-33337:317. 

-8511040031 Mod 9, describing govt furnished mails authorized by Mod 8, to “Process- 
ing & Packing Documents for Transmittal to LPDRs." 

* Small Business Administration. * Maxima Corp. WIGGINS, E. Division of Contracts. 
NRC-1 0-84-247. 85/10/30. 2pp. 33337:316-33337:317. 

8511040286 Notification of contract execution.Mod 2, to "Career Counseling Svcs.” 
Co ntractor: BEM W, I no. 

LITTLE, M. Administrative Contracts Branch. NRC-1 0-85-21 4. 85/10/29. BENSON, N. 
Division of Organization and Personnel. SULLIVAN, P. NRC - No Detailed Affiliation 
Given. Ip. 33336:327-33336:329. 

-8511040292 Mod 2,definitizing unpriced changed order issued as Mod 1 & providing 
funds for performance of definitized Mod 1,to “Career Counseling Svcs." 
MENDELSON.I.N. BEMW, Inc. (formerly Binder, Elster, Mendelson & Wheeler, Inc.). 
WIGGINS.E. Division of Contracts. NRC-1 0-85-21 4. 85/10/29. 2pp. 33336:328- 
33336:329. 

8511050137 Notification of grant execution.Mod 3, to “Geometric Analysis of Ensemble 
of Solutions in Two-Phase Flows & Complete Resolution of Problem Chocking." 
Grantee: Brown Univ. 

STEWARDS. Technical Assistance Contracts Branch. FIN B-1056. NRC-G-04-83-013. 
85/10/28. FOREHAND, W. Office of Nuclear Regulatory Research, Director. 
ZUBER.N. NRC - No Detailed Affiliation Given. Ip. 33339:350-33339:351. 

-8511050139 Mod 3, revising workscope.to "Geometric Analysis of Ensemble of Solu- 
tions in Two-Phase Flows & Complete Resolution of Problem Chocking.” 

* Brown Univ., Providence, Rl. EDGEWORTH, P.J. Division of Contracts. FIN B-1056. 
NRC-G-04-83-013. 85/10/28. Ip. 33339:351-33339:351. 

8511060197 Notification of contract execution.Mod 22,to “Reactor Effluent & Environ 
Radioactivity Stds.” Contractor;NBS. 

STEWART, S. Technical Assistance Contracts Branch. FIN B-5118. NRC-05-72-1 00. 
85/11/01. HIGGINS, K. Director’s Office, Office of Inspection and Enforcement. 
COHEN, L. NRC - No Detailed Affiliation Given. Ip. 33372:266-33372:266. 

-8511060201 Mod 22, extending period of performance to 860330, to “Reactor Effluent 
& Environ Radioactivity Stds.” 

MCGUFFIN.J.C. Commerce, Dept of, National Bureau of Standards. 
EDGEWORTH, P.J. Division of Contracts. FIN B-5118. NRC-05-72-1 00. 85/11/01. Ip. 
33372:267-33372:267. 

8511070118 Notification of contract execution.Mod 7, to "Development of Reg Guide & 
Regulatory Analysis.” Contractor:Analysis & Technology, Inc. 

HAWKINS, D.A. Technical Assistance Contracts Branch. FIN B-8645. NRC-03-83-107. 
85/11/01. THOMPSON, H.L. Division of Human Factors Safety (800428-851124). 
SHANKMAN.S. NRC - No Detailed Affiliation Given. Ip. 33381:090-33381:092. 

-8511070127 Mod 7, extending period of performance to 860930, to “Development of 
Reg Guide & Regulatory Analysis." 

JANKOWSKI.S.M. Analysis & Technology, Inc. EDGEWORTH, P.J. Division of Con- 
tracts. FIN B-8645. NRC-03-83-107. 85/11/01. 2pp. 33381:091-33381:092. 


8511070226 Notification of contract execution.Mod 3, to “Review & Evaluation of Co- 
manche Peak Program Plan.” Contractor: Toledyne E"gi r, eering Svcs. 

HAWKINS, D. Technical Assistance Contracts Branch FIN D-:53S NRC-03-85-067. 
85/10/31. THOMPSON, H.L. Division of Licensing (800428-851124). TRAMMELL, C. 
NRC - No Detailed Affiliation Given. Ip. 33380:303-33380:304. 

-8511070232 Mod S.oroviding cv «6 incremental funding, to “Review & Evaluation of 
Comarchc P:r.:; P'eoran =iar 

* Tele:.: .re En-ineoVi'ig Services. EDGEWORTH, P.J. Division of Contracts. FIN D- 
1338. N : -iC-::-fi5-C57. 65' '0.3 ,. Ip. 33380:304-33380:304. 

8511110313 Notification of contract execution: “On-Call Maint for NRC Microcomputers 
H. ■lei.v.ed EcJcnon:." awarded to JC Svcs. 

vEEHAN.B. r-c-rn isi'anvo Contracts Branch. FIN B-8174. NRC-33-86-288. 85/10/31. 
BASSETT, H.S. Office of Resource Management, Director. JOHNSON, C.R. NRC - No 
Detailed Affiliation Given. Ip. 33404:247-33404:280. 

-8511110318 Contract: "On-Call Maint for NRC Microcomputers & Related Equipment,” 
awarded to JC Svcs. 

* J.C. Services. HAGAN, T.F. Division of Contracts. FIN B-8174. NRC-33-86-288. 85/ 
10/31. 31pp. 33404:248-33404:280. 

8511110315 Notification of contract execution.Mod 5, to “Data Analysis for Corporate 
Data Network.” Contractor:Touche Ross & Co. 

BROMBERG, B.J. Administrative Contracts Branch. FIN D-1225. NRC-33-85-327. 85/ 
11/04. BASSETT, H. Division of Automated Information Services. WRIGHT, G. NRC - 
No Detailed Affiliation Given. Ip. 33407:315-33407:315. 

-8511110319 Mod 5,increasing funds & changing project officer, to “Data Analysis for 
Corporate Data Network.” 

* Touche Ross & Co. WIGGINS.E. Division of Contracts. FIN D-1225. NRC-33-85-327. 
85/11/04. 2pp. 33407:316-33407:317. 

8511110411 Notification of contract execution.Mod 5, to “Furnish, Install, Modify & 
Remove Twinaxial Cables.” Contractor: Visions Data Cable, Inc. 

BROMBERG, B.J. Administrative Contracts Branch. NRC-1 0-84-21 5. 85/11/04. 
CORLEY, J.H. Division of Facilities & Operations. FISHER, L. NRC - No Detailed Affili- 
ation Given. Ip. 33403:022-33403:024. 

-8511110417 Mod 5, adding addl funds, to "Furnish, Install.Modify & Remove Twinaxial 
0dbl6S ** 

* Visions Data Cable, Inc. WIGGINS.E. Administrative Contracts Branch. NRC-1 0-84- 
215. 85/11/04. 2pp. 33403:023-33403:024. 

8511110427 Notification of contract execution.Mod 17, to "Transport/ Fixed Site Vulner- 
ati'ity Ana’ysls.’’ Ccntrnctor:A r my- JF Kennedy Ctr. 

BROi’.iHEHG.B. AdrrJn-siralivo Contracts Branch. FIN B-1536. NRC-02-76-31 1. 85/11/ 
0-<. DAVIS, J DM :co of Nuclear Material Safety & Safeguards, Director. PARADISO.N. 
NRC - No b«.i:a:ieo A'Miarion Given. Ip. 33417:338-33417:340. 

-8511110447 Mod 17, adding incremental funding, to “Transport/ Fixed Site Vulnerability 
Analysis." 

* Army, Dept. of. WIGGINS.E. Division of Contracts. FIN B-1536. NRC-02-76-311. 85/ 
11/04. 2pp. 33417:339-33417:340. 

8511120234 Notification of contract execution.Mod 5, to “Scientific & Engineering Assist- 
ance & Svcs." ContractonSBA. Subcontractor:Engineering & Economics Research, Inc. 
HAWKINS, D. Technical Assistance Contracts Branch. FIN D-1143. NRC-04-84-120. 
85/10/28. FOREHAND, W. Office of Nuclear Regulatory Research, Director. Ip. 
33433:335-33433:345. 

-8511120239 Mod 5, incorporating Article XV re contractor acquired ADP equipment & 
software development, to “Scientific & Engineering Assistance & Svcs.” 

* Small Business Administration. DHILLON, H.S. Engineering & Economics Research, 
Inc. EDGEWORTH, P.J. Division of Contracts. FIN D-1143. NRC-04-84-120. 85/10/28. 
10pp. 33433:336-33433:345. 

8511120244 Notification of contract execution.Mod 15, to “Computer Time-Sharing & 
Related Svcs.” Contractor:NIH. 

BROMBERG, B.J. Administrative Contracts Branch. FIN B-1666. NRC-25-82-312. 85/ 
11/04. BASSETT, H.S. Office of Resource Management, Director. SHIELDS, J. NRC - 
No Detailed Affiliation Given. Ip. 33433:346-33433:347. 

-8511120246 Mod 15, increasing funds, to "Computer Time-Sharing & Related Svcs.” 

* Health & Human Services, Dept, of, U.S. Public Health Service. WIGGINS.E. Division 
of Contracts. FIN B-1666. NRC-25-82-312. 85/11/04. Ip. 33433:347-33433:347. 

8511120275 Notification of grant execution.Mod 2, to “Workshop on Strong-Ground 
Motion Simulation & Engineering Applications.” Grantee:Earthquake Engineering Re- 
search Inst. 

STEWART, S. Technical Assistance Contracts Branch. FIN G-1038. NRC-G-04-82-007. 
85/11/05. FOREHAND, W. Division of Risk Analysis & Operations (post 840429). 
MURPHY, A. NRC - No Detailed Affiliation Given. Ip. 33431:237-33431:238. 

-8511120278 Mod 2, extending grant period to 860131, to "Workshop on Strong-Ground 
Motion Simulation & Engineering Applications." 

SHELL, R.E. Earthquake Engineering Research Institute. EDGEWORTH, PJ. Technical 
Assistance Contracts Branch. FIN G-1038. NRC-G-04-82-007. 85/11/05. Ip. 
33431:238-33431:238. 

8511120293 Notification of grant execution.Mod 1,to “Third Natl Conference on Earth- 
quake Engineering.” Grantee:Earthquake Engineering Research Inst. 

STEWART, S. Technical Assistance Contracts Branch. FIN G-1086. NRC-G-04-85-01 1 . 
85/11/05. FOREHAND, W. Division of Risk Analysis & Operations (post 840429). 
MURPHY, A. NRC - No Detailed Affiliation Given. Ip. 33442:054-33442:055. 

-8511120296 Mod 1, changing method of payment to advance by treasury check, to 
“Third Natl Conference on Earthquake Engineering.” 

WHITMAN, R.V. Earthquake Engineering Research Institute. EDGEWORTH.P.J. Divi- 
sion of Contracts. FIN G-1086. NRC-G-04-85-01 1. 85/11/05. Ip. 33442:055- 
33442:055. 

8511120315 Notification of grant execution: “Technology Transfer & US Power Indus- 
try,” awarded to BNWL. 

UMBEL, D. Technical Assistance Contracts Branch. FIN D-1372. NRC-G-27-86-001. 
85/11/01. DELOATCH.V. Ofc of Small & Disadvantaged Bus. Utilization & Civil 
Rights. Ip. 33433:292-33433:294. 
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-8511120320 Grant: “Technology Transfer & US Power Industry," awarded to BNWL. 
ACE.J.K. Battelle Memorial Institute, Pacific Northwest Laboratories. SMITH, P.A. NRC 
- No Detailed Affiliation Given. FIN D-1372. NRC-G-27-86-0Q1 . 85/11/01 2dd 
33433:293-33433:294. 

8511130416 Notification of contract execution, Mod 16, to "Transport/ Fixed Site Vulner- 
ability Analysis.” ContractonArmy - JF Kennedy Ctr. 

BROMBERG, B. Administrative Contracts Branch. NRC-02-76-311. 85/10/24. DAVIS J 
Office of Nuclear Material Safety & Safeguards, Director. PARADISO,N. NRC - No De- 
tailed Affiliation Given. Ip. 33447:216-33447:218. 

-8511130419 Mod 16, extending period of performance to 861231,to “Transport/Fixed 
Site Vulnerability Analysis.” 

DANIELS, W.E. Army, Dept. of. WIGGINS, E. Division of Contracts. NRC-02-76-311. 
85/10/29. 2pp. 33447:217-33447:218. 

8511190206 Notification of contract execution, Mod 2, to “Study of Uncertainties in Sys 
Analysis Part of Seismic PR A.” Contractor: Future Resources Assoc, Inc. 

HAWKINS, D. Technical Assistance Contracts Branch. FIN D-1556. NRC-04-84-138. 
85/11/05. GUSTAVE.R. Office of Nuclear Regulatory Research, Director. MURPHY, J. 
NRC - No Detailed Affiliation Given. Ip. 33534:350-33534:352. 

-8511190215 Mod 2, substituting LaSalle reactor review for Limerick reactor & deleting 
E Hall from key personnel clause, to "Study of Uncertainties in Sys Analysis Part of 
Seismic PRA.” 

BUDNITZ.B.J. Future Resources Associates, Inc. EDGEWORTH, P.J. Division of Con- 
tracts. FIN D-1556. NRC-04-84-138. 85/11/05. 2pp. 33534:351-33534:352. 

8511190472 Notification of contract execution.Mod 5, to “Technical Assistance in Re- 
viewing Work of Licensee IDVP Contractor for Specific Nuclear Project.” 
Contractor:Westec Svcs.lnc. 

HAWKINS, D. Technical Assistance Contracts Branch. FIN B-8728. NRC-05-85-160. 
85/10/30. HIGGINS, K. Director’s Office, Office of Inspection and Enforcement. 
IMBRO.E. NRC - No Detailed Affiliation Given. Ip. 33534:266-33534:267. 

-8511190478 Mod 5, revising Section F, Paragraph F.I.l.to incorporate license fee re- 
covery format, to “Technical Assistance in Reviewing Work of Licensee IDVP Contrac- 
tor for Specific Nuclear Project." 

SARGENT, I.H. Westec Services, Inc. EDGEWORTH, P.J. Technical Assistance Con- 
tracts Branch. FIN B-8728. NRC-05-85-160. 83/10/30. Ip. 33534:267-33534:267. 

8511190500 Notification of contract execution.Mod 6, to "IMS/IDAS Sys Support.” 
Contractor:SBA.Subcontractor:Wilson Hill Assoc, Inc. 

PAGE.M. Administrative Contracts Branch. NRC-33-84-378. 85/11/05. BASSETT, H. 
Division of Automated Information Services. CARTER, J. NRC - No Detailed Affiliation 
Given. Ip. 33543:261-33543:264. 

-8511190503 Mod 6, providing addl funds for overrun, to "IMS/IDAS Sys Support.” 
THOMAS, M.E. Small Business Administration. HILL.P.W. Wilson Hill Associates, Inc. 
WIGGINS, E. Division of Contracts. NRC-33-84-378. 85/11/05. 3pp. 33543:262- 
33543:264. 


8511250008 Notification of contract execution: "Newspaper Clipping Svc,” awarded to 
P-ess 'nte'licerco.lr'c 

f-!_ w v.\ , 1 :v ! J.' -idrr ir;:s::a:ivo Contracts Branch. NRC-10-86-211. 85/11/01. 

BESAW.W.J. Division of Technical Information & Document Control. CONYNGHAM.M. 
NRC - No Detailed Affiliation Given. Ip. 33620:160-33620:219. 

-8511250009 Contract: “Newspaper Clipping Svc." Awarded to Press Intelligence.lnc. 

* Press Intelligence, Inc. HAGAN, T.F. Division of Contracts. NRC-10-86-211. 85/11/ 
01. 59pp. 33620:161-33620:219. 

8511250312 Notification of contract execution.Mod 2, to “Technical Assistance in Sup- 
port of NRC Planning Function." Contractor: SBA.Subcontractor:Maxima Corp. 
PAGE.M. Administrative Contracts Branch. NRC-33-85-324. 85/11/08. BASSETT.H.S. 
Office of Resource Management, Director. FROST, J. NRC - No Detailed Affiliation 
Given. Ip. 33619:259-33619:262. 

-8511250316 Mod 2, establishing & incorporating new provisional indirect cost rates for 
overhead, general & administrative expenses & fringe benefits, to “Technical Assist- 
ance in Support of NRC Planning Function." 

THOMAS, M.E. Small Business Administration. WIGGINS, E. Maxima Corp. 
BLEVINS, M.M. Division of Contracts. NRC-33-85-324. 85/11/08. 3pp. 33619:260- 
33619:262. 

8511250344 Notification of contract execution.Mod 4 to “Preoperational & Startup Insp 
Program Procedure Development.” Contractor: Pentek.lnc. 

COLEMAN, R. Technical Assistance Contracts Branch. FIN B-8721. NRC-05-84-156. 
85/11/20. BOYD.S. Director’s Office, Office of Inspection and Enforcement. 
BARBER, G. NRC - No Detailed Affiliation Given. Ip. 33619:244-33619:246. 

-8511250346 Mod 4, providing incremental funds for continuation of contract, to “Preo- 
perational & Startup Insp Program Procedure Development.” 

* Pentek, Inc. EDGEWORTH, P.J. Division of Contracts. FIN B-8721. NRC-05-84-156. 
85/11/20. 2pp. 33619:245-33619:246. 

8511250444 Notification of contract execution.Mod 3, to “Technical Assistance in Sup- 
port of NRC Planning Function." Contractor: SBA.SubcontractonMaxima Corp. 
PAGE.M. Administrative Contracts Branch. NRC-33-85-324. 85/11/08. BASSETT, H. 
Division of Automated Information Services. Ip. 33619:175-33619:178. 

-8511250457 Mod 3.extending period of performance to 861202, to “Technical Assist- 
ance in Support of NRC Planning Function.” 

THOMAS, M.E. Small Business Administration. WIGGINS, E. Maxima Corp. 
BLEVINS, M.M. Division of Contracts. NRC-33-85-324. 85/11/08. 3pp. 33619:176- 
33619:178. 

8511260553 Notification of contract execution.Mod 7, to “Hill Shall Serve as Administra- 
tive Judge on ASLB." Contractor^ Hill. 

LITTLE.M. Technical Assistance Contracts Branch. FIN B-8184. NRC-2 1-83-426. 85/ 
11/20. COTTER, B.P., FITTI.C. Atomic Safety and Licensing Board Panel. Ip. 
33639:360-33639:361. 


8511190508 Notification of contract execution.Mod 4, to “Selection of Earthquake Re- 
sistant Design Criteria for Nuclear Power Plants, Methodology & Technical Bases.” 
Contractor:Structural & Earthquake Engineering Consultants, Inc. 

FIELDS, J. Technical Assistance Contracts Branch. FIN B-8298. NRC-04-83-022. 85/ 
11/07. GUSTAVE.R. Office of Nuclear Regulatory Research, Director. MURPHY, A. 
NRC - No Detailed Affiliation Given. Ip. 33543:253-33543:254. 

-8511190512 Mod 4, increasing funds, to "Selection of Earthquake Resistant Design Cri- 
teria for Nuclear Power Plants, Methodology & Technical Bases.” 

* Structural & Earthquake Engineering Consultants. EDGEWORTH, P.J. Division of 
Contracts. FIN B-8298. NRC-04-83-022. 85/11/07. Ip. 33543:254-33543:254. 

8511190517 Notification of contract execution.Mod 4 to "Hydrogeoiogic Evaluations." 
Contractor: Intera Technologies, Inc. 

PAGE.M. Administrative Contracts Branch. FIN B-7384-5. NRC-02-83-041. 85/11/13. 
BROWN, R.S. Program Support Branch. WIDMAYER.D. NRC - No Detailed Affiliation 
Given. Ip. 33534:220-33534:221. 

-8511190526 Mod 4, extending completion date to 860210 w/no addl funds, to “Hydro- 
geologic Evaluations.” 

MILLICAN.B.G. INTERA Technologies, Inc. WIGGINS, E. Division of Contracts. FIN B- 
7384-5. NRC-02-83-041. 85/11/13. Ip. 33534:221-33534:221. 


-8511260560 Mod 7, transferring funds from travel category to matl/support Svcs 
category, to “Hill Shall Serve as Administrative Judge on ASLB." 

HILL.E.E. Affiliation Not Assigned. WIGGINS.E. Division of Contracts. FIN B-8184. 
NRC-2 1-83-426. 85/11/20. Ip. 33639:361-33639:361. 

8511260576 Notification of contract execution.Mod 6, to “Computer Svcs in Support of 
Info Requirements Control Automated Sys (IRCAS).’’ ContractonDOD. 

MCLEAREN.T, Administrative Contracts Branch. NRC-1 0-80-392. 85/11/07. 

BASSETT.H.S. Office of Administration. PARCOVER.H. NRC - No Detailed Affiliation 
Given. Ip. 33645:167-33645:168. 

-8511260585 Mod 6, extending period of performance to 860930, to “Computer Svcs in 
Support of Info Requirements Control Automated Sys (IRCAS).’’ 

CHRISTENSEN, H. Defense, Dept. of. WIGGINS.E. Division of Contracts. NRC-1 0-80- 
392. 85/11/07. Ip. 33645:168-33645:168. 

8511260583 Notification of contract execution.Mod 10, to “Managerial Competencies.” 
Contractor: USDA Graduate School. 

BROMBERG, B. Technical Assistance Contracts Branch. NRC-1 0-83-300. 85/11/20. 
GOLDMAN, P.J. Management Development & Training Staff. BASSIN.C., 
GOLDBERG, F. NRC - No Detailed Affiliation Given. Ip. 33645:233-33645:235. 


8511200156 Notification of contract execution.Mod 2,to “Stenographic Reporting Svcs.” 
Contractor: Ace-Federal Reporters, I nc. 

LITTLE.M. Administrative Contracts Branch. NRC-2 1-85-401. 85/11/07. COTTER, B.P. 
Atomic Safety and Licensing Board Panel. FITTI.C., LEINS, E. NRC - No Detailed Affili- 
ation Given. 5pp. 33563:196-33563:201. 


-8511200160 Mod 2, amending Schedule II re alternate pricing schedule for non-regular 
hours, Section H-1 re late or defective delivery, & F.2.2 re daily copy, to “Stenographic 
Reporting Svcs." 

MONICK.RJ. Ace-Federal Reporters, Inc. WIGGINS.E. Division of Contracts. NRC-21- 
85-401. 85/11/07. 4pp. 33563:198-33563:201. 


8511210519 Notification of contract execution.Mod 5, to “Technical Assistance in NRC 
IE Operations.” Contractor: Parameter, Inc. 

COLEMAN.R. Technical Assistance Contracts Branch. FIN D-1337. NRC-05-85-157. 
85/11/14. CORLEY, D. Director’s Office, Office of Inspection and Enforcement. 
PHILLIPS, H. NRC - No Detailed Affiliation Given. Ip. 33583:316-33583:317. 


-8511210522 Mod 5, providing addl funding, to “Technical Assistance in NRC IE Oper- 
ations." 

* Parameter, Inc. EDGEWORTH.P.J. Division of Contracts. FIN D-1337. NRC-05-85- 
157. 85/11/14. Ip. 33583:317-33583:317. 


8511220169 Notification of contract execution.Mod 4, to “Translation Svcs." 
Contractor:Fischer Translation Svc. 

LITTLE, M. Administrative Contracts Branch. NRC-1 0-84-227-01. 85/11/15. 
BESAW.WJ. Division of Technical Information & Document Control. SZULMAN.S. 
NRC - No Detailed Affiliation Given. 1 p. 33603:250-33603:250. 


-8511220174 Mod 4, establishing revised delivery for Jobs 1604,1605 & 1606, to "Trans- 


IcUlUiI uvuo. 

FISCHER, E. Fischer Translation Service. WIGGINS.E. Division of Contracts. NRC-1 0- 
84-227-01. 85/11/15. Ip. 33603:251-33603:251. 


-8511260615 Mod lO.extending work schedule to 860330, to “Managerial Competen- 
cies." 

SHEA,A.C. Agriculture, Dept, of, Graduate School, Washington, DC. WIGGINS.E. Divi- 
sion of Contracts. NRC-1 0-83-300. 85/11/20. 2pp. 33645:234-33645:235. 

8511270039 Notification of contract execution.Mod 2, to “Development of Info Mgt Sys - 
Phase II." Contractor:Wilson Hill Assoc, Inc. 

PAGE.M. Division of Contracts. FIN B-8731. NRC-33-85-318. 85/11/20. 

BASSETT.H.S. Office of Resource Management, Director. CARTER, J. NRC - No De- 
tailed Affiliation Given. Ip. 33646:042-33646:044. 

-8511270045 Mod 2, extending NRC review period to 15 working days from date of re- 
ceipt of deliverables, to “Development of Info Mgt Sys - Phase fl.” 

HILL.P.W. Wilson Hill Associates, Inc. WIGGINS.E. Division of Contracts. FIN B-8731. 
NRC-33-85-318. 85/11/20. 2pp. 33646:043-33646:044. 

8511270068 Notification of contract execution.Mod 14, to “Utilization of BWR & PWR 
Simulator Facilities." ContractonTVA. 

HAWKINS, D.A. Technical Assistance Contracts Branch. FIN X-1157. NRC-05-76-357. 
85/10/31. HIGGINS, K. Director’s Office, Office of Inspection and Enforcement. 
SHOWE.S. NRC - No Detailed Affiliation Given. Ip. 33646:031-33646:032. 

-8511270076 Mod 14, correcting unliquidated balance to be deobligated to allow reim- 
bursement of final Voucher E-85-401,to "Utilization of BWR & PWR Simulator Facili- 
ties.” Mod supersedes Mod 13. 

SAIN.L.H. Tennessee Valley Authority, EDGEWORTH.P.J. Division of Contracts. FIN 
X-1157. NRC-05-76-357. 85/10/31. Ip. 33646:032-33646:032. 

8511270088 Notification of contract execution.Mod 4, to “Graphic Svcs." ContractonGS 
Carver. 

LITTLE.M. Technical Assistance Contracts Branch. FIN B-8712. NRC-05-84-1 54. 85/ 
11/22. BOYD.S.M. Director’s Office, Office of Inspection and Enforcement, 
HASSELBERG.R. NRC - No Detailed Affiliation Given. Ip. 33645:361-33645:362. 
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-8511270092 Mod 4, obligating funds, to ‘‘Graphic Svcs." 

* Carver, G. WIGGINS, E. Division of Contracts. FIN B-8712. NRC-05-84-154. 85/11/ 
22. Ip. 33645:362-33645:362. 


FOIA FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 


-8511040494 Const Procedure CCP-30, Attachment 2, “Rev 1 to Special Coating Proce- 
dure M-7, 'Application of Keeler & Long Epoxy Primer 6548 & Epoxy Enamel Topcoat 
7475...,’” incorporating Document Change Notice 1. 

* Brown & Root, Inc. (subs, of Halliburton Co.). 25-1195. 84/04/24. 11pp. 33474:266- 
33474:276. 


8511040143 Further response to FOIA request for documents re Comanche Peak Task 
. Fo Jl c ® established ' n war 1 984. Forwards App A documents. Documents also available 
in PDR.App A documents not end undergoing further review. 

FELTON, J.M. Division of Rules and Records. 85/10/16. GARDE.B.P. Government Ac- 
countability Project 8pp. 33470:001-33491:281. 

-8511040180 Revs 0-3 to Const Procedure 35-1195-CCP-30, “Coating Containment 
Liners,” incorporating Interim Change Notice 1. 

SUTTON, D.G. Brown & Root, Inc. (subs, of Halliburton Co.). 77/08/25. 374pp. 
33470:011-33471:024. 


-8511040496 Trip rept of 831129-30 site visit statistical analysis of backfit insp pro- 

SON.L , LURIE, D. Management Support Branch. 83/12/20. CLARK, J.W. Man- 
agement Support Branch, -pp. 3 :V- 'At 277-33474:280. 

-8511050294 Forwards summary of statistical analysis of adhesion & dry film thickness 
of primer protective coating backfit insp program, based on data forwarded by L Biel- 
feldt 840329,0417 & 23 Itrs. 

LURIE, D. Office of Resource Management, Director. ABRAMSON, L. Reactor Risk 
Branch. 84/05/14. LETTIERI.V. Brookhaven National Laboratory. 3pp. 33474:281- 
33474:283. 


—8511040416 Rev 7 to Procedure CP-QP-11.4, "Insp of Protective Coatings." 
TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 83/ 
11/08. 2pp. 33471:025-33471:040. 

-8511040424 Rev 1 to Instruction QI-QP-1 1.4-8, “Insp of Special Coating Operations.” 
Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 79/07/26. 5pp. 
33471:041-33471:045. a / pf 

—8511040428 Rev 3 to Instruction QI-QP-1 1.4-9, “Insp of Shop Primed Equipment.” 
WILLIAMS, H.O., SCOTT.B.C. Texas Utilities Electric Co. (formerly Texas Utilities Gen- 
erating Co.). 82/09/03. 3pp. 33471:046-33471:048. 

-8511040433 Rev 19 to Instruction QI-QP-1 1.4-10, “Insp of Concrete Substrate Surface 
Preparation & Coatings Application & Repair.” 

BIELFELDT.L. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
84/06/13. 20pp. 33471:049-33471:068. 

-8511040436 Rev 6 to Instruction QI-QP-1 1.4-17, “Surveillance of Storage & Handling 
of Protective Coatings.” 

WILLIAMS, H.O. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
83/06/ 1 7. 3pp. 33471 :069-33471 :071 . 

-8511040441 Rev 3 to Instruction QI-QP-1 1.4-22, “QC Surveillance of Protective Coat- 
ings Unique Identification Number Transfer.” 

BIZE.M.P., BIELFELDT.L.M. Texas Utilities Electric Co. (formerly Texas Utilities Gener- 
ating Co.). 84/08/07. 2pp. 33471 :072-33471 :073. 


-8511050295 Forwards marked-up further data requirements for analysis of protective 
coatings backfit insp programmer request. 

BIELFELDT.L.M. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
84/03/29. ABRAMSON, L.R., LURIE, D. NRC - No Detailed Affiliation Given. 4pp. 
33474:284-33474:287. 

-8511050297 Advises that end concrete & steel liner data for protective coating backfit 
insp program has been changed to reflect Unit 1 results for primer only, per request. 
Related info end. 

BIELFELDT.L.M. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
84/04/17. ABRAMSON, L.R., LURIE.D. NRC - No Detailed Affiliation Given. 19pp. 
33474:288-33474:308. 

-8511050299 Advises of error in 840417 Itr.Total size estimates for concrete should be 
285,000.Related info end. 

BIELFELDT.L.M. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
84/04/23. ABRAMSON, L.R., LURIE.D. NRC - No Detailed Affiliation Given. 14pp. 
33474:309-33474:321. 

-8511050304 Forwards futher data requirements for analysis of protective coating back- 
fit insp programmer 831129-30 discussions. Worksheets for calculating info also end. 
BIELFELDT.L.M. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
84/02/16. ABRAMSON, L.R., LURIE.D. NRC - No Detailed Affiliation Given. 81pp. 
33474:322-33475:040. 


-8511040446 Rev 6 to Instruction QI-QP-1 1.4-27, “Insp of Concrete Substrate Surface 
Preparation & Coatings Application & Repair." 

DUNHAM, F., BIELFELDT.L.M. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/07/1 1 . 32pp. 33471 :074-33471 :1 05. 


-8511050310 RG-1.54 RO R01 Rev 1 to RG-1.54 RO, “QA Requirements for Protective 
Coatings Applied to Water-Cooled Nuclear Power Plants." Related documentation 
end. 

MCINERNEY.J.J. Westinghouse Electric Corp. 7 7/06/30. 94pp. 33475:041-33475:137. 


-8511040449 Rev 5 to Instruction QI-QP-1 1.4-28, “Protective Coatings Insp Travelers.” 
DUNHAM, F., BIELFELDT.L. Texas Utilities Electric Co. (formerly Texas Utilities Gener- 
ating Co.). 84/06/12. 22pp. 33471:106-33471:127. 

-8511040452 Rev 0 to Instruction QI-QP-1 1 .4-29, “Use of Elcometer Adhesion Tester 
for Isolating Areas of Questionable Coating Adhesion.” 

DUNHAM, F. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/ 
03/12. 4pp. 33471:128-33471:277. 

-8511040457 Revs 2,5 & 8-18 to Instruction QI-QP-1 1.4-10, “Insp of Concrete Sub- 
strate Surface Preparation & Coatings Application & Repair.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/01/16. 
181pp. 33471:278*33472:098. 

-8511040464 Revs 9-13 to Instruction QI-QP-1 1.4-1, “Insp of Steel Substrate Surface 
Preparation & Primer Application.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 83/08/19. 60pp. 
33472:099-33472:158. 

-8511040471 Revised procedures, including Revs 5-13,17,18,20-22 & 24-26 to Instruc- 
tion QI-QP-1 1.4-5, “Insp of Steel Substrate Primer Repair & Seal & Finish Coat Appli- 
cation & Repair. 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 83/10/24. 86pp. 
33472:159-33472:245. 


-8511050317 02040 “LOCA Testing of Carbo Zinc 1 1 Over SSPC-SP6 Blast,” first rept. 

* Carboline Co. 82/08/24. 7pp. 33475:138-33475:144. 

-8511050320 Forwards repts per request of J Arnold of Imperial Coatings. 

LAING.W.R., BROOKSBANK,R.D., JONES, R.E. Oak Ridge National Laboratory. 84/ 
09/18. IPPOLITO.T.A. Division of Licensing (800428-851124). Ip. 33475:145- 
33475:145. 

-8511050324 Forwards repts re irradiation, decontamination & DBA testing, per request 
of Y Korobov of Carboline Co. 

LAING.W.R., BROOKSBANK.R.D., JONES.R.E. Oak Ridge National Laboratory. 84/ 
09/18. IPPOLITO.T.A. Division of Licensing (800428-851124). 14pp. 33475:146- 
33475:158. ' ' 

-8511050326 Revs 0-5 to Instruction QI-QP-1 1 .4-26, “Insp of Steel Substrate Surface 
Preparation, Primer Application, Primer Repair, Seal & Finish Coat Application & Repair.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/05/04. 
200pp. 33475:159-33475:348. 

-8511050329 Revs 0-4 to Procedure CCP-40, “Protective Coating of Concrete Sur- 
faces.” Portions of Rev 6 also end. 

* Brown & Root, Inc. (subs, of Halliburton Co.). 35-1195. 82/05/11. 138pp. 
33475:349-33476:125. 


-8511040474 Revs 0,1 & 3 to Alternate Const Procedure CCP-30A, “Coating Steel Sub- 
strates Inside Reactor Bldg & Radiation Areas." 

MACPHAIL.G.D. Brown & Root, Inc. (subs, of Halliburton Co.). 83/12/06. 62pp. 
33472:246*33472:339. 

-8511040479 Revs 0-5 to Instruction QI-QP-1 1.4-27, “Insp of Concrete Substrate Sur- 
face Preparation & Coatings Application & Repair.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/07/11. 
172pp. 33472:340-33473:151. 

-8511040482 Rev 2 to Spec 2323-AS-31, “Protective Coatings." 

* Gibbs & Hill, Inc. (subs, of Dravo Corp.). 84/03/15. 164pp. 33473:152-33473:315. 

-8511040486 Rev 1 to Spec 2323-AS-31, “Protective Coatings.” 

* Gibbs & Hill, Inc. (subs, of Dravo Corp.). 78/03/13. 276pp. 33473:316-33474:231. 

-8511040488 Rev 11 to Const Procedure CCP-30, Attachment 2, “Rev 2 to Special 
Coating Procedure M-9, 'Application of Carboline 191 Primer as Brush Spray or Spray 
Primer/” incorporating Document Change Notice 1, 

* Brown & Root, Inc. (subs, of Halliburton Co.). 83/11/09. 7pp. 33474:232-33474:238. 

-8511040489 Rev 4 to Procedure CP-QP-2.3, “Documentation Within QA/QC Person- 
nel Qualification File,” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 83/01/20. 8pp. 
33474:239-33474:246. 

-8511040490 Rev 2 to Instruction QI-QP-2.1-16, “Qualification of Design Change Verifi- 
cation Personnel.” 

* Texas Utilities Electric Co, (formerly Texas Utilities Generating Co.). 83/07/28. 6pp. 
33474:247-33474:252. 

-8511040492 Rev 6 to Instruction QI-QP-2.1-4, “Qualification of Protective Coating Insp 
Personnel.” 

* Texas Utilities Electric Co, (formerly Texas Utilities Generating Co.). 83/07/28. 13pp. 
33474:253r33474:265. 


-8511050331 553-81 “Test Program to Evaluate DBA Performance of Overlaps Coating 
Sys (Carboline/lmperial) for Beaver Valley Unit 2." 

ARNOLD, G.E., TAYLOR, R.R. Imperial Professional Coatings. 81/12/24. 133pp. 
33476:126-33476:258. 

-8511050334 81-76 “Recoatability of 560/1201 W/Nutec 1201 After 1 Yr Simulated 
Outside Exposure.” 

ARNOLD, G.E., LOMASNEY, WJ. imperial Professional Coatings. 76/07/31. 35pp, 
33476:259-33476:293. 

-8511050338 495-81 “Nutec IIS/Nutec 1201 Nutec IIS/Nutec 11/Nutec 1201 Radi- 
ation Tolerance, DBA Testing (ORNL).” 

ARNOLD.G.E. Imperial Professional Coatings. 81/06/10. 20pp. 33476:294-33476:313. 

-8511050339 549-81 “Radiation Tolerance/DBA Results 11S/1 1/1201/1201 High Film 
Thickness of Nutec 1201 Topcoat” 

ARNOLD.G.E., TAYLOR, R.R. Imperial Professional Coatings. 81/12/09. 17pp. 
33476:314-33476:330. 

-8511050342 412-80 "DBA Testing Nutec 1201 & Nutec 1202 Over Bare Concrete." 
ARNOLD.G.E. imperial Professional Coatings. 80/07/02. 16pp. 33476:331-33476:346. 

-8511060048 82-0701 “DBA Testing of SSPC SP1 & SP2 Prepared Panels (1982A 
ORNL Test Series)," final rept. 

DEBARBA.J.F. Keeler & Long, Inc. 82/07/01. 42pp. 33476:347-33477:026. 

—8511060051 505-81 “Radiation Tolerance & DBA Results on Nupec Concrete Coating 
Sys.” 

ARNOLD.G.E. Imperial Professional Coatings. 81/07/07. 32pp. 33477:027-33477:058. 

-8511060053 175-1-77 “DBA Radiation Tolerance of Nutec 11 S/1 1/1 201 Over Sand- 
blasted Concrete.” 

* Imperial Professional Coatings. 77/12/31. 12pp. 33477:059-33477:087. 
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--851 1060057 346-79-G “DBA Test Results - Short Intercoat Times:Nutec IIS/ Nutec 
11, Nutec 11/Nutec 1201." 

ARNOLD, G.E. Imperial Professional Coatings. 79/12/27. 11pp. 33477:088-33477:098. 

-8511060067 246-78-G “Effects of Felt-Tip Markers on 1 1 S/1201 Sys.” 

* Imperial Professional Coatings. 78/04/30. 6pp. 33477:099-33477:104. 

-8511060074 210-78 “Nutec 11/Reactic 1201 DBA per Bechtel CP 956.” 

ARNOLD,! Imperial Professional Coatings. 77/12/31. 7pp. 33477:105-33477:131. 

-8511060081 205-1-78-G “Compatibility of RES X W/Nutec IIS Surfacer." 

ARNOLD, G.E. Imperial Professional Coatings. 78/01/26. 17pp. 33477:132-33477:148. 

-8511060085 167-77 “Repairability of Nutec IIS/Nutec 11/Reactic 1201.” 

ARNOLD, J. Imperial Professional Coatings. 77/07/15. 14pp. 33477:149-33477:162. 

—851 1060088 249-78-G "Effects of ’Mudcracking’ on DBA Performance of Nutec IIS." 

* Imperial Professional Coatings. * Coastal Science Associates. 78/04/30 6 dd 
33477:163-33477:168. 

-8511060090 210-77 "Nutec 11/Reactic 1201 DBA per Bechtel CP 956.” 

ARNOLD,! Imperial Professional Coatings. 77/12/31. 7pp. 33477:169-33477:175. 

-8511060097 215-78-G “Compatibility Testing - Concresive 1411 Epoxy Mortar.” 
ARNOLD, G.E. Imperial Professional Coatings. 78/01/25. 7pp. 33477:176-33477:182. 

-8511060109 178-77-G “Compatibility of Burkes Form Release to Imperial Concrete 
Coating Sys." 

ARNOLD, J. Imperial Professional Coatings. 77/08/05. 6pp. 33477:183-33477:188. 

-8511060113 463-81 “DBA Testing - Nutec 6/Nutec 1201 Above Average Film Thick- 
nesses & Multicoat Application.” 

ARNOLD, G.E. Imperial Professional Coatings. 81/01/16. 38pp. 33477:189-33477:226. 

-8511060142 469-81 “Recoatability of Aged Nutec 6 & Nutec 1201 Films:Radiation Tol- 
erance & DBA Results (ORNL).” 

ARNOLD, G.E. Imperial Professional Coatings. 81/02/02. 26pp. 33477:227-33477:252. 

-8511060148 429-80 “DBA Nutec 1201 Applied Directly to Steel & Dimetcote 6." 
ARNOLD, G.E. Imperial Professional Coatings. 80/09/16. 10pp. 33477:253-33477:262. 

-8511060153 624-82 “Adhesion & Direct Impact of Nutec 11/1201 Sys on Steel Sub- 

KESSEL.T., ARNOLD, J., TAYLOR, R. Imperial Professional Coatings. 82/06/25. 6pp 
33477:263-33477:268. 

-8511060158 462-1-81 R01 Rev 1 to “DBA Test Results - Nutec IIS Over Clean-N- 
Strip & Abrasive Blasted Steel.” 

ARNOLD, G., TAYLOR, R.R. Imperial Professional Coatings. 82/01/22. 24pp 
33477:269-33477:292. 

-8511060165 625-82 “Adhesion & Direct Impact of Nutec 11 S/1 201 Sys on Steel Sub- 
strates." 

KESSEL.T.S., ARNOLD, J., TAYLOR, R. Imperial Professional Coatings. 82/06/25. 5pp. 
33477:293-33477:297. 

-8511060169 115-3-78 “DBA, Radiation, Decontamination Test Results 10/1 1 S/1 1 / 
1201 ." 

* Imperial Professional Coatings. * Oak Ridge National Laboratory. 78/04/05. 10pp. 
33477:298-33477:307. 

—8511060175 756-84 “ORNL Comparative DBA Testing of Various Imperial Sys Using 
7-Minute & 6-H Steam Tests." 

ARNOLD, G.E., BRUNNENKANT.S., LEE.M. Imperial Professional Coatings. 84/01/13. 
35pp. 33477:308-33477:349. 

-8511060179 550-81 “Radiation Tolerance & DBA Nutec 1201 on Steel & Concrete 
Substrates.” 

ARNOLD, G.E., TAYLOR, R.R. Imperial Professional Coatings. 81/12/09. 15pp. 
33477:350-33478:002. 

-8511060219 01377 “LOCA Testing of Carbo Zinc 11 at Various Thicknesses Alone & 
Topcoated W/Phenolin© 305.” 

FISHER, P.D., MONTLE.J.F. Carboline Co. 75/12/23. 10pp. 33478:003-33478:012. 

-8511060230 01377 DRAFT “LOCA Testing of Carbo Zinc 11 at Various Thicknesses, 
Untopcoated & Topcoated W/Phenoline 305," interim rept. Related documentation 
end. 

MONTLE.J.F., FISHER, P.D. Carboline Co. 75/09/12. 61pp. 33478:013-33478:069. 

-8511060236 01931 “LOCA Testing of Carbo Zinc 11/Phenoline 305 Finish Repairabi- 
lity” final rept. 

REALS, R.M., LADAGE.J.J., MONTLE.J.F. Carboline Co. 81/02/10. 10pp. 33478:070- 
33478:079. 

-8511060242 2509 “Repairability & Maint.” 

* Ameron. 78/03/09. 22pp. 33478:080-33478:100. 

-8511060251 “Rept of Irradiation, Decontamination & DBA Testing.” 

* Oak Ridge National Laboratory. 78/08/16. 42pp. 33478:101-33478:142. 

-8511060257 01651 "LOCA Test of Svc Topcoated W/Phenoline 305 Finish.” 
BOLDT.A.M,, TELLOR.M.D., MONTLE.J.F, Carboline Co. 78/05/09. 9pp. 33478:143- 
33478:179. 

-8511060268 01499.1 “LOCA Testing of Carbo Weld 11 W/Various Topcoats," final 
rept 

MONTLE.J.F., LADAGE.J.J. Carboline Co. 80/11/07. 19pp. 33478:180-33478:197. 

-8511060270 01406 “LOCA Testing of Carbo Zinc 11 at Low Film Thicknesses, Top- 
coated W/Phenoline 305,Phenoline 368WG & Carboline 191 HB,” final rept. 
MONTLE.J.F., FISHER, P.D. Carboline Co. 75/01/22, 16pp. 33478:198-33478:221. 

-8511060285 SR-57 "Data Summary of Weathered Carbo Zinc 11 & Carbo Weld 11 
Primed Steel, Following Topcoating & Exposure to LOCA Testing," final rept. 
LERITZ.D.R. Carboline Co. 76/01/14. 20pp. 33478:222-33478:248. 


-8511060295 01684 “LOCA Amercoat D-6/Phenoline 305 Finish & Comanche Peak 
LOCA FSAR Curve," final rept. 

LADAGE.J.J., TELLOR.M.D., MONTLE.J.F. Carboline Co. 78/04/11. 6pp. 33478:249- 
33478:306. 

-8511060297 4-993 “DBA Evaluation of Carboline Matls.” 

KROMBACH.D.L. Carboline Co. 70/06/05. 6pp. 33478:307-33478:312. 

-8511060333 4-997 "DBA Evaluation of Carboline Matls.” 

KROMBACH.D.L. Carboline Co. 70/06/05. 6pp. 33478:313-33478:318. 

-8511060385 Rev 2 to Procedure CP-QP-2.6 "Certification of CSTS Personnel.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/05/15. 6pp. 
33479:123-33479:128. 

-8511060388 Rev 15 to Procedure CP-QP-3.0, “Comanche Peak Steam Electric Station 
Site QA/QC Organization.” 

BIELFELDT.L.M. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
84/07/30. 12pp. 33479:129-33479:140. 

-8511060393 Rev 1 to Procedure CP-QP-5.Q, “QA Review of Site Generated Procure- 
ment Documents.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 81/04/20. 2pp, 
33479:141-33479:142. 

-3511060397 Rev 5 to Procedure CP-QP-6.0, “Preparation of Quality Procedures & In- 
structions.” 

BIELFELDT.L., VEGA, A. Texas Utilities Electric Co. (formerly Texas Utilities Generat- 
ing Co.). 84/04/27. 14pp. 33479:143-33479:156. 

-3511060399 “LOCA Testing of Carbo Zinc 11 Over SSPC-SP6 Blast,” abstract rept. 
BUMILLER.M., KOROBOV, Y. Carboline Co. 82/08/24. 2pp. 33478:319-33478:328. 

—8511060400 01355C “LOCA Phenoline 305 Primer/Phenoline 305 Finish," final rept. 
LADAGE.J.J., TELLOR.M.D., MONTLE.J.F. Carboline Co. 78/08/10. 22pp. 33478:329- 


-8511060403 4-913 "Evaluate Coating Sys for Repairing Welds on Carbo Zinc 11 
Primed Steel Plate.” 

* Carboline Co. 69/01/2 2. 10pp. 33478:351-33479:002. 

-8511060406 Revs 2,6 & 9 to Procedure CP-QP-7.1, "Issuance & Control of Quality 
Procedures & Instructions.” 

4 Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/08/24. 27pp. 
33479:157-33479:187. 

-8511060407 95-76 “Nutec 10/1 1S/1 1/1201 Over Magic Kote Formed Concrete." 
ARNOLD, J., LOMASNEY, W.J. Imperial Professional Coatings. 76/11/11. 12pp. 
33479:003-33479:014. 

-8511060408 Rev 4 to Procedure CP-QP-8.0, “Receiving Insps.” 

VEGA, A. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/08/ 

09. 1 p. 33479:1 88-33479:1 88. 

-8511060413 Rev 1 to Procedure CP-QP-8.1, “Supplier Evaluation." 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 80/01/28. 2pp. 
33479:189-33479:190. 

-8511060414 Rev 2 26 to Procedure CP-QP-0.1, “Quality Procedures Manual: Table of 
Contents.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/08/24. 5pp. 
33479:015-33479:019. 

-8511060415 Rev 3 to Procedure CP-QP-11.0, “Civil Insp Activities.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 83/09/15. 3pp. 
33479:191-33479:193. 

-8511060418 Rev 1 to Procedure CP-QP-2.0, "Implementation of Comanche Peak 
Steam Electric Station QA Program.” 

CHAPMAN, D.N. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
79/10/09. 4pp. 33479:020-33479:023. 

-3511060419 Rev 1 to Procedure CP-QP-11.1, "Concrete, Soils & Reinforcing Steel 
Testing Activities.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 79/10/18. 3pp. 
33479:194-33479:196. 

-8511060422 Rev 8 to Procedure CP-QP-11.2, "Surveillance & Insp of Concrete Anchor 
Bolt Installation." 

VEGA, A. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/07/ 
13. 4pp. 33479:197-33479:200. 

-8511060423 Rev 2 to Procedure CP-QP-2.2, "indoctrination of Record Verification Per- 
sonnel.” 

TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.) 81/ 
04/20. 3pp. 33479:024-33479:026. 

-8511060427 Rev 4 to Procedure CP-QP-11.3, “Electrical Insp Actitivies.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 83/08/12 3dd 
33479:201-33479:205. 

-8511060428 Rev 0 to Procedure CP-QP-2.2A, “Training & Certification of Unit 2 
Records Verification Personnel.” 

VEGA, A. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/08/ 

10. Ip. 33479:027-33479:041. a ' 

-8511060433 Rev 0 to Procedure CP-QP-11.5, “General Procedure for Random Insp.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 79/12/19. 3pp. 

33479:206-33479:208. S 

-8511060436 Rev 3 to Procedure CP-QP-11.8, “Instrumentation & Control Insp Activi- 
ties.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 83/08/12. 2pp. 
33479:209-33479:210. 
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"8511060440 Rev 4 to Procedure CP-QP-2.4, “NDE Personnel Training, Qualification & 
Certification.” 

DODSON, D.R. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
84/02/08. 27pp. 33479:042-33479:068. 


"8511060442 Rev 3 to Procedure CP-QP-11.10, “Insp of Electrical/ Raceway Support 
Sys.” 

VEGA, A. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/08/ 
07. 3pp. 33479:21 1 -33479:21 3. 


"8511060445 Rev 2 to Procedure CP-QP-2.5, “Testing Personnel Training, Qualification 
& Certification.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 83/04/25. 2pp. 
33479:069-33479:070. 

-8511060448 Rev 2 to Procedure CP-QP-11.11, “Reinsp of Comanche Peak Diesel 
Generator Auxiliary Skid & Support Brackets." 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 81/07/28. 5pp. 
33479:214-33479:218. 


"8511060449 Rev 2 to Procedure CP-QP-18.3, “Permanent Plant Records Sys Organi- 
zation.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 80/12/02. 3pp. 
33479:071-33479:073. 

-8511060452 Rev 16 to Procedure CP-QP-11.12, “Insp of Installation of Radwaste Mgt 
Sys (RWMS).” 

VEGA, A. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/07/ 
23. 8pp. 33479:219-33479:226. 

-8511060459 Rev 2 to Procedure CP-QP-18.4, “Permanent Plant Record Receipt Con- 
trol 8. Storaoe.” 

' Texas Unities Electric Co. (formerly Texas Utilities Generating Co.). 80/12/02. 6pp. 
33479:074-33479:079. 

-8511060469 Rev 0 to Procedure CP-QP-18.6, “Record Turnover to Texas Utils Electric 
Cc Operation Grcuo.” 

CK, TOLSCN R.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 80/01/03. 3pp. 33479:080-33479:082. 

-8511060473 Rev 0 to Procedure CP-QP-18.07, “N-5 & N-3 Code Data Repts.” 
TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 81/ 
02/27. 2pp. 33479:083-33479:084. 

-8511060475 Rev 1 to Procedure CP-QP-18.8, “Record Verification.” 

SHERMAN, G., TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Gen- 
erating Co.). 84/01/10. 6pp. 33479:085-33479:090. 

-8511060480 Rev 2 to Procedure CP-QP-19.0, “Audits.” 

WALKER.J.C., TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Gen- 
erating Co.). 82/04/01. ip. 33479:091-33479:091. 

-8511060483 Rev 0 to Procedure CP-QP-19.3, “Surveillance of Piping Erection.” 
TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 81/ 
05/15. 3pp. 33479:092-33479:094. 

-8511060488 Rev 0 to Procedure CP-QP-19.4, “Tack Weld Surveillance.” 

TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 81/ 
07/06. 3pp. 33479:095-33479:097. 

-8511060491 Rev 4 to Procedure CP-QP-19.5. "Surveillance of Plant Conditions.” 
TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/ 
02/21. 6pp. 33479:098-33479:103. 

"8511060492 Rev 7 to Procedure CP-QP-19.6, “Surveillance of Const & Startup/Turn- 
over Activities.” 

VEGA, A. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/09/ 
09. 3pp. 33479:104-33479:106. 

-8511060494 Rev 1 to Procedure CP-QP-19.7, “Monitoring Welding Activities.” 

WILLIS, G., VEGA, A. Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 84/05/15. 4pp. 33479:107-33479:1 10. 


"8511070008 Rev 2 to Procedure CP-QP-11.21, “Weld Insp.” 

WARNER, M.D., TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 83/08/12. 3pp. 33479:243-33479:245. 


-8511070010 Rev 2 to Procedure CP-QP-13.0, “Control of Measuring & Testing Equip- 


IIIBIIl. 

TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 79/ 
11/05. 3pp. 33479:246-33479:248. 


"8511070011 Rev 4 to Procedure CP-QP-15.0, “Tagging Sys.” 

TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/ 
01/11. 8pp. 33479:249-33479:256. 


"8511070013 Rev 3 to Procedure CP-QP-15.2, “Startup/Turnover QA Activities." 
TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 81/ 
04/16. 2pp. 33479:257-33479:258. 


-8511070014 Rev 2 to Procedure CP-QP-15.3, “Quality Engineering Review of- Startup 
Work Permits.” 

TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/ 
01/06. 3pp. 33479:259-33479:261. 


-8511070016 Rev 1 to Procedure CP-Q P-15.5, “Tracking of NRC Insp Findings.” 

LANCASTER, B., TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 83/07/26. 5pp. 33479:262-33479:266. 

-8511070017 Rev 1 to Procedure CP-QP-15.6, “Significant Deficiency Analysis Rept 
Status Tracking.” 

LANCASTER, B., TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 83/07/06. 5pp. 33479:267-33479:271. 

-8511070018 Rev 2 to Procedure CP-QP-15.7, “Tracking of Audit Repts/ Corrective 
Action Repts." 

LANCASTER, B., TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 83/07/26. 4pp. 33479:272-33479:275. 


-8511070021 Rev 14 to Procedure CP-QP-16.0, “Nonconformances.” 

VEGA, A. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/07/ 
02. 18pp. 33479:276-33479:293. 


-8511070022 Rev 5 to Procedure CP-QP-16.1, "Significant Const Deficiencies." 

SCOTT, B.C., TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Gener- 
ating Co.). 82/07/23. 6pp. 33479:294-33479:299. 

-8511070023 Rev 4 to Procedure CP-QP-17.0, “Corrective Action.” 

VEGA, A. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/04/ 
27. 2pp. 33479:300-33479:301. 

-8511070024 Rev 0 to Procedure CP-QP-17.4, “N-3 Data Repts.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/08/20. 22pp. 
33479:302-33479:323. 


-8511070026 Rev 20 to Procedure CP-QP-18.0, “Insp Rept.” 

VEGA, A. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/08/ 
09. 24pp. 33479:324-33479:347. 

-8511070028 Rev 1 to Instruction CP-EI-4.0-51, "Control of Protective Coatings Field 
Verification Activities." Related info end. 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/04/06. 19pp. 
33479:348-33480:004. 

-8511070030 Rev 10 to Const Procedure CCP-30, "Coating Steel Substrates Inside Re- 
actor Bldg & Radiation Areas,” incorporating Document Change Notices 1-7. 

WELLS, M. Brown & Root, Inc. (subs, of Halliburton Co.). 83/06/11. 26pp. 33480:005- 
33480:030. 

-8511070033 Rev 2 to Const Procedure CCP-30A, “Coating Steel Substrates Inside 
Reactor Bldg & Radiation Areas,” incorporating Document Change Notices 1-6. 
WELLS, M. Brown & Root, Inc. (subs, of Halliburton Co.). 83/11/16. 22pp. 33480:034- 
33480:061 . 


—8511060497 Rev 3 to Procedure CP-QP-20.0, “Surveillance of Preservice Insp Activi- 
ties.” 

TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 83/ 
09/15. 5pp. 33479:111-33479:115. 

-8511060500 Rev 2 to Procedure CP-QP-22.0, “Surveillance of Comanche Peak Steam 
Electric Station Containment 1 Structural Acceptance Test.” 

TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 83/ 
01/20. 7pp. 33479:116-33479:122. 

-8511070002 Rev 1 to Procedure CP-QP- 11.14, "Structural Steel Insp Activities.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 83/08/12. 3pp. 
33479:227-33479:229. 

-8511070003 Rev 4 to Procedure CP-QP-11.15, “Permanent Equipment Transfer Verifi- 
cation.” 

TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 83/ 
09/1 9. 4pp. 33479:230-33479:233. 

-8511070004 Rev 1 to Procedure CP-QP-11.16, “Insp of Seismic Category II Supports 
& Structural Steel.” 

WARNER, M.D., TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 83/08/12. 2pp. 33479:234-33479:235. 

-8511070005 Rev 2 to Procedure CP-QP-11.17, “Electrical Startup Insp Activities.” 
TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 83/ 
09/06. 3pp. 33479:236-33479:238. 

-8511070006 Rev 1 to Procedure CP-QP-11.18, “NDE Activities.” 

WARNER, M.D., TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 83/08/12. 2pp. 33479:239-33479:240. 

-8511070007 Rev 2 to Procedure CP-QP-11.20, “Insp of Fire Protection.” 

WARNER, M.D., TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/01/23. 2pp. 33479:241-33479:242. 


-8511070036 Rev 5 to Const Procedure CCP-40, “Protective Coatings of Concrete Sur- 
faces," incorporating Document Change Notices 1-6. 

HAMATY.T. Brown & Root, Inc. (subs, of Halliburton Co.). 83/10/14. 30pp. 
33480:128-33480:157. 

-8511070038 SR-105 “Nuclear Data Summary Package, Carbo Zinc 11/Phenoline 305 
Finish." 

* Oak Ridge National Laboratory. 78/08/16. 42pp. 33480:158-33480:199. 

-8511070042 Forwards summary of statistical analysis of primer protective coating 
backfit insp program at facility, based on util 840329,0417 & 23 Itrs.Adhesion & dry film 
thickness two variables analyzed. 

LURIE, D. Office of Resource Management, Director. ABRAMSON.L.R. Reactor Risk 
Branch. 84/05/15. LETTIERI.V. Brookhaven National Laboratory. 3pp. 33480:031- 
33480:033. 

-8511070043 Rev 3 to Const Procedure CCP-40, “Protective Coatings of Concrete Sur- 
faces,” incorporating Document Change Notice 1-3. 

WELLS, M. Brown & Root, Inc. (subs, of Halliburton Co.). 81/11/18. 25pp. 33480:200- 
33480:251. 

-8511070046 “Radiation & DBA Testing of Dimetcote 6 Repaired & Touched Up W/ 
Dimetcote 6." 

* Ameron. 84/03/07. 24pp. 33480:252-33480:275. 

-8511070049 Rev 21 to Instruction QI-QP-1 1.4-5, “Insp of Steel Substrate Primer 
Repair & Seal & Finish Coat Application & Repair." 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co,). 83/08/25. 24pp. 
33480:276-33480:307. 

—8511070051 01978.1 "Performance of Carbo Zinc 11 Sys Exposed to 340 F Bechtel 
CP956-2/76 LOCA Curve.” 

REALS.R.M., KOROBOV, Y., MONTLE.J. Carboline Co. 82/05/14. 33pp. 33480:312- 
33480:344. 
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-8511070052 Forwards NRC 840523 Itr to util re special insp of coatings program at 
plant for concurrence, per 840417 discussion. Concurrence will be assumed if re- 
sponse not received within 2 days. 

BANGART.R.L. Region 4, Office of Director. 84/05/22. IPPOLITO.T. Comanche Peak 
Project (Technical Review Team). Ip. 33480:062-33480:064. 

—8511070054 Rev 2 to Std Spec CP-951, “Radiation Tolerance Test Procedures & Ac- 
ceptance Criteria.” 

* Bechtel Corp. 75/11/24. 4pp. 33480:308-33480:311. 

-8511070056 Rev 2 to Std Spec CP-952, “Decontamination Factors & Test Proce- 
dures." 

* Bechtel Corp. 75/12/02. 4pp. 33480:345-33480:348. 

—8511070059 Rev 2 to Std Spec CP-956, “DBA Test Procedure & Acceptance Criteria." 

* Bechtel Corp. 73/02/10. 7pp. 33480:349-33480:355. 

-8511070061 Rev 5 to Const Procedure CCP 40, “Protective Coatings of Concrete Sur- 
faces,” Attachment S, “Special Coatings Procedure C-1, ’Application of Nutec 10 
Concrete Curing & Sealing Compound.’” 

WELLS, M. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 83/10/ 
14. 14pp. 33480:356-33481:002. 

-8511070063 Rev 0 to Instruction CP-EI-4.0-51, “Control of Protective Coatings Field 
Verification Activities." 

WELLS, M. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/02/ 
1 7. 5pp. 33481 :003-33481 :007. 

-8511070066 Forwards response to addl questions re Protective Coating Allegations 
15,31 & 33, per NRC 840727 memo.Response to all addl questions complete. 
FIKAR.L.F. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). TXX- 
4262. 84/08/21. IPPOLITO.T.A. Comanche Peak Project (Technical Review Team). 
1 0pp. 33481 :008-33481 :01 7. 

-8511070068 Revs 0-14 to Procedure CP-QP-3.0, “Comanche Peak Steam Electric Sta- 
tion Site QA/QC Organization." 

VEGA, A. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/04/ 
1 7. 86pp. 33481 :01 8-33481 :1 03. 

-8511070071 Rev 2 to Procedure CP-CPM-5.1, “Field Procurement Activities.” 

* Brown & Root, Inc. (subs, of Halliburton Co.). 79/09/12. 16pp. 33481:104- 
33481:120. 

-8511070072 Rev 1 to Const Procedure CP-CPM 8.1, “Receipt, Storage & Issuance of 
Items," incorporating Document Change Notices 1-6. 

* Brown & Root, Inc. (subs, of Halliburton Co.). * Texas Utilities Electric Co. (formerly 
Texas Utilities Generating Co.). 84/08/07. 6pp. 33480:065-33480:089. 

-8511070074 Rev 8 to Procedure ACP-3, “Matl Receiving, Storage & Handling.” 

YORK.J. Brown & Root, Inc. (subs, of Halliburton Co.). 80/04/18. 30pp. 33481:121- 
33481:150. 

-8511070076 Rev 8 to Procedure CP-EP-5.0, "Procedure for Field Procurement.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/06/01. 12pp. 
33481:151-33481:162. 

-8511070077 Rev 18 to Const Procedure DCP-3, “Comanche Peak Steam Electric Sta- 
tion Document Control Program,” incorporating Document Change Notice 1. 

* Brown & Root, Inc. (subs, of Halliburton Co.). VEGA, A. Texas Utilities Electric Co. 
(formerly Texas Utilities Generating Co.). 84/11/05. 17pp. 33480:090-33480:106. 

-8511070090 Rev 8 to Procedure CP-QAP-8.1, "Receiving Insp." Supporting documen- 
tation end. 

* Brown & Root, Inc. (subs, of Halliburton Co.). 84/06/11. 249pp. 33481:163- 
33482:051. 


-8511070189 “Rept of Irradiation & DBA Testing." 

* Oak Ridge National Laboratory. 79/10/10. 13pp. 33482:339-33483:022. 

-8511070201 Draft “BNL Ccmanche Pos!c Steam Electric Station Technical Review 
Team Audit Plan for Area ! Sack!:; Pror.ram.' 

* Brookhaven National Labcraior . ri-.T / '3-. 8pp. 33483:023-33483:030. 

-8511070207 Draft “BNL Comanche Peak Steam Electric Station Technical Review 
Team Audit Plan for Area II DBA Testing.” 

* Brookhaven National Laboratory. 84/07/31. 29pp. 33483:031-33483:059. 

-8511070212 Draft “BNL Comanche Peak Steam Electric Station Technical Review 
Team Audit Plan for Area IV Procedures.” 

* Brookhaven National Laboratory. 84/07/31. 30pp. 33483:060-33483:090. 

-8511070218 Draft “BNL Comanche Peak Steam Electric Station Technical Review 
Team Audit Plan for Area V Training.” 

* Brookhaven National Laboratory. 84/07/31. 12pp. 33483:091-33483:102. 

-8511070224 Draft "BNL Comanche Peak Steam Electric Station Technical Review 
Team Audit Plan for Area VI Nonconformance Reporting.” 

* Brookhaven National Laboratory. 84/07/31. 8pp. 33483:103-33483:110. 

-8511070235 Draft “BNL Comanche Peak Steam Electric Station Technical Review 
Team Audit Plan for Area VII Exemptions.” 

* Brookhaven National Laboratory. 84/07/31. 24pp. 33483:111-33483:134. 

-8511070246 Rev 10 to Const Procedure CCP-30, “Coating Steel Substrates Inside Re- 
actor Bldg & Radiation Areas," incorporating Document Change Notices 1-7. 

WELLS, M. Brown & Root, inc. (subs, of Halliburton Co.). SCOTT, B.C. Texas Utilities 
Electric Co. (formerly Texas Utilities Generating Co.). 83/06/11. 26pp. 33483:135- 
33483:182. 

-8511070285 Rev 5 to Const Procedure CCP-40 re surface preparation & coating of 
cementitious surfaces inside reactor bldg & radiation area, incorporating Document 
Change Notice 1-6. 

WELLS, M. Brown & Root, Inc. (subs, of Halliburton Co.). 83/10/14. 24pp. 33483:183- 
33483:347. 


-8511070429 Package of Allegation Review Repts 1-62 for plant.Supporting documen- 
tation end. 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 85/10/16. 
2,814pp. 33483:348-33491:281. 

-8511110235 Revs 2 & 3 to Procedure CP-QP-6.0, “Preparation of Quality Instructions 
& Procedures." 

HEWETT.J., TOLSON.R.G. Texas Utilities Electric Co. (formerly Texas Utilities Gener- 
ating CO.). 81/05/04. 14pp. 33482:052-33482:065. 

8511070078 FOIA request for records from 1930 to date re nuclear disasters & 
accidents, including but not limited to TMI events & info concerning actual or potential 
use or mfg of nuclear matls, weapons or related research in US. 

LAKE.E.J. Affiliation Not Assigned. 85/09/05. NRC - No Detailed Affiliation Given. Ip. 
33379:316-33379:316. 

8511070081 Responds to FOIA request for records from 1930 re nuclear disasters & 
accidents, including TMI & actual use or mfg of nuclear weapons, matls & research in 
US.Forwards 1984 Annual Rept & FOIA Request 85-145.W/0 ends. 

FELTON, J.M. Division of Rules and Records. 85/10/15. LAKE.E.J. Affiliation Not As- 
signed. 2pp. 33379:317-33379:318. 


-8511070101 Rev 12 to Const Procedure CCP-30, “Coating Steel Substrates Inside Re- 
actor Bldg & Radiation Areas,” incorporating Document Change Notice 1. 

WELLS, M. Brown & Root, Inc. (subs, of Halliburton Co.). * Texas Utilities Electric Co. 
(formerly Texas Utilities Generating Co.). 84/05/17. 21pp. 33480:107-33480:127. 

-8511070102 Rev 4 to Procedure CP-CPM-6.1, “Preparation & Approval of Const Pro- 
cedures & Instructions,” incorporating Document Change Notices 1 & 2. 

* Brown & Root, Inc. (subs, of Halliburton Co.). 81/12/22. 12pp. 33482:066- 
33482:077. 


-8511070107 Rev 7 to Const Procedure CCP-40, "Protective Coating of Concrete Sur- 
faces," incorporating Document Change Notices 1-3. 

WELLS, M. Brown & Root, Inc. (subs, of Halliburton Co.). * Texas Utilities Electric Co. 
(formerly Texas Utilities Generating Co.). 84/06/27. 27pp. 33482:107-33482:133. 


-8511070112 Marked-up Rev 0 to Alternate Const Procedure 35-1195-CCP-30-A, 
“Coating Steel Substrates Inside Reactor Bldg & Radiation Areas.” Related info end. 
MAGNER.J.H., DOUGLAS, U.D. Brown & Root, Inc. (subs, of Halliburton Co.). 79/10/ 
31. 29pp. 33482:078-33482:106. 


-8511070117 462-1-81 “DBA Test Results - Nutec IIS Over Clean-N-Strip & Abrasive 


Diasiwu oiwoi. _ _ „ , ^ , 

ARNOLD.G., TAYLOR, R.R. Imperial Professional Coatings. 82/02/19. 34pp. 
33482:134-33482:203. 


-8511070136 Recommends that ASLB be notified of allegations re plant protective 
coatings program.Allegations forwarded to util for corrective actions & preventative 
measures. Interim finding of BNL insp of plant under review. 

COLLINS, J.T. Region 4, Office of Director. 84/05/18. EISENHUT.D.G. Division of Li- 
censing (800428-851124). 12pp. 33482:204-33482:215. 


8511070083 Further response to FOIA request for documents re effects on daily prod- 
ucts or any animals within 25-mile radius of plant as of 790328 accident. Publications 
containing info re request listed in App A & available in PDR. 

FELTON, J.M. Division of Rules and Records. 85/10/17. DOUPLE.M.D. Affiliation Not 
Assigned. 2pp. 33379:313-33379:315. 

8511070091 FOIA request for info re Mallinckrodt, Inc, including Insp Repts 
8501,8401,8301,8201 & 8101, Itr transmitting notice of violation, license & application 
for license. 

KLING.F.R. Williamette Industries, Inc. 85/10/04. Region 3, Office of Director. Ip. 
33379:323-33379:324. 

8511070096 Responds to FOIA request for insp repts, Itrs transmitting notices of 
violation, license & license application for Mallinckrodt, Inc. Documents that can be pur- 
chased listed in end app. 

FELTON, J.M. Division of Rules and Records. 85/10/17. KLING.F.R. Williamette Indus- 
tries, Inc. 2pp. 33379:325-33380:041. 

-8511070106 Application for renewal of License 24-04206-01, authorizing use of any 
matl w/ Atomic Numbers 1-83,10,000 Ci molybdenum, 10,000 Ci Tc-99m,250 Ci 1-131 
& 200 Ci Se-75 for production & testing of products. 

TOONEY.J.J. Mallinckrodt, Inc. 90121. 77/09/29. 18pp. 33379:327-33379:344. 

-8511070111 “Radiation Protection Program.” 

SOLDAN.D.W. Mallinckrodt, Inc. 77/09/26. 54pp. 33379:345-33380:037. 

-8511070116 Amend 42 to License 24-04206-01 for Mallinckrodt, Inc, amending license 
in entirety. 

HICKEY, J.W. Materials Licensing Branch. 83/10/31. 4pp. 33380:038-33380:041. 


-8511070156 Draft “Allegations Concerning Comanche Peak Protective Coatings." Re- 
lated documentation end. 

* NRC - No Detailed Affiliation Given. 84/08/03. 23pp. 33482:216-33482:238. 

-8511070165 759 “Elcometer Adhesion Tests Nutec Concrete Coating Repair Sys 11 S/ 
1 201 /II S/1 201 1 1S/1201 /1 1/1201.” Related documentation end. 

ARNOLD, J. Imperial Professional Coatings. 84/04/19. 13pp. 33482:239-33482:257. 

-8511070175 612-82 “DBA Nutec 6/1 201, Nutec 12091/1201 Applied Over SSPC-SP-3 
(Clean N Strip) Prepared Steel.” , _ nn 

ARNOLD, J., TAYLOR, R.R. Imperial Professional Coatings. 82/06/02. 30pp. 

33482:258-33482:338. 


8511070109 Partial response to FOIA request for documents re U mill tailings 
regulations. End App Q & portions of App R in PDR. Portions of App R withheld (ref 
FOIA Exemption 5).App S withheld (ref FOIA Exemption 5), 

FELTON, J.M. Division of Rules and Records. 85/10/18. BERICK.D. Environmental 
Policy Institute. 6pp. 33380:045-33380:172. 

-8010220321 Memorandum of understanding between NRC & DOE establishing overall 
mgt policy re interagency relationships in conduct of research programs & related ac- 
tivities. 

HENDRIE.J.M. Commissioners. MEYERS, D. Energy, Dept. of. 78/02/24. 16pp. 
33380:114-33380:129. 
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-3010220324 Forwards interagency agreement between DOE & NRC re definitions & 
mts of interface documents. 

.'.fi.'.KS .. C: : c.-3 of the Executive Director for Operations. 78/04/20. Office of the 

for Operations. GILINSKY, KENNEDY Commissioners. 2pp. 
33380:130-33380:136. 

-8010220331 DOE & NRC procedural agreement re definitions & signatory require- 
ments of interface documents. Draft NRC/DOE procedural agreement re high level 
‘.vasto programs end. 

D'RCKS.Vv.J. Office of the Executive Director for Operations. 3ARBER.R.W. Energy, 
Dept. of. 78/04/12. 5pp. 33380:132-33380:136. 

-8403160062 Summrmzns -r.r.t'rc w/J Curtis & A Ruud, members of Subcom- 
mittee N.cloe' :*• "on Environ & Public Works re NRC views on 

C - ; D.\S. ~ ... of the Executive Director for Operations. 84/03/06. PALLADINO, 

GILINSKY, ROBERTS Commissioners. 3pp. 33380:052-33380:054. 

--8511070123 Requests info re working rrcup Investigating U mill tailings 
regulations.Task group will probably assess :mp;emer\;ai'cn of branch technical posi- 
l! crp used to rec . U mill tailings. 

RC.3.-:" missioners. 83/01/04. DIRCKS.W.J. Office of the Executive Di- 

rector for Operations. Ip. 33380:051-33380:051. 

-8511070139 Comments on Part 3 & MOU re U mill tailings.Fundamental issue be- 
tween NRC & EPA is jurisdictiomOriginal staff proposal preferred for conforming to 
regulations. 

ROBERTS. T.iVi. Commissioners. 84/04/30. PALLADINO Commissioners. Ip. 
33380:055-33380:055. 

“8511070153 Forwards Bisseil paper for presentation at mill tailings 830127 
meeting.W/o end. 

AHEARNE.J.F. Commissioners. 83/01/27. PALLADINO, GILINSKY, ROBERTS Com- 
missioners. Ip. 33380:056-33380:057. 

-8511070169 SECY-83-450 Discusses suit filed by three U millers on 831014 against 
EPA & NRC. Attachment A concerns EPA failure to meet 831001 deadline for promul- 

g ating stds for U mill tailircs.Pcrt'oPS deleted. 

LAGGIE.E.L. Office :;i r”; G-xc'a- Counsel. 83/11/03. 46pp. 33380:058-33380:104. 

-8511070185 Forwards memo to EDO completing action on SECY-83-8.Majority of 
Commission concurs w/suggestion that staff prepare rulemaking package to assure 
::■«! mil fa- incs requ'nt'crs ccnfo"“ tc EPA ddr, 

;;i-:LK,S.... Offco c- : , V: Co-th ssion. COMJA-83-8. 83/12/07. AS- 

SELSTINE Commir'^ic'err.. ."pp fiCGEC- 1 C-G LY.L-iC -11. 

-8511070193 Forwards DOE-NRC 780224 MOU re overall mgt policy for DOE & NRC 
concerning interagency relationships in conduct of research programs & related activi- 
ties. 

DIRCKS.W.J. Office of the Executive Director for Operations. 78/03/02. HENDRIE, 
GILINSKY, KENNEDY Commissioners. 2pp. 33380:112-33380:113. 

-8511070225 Requests options paper assigned on 840103 re SECY-85-450 on “United 
Nuclear Corp vs EPA," before Commission decision on conforming NRC regulations 
to EPA stds. 

ROBERTS.T.M. Commissioners. 84/03/23. CHILK.S.J. Office of the Secretary of the 
Commission. Ip. 33380:137-33380:137. 

--85 11070234 Staff requirements memo supporting proposed Itr to Tenth Circuit 
Court. Paper requested re bases for challenging EPA regulations & identifying options 
for pursuing challenge per SECY-83-450. 

CHILK.S.J. Office of the Secretary of the Commission. 83/12/01. PLAINE.H.H. Office 
of the General Counsel. Ip. 33380:138-33380:138. 

-8511070250 Forwards draft memo re respective agency authorities under Atomic 
Energy Act & 780809 Itr re div of responsibility for continuing regulation of mill tailings. 
DIRCKS.B. Office of the Executive Director for Operations. 84/03/29. ASSELST1NE 
Commissioners. 21pp. 33380:139-33380:172. 

8511070122 Responds to FOIA request for two specified documents. Documents listed 
on app available at PDR. 

FELTON, J.M. Division of Rules and Records. 85/10/17. PEDRO.J. NUS Corp. 2pp. 
33380:042-33380:043. 

8511070125 FOIA request for Westinghouse Owners Group 831201 Itr re evaluation of 
alternate reactor coolant pump trip criteria & 841025 response to NRC question on 
reactor coolant pump trip. 

PEDRO.J. NUS Corp. CD-LIS-85-806. 85/09/24. Division of Rules and Records. Ip. 
33380:044-33380:044. 

8511070132 Third partial response to FOIA request for six categories of documents re 
Wolf Creek. Forwards documents listed on Apps F- Llnfo also available in 
PDR.Several documents withheld (ref FOIA Exemptions 5,6 & 7). 

FELTON.J.M. Division of Rules and Records. 85/10/15. VARRICCHIO.M., DEVINE, T. 
Government Accountability Project. 10pp. 33428:113-33429:311. 

“8511070142 Notifies of opening of Ofc of Investigation investigation re Case 4-84-026. 
HAYES, B.B. Office of Investigation. 84/04/18. PALLADINO Commissioners. 5pp. 
33428:125-33428:129. 

“8511070146 Inquiry Rept Q4-84-048.Major areas investigated:alleged reprisals against 
former employee for identifying safety issues.Text deleted. 

DRISKILL.D.D., HERR.R.K. Region 4, Office of Director. 85/01/29. 3pp. 33428:130- 
33428:132. 

-8511070149 Forwards Rept of Inquiry Q4-84-048.Case closed. Related info end. 
HERR.R.K. Region 4, Office of Director. 85/01/29. HAYES, B.B. Region 4, Office of 
Director. 4pp. 33428:134-33428:142. 

“8511070155 Inquiry Rept Q4-84-052 re alleged falsification of welding record.Missing 
welds caused by QA breakdown.No further investigation of wrongdoing 
anticipated.lnquiry closed. 

EMERSON.M., HERR.R.K. Region 4, Office of Director. 85/05/14. 3pp. 33428:143- 
33428:213. ’ 

“8511070229 Inquiry Rept Q4-84-053 re alleged missing weld records.Due to task force 
reinsp effort, imposed civil penalty, licensee reinsp effort & absence of evidence of will- 
fulness to destroy records.no further investigation anticipated. 

EMERSON.M., HERR.R.K. Region 4, Office of Director. 85/05/14. 33pp. 33428:214- 
33428:274. 


-8511070243 Forwards W Ward managerial review of util investigative program. Review 
is one of three anticipated repts requested to assist in formulating nat! perspective on 
how Ofc of 'n.vesticetions should interface w/util programs. 

HAYES, B.B. Of'-icG o: .r.vesdgaticn. 84/12/21. MARTIN.R.D. Region 4, Office of Di- 
rector. Ip, 33428:275-33428:275. 

-3511070249 Submits review of util investigative program based on 850925,27 & 1017 
site visits & 851016 corporate headquarters visit per request.Program does not reflect 
integration of effort.Reliance on util program results not recommended. 

WARD.W.J. Office of Investigation. 84/12/21. HAYES.B.B. Office of Investigation. 
7pp. 33428:276-33428:282. 

-3511070255 Discusses 841024 telcon w/M Vining & 841025 telcon w/ R Fortuna re 
release of util documents by Ofc of Investigations.R Fortuna understood that util 
would provide investigative repts upon request. 

HERR.R.K. Region 4, Office of Director. 84/10/31. Region 4, Office of Director. Ip. 
33428:283-33428:301. 

-3511070262 Ack receipt of 841026 Itr re util quality first program. Clarification of Ofc of 
Investigations procedure appreciated. Util will use 10CFR50. 55(e) reporting mechanism 
w/existing procedures. 

BROWN, K.R. Kansas Gas & Electric Co. 84/11/16. WARD.W.J. Office of Investiga- 
tion. ip. 33428:302-33428:302. 

--351 1070269 Submits cianficatior of adeemed between NRC & util re notification of 
util investigt o.~ ::o~;v.c;-:o ru :,>!:/• vs:: irngram.NRC will recognize confidentiality 
of identity on--. :■ .-accq.:!. :;o .i=:l Foa;::; c end. 

WARD.W.J. Oi'f.i'. v : 0 FOSTER.R.B. Kansas Gas & Electric 

Co. 112pp. 

-3511070275 “Evaluation of AWS Field Welding on Structural & Miscellaneous Steel at 
Wolf Creek Generating Station.” final rept.Related info end. 

BROWN, G. Secdol Corp. 84/12/2 /. 256pp. 33429:056-33429:311. 

-8511120284 Requests investigative inquiry into allegation of use of drugs at plant.Text 
deleted. 

MARTIN.R.D. Region 4, Office of Director. 84/10/24. HERR.R.K. Region 4, Office of 
Director. Ip. 33428:133-33428:133. 

-3511070142 Notifies of opening of Ofc of Investigation investigation re Case 4-84-026. 
HAYES.B.B. Office of Investigation. 8^/04/ 1 S. PALLADINO Commissioners. 5pp 
33428:125-33428:129. 

“8511070146 Inquiry Rept Q4-84-048. Major areas investigated:alleged reprisals against 
former employee for identifying safety issues.Text deleted. 

DRISKILL.D.D., HERR.R.K. Region 4, Office of Director. 85/01/29. 3pp. 33428:130- 
33428:132. 

-8511070149 Forwards Rept of Inquiry Q4-84-Q48.Case closed. Related info end. 
HERR.R.K. Region 4, Office of Director. 85/01/29. HAYES.B.B. Region 4, Office of 
Director. 4pp. 33428:134-33428:142. 

-851 1070155 Inquiry Rept 04-84-052 re alleged falsification of welding record.Missing 
welds caused by QA breakdown.No further investigation of wrongdoing 
anticipated.lnquiry closed. 

EMERSON.M., HERR.R.K. Region 4, Office of Director. 85/05/14. 3pp. 33428:143- 
33428:213. 

--8511070229 Inquiry Rept Q4-84-053 re alleged missing weld records.Due to task force 
reinsp effort, imposed civil penalty, licensee reinsp effort & absence of evidence of will- 
fulness to destroy records.no further investigation anticipated. 

EMERSON.M., HERR.R.K. Region 4, Office of Director. 85/05/14. 33pp. 33428:214- 
33428:274. 

-8511070243 Forwards W Ward managerial review of util investigative program. Review 
is one of three anticipated repts requested to assist in formulating natl perspective on 
how Ofc of Investigations should interface w/util programs. 

HAYES.B.B. Office of Investigation. 84/12/21. MARTIN.R.D. Region 4, Office of Di- 
rector. Ip. 33428:275-33428:275. 

-8511070249 Submits review of util investigative program based on 850925,27 & 1017 
site visits & 851016 corporate headquarters visit per request.Program does not reflect 
integration of effort.Reliance on util program results not recommended. 

WARD.W.J. Office of Investigation. 84/12/21. HAYES.B.B. Office of Investigation. 
7pp. 33428:276-33428:282. 

-8511070255 Discusses 841024 telcon w/M Vining & 841025 telcon w/ R Fortuna re 
release of util documents by Ofc of Investigations.R Fortuna understood that util 
would provide investigative repts upon request. 

HERR.R.K. Region 4, Office of Director. 84/10/31. Region 4, Office of Director. Ip. 
33428:283-33428:301. 

-8511070262 Ack receipt of 841026 Itr re util quality first program. Clarification of Ofc of 
Investigations procedure appreciated. Util will use 1QCFR50.55(e) reporting mechanism 
w/existing procedures. 

BROWN, K.R. Kansas Gas & Electric Co. 84/11/16. WARD.W.J. Office of Investiga- 
tion. Ip. 33428:302-33428:302. y 

“8511070269 Submits clarification of agreement between NRC & util re notification of 
util investigations conducted by quality first program.NRC will recognize confidentiality 
of identity only if recognized by util.Related info end. 

WARD.W.J. Office of Investigation. 84/10/26. FOSTER.R.B. Kansas Gas & Electric 
Co. 112pp. 33428:303-33429:055. 

“8511070275 "Evaluation of AWS Field Welding on Structural & Miscellaneous Steel at 
Wolf Creek Generating Station," final rept.Related info end. 

BROWN.G. Bechtel Corp. 84/12/27. 256pp. 33429:056-33429:311. 

-8511120284 Requests investigative inquiry into allegation of use of drugs at plant Text 
deleted 

MARTIN.R.D. Region 4, Office of Director. 84/10/24. HERR.R.K. Region 4, Office of 
Director. 1 p. 33428:1 33-33428:1 33. 

8511070257 FOIA request for list of all 1985 Small Business Innovation Research 
Phase I & Phase II winners. 

SPEARS, M.T. Arthur Anderson & Co. 85/10/13. NRC - No Detailed Affiliation Given, 
ip. 33379:319-33379:319. 



*'■*) i/' \ i, \\ !■- __ ,.i: iil iij/ 


ITEMS 263 


351 1070265 Responds to FOIA request for list of all 1985 Small Business Innovation 
Research Phase I & Phase II winners. Forwards list. Contracts available in PDF? 
FELTON, J.M. Division of Rules and Records. 85/10/30. SPEARS M T Arthur AndPr- 
son & Co. Ip. 33379:320-33379:322. 

—8511070272 List of all 1985 Small Business Innovation Research Phase I & Phase II 
winners. 

* NRC - No Detailed Affiliation Given. 85/10/30. 2pp. 33379:321-33379:322. 

8511070286 Final response to FOIA request for documents on 850726 briefing by util re 
readiness review program.including transcript of briefing.App D documents withheld 
(ref FOIA Exemption 5).Action on r ecuesf como'otc. 

FELTON, J.M. Division of Rules an:: Rocoms 35/ :C> '28. GARDE,B.P. Government Ac- 
countability Project. 2pp. 33382:327-33382:330. 

8511070294 Responds to FOIA request for documents re complaints lodged against 
Dakota Midland Hosp radiation or Nuclear Svcs by Presentation Health Sys or St 
Lukes Hosp during CY84 & CY85. No documents located. 

FELTON, J.M. Division of Rules and Records. 85/10/28. WURL.S. Dakota Midland 
Hosp., Aberdeen, SD. Ip. 33382:241-33382:241. 


3511070408 Responds to FOIA request for documents re recent visit of Caseload Fore- 
cast Panel to facility.App A documents end. App B documents available in 
PDR.Action on 'cquos: comdeio. 

FELTON, J.M. Dvis.c-i- c. : Rl/os ar.c Records. 85/10/29. SHOLLY.S. Technical Associ- 
ates. 3pp. 33382:227-33382:240. 

—8511070409 Undated notes taken by V Nerses, first & second drafts of meeting sum- 
mary & handouts of Caseload Forecast Panel visit to facility. 

* NRC - No Detailed Affiliation Given. 85/11/04. 11pp. 33382:230-33382:240. 

8511070410 Final response to FOIA request for specified records. Portions of records 
listed on App C available in PDR. Portions of App C documents withheld (ref FOIA 
Exemption 4). 

FELTON, J.M. Division of Rules and Records. 85/10/29. RATNER.M.G. Ratner, M.G. 
2pp. 33382:299-33382:326. 

-8511070417 Sanitized notice of violation from insp on 850114-17. 

* Region 2, Office of Director. 85/02/21. 2pp. 33382:304-33382:305. 


8511070300 FOIA request for documents re complaints lodged against Dakota Midland 
Hosp radiation or Nuclear Svcs by Presentation Health Sys, St Lukes HosDor anv 
other party during CYS4 & CY85. p ’ y 

WURL.S. Dakota Midland Hosp., Aberdeen, SD. 85/10/04. Office of Administration 
Ip. 33382:242-33382:242. 


—8511070549 Sanitized Insp Rept 70-1 11 3/85-01. Violation noted:failure to establish mgt 
sys which provides for review & approval of nuclear matl control & accounting proce- 
dures by individual assigned responsibility for nuclear matl control. 

JONES, D.W., TODD.G.A., MCALPINE.E.J. Region 2, Office of Director. 85/02/14. 
5pp. 33382:306-33382:311. 


8511070319 FOIA request for documents re notices & hearings for source matl 
licenses.lnfo requested will be provided to petitioners before NRC on application for 
amend to License SUB-1010. 

BELL.N. Nuclear Information & Resource Service. 85/09/10. FELTON, J.M. Division of 
Rules and Records. 2pp. 33382:252-33382:253. 

8511070323 Partial response to FOIA request for three categories of documents re no- 
tices & hearings for source matls licenses. Forwards App A documents & printout 
identifying current licensees.App A & B documents & printout available in PDR. 
FELTON, J.M. Division of Rules and Records. 85/11/04. BELL,N. Nuclear Information 
& Resource Service. 4pp. 33382:254-33382:289. 

-8207210067 Notice of extension of comment period on DES for decommissioning of 
Kerr-McGee Rare Earths Facility to 820801. 

PAGE.R.G. Uranium Fuel Licensing Branch. 82/07/07. Ip. 33382:291-33382:291. 

-8208020045 Negative declaration re broad use of treated raffinate containing ammoni- 
um nitrate as fertilizer for crops not used directly for human food & use of forage 
grown on pasture fertilized w/treated raffinate as animal feed. 

PAGE.R.G. Uranium Fuel Licensing Branch. 7590-01. 82/06/11. Ip. 33382:290- 
33382:290. 


-8511070560 Sanitized Insp Rept 70-1113/85-06 on 850422-25.Major areas 
inspected:technical review of allegations & records & repts. 

TODD.G.A., MCALPINE.E.J. Region 2, Office of Director. 85/05/23. 5pp. 33382:312- 
33382:326. 


8511070413 Further response to FOIA request for documents re presence & influence 
of organized crime at facility during const. Forwards App B documents.App C docu- 
ment withheld (ref FOIA Exemption 5).App B documents also available in PDR. 
FELTON, J.M. Division of Rules and Records. 85/10/23. BELAIR.R.R. Kirkpatrick & 
Lockhart. 3pp. 33382:217-33382:225. 

-8511070416 Responds to 850326 request for summary rept re actions concerning al- 
leged const problems broadcast of "Sixty Minutes.” 

CONNELLY, S.R. Office of Inspector & Auditor. 85/04/09. PALLADINO, ROBERTS, 
ASSELSTINE Commissioners. 2pp. 33382:222-33382:223. 

-8511070419 Discusses 800301 telcon w/J McCrystal re investigation of allegations 
concerning influence of organized crime. 

GALLJNA.C.O. NRC - No Detailed Affiliation Given. 80/03/05. NRC - No Detailed Af- 
filiation Given. 2pp. 33382:224-33382:225. 


-8511070330 Confirms agreement re FR notices for receipt of applications per 790529 
meeting.Notice will be published for new fuel cycle plant & matls processing 
applications, renewal applications & major amends requiring EIS.Related info end. 
CUNNINGHAM, R.E. Division of Fuel Cycle & Material Safety. 79/05/31 
NUSSBAUMER.D.A. Assistant Director for Material Safety & Licensing. ROUSE L.C 
Fuel Reprocess. & Recycle Branch (Pre 790727). 32pp. 33382:258-33382:289. 

-8511070341 Negative declaration re renewal of License SMB-920.Based on EIA 
(NUREG-1 027), environ impact of proposed license renewal action would not be signif- 
icant. 

PAGE.R.G. Uranium Fuel Licensing Branch. 83/12/13. Ip. 33382:292-33382:298. 


8511070422 FOIA request for listing of active & inactive Docket 40 licensees & loca- 
tions & all documents from 850314 to present on Sequoyah Fuel Corp O & Q-Sand 
Insitu Leach Project re operational concerns from former employee. 

BARNES, C. Affil.alion Voi Assigned. 85/09/16. Office of Administration. Ip. 
33382:204-33382:204. 


8511070424 Responds to FOIA request for listing of active & inactive Docket 40 licens- 
ees & locations & all documents from 850314 re Sequoyah Fuels Corp O & Q-Sand 
Insitu Leach Project. Forwards documents listed on app & two printouts. 

FELTON.J.M. Division of Rules and Records. 85/10/24. BARNES.C. Affiliation Not 
Assigned. 2pp. 33382:205-33382:216. 


8511070346 Final response to FOIA request for documents re BNL rept on need for 
nuclear safety board. No addl documents identified subj to request. 

FELTON.J.M. Division of Rules and Records. 85/10/18. ADATO.M. Union of Con- 
cerned Scientists. Ip. 33382:250-33382:251. 

8511070353 FOIA request for info re security at nuclear plants. 

RHODES, J.L. Affiliation Not Assigned. 85/10/0 7. NRC - No Detailed Affiliation Given. 
Ip. 33382:248-33382:248. 

8511070355 Responds to FOIA request for info re security at nuclear plants. Forwards 
1984 Annual Rept, "Citizens Guide to US NRC Info" & ends to FOIA-84-479.W/0 
ends. 

FELTON.J.M. Division of Rules and Records. 85/10/22. RHODES, J.L. Affiliation Not 
Assigned. Ip. 33382:249-33382:249. 

8511070360 Final response to FOIA request for SECY-85-208, Ofc of Investigations pro- 
cedures re employees rights & minutes of Regulatory Requirements Review Commit- 
tee meetings. Policies on employees rights during investigations in PDR. 

FELTON.J.M. Division of Rules and Records. 85/10/22. DEANE.M.R. NUS Corp. Ip. 
33382:243-33382:244. 

8511070363 FOIA request for complete design plans for facility. 

SRAGOW.R. Lack & Sragow, 85/09/03. NRC - No Detailed Affiliation Given. Ip. 
33401:061-33401:061. 

8511070367 Responds to FOIA request for design plans for facility. Forwards drawing of 
design plan for Unit 2 upper containment bldg, per 850909 telcon. 

FELTON.J.M. Division of Rules and Records. 85/10/21. SRAGOW.R. Lack & Sragow. 
Ip. 33401:062-33401:063. 

8511070405 Partial response to FOIA request for records on or in connection w/ Board 
Notification 85-084 re SSER 7-11. Document available at PDR.Search for addl docu- 
ments continuing. 

FELTON.J.M. Division of Rules and Records. 85/10/29. GARDE.B.P. Government Ac- 
countability Project. Ip. 33382:245-33382:245. 


-8511070426 Submits conclusions & closure recommendations for Allegations 4 & 5 of 
Allegation Case RIV-85-A-0060.Based on discussions, recommends case be closed 
out 

HILDENBRAND.P., HAWKINS, E.F. Uranium Recovery Field Office. 85/09/03. 
NASH.T. Region 4, Office of Director. 3pp. 33382:213-33382:215. 

-8511070428 Insp Findings & Licensee Ack on 850603 of License SUA-1387. Insp 
findings:no violations observed. 

* Uranium Recovery Field Office. 85/06/03. Ip. 33382:216-33382:216. 

@51 1070431 Further response to FOIA request for four categories of documents re plant 
QC. Forwards documents listed on Apps B & C.Portions of App C documents withheld 
(ref FOIA Exemptions 6 & 7). 

FELTON.J.M. Division of Rules and Records. 85/10/22. BELL.N. Nuclear Information 
& Resource Service. 3pp. 33383:079-33383:185. 

-8511070439 Notifies that insp of concerns noted in 850205 Itr re certification of Level 
Hi inspectors completed & documented in Paragraph 4 of end insp Rept 50-483/85- 
02. Info deleted. 

WEIL.C.H. Region 3, Office of Director. 85/07/15. Affiliation Not Assigned. Ip. 
33383:089-33383:103. 

“8511070444 Forwards memo documenting concerns re certification of Level III inspec- 
tors per 850205 Itr.Concerns assigned to Region III for resolution.lnsps will be com- 
pleted within 90 days. Info deleted. 

WEIL.C.H. Region 3, Office of Director. 85/02/13. Affiliation Not Assiqned. Id 
33383:104-33383:104. * 

“8511070449 Notifies that investigation of Allegation RIII-8-A-0021 re certification of 
Level III inspectors not warranted at this time per 850212 discussion w/ET 
Pawlik.Allegation will remain open pending final resolution by div. 

WEIL.C.H. Region 3, Office of Director. 85/02/13. NORELIUS.C.E. Reaion 3 Office of 
Director. 2pp. 33383:105-33383:106. 


8511070406 FOIA request for all records & info on or in connection w/ Board Notifica- 
tion 85-084 re SSER 7-11. 

GARDE.B.P. Government Accountability Project. 85/10/10. Office of Administration. 
2pp. 33382:246-33382:247. 

8511070407 FOIA request for all documents provided by owner of facility in connection 
w/recent Caseload Forecast Panel visit,records produced by panel & NRC & plant 
correspondence. 

SHOLLY.S.C. Technical Associates. 85/09/27. FELTON.J.M. Division of Rules and 
Records. Ip. 33382:226-33382:226. 


-8511070456 Informs of allegation received by B Little on 850205 from QC Level ill 
electrical inspector re QC supervisor failing to follow Procedure QCP-ZZ-01001 in cer- 
tification of Level III personnel.Jnfo deletedRelated Info end. 

PELKE.P.R. NRC - No Detailed Affiliation Given. 85/10/22. WEIL.C.H. NRC - No De- 
tailed Affiliation Given. 79pp. 33383:107-33383:185. 


8511070462 Appeals denial of FOIA request for nine categories of documents re U mill 
tailings regulations. 

BERICK.D. Environmental Policy Institute. 84/09/26. DIRCKS.W. Office of the Execu- 
tive Director for Operations. Ip. 33382:331-33382:334. 
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8511070468 Further response to FOIA request for nine categories of documents re U 
mill tailings regulations.Forwards App T documents.No further action taken re 840926 
Itr appealing NRC lack of response to initial FOIA request 

FELTON, J.M. Division of Rules and Records. 85/10/21. BERICK.D. Environmental 
Policy Institute. 2pp. 33382:335-33383:061. 


-8511070505 Forwards 40CFR192, "Health & Environ Protection Stds for U & Thorium 
Mi" ■''ai'ls'gs ” to assist lr understanding recently promulgated EPA stds.Any errors or 
c:n:srt:c''s' snou'd ho suomitioc.-. 

SMITH, D. Uranium Recovery Field Office. 84/02/13. Uranium Recovery Field Office. 
43pp. 33382:346-33383:027. 


-8408060398 Forwards revised draft of proposed interagency programmatic agreement 
w/EPA on regulation of mill failing & low level waste. 

DIRCKS.VV.u. Office of the Executive Director for Operations. 84/07/26. PALLADINO 
Commissioners. 17pp. 33383:062-33383:078. 


-8511070474 Responds to 830104 memo re working 
lock at U mil! tailings regulations. p ixed schedule of 
c-stablishvri S:cu:? ioscc-- p iOE :\ s:af: cl 

Ccmm:ss cners. 2pp. 2323 2:527-232 5 2:335 


group appointed to take fresh 
meeting for working group not 
r-.-.ei.ncs. 

■.era’.icns. 83/01/19. ROBERTS 


-8511070486 Staff requirements memo re 830128 briefing in Washington.DC on status 
of & projected schedule fcr actions ccncorrnc U m 1 " tailings regulations.Schedule for 
revising mill :a:i:rcs r onu ,, a , :C'iS :o cc.'i.crm stds end. 

DIRCKS.W.J Of ; ce o: : K c Exccj-.vo Di:c-c:c-' 'c Operations. 83/03/07. PALLADINO 
Commissioners. 4pp. 33382:339-33382:342. 


-8511070514 Discusses Palladino testimony at 840223 budget hearing & J Curtis desire 
for amplification of staffs views on implementation of Section 84c of Atomic Energy 
Act. Section 84c end. 

DIRCKS.W.J. Office of the Executive Director for Operations. 84/03/06. PALLADINO, 
G1LINSKY, ROBERTS Commissioners. 3pp. 33383:028-33383:030. 

-8511070520 Forwards questions & answers prepared for Senator Simpson re U milling 
industry.Matl re 1970 Reorganization Plan 3 accurate & correctly states NRC legal 
position. Info re U mill control act is highly selective & misleading. 

OLMSTEAD.B. NRC - No Detailed Affiliation Given. 84/04/03. CUNNINGHAM, G. NRC 
- No Detailed Affiliation Given. 4pp. 33383:031-33383:034. 

-8511070523 Forwards latest proposed concept paper for programmatic r.g-oorent vv' 
EPA on mill tailings.Revs include two substantive changes, Objectives ! 8 t.v.nzr 
merit explanation. 

BROWNING, R.E. Division of Waste Management. 84/05/15. REHM.T.A. Office of the 
Executive Director for Operations. 12pp. 33383:035-33383:046. 


-8511070494 Staff requirements memo re 830128 briefing on status of & projected 
schedules for actions on U mill tailings regulations.Commission will revisit mill tailings 
regulations within 90 days of issuance of EPA stds. 

CHILK.S.J. Office of the Secretary of the Commission. M830128A. 83/02/07. 
DIRCKS.W.J. Office of the Executive Director for Operations. Ip. 33382:343- 
33382:343. 

-8511070500 Comments on EPA proposed stds for U & thorium mill tailings at licensed 
commercial processing slants. SFCY-83- 1 95 contains “Congressional Record" which 
was reiemvc re =." drs‘: E~A Lr. 

DiP.OKS/.VJ Of: co cl ;:•« Executive Director for Operations. 83/07/05. PALLADINO, 
GILINSKY, F03FR r S Co^m:ss:cnors. ?cp 33382:344-33382:345. 

-8511070505 Forwards 40CFR192, “Health & Environ Protection Stds for U & Thorium 
Mill Tailings,” to assist in understanding recently promulgated EPA stds.Any errors or 
omissions should be submitted. 

SMITH, D. Uranium Recovery Field Office. 84/02/13. Uranium Recovery Field Office. 
43pp. 33382:346-33383:027. 

-8511070514 Discusses Palladino testimony at 840223 budget hearing & J Curtis desire 
for amplification of staffs views on implementation of Section 84c of Atomic Energy 
Act Section 84c end. 

DIRCKS.W.J. Office of the Executive Director for Operations. 84/03/06. PALLADINO, 
GILINSKY, ROBERTS Commissioners. 3pp. 33383:028-33383:030. 

-8511070520 Forwards questions & answers prepared for Senator Simpson re U milling 
industry.Matl re 1970 Reorganization Plan 3 accurate & correctly states NRC legal 
poshicr.Jnfc re U rrvl! centre 1 act is highly selective & misleading. 

CLMS'TT-AD.E. NRC - Ns Dda:ieu Ahihaiion Given. 84/04/03. CUNNINGHAM, G. NRC 
- Nc Detailed Aff:..a:icn Giver: 4pp. 33383:031-33383:034. 


-8511070528 Forwards revised concepts paper for programmatic agreement w/EPA on 
mill tailings.W/c end. 

REHM.T.A. Office of the Executive Director for Operations. 84/05/17. GARNER, D. 
Commissioners. Ip. 33383:047-33383:047. 

-8511070530 Forwards, for review & comments, revised draft programmatic agreement 
on implementation of EPA U mill tailings stds. 

DAVIS, J.G. Division of Fuel Cycle & Material Safety. 84/06/21. CANNON, J.A. Environ- 
mental Protection Agency. 7pp. 33383:048-33383:054. 

-8511070532 Forwards status rept on negotiations w/EPA on implementation of stds 
fo- U mi!! ta'Iipqs.Rept reflects understandings reached in 840521 meeting w/EPA. 
DIRCKS.W.J. Of'ice o‘ t-io Executive Director for Operations. 84/06/29. PALLADINO 
Commissioners. 7pp. 33383:055-33383:061. 

8511130238 FOIA request for all documents remaining in NRC custody upon expiration 
of term as Commissioner in June 1984. 

GILINSKY, V. Affiliation Not Assigned. 85/06/13. CHILK.S.J. Office of the Secretary of 
the Commission. Ip. 33535:001-33535:001. 

8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1984.App A documents available in PDR.Apps 
B&C documents partially & completely w-thheld. respectively, (mf Exemption 5). 
FELTON, J.M. Division of Rules and Records. 8b/fC.‘:7 C)IU.\SK V ,V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

-8204130466 Outlines interim approach & results of conducting special QA assess- 
ments for OL applicants on case by case basis. 

DIRCKS.W.J. Office of the Executive Director for Operations. 82/03/29. 
PALLADINO, N.J., GILINSKY, AHEARNE Commissioners. 12pp. 33537:233-33537:244. 


“8511070523 Forwards latest proposed concept paper for programmatic agreement w/ 
EPA on mill tailings.Revs include two substantive changes, Objectives 1 & 4, which 
merit explanation. 

BROWNING.R.E. Division of Waste Management. 84/05/15. REHM.T.A. Office of the 
Executive Director for Operations. 12pp. 33383:035-33383:046. 


“8210120472 Comments on ACRS views re proposed backfitting, severe accident & 
safety goal policies. Backfitting should be considered separately from other policy 
issues & severe accident policy statement be published for public comment. 
DIRCKS.W.J. Office of the Executive Director for Operations. 82/09/29. 
PALLADINO, N., GILINSKY, AHEARNE Commissioners. 2pp. 33537:245-33537:246. 


”8511070528 Forwards revised concepts paper for programmatic agreement w/EPA on 
mill tailings. W/o end. 

REHM.T.A. Office of the Executive Director for Operations. 84/05/17. GARNER, D. 
Commissioners. Ip. 33383:047-33383:047. 

“8511070530 Forwards.for review & comments, revised draft programmatic agreement 
on implementation of EPA U mill tailings stds. 

DAVIS, J.G. Division of Fuel Cycle & Matona! Safety. C--/C6/21. CANNON, J.A. Environ- 
mental Protection Agency. 7pp. 33383:G-''-8-o33d3:6fy-. 

-8511070532 Forwards status rept on negotiations w/EPA on implementation of stds 
for U mill tailings.Rept reflects understandings reached in 840521 meeting w/EPA. 
DIRCKS.W.J. Office of the Executive Director for Operations. 84/06/29. PALLADINO 
Commissioners. 7pp. 33383:055-33383:061. 

“8408060398 Forwards revised draft of proposed interagency programmatic agreement 
w/EPA on regulation of mill tailing & low level waste. 

DIRCKS.WJ. Office of the Executive Director for Operations. 84/07/26. PALLADINO 
Commissioners. 17pp, 33383:062-33383:078. 

“8511070474 Responds to 830104 memo re working group appointed to take fresh 
look at U mill tailings regulations.Fixed schedule of meeting for working group not 
established.Group leader may notify staff of upcoming meetings. 

DIRCKS.WJ. Office of the Executive Director for Operations. 83/01/19. ROBERTS 
Commissioners. 2pp. 33382:337-33382:338. 

—8511070486 Staff requirements memo re 830128 briefing in Washington.DC on status 
of & projected schedule for actions concerning U mill tailings regulations.Schedule for 
revising mill tailings regulations to conform w/EPA stds end. 

DIRCKS.WJ. Office of the Executive Director for Operations. 83/03/07. PALLADINO 
Commissioners. 4pp. 33382:339-33382:342. 

—8511070494 Staff requirements memo re 830128 briefing on status of & projected 
schedules for actions on U mill tailings regulations.Commission will revisit mill tailings 
regulations within 90 days of issuance of EPA stds. 

CHILK.SJ. Office of the Secretary of the Commission. M830128A. 83/02/07. 
DIRCKS.WJ. Office of the Executive Director for Operations. Ip. 33382:343- 
33382:343. 

-8511070500 Comments on EPA proposed stds for U & thorium mill tailings at licensed 
commercial processing plants.SECY-83-1 95 contains “Congressional Record” which 
was referred to in draft EPA Itr, 

DIRCKS.WJ. Office of the Executive Director for Operations. 83/07/05. PALLADINO, 
GILINSKY, ROBERTS Commissioners. 2pp. 33382:344-33382:345. 


-8212060185 Comments on proposed backfit rule in SECY-82-326 per request.Focus of 
backfit policy should be on improving decisionmaking process & not on erecting high 
procedural barriers for NRC. 

DIRCKS.W.J. Office of the Executive Director for Operations. 82/09/27. 
PALLADINO, N.J., GILINSKY, AHEARNE Commissioners. 2pp. 33537:247-33537:248. 

-8303240272 Forwards approved draft staff requirements memo re interim guidance on 
backfitting decisions.NRR.IE & NMSS concurred in memo.Change limiting application 
of rule to currently licensed plants is critical. 

STELLO.V. Regional Operations & Generic Requirements. 83/03/16. 

TOURTELLOTTEJ. Regulatory Reform Task Force. 3pp. 33537:323-33537:325. 

-8304130508 Discusses technical reasons for disapproval of polar crane Test Proce- 
dure 4370-3891 -83-PCI.AII four slings may not have safety factor of 5 due to sling 
length tolerance. 

BARRETT, L.H. TMI Program Office. 83/04/07. LARSON.J.E. General Public Utilities 
Corp. - GPU Service Corp. 22pp. 33537:122-33537:143. 

-8305170032 Discusses corrective actions taken in response to 830222 & 25 failure of 
undervoltage attachments. 

DIRCKS.WJ. Office of the Executive Director for Operations. 83/05/04. AHEARNEJ. 
Commissioners. 2pp. 33537:321-33537:322. 

-8306280383 Notifies regions to schedule & initiate audit exams to assess requalifica- 
tion program of licensees for remainder of FY83 & all of FY84.Exams should be 
scheduled to coincide w/normal facility requalification exam schedule. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851 1 25). 83/06/08. 
Region 1, Office of Director. 2pp. 33538:001-33538:002. 

-8307080297 SECY-83-244 Requests approval of proposed Itrs to Speaker of the 
House & President of Senate re Section 208 rept to Congress for First Quarter CY83 
on AOs. 

DIRCKS.WJ. Office of the Executive Director for Operations, 83/06/21. 62pp. 
33537:251-33537:311. 

-8308090835 Forwards responses to Commissioner Ahearne comments on operator re- 
qualification program. 

DIRCKS.W.J. Office of the Executive Director for Operations. 83/07/26. 
PALLADINO, N.J. Commissioners. 8pp. 33537:312-33537:319. 

“8308090842 Evaluates status of operator requalification program & Ofc of Inspector & 
Auditor audit of program. Major concerns of ofc have been or are being corrected. 
ZERBEJ.E. Office of Policy Evaluations. 83/06/14. AHEARNE, J. Commissioners. 5pp. 
33537:327-33537:331. 
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—8308090845 “Ofc of Insp & Auditor Audit of Reactor Operator Licensing Consideration 
of Questions From Commissioner Ahearne.’ 1 

MILLER, D.W., HAJEK.B.K. NRC - No Detailed Affiliation Given. 83/06/02. 30pp 
33537:332-33537:361. 

-8308090849 Requests NRC address Commissioner Ahearne 830623 memo re opera- 
tor requalification program. 

PALLADINO.N.J. Commissioners. 83/06/27. DIRCKS.W.J. Office of the Executive Di- 
rector for Operations. Ip. 33537:320-33537:320. 

-8308160145 Suggests clarifying changes to Salem AO rept to Congress. Section on 
failure of undervoltage trip devices should be changed since Westinghouse visual 
exam of one Unit 1 device inadequate to determine equipment wear. 

DIRCKS.W.J. Office of the Executive Director for Operations. 83/08/05. GILINSKV.V 
Commissioners. 4pp. 33538:003-33538:006. 

-8308290073 Forwards excerpts from SER (NUREG-0517V:n response to 830720 re- 
quest for info re basis for interim resolution of A TVvS issues at time unit licensed. 
DIRCKS.W.J. Office of the Executive Qirecior -or Operations. 83/08/17. 

ASSELSTINE.J. Commissioners. 6pp. 33541:001-33541:224. 

-8309200612 Forwards responses to 830811 questions based on NRC 830803 briefinq 
on SECY-83-293 re ATWS events. 

DIRCKS.W.J. Office of the Executive Director for Operations. 83/08/30. 

ASSELSTINE.J. K. Commissioners. 14pp. 33537:215-33537:228. 

-8309280507 Forwards responses to 830809 questions on ATWS rule. SECY-83-293. 
DIRCKS.W.J. Office of the Executive Director for Operations. 83/09/02. 

ROBERTS, T.M. Commissioners. 20pp. 33537:144-33537:163. 

-8310060526 Provides Commission w/ update on BWR pipe cracking issue. Industry 
working on proposal for future insp & long-term solution of pipe cracking issue.lnsp of 
IE Bulletins 82-03 & 83-02 plants expected by 831014. 

DIRCKS.W.J. Office of the Executive Director for Operations. IEB-82-03. 83/09/19. 
PALLADINO.N.J., GILINSKY, ROBERTS Commissioners. Ip. 33537:164-33537:164. 

-8310270004 SECY-83-349 Informs Commission of NRC plans & schedule for develop- 
ing proposed rule on high enriched U fuel at domestic research reactors.Technical 
impact assessment should bo complete in early Nov 1983. 

D.'RCKS.W J Office- cl the Executive Director for Operations. 83/08/19. 4pp. 
33537:229-33537:23 2. 

-8401060344 Forwards answers to 831213 questions re qualification of operating 
staff. In response to concerns, util initiated comprehensive program to expand & 
strengthen mgt controls in staffing & training area & to recertify operators. 

DIRCKS.W.J. Office of the Executive Director for Operations. 83/12/28. GILINSKY.V. 
Commissioners. 1 7pp. 33538:007-33538:023. 

-8401270273 Forwards revised draft generic Itr providing procedural guidance for pipe 
replacement at BWRs.Revised Itr incorporates changes requested at 840112 Commis- 
sion meeting. 

DIRCKS.W.J. Office of the Executive Director for Operations. 84/01/18. CHILK.SJ. 
Office of the Secretary of the Commission. 7pp. 33538:027-33538:032. 

-8402060536 Comments on proposed supplementary info changes re rewording of 
ATWS statement suggested by Commissioner Gilinsky. Considerations re reliability as- 
surance & sys & equipment criteria discussed. 

DIRCKS.W.J. Office of the Executive Director for Operations. 84/01/12. PALLADINO 
Commissioners. 3pp. 33538:024-33538:026. 

-8402280559 Discusses application of Ofc of General Counsel 840131 memo to pro- 
posed generic Itr on BWR piping sys.General Counsel opinion does not address ques- 
tion of repairs which do not involve changes, tests or experiments. 

CUNNINGHAM, G.H. Office of the Executive Legal Director. 84/02/08. REAMER, W. t 
MANNING, W.. CUTCHIN.J.M. NRC - No Detailed Affiliation Given. 2pp. 33537:249- 
33537:250. 


-8403020427 Summarizes NRR 840214 briefing to Commissioner Gilinsky on Kuosheng 
Nuclear Station based on recent visits to plant. Problems w/AE balance-of-plant 
design discussed. 

DIRCKS.W.J. Office of the Executive Director for Operations. 84/02/21. PALLADINO, 
GILINSKY, ROBERTS Commissioners. Ip. 33537:326-33537:326. 

-8403280190 Forwards response to 840302 memo re problems identified w/surveil- 
lance procedures. 

DIRCKS.W.J. Office of the Executive Director for Operations. 84/03/09. GILINSKY 
Commissioners. 3pp. 33537:180-33537:182. 

-8403300290 Summarizes problems encountered during fabrication of BWR replace- 
ment piping.Problems resulted from design feature defect. 

DIRCKS.W.J. Office of the Executive Director for Operations. 84/03/16. PALLADINO, 
GILINSKY, ROBERTS Commissioners. 4pp. 33538:056-33538:057. 


-8403300291 Informs NRC of further developments on fabrication cracking of 316 nu- 
clear grade stainless steel.Results of experiments show relationship between air-arc 

g ouging & starburst surface defects. 

lANKO.J.C. Electric Power Research Institute. 84/03/01. LIAW.B.D. NRC - No De- 
tailed Affiliation Given. 7pp. 33538:058-33538:064. 

-8404040373 Responds to Commissioner Gilinsky request for explanation why NRC 
guidance to licensees re pipe replacement at BWRs not issued.Open issue from Ofc 
of Secretary 840213 memo resolved & procedural guidance Itr issued on 840314. 
DIRCKS.W.J. Office of the Executive Director for Operations. 84/03/16. PALLADINO 
Commissioners. 2pp. 33538:065-33538:065. 


-8404180284 Concurs w/transmittal of proposed 10CFR50 rulemaking package dtd 
840328 re amend to limit use of high enriched U in nonpower reactors. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 84/04/04. 
MINOGUE.R.B. Office of Nuclear Regulatory Research, Director, ip. 33537:112- 
33537:112. 


-8404250280 Forwards list of talking points re highlights of cleanup status for use at 
840416 meeting w/Middletown Mothers. ^ 

DIRCKS.W.J. Office of the Executive Director for Operations. 84/04/13. 
PALLADINO.N.J. Commissioners. 4pp. 33538:035-33538:038. 


-8405150330 Recommends no Commission meeting or action be taken re SECY-84- 
106 until industry proposal presented to Commission. SECY-84-106 concerns pro- 
posed rulemaking re requirements for senior managers. 

DIRCKS.W.J. Office of the Executive Director for Operations. 84/04/23. PALLADINO 
Commissioners. Ip. 33538:039-33538:039. 

-8405150463 Forwards 840416 memo re ex parte communications & staff role in initial 
licensing proceedings. 

C.RCKS,'.'.'.,; G : v;d* z : the Lxccuiivc Director for Operations. 84/04/17. PALLADINO, 
G:. :\'S:<v ROBFfTi S CcT.m.ssionorH Ip. 33538:033-33538:034. 

-8405160159 Responds to request for comments re staff suggested changes to V Gi- 
linsky 840313 memo concerning ATWS final rule.Agrees w/changes.Final recom- 
mended version of ATWS rule & FR notice: ore!. W-'c ends. 

DIRCKS.W.J. Office of the Executive Director for Operations. 84/04/03. PALLADINO 
Commissioners. 32pp. 33537:183-33537:214. 

-8405170374 Summarizes available funding for cleanup.Funding for cleanup slightly im- 
proved in that CY84 funding increased significantly.NRC still concerned about industry 
failure to participate in significant way. 

DIRCKS.W.J. Office of the Executive Director for Operations. 84/05/04. PALLADINO, 
GILINSKY, ROBERTS Commissioners. 9pp. 33537:1 13-33537:121. 

-8406060175 Forwards comments on proposed agenda items for 840530 Commission 
meeting w/Advisory Panel for Decontamination of TMI-2.W/o end. 

DIRCKS.W.J. Office of the Executive Director for Operations. 84/05/24. PALLADINO 
Commissioners. Ip. 33537:165-33537:174. 

-8406060179 Confirms Advisory Panel for Decontamination of TMI-2 840503 meeting 
w/NRC to discuss funding for TMI-2,comments on draft suppl to programmatic EIS 
and restart to TMI-1 pending cleanup activities of TMI-2. 

MORRIS.A.E. Advisory Council for Decontamination of TMI Unit 2. 84/05/09. 
PALLADINO.N.J. Commissioners. 3pp. 33537:175-33537:177. 

-8406060430 Advises Commission of status of remaining actions on UCS 10CFR2.206 
petition on TMI-1 emergency feedwater sys.Due to deficiencies identified, final decision 
will not be submitted by 840530. 

DIRCKS.W.J. Office of the Executive Director for Operations. 84/05/25. PALLADINO, 
GILINSKY. ROBERTS Commissioners. 2pp. 33537:178-33537:179. 

-8406230373 Forwards list of examples of sys important to safety referred to or inferred 
from GDC.in response to 840518 request.List illustrative of various structures, sys, 
components & activities important to safety. 

DIRCKS.W.J. Office of the Executive Director for Operations. 84/06/12. GILINSKY 
Commissioners. 4pp. 33538:040-33538:043. 

-8406260626 Supports Director’s Decision DD-84-8 re matl false statement charged to 
util for failure to rept results of audit of QA practices & selection of Severity Level IV 
classification in 1977. 

DIRCKS.W.J. Office of the Executive Director for Operations. DD-84-08. 84/06/14. 
PALLADINO, GILINSKY. ROBERTS Commissioners. 4pp. 33538:044-33538:047. 

-8407160116 Accepts Industry Working Group proposal, presented at 840224 Commis- 
sion meeting, to assure adequacy of on-shift operating experience for near-term OL 
applicants, w/listed clarification. 

PALLADINO.N.J. Commissioners. 84/06/14. MILLER, J.H. Georgia Power Co. 4pp. 
33538:049-33538:055. 

-8407240153 Forwards approved Commission response to JH Miller Itr re onshift oper- 
ating experience for near-term OL applicants. Response should be provided in form of 
generic Itr to all utils affected by guidelines. 

CHILK.S.J. Office of the Secretary of the Commission. 84/06/15. DIRCKS.W.J. Office 
of the Executive Director for Operations. 1 p. 33538:048-33538:048. 

-8511130316 Forwards staff requirements memo re Commission 840426 meeting to 
discuss results of meeting between general council & Judge G Gesell.Ofc of Secre- 
tary action on COMNP-84-21 completed. 

CHILK.S.J. Office of the Secretary of the Commission. COMNP-84-21. 84/05/17. PAL- 
LADINO Commissioners. Ip. 33535:033-33535:033. 

-8511130322 Staff requirements memo re Commission 840426 meeting in 
Washington, DC to discuss draft order directing parties & Board to establish new 
schedule for further proceedings. Proposed order should be issued. 

CHILK.S.J. Office of the Secretary of the Commission. M840426E. 84/05/02. Office of 
the Secretary of the Commission. 1 p. 33535:034-33535:034. 

-8511130327 Forwards draft order.insert paragraph on exceptional circumstances & 
table showing OL exemptions granted since TMI for consideration at Commission 
840511 meeting.W/o ends. 

PLAINE.H.E. Office of the General Counsel. 84/05/11. PALLADINO, GILINSKY, ROB- 
ERTS Commissioners. Ip. 33535:035-33535:035. 

-8511130330 Forwards replacement of 840504 memo re TMI-1 restart recommenda- 
tions for temporary separation of addl individuals from nuclear duties.W/o end. 
MONTGOMERY, J. Office of Policy Evaluations. 84/05/08. PALLADINO, GILINSKY, 
ROBERTS Commissioners. Ip. 33535:036-33535:036. 

-8511130336 Forwards synopsis of conclusions.recommendations & suggestions 
gleaned from review of QA rept of Congress (SECY-84-1 24). W/o end. 

ZERBE.J.E. Office of Policy Evaluations. 84/03/30. Commissioners. Ip. 33535:037- 
33535:037. 

-8511130346 Advises that all Commissioners concur w/suggestion that proposed guid- 
ance to BWR licensees be modified as recommended in General Counsel 840131 
memo.EncI EDO 840213 memo completes action on COMVQ-84-3. 

CHILK,S.J. Office of the Secretary of the Commission. 84/02/13. GILINSKY Commis- 
sioners. Ip. 33535:038-33535:039. 

-8511130349 Notifies that end memo completes action on COMJA-83-4 re reducing 
enrichment level in US reactors.W/o end. 

CHILK.S.J. Office of the Secretary of the Commission. 83/06/21. AHEARNE Commis- 
sioners. 1 p. 33535:040-33535:041 . 

-8511130356 Affirmation response sheet approving SECY-83-293 re amends to 
10CFR50 concerning ATWS events w/listed additions. 

ASSELSTINE Commissioners. 83/10/07. Ip, 33535:042-33535:042. 
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-8511130358 SECY-S3-C32C “rovides Commission w/fourth quarterly status rept on im- 
plementation of GA initiates icer -Jied :n SECY-S2-352. 

DIRCKS.W.J. Office of the Executive Director for Operations. 83/10/20. 20pp. 
33535:043-33535:062. 

-8511130365 Notation vote response sheet dissaproving Ofc of Policy Evaluation pro- 
r.csori SPY or C.“ p-rrmr -:a~ St.-ppor 1 ?: Commission briefing in Jan 1984 on status 

"sSElS" X? Ccmm:s« joe Z £7 ‘ p. 33535:063-33535:063. 

-8511130358 Suggests that Commission send end draft Itr to univs re use of highly 
enriched J fee: a: -j.-iv research reactors. 

ASSELSTINE.J.K. Commissioners. 83/11/15. PALIADINO Commissioners. 3pp. 
33535:064-33535:066. 

-8511130373 Provides status of amends to 10CFR30,40,50,51,70 & 72 re 
denning. fu.'dYic assu'ance.^dlits^cn & environ review requirements & amend to 
:Z2"r22 ucr.ccrn t. .rr vri cc.se 'S'-c for unrestricted use. 

2 ?C ,< S C" cr.V =xec.::.ve Director for Operations. 83/11/17. PALLADINO 

Commissioners. Ip. 33535:067-33535:067. 

—8511130378 Submits daily staff notes. Discusses PNO-l-83-122, PNO-V-83-057 & PNS- 
V-83-013 & issuance of license m-ewa' for Rensselaer Pclytechnicai Inst 
DIRCKS.W.J. Office of the Executvc- D’ec:c‘ :::r Opera-ions. 83/ -2.C.\ PALLADINO, 
GIL1NSKY, ROBERTS Comr.-ssicne's. -p. 33535:066-33535:065. 

—8511130380 Forwards, for signature, "Reduction of Risk From ATWS Events for Light- 
Watcr-Coc'ed Nudes* Power Plants," 10CFR50 final rule. 

"El. Di’-.s on of Rules and Records. 83/12/08. CHILK.S.J. Office of the Sec- 

retary of the Commission. 30pp. 33535:069-33535:098. 

-8511130384 Confirms understanding that Commission may be asked to give guidance 
in preparing c r ccosnd ride cr h:ch ! y enriched U at domestic reactors, per SECY-83-49. 
CHILK.S.J. Office of :hc- Sectary c mo Commission. 83/12/16. GILINSKY Commis- 
sioners. Ip. 33536:033-3353;:. C99. 

-8511130386 Provides status of DOE funding for reduced enrichment research & test 
reactor program in FY85. 

DIRCKS.W.J. Office of the Executive Director for Operations. 83/12/23. PALLADINO 
Commissioners. Ip. 33535:100-33535:100. 

-8511130388 Notifies that Chairmen Palladino.Gilinsky.Asselstine & Bernthal request 
that guidance on pipe replacement not be issued to BWR licensees until issue 
reviewed.Staff should be prepared to address subj during Commission 840112 meet- 
ing. 

CHILK.S.J. Office of the Secretary of the Commission. COMVG-83-11. 84/01/06. 
DIRCKS.W.J. Office of the Executive Director for Operations. Ip. 33535:101- 
33535:101. 

-8511130392 Confirms understanding that Commission will be asked to give guidance 
on proposed Itr to BWR licensees attached to EDO 831214 memo on procedural guid- 
ance for pipe replacement. 

CHILK.S.J. Office of the Secretary of the Commission. 84/01/12. GILINSKY Commis- 
sioners. ip. 33535:102-33535:102. 

-8511130394 Forwards trip rept on recent Fifth Annual Reduced Enrichment for Re- 
search & Test Reactors Meeting in Japan, based on Commission interest in inti impli- 
cations of domestic research reactor fuel conversion. 

DIRCKS.W.J. Office of the Executive Director for Operations. 84/01/17. PALLADINO, 
GILINSKY, ROBERTS Commissioners. Ip. 33535:103-33535:103. 

-8511130397 Trip rept of attendance at Fifth Annual Reduced Enrichment for Research 
& Test Reactors 831024-27 Meeting in Japan.List of participants end. 
SCHECHTER.H.B. Assistant Director for Export/Import & International Safeguards. 
83/12/20. Assistant Director for Export/Import & International Safeguards. 9pp. 
33535:104-33535:186. 

-8511130398 Speech entitled “Shifting to Nonexplosive Fuels for Research Reactors,” 
before JAERI Inti Meeting on Reduced Enrichment for Research & Test Reactors. 
GILINSKY, V. Commissioners. 83/10/24. 10pp. 33535:113-33535:186. 

-8511130401 Discusses issue of safety classification.Proper maint of nonsafety-related 
equipment can impact util ability to generate safe, reliable & economic electric 
power.List of participant util organizations end. 

HARSHE.B.L Utility Safety Classification Group. 83/11/23. DIRCKS.W.J. Office of the 
Executive Director for Operations. 3pp. 33535:187-33535:192. 

-8511140056 Requests draft guidance for 840206 meeting re highly enriched U at re- 
ssflrch reactors 

PALLADINO,N.j. Commissioners. 84/01/18. DIRCKS.W.J. Office of the Executive Di- 
rector for Operations. Ip. 33535:193-33535:193, 

-8511140062 Discusses objectives of GAO audit of DOE reduced enrichment for re- 
search & test reactors program.NRC work will involve reviewing technical & economic 
justifications used in granting export licenses for highly enriched U. 

MESSENGER.G.H. Office of Inspector & Auditor, 84/01/19. PALLADINO, GILINSKY, 
ROBERTS Commissioners, Ip. 33535:194-33535:194. 

-8511140067 Forwards T Murley 840124 memo re presentation of licensed operator 
certificates. 

PALLADINO, N.J. Commissioners. 84/02/02. GILINSKY, ROBERTS, ASSELSTINE 
Commissioners. Ip, 33535:195-33535:195. 

-8511140070 Discusses experience in presenting NRC certificates to licensed reactor & 
senior reactor operators in Region 1. Positive feedback received as indicated bv end 
util 831005 Itr. 

MURLEYJ.E. Region 1, Office of Director. 84/01/24. PALLADINO Commissioners. 
Ip. 33535:196-33535:196. 

-8511140076 Expresses gratitude for attendance at presentation of licenses of five en- 
gineers at plant on 830920. 

SINCLAIR, L.W. New York Power Authority (formerly Power Authority of the State of 
New York). AJD 83-110. 83/10/05. MURLEY, T. Region 1, Office of Director. Ip 
33535:197-33535:197. 

-8511140082 Forwards Ofc of Investigations rept on TMI cleanup allegations to W 
Dircks,per Commission 840323 request. 

CHILK.S.J. Office of the Secretary of the Commission. 84/03/27. PALLADINO, Gl- 
L! NSKY, ROBERTS Commissioners. 1 p. 33535: 1 98-33535:2 1 0. 


-8511140090 Advises that 840322 memo on staff participation in hearings discussed at 
agency manning session on 840323.General Counsel asked to prepare options paper 
ori iT.io o : s : =i: by S-G--CS. 

Ci-iiE.K.S J. D:\co Gi Inc Secretary of the Commission. COMVG-84-7. 84/03/28. GI- 
LINSKY Commissioners. Ip. 33535:211-33535:211. 

-8511140098 Informs that Commission may be asked to give guidance to staff re re- 
sponse to J Miller Itr, per human factors 840228 meeting. 

CHILK.S.J. Office of the Secretary of the Commission. 84/03/29. GILINSKY Commis- 
sioners. Ip. 33535:212-33535:212. 

-8511140109 Discusses Ofc of General Counsel 840406 response to Commissioner Gi- 
linsky re licensed reactor operator exams. Meeting suggested prior to resolving ques- 
tion of validity of reactor operator licenses issued for plant. 

ASSELSTINE.J.K. Commissioners. 84/04/09. PALLADINO Commissioners. Ip. 
33535:213-33535:213. 

-8511140116 Requests staff be prepared to address issues raised in Board Notification 
84-069 re followup actions Pullman Co & PG&E took in response to deficiencies found 
during audits since const began during Commission 840413 meeting. 

ASSELSTINE.J.K. Commissioners. 84/04/10. DIRCKS.W.J. Office of the Executive Di- 
rector for Operations. Ip. 33535:214-33535:214. 

-8511140125 Requests cancellation of 840430 meeting to discuss terms “important to 
safety” & “safety-related.” Staff will not be prepared before early summer.Generic Ltr 
84-01 issued ack problem. 

DIRCKS.W.J. Office of the Executive Director for Operations. GL-84-01. 84/04/11. 
PALLADINO Commissioners. Ip. 33535:215-33535:215. 

-8511140132 Responds to end memo re ATWS rulemaking.Staff directed to make 
minor word changes in final ATWS rule prior to publication.forward proposed rule & 
prepare explicit QA guidance by 831115 staff requirements memo. 

DIRCKS.W.J. Office of the Executive Director for Operations. 84/04/19. GILINSKY 
Commissioners. 2pp. 33535:216-33535:217. 

-8511140139 Informs that DC Circuit Court denied Joint Intervenor motion for en banc 
reconsideration of Commission refusal to stay facility low power operation. 
SLAGGIE.E.L. NRC - No Detailed Affiliation Given. 84/04/20. PALLADINO, GILINSKY, 
ROBERTS Commissioners. Ip. 33535:218-33535:218. 

-8511140179 Forwards documents requested during Commission 840410 
briefing, including Mgt Analysis Co mgt assessment of plan for improvement of plant 
operation & latest SALP rept.Util will submit comparative rept by 840430. 

DIRCKS.W.J. Office of the Executive Director for Operations. 84/04/23. PALLADINO, 
GILINSKY, ASSELSTINE Commissioners. Ip. 33535:219-33535:219. 

-8511140187 Informs that Commission may be asked to give guidance to staff on pro- 
posals in Ofc of General Counsel 840406 & 20 memos re proposed ex parte & sepa- 
ration of function rules & options for role of NRC in contested hearings, respectively. 
CHILK.S.J. Office of the Secretary of the Commission. 84/04/26. GILINSKY Commis- 
sioners. 18pp. 33535:220-33535:238. 

-8511140193 Forwards proposed order providing guidance to ASLAB in response to 
two issues Board certified to Commission re terms ‘‘important to safety” & “safety- 
related.” 

CHILK.S.J. Office of the Secretary of the Commission. 84/05/31 . Office of the Secre- 
tary of the Commission. 8pp. 33535:239-33535:246. 

—8511140200 Forwards backup viewgraph used in 840531 meeting re discussion of se- 
curity plan for research reactors.Staff comments on TMI-2 Advisory Panel proposed 
agenda items for Commission 840530 meeting also end. 

CHILK.S.J. Office of the Secretary of the Commission. 84/06/01. PALLADINO, GI- 
LINSKY, ROBERTS Commissioners. 7pp. 33535:247-33535:253. 

-8511140210 Requests rept re Caseload Forecast Panel activity in past several yrs & 
use of util const completion dates in NRC scheduling by 840618 as followup to 
840604 Itr to Representative Glickman. 

PALLADINO, N.J. Commissioners. 84/06/04. DIRCKS.W.J. Office of the Executive Di- 
rector for Operations. Ip. 33535:254-33535:256. 

-8511140215 Informs that Commission 840601 meeting concludes Ofc of Secretary 
action on COMVG-84-1 1 re plant low power operation. 

CHILK.S.J. Office of the Secretary of the Commission. COMVG-84-1 1. 84/06/06. GI- 
LINSKY Commissioners. Ip. 33535:257-33535:260. 

-8511140221 Forwards draft response to T Bevill 840531 Itr re Commission intent to 
pursue TMI-1 restart tentative schedule as announced in Apr. 

KAMMERER.C. Office of Congressional Affairs. 84/06/07. PALLADINO, GILINSKY, 
ROBERTS Commissioners. 3pp. 33535:261-33535:263. 

-8511140227 Forwards draft staff responses to JR Biden 840601 questions re plant for 
comment by 840620.Questions will be included in Senate Subcommittee on Nuclear 
Regulation 840223 hearing records. 

KAMMERER.C. Office of Congressional Affairs. 84/06/13. PALLADINO, GILINSKY, 
ROBERTS Commissioners. 17pp. 33535:264-33535:280. 

-8511140234 Informs that Commission has approved end Itrs to Miller & 
EDO.Commission disagrees w/author request to meet & discuss matter.Ofc of Secre- 
tary action on COMVG-84-9 complete.W/o end. 

CHILK.S.J. Office of the Secretary of the Commission. COMVG-84-9. 84/06/15. GI- 
LINSKY Commissioners. Ip. 33535:281-33535:281. 

-8511140240 Responds to 840604 memo re Caseload Forecast Panel.Panel level of 

1 Qfl*1 Wicr*! iccjdH 

DIRCKS.W.J. Office of the Executive Director for Operations. 84/06/19. PALLADINO 
Commissioners. 1 p. 33535:282-33535:282. 

—8511140244 Informs of typo in 840530 memo re Caseload Forecast Panel. Date under 
Tentative Staff Assessment (Qtr/FY) should be 3FY86. 

DIRCKS.W.J. Office of the Executive Director for Operations. 84/06/08. GILINSKY 
Commissioners. Ip. 33535:283-33535:294. 
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-8511140283 Comments on proposed rule for limiting use of high enriched U in re- 
search & test reactors (SECY-84-21 1).Additions to statement of consideration dis- 
cussed^ 

STJ3A Cii.S.L. NRC - No Detailed Affiliation Given. 84/06/01. GARNER D„ 
GC:.Di:..':i" r :- 1 R , LOPEZ-OTIN.M. NRC - No Detailed Affiliation Given. 3pp. 
33535:292-33535:294. 

-8511140297 Forwards briefing paper on Ofc of Inspector & Auditor investigation of al- 
legations in UCS 2.206 petition re facility. 

HERR.F.W. Office of Inspector & Auditor. 84/06/20. PALLADINO Commissioners 
3pp. 33535:295-33535:297. 

-8511140308 Advises that chairman will ask for vote of Commission concurrence on 
DOE siting guidelines during 840622 meeting. 

CHILK.S.J, Office of the Secretary of the Commission. 84/06/22. GILINSKY Commis- 
sioners. 1 p. 33535:298-33535:302. 

-8511140329 Discusses util investigation of allegations re QC welding insp. Investigation 
complete. Resultant recommendations & actions adequate. 

VAN DOORN.P.K. NRC - No Detailed Affiliation Given. 83/02/01. ALDERSON.C.E 
NRC - No Detailed Affiliation Given. Ip. 33535:303-33535:305. 

-8511140335 Rept of 840131 interview w/GF Maxwell re NRC handling of various alle- 
gations by welding inspectors. 

MULLEY.G.A. Office of Inspector & Auditor. 84/02/24. 5pp. 33535:306-33535:310. 

-8511140341 Rept of 840202 interview w/LR Davison re QA/QC program at plant & 
Oct 1 980 meeting w/GF Maxwell re NRC insp. 

MULLEY.G.A. Office of inspector & Auditor. 84/02/16. 3pp. 33535:311-33535:312. 

“8511140346 Rept of 840201 interview w/PK Van Doom re knowledge of NRC han- 
dling of allegations raised by welding inspectors employed by util. 

MULLEY.G.A. Office of Inspector & Auditor. 84/02/10. 7pp. 33535:313-33535:322. 

--8511140442 Rept of 830504 interview w/CF Alderson re allegations in GAP 830421 Itr 
concerning welding insp program. 

MCKENNA.P. Office of Inspector & Auditor. 83/05/12. 2pp. 33535:323-33535:324. 

“8511140447 Rept of 830824 interview w/L Harris re incidents of harassment or intimi- 
dation of util employees resulting from contact w/NRC. Expresses concern about rup- 
ture strengths of welds. 

MCKENNA.P. Office of Inspector & Auditor. 83/09/01. Ip. 33535:325-33535:325. 

“8511140452 Rept of 830823 interview w/HE Eubanks re problems concerning util & 
NRC handling of employee/ employer problems.Employees never threatened w/trans- 
fers/terminations as potential retaliatory weapon by util. 

MCKENNA.P. Office of Inspector & Auditor. 83/08/31. Ip. 33535:326-33535:326. 

-8511140454 Rept of 820823 interview w/R Irby re possible falsification of documents 
& possible harassment or intimidation of util employees.NRC position on nonconform- 
ing items should be stronger. 

MCKENNA,*’. Off 'Cio ci Inspector & Auditor. 83/08/31. Ip. 33535:327-33535:327. 

-8511140460 Rept of 830824 interview w/GE Ross re recrimination by util for employee 
contacting NRC concerning QA/QC welding program.QA/QC problems of secondary 
importance to mat. Related documentation end. 

MCKENNA.P. Office of Inspector & Auditor. 83/09/01 . 9pp. 33535:328-33535:336. 

—8511140468 Rept of 840201 interview w/V Brownlee re GAP allegation that util did not 
implement 1974 commitment to separate QA/QC function from const & engineering 
until 1982. 

MULLEY.G.A. Office of Inspector & Auditor. 84/02/16. 3pp. 33535:337-33535:339. 

-8511140471 Rept of 840523 interview w/JP O’Reilly re allegations of NRC mgt/per- 
sonnel improprieties concerning facility. 

MCKENNA.P. Office of inspector & Auditor. 84/06/07. Ip. 33535:340-33535:340. 

-8511140476 Staff requirements memo re Commission 840510 continuation of 840509 
discussion of 840507 oral argument in Washington, DC on facility.No final action 
taken, 

CHILK.S.J. Office of the Secretary of the Commission. M840510B. 84/05/16. Office of 
the Secretary of the Commission. Ip. 33535:341-33535:341. 

—8511140485 Staff requirements memo re Commission 840427 meeting in 
Washington.DC on proposal to vacate 840426 unissued order & to issue new order to 
provide for oral argument that GDC 1 7 applicable to low power operation. 

CHILK.S.J. Office of the Secretary of the Commission. M840427. 84/05/16. Office of 
the Secretary of the Commission. 1 p. 33535:342-33535:342. 

-8511140486 Staff requirements memo re Commission 840424 meeting in 
Washington.DC on Representative Markey 840424 Itr on facility proceeding & request 
for documents.Commisslon will not provide documents. 

CHILK.S.J. Office of the Secretary of the Commission. M840424B. 84/05/17. Office of 
the Secretary of the Commission. 1 p. 33535:343-33535:343. 

-8511140489 Requests that Commissioners register votes w/Ofc of Secretary on 
ATWS final rule.per 840403 memo.Rule should be transmitted for FR publication if no 
legal requirement for reaffirmation exists. 

PALLADINO, N.J. Commissioners. 84/04/05. GILINSKY, ROBERTS, ASSELSTINE 
Commissioners. Ip. 33535:344-33535:344, 

-8511180065 Forwards JH Miller 840313,16 & 21 Itrs requesting meeting w/ Commis- 
sion as followup to 840224 meeting.Proposed Commission Itr (CR-84-21) pending. 
CHILK.S.J. Office of the Secretary of the Commission. 84/03/21. PALLADINO. GI- 
LINSKY, ROBERTS Commissioners. Ip. 33535:345-33535:345. 

-8511180070 Requests meeting between industry steering committee & 
Commission, per 840312 telcon.List of issues for discussion will be provided following 
committee 84031 5 meeting. 

MILLER, J.H. Georgia Power Co. 84/03/13. PALLADINO, N.J. Commissioners. Ip. 
33535:346-33535:346. 

“8511180076 Requests response to 840224 request for meeting between industry 
steering committee & Commission. Meeting will review people-related, non-hardware 
issues w/positions & plans re areas. 

MILLER, J.H. Georgia Power Co. 84/03/16. PALLADINO, N.J. Commissioners. Ip. 
33535:347-33535:347. 


-8511180083 Requests meeting between industry steering committee & Commission on 
840411. List of industry steering committee on people-related, non-hardware issues 
members & age r, da end. 

-i-EP. j.:-!. Georgia Power Co. 84/03/21. MAGEE, W. Operations Branch. 4pp. 
33 3- 8-23535:252. 

“8511180089 Provides followup to 840427 memo re telcon w/Hodel.On 840503, S 
Greedexih informed that ASLB scheduling order vacated by Gommission.Matter set 
:o: ora! -rci'mert ce.O'c- Commission on 840507. 

:i'A_SC."i,,\!.G Oi.ico o! the General Counsel. 84/05/03. PALLADINO Commissioners. 
Ip. 33535:353-33535:353. 

“8511180092 Requests response to end proposed Itr to Udall transmitting repts re 
NRC investigation of allegations in administrative deficiencies in facility cleanup by 
840504. 

CHILK.S.J. Office of the Secretary of the Commission. CR-84-48. 84/05/01 . PALLA- 
DINO, GILINSKY. ROBERTS Commissioners. 3pp. 33535:354-33535:356. 

-8511180C599 Notifies that Commission will be asked to guide staff on draft order re 
facility proceeding during 840509 meeting. Guidance will be only first steps to prepar- 
ing order. = 

CHILK.S.J. Office of the Secretary of the Commission. 84/05/09. GILINSKY Commis- 
sioners. Ip. 33535:357-33535:357. 

“8511180142 Informs that Commission will be asked to give guidance to staff on con- 
tent of QA rept to Congress & status of QA initiatives during 840510 meeting. 
CHILK.S.J. Office of the Secretary of the Commission. 3-i/L'cOP. GILINSKY Commis- 
sioners. Ip. 33535:358-33535:358. 

-8511180158 Requests transcripts & documents re facility by 840507. Portions of docu- 
ments considered confidential or sensitive by Commission should be identified. 
OTTINGER.R.L House of Rep., Energy & Commerce. 84/05/05. PALLADINO, N.J. 
Commissioners. Ip. 33536:001-33536:001. 

“8511180163 Responds to Commissioner Ahearne question re conversion to low en- 
riched U fuel. Requirement for immediate conversion would cause shutdown of some 
univ reactors. 

KERR.W., REMICK.F.J., CARBON, M.W. ACRS - Advisory Committee on Reactor 
Safeguards. 83/04/26. GASKE.MC. NRC - No Detailed Affiliation Given. 3pp. 
33536:002-33536:004. 

“8511180179 Staff requirements memo re Commission 840509 meeting in 
Washington.DC on merits of 850507 oral argument concerning applicability of GDC to 
util proposal to operate facility at low power.No action taken. 

CHILK.S.J. Office of the Secretary of the Commission. M840509B. 84/05/09. Office of 
the Secretary of the Commission. Ip. 33536:005-33536:008. 

—8511180192 Informs that Commission may be asked to give guidance to staff on pro- 
posed order (SECY-84-209) during 840522 closed meeting. 

CHILK.S.J. Office of the Secretary of the Commission. 84/05/21. GILINSKY Commis- 
sioners, 1 p. 33536:009-33536:009. 

-8511180196 Informs that Commission may be asked to give guidance to staff on pro- 
posed rule (SECY-84-170) be backfitting during 840522 public meeting. 

CHILK.S.J. Office of the Secretary of the Commission. 84/05/21. GILINSKY Commis- 
sioners. Ip. 33536:010-33536:010. 

-8511180201 Forwards, for review, second draft responses to Senator Bider Questions 1 
& 2 re SALP evaluation & NRC ability to anticipate problems in plant operation. 
KAMMERER.C. Office of Congressional Affairs. 84/06/22. PALLADINO, GILINSKY, 
ROBERTS Commissioners. 9pp. 33536:011-33536:019. 

—8511180207 Notifies that Commission may be asked to give guidance to staff re pend- 
ing investigation during 840323 closed meeting. 

CHILK.S.J. Office of the Secretary of the Commission. 84/03/23. GILINSKY Commis- 
sioners. 1 p. 33536:020-33536:020. 

-8511180215 PNO-ll-83-065:licensee informed area media that util will shut down unit 
by 830906 to conduct pipe crack insps.lnsps previously scheduled for 831111 refuel- 
ing outage. 

BUTCHER, R., CONTRELL.F. Region 2, Office of Director. 83/08/19. Ip. 33536:021- 
33536:021. 

-8511180229 Forwards tabulation of BWR plants subj to pipe cracking per IE Bulletins 
82-03 & 83-02 & ultrasonic testing team qualification info for Commission 830824 
briefing. 

DIRCKS.W.J. Office of the Executive Director for Operations. IEB-82-03. 83/08/23. 
GILINSKY Commissioners. 9pp. 33536:022-33536:030. 

“8511180238 Forwards notice of initiation of investigation re improper mgt influence on 
two facility control room operators during testimony concerning 790328 HPI actuation. 
PALLADINO, N.J. Commissioners. 84/04/03. GILINSKY, ROBERTS, ASSELSTINE 
Commissioners. Ip. 33536:031-33536:031. 

-8511180247 Notifies of Ofc of Investigation opening new investigation re improper mgt 
influence on two facility control room operators during testimony concerning 790328 
HPI actuation. Completion date estimated for 840515. 

HAYES, B.B. Office of Investigation. 84/04/02, PALLADINO Commissioners. 2pp. 
33536:032-33536:033. 

“8511180257 Proposes that Commission response to Miller Itr indicate that Commission 
will develop policy statement on operating experience issue.Mods to staff 840330 
draft response listed. Related documentation end. 

ASSELSTINE, J.K. Commissioners. 84/05/02. PALLADINO, GILINSKY, ROBERTS 
Commissioners. 33pp. 33536:034-33536:068. 

“8511180267 Concurs w/proposed amend to 10CFR50, limiting use of high enriched U 
in nonpower reactors, per 840330 & 0402 telcons, subj to listed revs. 

DAVIS, J.G. Office of Nuclear Material Safety & Safeguards, Director. 84/04/04. 
MINOGUE.R.B. Office of Nuclear Regulatory Research, Director. Ip. 33536:069- 
33536:069. 

“8511180275 Informs of House Subcommittee on Energy & Environ 840517 vote to re- 
lease 840423,24,25 & 27 transcripts in entirety. Transcripts placed in PDR on 840521. 
CHILK.S.J. Office of the Secretary of the Commission. 84/05/23. Office of the Secre- 
tary of the Commission. Ip. 33536:070-33536:122. 
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-8511180290 Staff requirements memo re Commission 840522 mooting in 
Washington, DC on two certified questions by ASLAB concerning facih'.y 
proceeding. Ofc of General Council requested to revise proposed oraer attacnea to 
SECY-84-206. 

CHILK.S.J. Office of the Secretary of the Commission. M840522A. 84/05/23. 
PLAINE.H.H. Office of the General Counsel. Ip. 33536:123-33536:125. 

-8511180297 Notation vote response sheet approving Part I & disapproving Part II of 
SECY-84-206A re ASLAB certification in ALAB-769. 

ASSELSTINE Commissioners. ALAB-769. 84/05/25. CHILK.S.J. Office of the Secre- 
tary of the Commission. Ip. 33536:126-33536:126. 


-8511180303 Draft Commission paper re recent developments in reduced enrichment in 
research & test reactor program that may effect light enriched U conversion sched- 
Yes 3 ""rrtmg w/ European officals on fuel requirements. 

- : '.CKS/ . Office of the Executive Director for Operations. 84/05/30. 6pp. 
33536:127-33536:132. 


-8511180309 Responds to 840430 memo re Caseload Forecast Panel.Table tentative 
staff assessments on requested plants listed. Proposed action plan end. 

DIRCKS.W.J. Office of the Executive Director for Operations. 84/05/30. GILINSKY 
Commissioners. Ip. 33536:133-33536:133. 

-8511180322 Informs that end EJ Markey 830907 concerns about protection of com- 
merical nuclear reactors from sabotage will be released to press. 

KAMMERER.C. Office of Ccogr^cnal Affa're. 83/09/07. PALLADINO, GILINSKY, 
ROBERTS Commissioners, GGrEGf:. TiEuSYu ' 

-8511180327 Notation vote response sheet approving advance notice of proposed rule- 
making on roie of NRC in adjudicatory licensing proceedings as modified. 

ASSELSTINE, J.K. Commissioners. 83/09/30. CHILK.S.J. Office of the Secretary of 
the Commission. 3pp. 33536:138-33536:140. 

-8511180348 Affirmation response sheet approving SECY-83-293 re amends to 

10CFR50 concerning ATWS events.Comments provided. 

PALLADINO, N.J. Commissioners. 83/09/26. CHILK.S.J. Office of the Secretary of the 
Commission. Ip. 33536:141-33536:141. 

-8511180355 Affirmation response sheet approving SECY-83-293 re amends to 

10CFR50 edneemhr; ATWS events sub; tc 'r.tod mods. 

ROBERTS 5J Oi- linLK S .. Office of the Secretary of the Com- 

mission. Ip. 33536:142-33536:142. 

-8511180367 Affirmation response sheet approving SECY-83-293 re amends to 

10CFR50 concerning ATWS events.Comments end. 

PALLADINO.N.J. Commissioners. 83/10/06. CHILK.S.J. Office of the Secretary of the 
Commission. 2pp. 33536:143-33536:144. 

—8511180380 Responds to request re author conversations w/Judge Cotter concerning 
appointment of new facility licensing board. Draft notice of appointment received on 
840329. GPU 830223 interofc memo re polar crane safety evaluation end. 
MALSCH.M.G. Office of the General Counsel. 84/05/03. PALLADINO Commissioners. 
4pp. 33536:145-33536:148. 


—8511180508 Forwards background info for Commissioner Gilinsky re prelicensing trip 
to plant including facts & issues on plant & info on high level & low level waste activi- 
ties in State of MS.per request. 

TRIN-P f G C! 'ific-' 3 ..d.y," & Analysis. 82/06/07. SHOWMAN, S. Commissioners. 
7pp. JlbJL 332 O.HY'jF 83": 

-8511180512 Informs that Executive Branch not planning to transfer RERTR program 
from DOE to ACOA a? c'!' i dr’e‘l'' danned.per end J Devine 820701 Itr.due to Con- 
gress debate ■s:r:’ ■. future of DOE. NRC 820811 Itr to J Devine also 

end. 

ZIMMERMAN, J.V. Assistant Director for Export/ Import & International Safeguards 
82/08/11. REAMER, B„ GOLDSMITH, R„ HARDING, V. Commissioners. Ip 
33536:339-33536:339. 

-8511180517 Forwards suggested changes to draft NRC policy statement on use of 
high enriched U in research reactors, to ensure accuracy & completeness of RERTR 
rr^-cr A CD A will fund program in FY83.W/0 end. 

N:: r.i State, Dept, of, Bureau of Oceans & Inti. Environ. & Scientific Affairs. 82/ 
07/01. SHEA.J.R. Office of International Programs, Director. Ip. 33536:340- 
33536:340. 


-8511180520 Forwards final policy statement on use of high enriched U in research 
'c?ctcrs.irccrpc'atirq Executive Branch r5::cyf:f ! cns Cc-T -: :Sir that funding for 
- z : i- 1 vrcqriy. .v: : oe available during ■ 

S'— F 3);- os:- c- International Programs, Director. 82/08/11. DEVINE, J.B. State, 
Dept, of, Bureau of Oceans & Inti. Environ. & Scientific Affairs. 4pp. 33536-341 - 
33536:344. 

-8511180522 Forwards revised “Identification & Resolution of Problems Associated W/ 
Rulemaking fc r Deccrmissiorvnq ” 

CARDILE.F. ChorioR E-arm. 82/09/09. STEYER.K.G. Chemical Engi- 

neering Branci ' p. 33656.3-:' -.'.'OcOii F-?". 

-8511180526 “Identification & Resolution of Remaining Problems Associated W/Rule- 
making for Decommissioning." 

* NRC - No Detailed Affiliation Given. 82/06/30. 31pp. 33536:346-33537:014. 

-8511180529 Notifies that T Shibata & K Kanda will visit Ofc of Inti Programs on 
821105 to discuss current status of Japan reduced enrichment activities.Portions de- 
leted. 

ZIMMERMAN, J.V. Assistant DirccWr Fx-cT^ccT Z l-t ouards 
82/10/28. REAMER, B„ CC IGKr'.i; .AR.VWG ■ Ip' 

33537:015-33537:015. 

-8511180532 Advises that NRR QA functions will be transfered to IE, effective 
830“ 03 Fcir pos^ons.rciudmq three individuals, (Haass.Gilray & Spraul),will be trans- 
:oTr.:d :o- r v 63. 

DEYOUNG, R.C. Director's Office, Office of Inspection and Enforcement. DENTON, H, 
Office of Nuclear Reactor Regulation, Director (pre-851 125). 82/12/30. DIRCKS.W.J, 
Office of the Executive Director for Operations. Ip. 33537:016-33537:016. 


-8511180387 Summarizes TMI Program Ofc site actions re polar crane & Parks 
issues.Action plan end. 

BARRETT.LH. TMI Program Office. 83/03/24. SNYDER.B.J. TMI Program Office. 
121pp. 33536: 1 -9-33536:27 1 . 

-8511180396 Discusses approval of Procedure 2104-S.QA re SDS operational guide- 
lines for RCS processing. 

BARRETT.LH. TMI Program Office. 82/04/30. BARTON.J. TMI Program Office. Ip. 
33536:272-33536:310. 

-8511180432 Lists documents that will be made available to public at TMI 840426 
meeting. Proprietary & personal privacy reviews only partially complete. Exhibits will not 
be released & pending review. 

CHILK.S.J. Office of the Secretary of the Commission. 84/04/26. PALLADINO, GI- 
LINSKY, ROBERTS Commissioners. Ip. 33536:311-33536:311. 

-8511180441 Requests dosed meeting to issue end order for facility low power hearing 
schedule.W/o end. 

PALLADINO.N.J. Commissioners. COMNP-84-21. 84/04/26. GILINSKY, ROBERTS, 
ASSELSTINE Commissioners. Ip. 33536:312-33536:312. 

-8511180457 Advises that Commission will continue thorough review of Ofc of Investi- 
gation repts re mgt integrity before reaching final decision on facility restart issue. Oral 
presentations will be made on 840426 & 0522. 

DIRCKS.W.J. Office of the Executive Director for Operations. 84/04/26. PALLADINO 
Commissioners. Ip. 33536:313-33536:313. 

-8511180462 Advises that intimidation, Keaton.startup issues & changes in testimony re- 
maining four investigations, per Commission 840426 briefing on TMT.Issue described in 
Section l.ltem 4 of Ofc of Secretary 840402 memo will not be pursued. 

HAYES, B.B. Office of Investigation. 84/04/30. PALLADINO, GILINSKY, ROBERTS 
Commissioners. Ip. 33536:314-33536:314. 

-8511180471 Expresses concern that staff protect confidentiality of 840502 discussion 
w/lnterior & Insular Affairs Committee. Requests for comments will be referred to 
committee. L Crocker 840323 Itr to D Garner end. 

PALLADINO.N.J. Commissioners. 84/05/02. GILINSKY, ROBERTS, ASSELSTINE 
Commissioners. 3pp. 33536:315-33536:317. 

-8511180487 Lists communications NRC has had re facility, per Markey 840412 Itr. 
PALLADINO.N.J. Commissioners. 84/04/30. MALSCH.M.G. Office of the General 
Counsel. Ip. 33536:318-33536:319. 

-8511180495 Forwards JB Bingham & CJ Zablocki 811013 Itr to WK Davis & ANL 
811016 Itr to DOE re miniplate failures. 

SCHECHTER.H.B. Assistant Director for Export/Import & International Safeguards. 
81/11/03. REAMER, W., GOLDSMITH, R., GIBBON, T. Commissioners. 7pp. 
33536:320-33536:326. 


-8511180534 Advises that NRR QA function will be transferred to IE, effective 
8301 03. Four positions, including three individuals, (Haass.Gilray & Spraul),wiil be trans- 
ferred for FY83. 

DIRCKS.W.J. Office of the Executive Director for Operations. 83/01 /03. PALLADINO 
GILINSKY, AHEARNE Commissioners. 2pp. 33537:01 7-33537:01 8. 

-8511180537 Forwards amend to proposed Itr of agreement to Atomic Energy 
Council, Republic of China, Taiwan. 

BERNERO.R.M. Division of Risk Analysis & Operations (post 840429). 82/07/27. 
LAFLEUR.J.D. Office of International Programs, Director. 7pp. 33537:019-33537:025. 

--851 1180588 Forwards author 820517 Itr to American Inst in Taiwan requesting visit to 
Taiwan by R Bernero & J Murphy. Assistance in arranging LS Tong.P Wu.SN Hou & 
RC Tang visits appreciated. Viewgraphs end. 

SUNG.Y. Coordination Council for North American Affairs. 82/05/17. LAFLEUR.J, 
Office of International Programs, Director. 14pp. 33537:026-33537:039. 

-8511180589 Forwards list of DOE facilities using high enriched U, based on survey per- 
formed by ANL. 

EYSYMONTT.G. NRC - No Detailed Affiliation Given. 83/03/04. AHEARNE Commis- 
sioners. 2pp. 33537:040-33537:041. 

-8511180592 Staff requirements memo re Commission 840214 briefing in 
Washington, DC on BWR pipe cracks (SECY-84-9/9A) & status of plants. Long-range 
plan requested by 840531. 

CHILK.S.J. Office of the Secretary of the Commission. M840214. 84/02/21. 
DIRCKS.W.J, Office of the Executive Director for Operations. Ip. 33537:042- 
33537:042. 


-8511180597 Forwards, for info, notice of initiation of investigation re alleged falsification 
of maint training records. 

PALLADINO.N.J. Commissioners. 84/02/22. GILINSKY, ROBERTS, ASSELSTINE 
Commissioners. 2pp. 33537:043-33537:044. 

-8511180600 Forwards presentation matls by W Owen & EP Wilkinson from 840224 
meeting on need for & availability of experienced reactor operators for future nuclear 
power plants.W/o end. 

CHILK.S.J. Office of the Secretary of the Commission. 84/02/28. PALLADINO, GI- 
LINSKY, ROBERTS Commissioners. Ip. 33537:045-33537:045. 

-8511180603 Notation vote response sheet disapproving proposed FR notice for public 
comment on 10CFR2 & 50.Extension requested until 840308 to complete separate 
views. 

ASSELSTINE Commissioners. 84/03/05. CHILK.S.J. Office of the Secretary of the 
Commission. 1 p. 33537:046-33537:046. 


-8511180503 Forwards description of options for dealing w/employees discriminated 
against for reporting QA/QC violations to NRC, per 820203 request.Description of 
recent incident at plant on 820126 re firing of QA/QC inspectors included. 
DIRCKS.W.J. Office of the Executive Director for Operations. 82/03/12. PALLADINO, 
GILINSKY, BRADFORD Commissioners. 5pp. 33536:327-33536:331. 


-8511180608 Forwards, for notation vote.draft staff requirements memo on 
backfitting.W/o stated V Stello memo indicating NRC concurrence w/draft w/excep- 
tion that directive be limited to operating reactors. 

TOURTELLOTTE.J. Regulatory Reform Task Force. 83/03/18. PALLADINO, GI- 
LINSKY, AHEARNE Commissioners. 4pp. 33537:047-33537:050. 
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—8511180611 Forwards comments & suggested mods to proposed “Policy to Reduce 
Enrichment at Domestic Research & Test Reactors.” Generally agree w/proposed 
policy statement. 

DIRCKS.W.J. Office of the Executive Director for Operations. 83/04/19. PALLADINO, 
GILINSKY, AHEARNE Commissioners. 3pp. 33537:051-33537:053. 

—8511180615 Advises that Commission may be asked to vote on 830425 plant enforce- 
ment package during 830504 meeting. 

CHILK.S.J. Office of the Secretary of the Commission. 83/05/03. GILINSKY Commis- 
sioners. Ip. 33537:054-33537:054. 

-8511180619 Advises that Commission will be asked to vote on Regulatory Reform 
Task Force 830412 draft staff requirements memo during 830414 meeting on Regula- 
tory Reform Task Force administrative proposals - backfit rule. 

CHILK.S.J. Office of the Secretary of the Commission. 83/04/13. GILINSKY Commis- 
sioners. Ip. 33537:055-33537:055. 

—8511180624 Advises that Commission will be asked to vote on draft staff requirements 
memo circulated by Asselstine on 830505 during 830512 meeting on Regulatory 
Reform Task Force administrative proposals - backfit rule. 

CHILK.S.J. Office of the Secretary of the Commission. 83/05/12. GILINSKY Commis- 
sioners. Ip. 33537:056-33537:056. 

-8511180630 Advises that Commission may be asked to give guidance to staff on 
planned actions outlined in SECY-83-248 re evaluation of implications of plant event 
during 830713 meeting. 

CHILK.S.J. Office of the Secretary of the Commission. 83/07/12. GILINSKY Commis- 
sioners, Ip. 33537:057-33537:057. 

-8511180637 Advises that paper/briefing describing staff actions undertaken as result 
of findings of Part I of NRC review of generic implications of plant event will be provid- 
ed by 830620. ACRS briefing will follow. 

DIRCKS.W.J. Office of the Executive Director for Operations. 83/05/20. PALLADINO. 
GILINSKY. AHEARNE Commissioners. Ip. 33537:058-33537:058. 

-8511180646 Expresses concern re QA in nuclear industry & NRC inability to control 
QA.Portions of “Staff Repts to President’s Commission on Accident at TMI" end. 
FORSCHER.F. Human Factors & Safeguards Branch. 82/06/18. PALLADINO Com- 
missioners. 12pp. 33537:059-33537:070. 

-8511180655 Advises that NRC policy statement on safety, reliability & QA needed to 
resolve QA problems that generated Congressional concern & prompted Pailadino 
811127 memo.Accreditation of licensee QA program should become license require- 
ment, 

FORSCHER.F. Human Factors & Safeguards Branch. 82/08/19. PALLADINO, N.J. 
Commissioners. 2pp. 33537:071-33537:072. 


-8511180026 Vols 1 & 2 to “Sys Manual.BWRs BWR/6 Design." 

* NRC - No Detailed Affiliation Given. 85/11/07. 1,000pp. 33685:104-33690:095. 

-8511180028 “Technology Manual.BWRs, BWR/6 Design." 

* Technical Training Center. 85/11/07. 375pp. 33690:096-33691:357. 

-8511180029 “Nuclear Power & Radiation.Workshop Manual." 

* Office of Public Affairs. 85/11/07. 150pp. 33691:358-33692:187. 

-8511180031 “Reactor Health -basics Technology Course." 

GILCHRIST, R.L., CAHBOCGH, Ll.f i., DESROSfERS.A.E. Battelle Memorial Institute, 
Pacific Northwest Laboratories. 83/06/30. 225pp. 33692:188-33693:338. 

-8511180040 Course Manual & Resources H-308, “Transportation of Radioactive 
Matl." 

* NRC - No Detailed Affiliation Given. 84/05/01. 500pp. 33695:125-33697:158. 

-8511180043 “Research Reactors - Ref & Training Text." 

HERWIG.N., CONSTABLE.G.L., SNIEZEK.J. Division of Reactor Operations Inspec- 
tions. 78/08/31. 222pp. 33697:159-33698:018. 

-8511180045 “BWR Reactor Facilities Design & Layout - Student’s Manual.” 

* Technical Training Center. 85/11/07. 400pp. 33698:019-33699:293. 

-8511180049 “PWR Radwaste Mgt Sys - Student’s Manual." 

* Technical Training Center. 85/11/07. 400pp. 33699:294-33701:135. 

-8511180054 Vols l-lll of “Welding Technology & Codes.” 

* NRC - No Detailed Affiliation Given. 85/11/07. 800pp. 33701:136-33703:215. 

-8511180057 “NRC Inspector’s Course.” 

* Texas, Univ. of, San Antonio, TX. 85/11/07. 54pp. 33703:216-33705:219. 

-8511180059 PC-4-1 -65 “Imperfection Depth Location in Weldments by Ultrasonic 
Sheer Wave Technique.” 

MATHERS, G.B. North American Rockwell. 71/02/26. 636pp. 33705:220-33708:108. 

-8511190514 Forwards "Inspector’s Manual’’ & discusses important inspector 
qualities, including honesty, devotion to duty & prof knowledge. 

STELLO,V. Office of Inspection & Enforcement, Office of the Director. 80/09/11. 
Office of Inspection & Enforcement, Office of the Director. 2pp. 33693:339-33693:341. 

-8511190520 "Inspector’s Manual.” 

* Office of Inspection & Enforcement, Office of the Director. 80/09/11. 400pp. 
33693:342-33695:124. 


—8511180660 Rev 0 to ES-601, “Administration of NRC Requalification Program Evalua- 
tion.” 

* NRC - No Detailed Affiliation Given. 85/11/06. 26pp. 33537:073-33537:098. 

-8511180667 Submits daily staff notes for 830713.On 83071 3, imposition of civil penalty 
in amount of $4,000 issued to Advanced Medical Sys, Inc, based on violation concern- 
ing failure to conduct adequate survey. 

DIRCKS.W.J. Office of the Executive Director for Operations. 83/07/14. PALLADINO, 
GILINSKY, ROBERTS Commissioners. 9pp. 33537:099-33537:107. 

-8511180684 Advises that AEOD rept re NRC sys for reviewing operating experience 
sufficiently responsive to 830726 request, per 850713 meeting. 

PALLADINO, N.J. Commissioners. 83/07/28. DIRCKS.W.J. Office of the Executive Di- 
rector for Operations. Ip. 33537:108-33537:108. 

-8511180690 Advises of inability to determine facts contained in SECY-83-244 that re- 
cipient considers inaccurate & misleading per 830624 memo re rept to Congress on 
AOs for Jan-Mar 1 983. 

DIRCKS.W.J. Office of the Executive Director for Operations. 83/06/30. GILINSKY 
Commissioners. Ip. 33537:109-33537:109. 

-8511180699 Submits daily staff notes for 830722 re Salem Unit 2 restart, media inter- 
est in smoldering insulation at Hatch Unit 2 & notice of violation & proposed imposi- 
tion of civil penalties in amount of $140,000 issued on 830722 to GPU. 

DIRCKS.W.J. Office of the Executive Director for Operations. IEB-83-06. 83/07/25. 
PALLADINO, GILINSKY, ROBERTS Commissioners. 2pp. 33537:110-33537:111. 

8511180007 FOIA request for training manuals & technical documents used at NRC 
Training Ctr per discussion w/B Grimes & S Showe. 

HANAUER.S.H. Technical Analysis Corp. 85/07/02. Office of Administration. 2pp. 
33666:001-33666:002. 

8511180009 Responds to FOIA request for training manuals & technical documents 
used at NRC Training Ctr.Forwards app documents. App documents & training 
manuals, discussed per recipient 850802 telcon w/FW Karas, also available in PDR. 
FELTON, J.M. Division of Rules and Records. 85/11/07. HANAUER.S.H. Technical 
Analysis Corp. 3pp. 33666:003-33693:361. 

-8511180011 “Instrumentation & Control Training Course for NRC Inspectors." 

* NRC - No Detailed Affiliation Given. * Bailey Controls Co. (subs, of Babcock & 
Wilcox Co.). * Foxboro Corp. 85/11/07. 800pp. 33666:008-33669:072. 

-8511180012 “Electrical Training Course for NRC Inspectors." 

* NRC - No Detailed Affiliation Given. 85/11/07. 800pp. 33669:073-33672:138. 

-8511180014 “Instrumentation & Control Training Course for NRC Inspectors - Pre- 
Study Text." 

* NhC - No Detailed Affiliation Given. * Bailey Controls Co. (subs, of Babcock & 
Wilcox Co.). * Foxboro Corp. 85/11/07. 400pp. 33672:139-33673:103. 

-8511180017 “Electrical Training Course for NRC Inspectors - Pre-Study." 

* NRC - No Detailed Affiliation Given. 85/11/07. 550pp. 33673:104-33678:162. 

-8511180019 “PWR Technology Manual - Westinghouse Design." 

* Technical Training Center. 85/11/07. 300pp. 33678:163-33679:308. 


8511200028 Appeals denial of FOIA request for documents re waste disposal practices 
of Dow Chemical Co & NRC waste disposal policy since 1 950. 

CONDIT.R., KOHN.S. Government Accountability Project. 85/08/27. Office of the Ex- 
ecutive Director for Operations. 2pp. 33562:001-33562:004. 

8511200039 Partial response to appeal re denial of FOIA request for documents re 
waste disposal practices of Dow Chemical Co & NRC waste disposal policy since 
1950.Forwards documents listed in Apps A & B.Documents also available in PDR. 
FELTON, J.M. Division of Rules and Records. 85/10/22. CONDIT.R., KOHN.S. Gov- 
ernment Accountability Project. 3pp. 33562:005-33562:120. 

-7 908300712 Requests amend of Matl/Byproduct License 21-00265-06 to include Cm- 
244 as sealed sources w/max amount possessed not to exceed 5 Ci. 

PARSONS, T.W. Dow Chemical Co. 79/06/28. GUINN, P.R. Materials Licensing 
Branch. Ip. 33562:063-33562:073. 

-8008120232 Matl/Byproduct License 21-00265-06 for Dow Chemical Co is amended 
per 800313 Itr. Amend 37 changes reading of Condition 17 re possession & use of 
licensed matl. 

PETTIJOHN.S.L. Region 3, Chicago, Office of the Director. 80/05/01. Ip. 33562:062- 
33562:062. 

-8008150473 Forwards 790831 response to IE Bulletin 79-19, “Packaging of Low Level 
Radwaste for Transport & Burial.” 

BICKEL.E.E. Dow Chemical Co. IEB-79-19. 80/07/31. DOUGLAS, R. Region 3, Chica- 
go, Office of the Director. Ip. 33562:054-33562:056. 

-8101280002 Requests amend of Matl/Byproduct License 21-00265-06 to permit dis- 
posal of low level radwaste by incinerator. 

RAMPY.L.W. Dow Chemical Co. 04113. 80/10/29. KEPPLER.W. Region 3, Chicago, 
Office of the Director. 4pp. 33562:057-33562:061 . 

-8210180218 Ltr to all medical licensees informing of condition to be placed on all 
medical & academic licenses permitting licensee to hold radioactive matl w/physical 
half-life of less than 65 days for decay in storage before disposal. 

MILLER, V.L. Materials Licensing Branch. 81/06/04. Affiliation Not Assigned. 2pp. 
33562:086-33562:087. 

-8511200052 Amend 8 to License 21-00265-06 for Dow Chemical Co, authorizing use 
of Po-210 for storage & testing of instruments. 

* Atomic Energy Commission. 67/06/01. Ip. 33562:008-33562:008. 

-8511200056 Insp Findings & Licensee Ack on 651007-08 of Licenses 21-00265-04 & 
21-00265-06.lnsp findings.no noncompliance noted. 

HUETER.L. Atomic Energy Commission. 65/10/07. 11pp. 33562:009-33562:019. 

-8511200058 Insp Findings & Licensee Ack on 740821-22 of Licenses 21-00265-02,21- 
00265-04 & 21-00265-06.lnsp findings illegible. 

* Atomic Energy Commission. 74/08/21. Ip. 33562:020-33562:020. 

-8511200066 Insp Findings & Licensee Ack on 740821-22 of Licenses 21-00265-07 & 
STB-527.lnsp findings illegible. 

* Atomic Energy Commission. 74/08/21. 32pp. 33562:021-33562:053. 


-8511180022 Vols 1 & 2 to “Sys Manual.BWRs, BWR/4 Design." 

* Technical Training Center. 85/11/07. 800pp. 33679:309-33683:246. 



-8511200094 Requests addl info re review of Dow Chemical Co incinerator insp, per 
840621 meeting.Dates & protocols for sampling, info re EPA involvement & date Dow 
Chemical Co expected to receive new license requested. 

WILSON, A.K. Environmental Congress of Mid-Michigan. 84/07/07. MCCANN Region 
3, Office of Director. 1 p. 33562:074-33562:074. 
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-851 1200105 Responds to 841031 request for info re uses & disposal methods author- 
ized by NRC at Dew Chemical Co & Drug & Lab Disposaijnc facilities. Renewal for 
License 21-00285-06 for Dow Chemical Co to be issued. 

LJCKUS.P. Peel on 3. Q*ice of Director. 84/11/28. BRUCHMANN.G. Michigan, State 
of, Dept, c* ~jc..c Health. 2pp. 33562:075-33562:085. 

-3511200114 Informs all medical, academic & industrial research licensees of wastes 
that may be disposed w/o regard to radioactivity per 10CFR20.306.Rule applies to 
disposal of liquid scintillation media & animal carcasses.W/related info. 

MILLER, V.L Materials Licensing Branch. 81/10/28. Affiliation Not Assigned. 9pp. 
33562:088-33562:096. 

-8511200120 Forwards add! info re 801029 application for license, authorizing 
incineration, per 810316 telcon requestltrs of opinion from State of Ml Atty General 
C : ; i staLtes :e c"izi~c-.'sd : at‘cr. forwarded. Related info end. 

FAR SZ\S . ■%. Dca D~emica: Co. 81/34' 13. COOPER, jy. Region 3, Chicago, 
Office of the Director (81/03/01). 24pp. 33562:097-33562:120. 

-7908300712 Requests amend of Matl/Byproduct License 21-00265-06 to include Cm- 
244 as sealed sources w/max amount possessed not to exceed 5 Ci. 

PARSONS.T.W. Dow Chemical Co. 79/06/28. GUINN.P.R. Materials Licensing 
Branch. Ip. 33562:063-33562:073. 

-8008120232 Matl/Byproduct License 21-00265-06 for Dow Chemical Co is amended 
per 800313 StrJ\mend 37 changes reading of Condition 17 re possession & use of 
li cens ed mail. 

PETTIJOHN.S.L. Region 3, Chicago, Office of the Director. 80/05/01. Ip. 33562:062- 
33562:062. 

“8008150473 Forwards 790831 response to IE Bulletin 79-19, “Packaging of Low Level 
Radwaste for T'ansccrt & Bur!*:." 

3ICKEL.E.E. Cc .v C* arnica.' Co. :EB-79-19. 80/07/31. DOUGLAS, R. Region 3, Chica- 
go, Office of the Director. Ip. 33562:054-33562:056. 

“8101280002 Requests amend of Matl/Byproduct License 21-00265-06 to permit dis- 
posal of low level radwaste by incinerator. 

RAMPY.LW. Dow Chemical Co. 04113. 80/10/29. KEPPLER.W. Region 3, Chicaqo, 
Office of the Director. 4pp. 33562:057-33562:061. 

“8210180218 Ltr to aii medical licensees informing of condition to be placed on all 
medical & academic licenses permitting licensee to hold radioactive matl w/physical 
J — ' ! - “ 3 before disposal. 

" Affiliation Not Assigned. 2pp. 

“8511200052 Amend 8 to License 21-00265-06 for Dow Chemical Co, authorizing use 
of Po-210 for storage & testing of instruments. 

* Atomic Energy Comm;ss;on.“67/G6/Cl. Ip. 33562:008-33562:008. 

“*®5 1 1200056 insp Findings & Licensee Ack on 651007-08 of Licenses 21-00265-04 & 

21 *£0265-06. insp findings:no noncompliance noted. 

HUETER.L Atomic Energy Commission. 65/10/07. 11pp. 33562:009-33562:019. 

“2511290358 fnsp Findings & Licensee Ack on 740821-22 o? Licenses 21-00265-02,21- 
-w26o-C4 & 21 -C0265-06.!nsp findings illegible. 

’ Atcm.c Energy Commission. 74/08/21. Ip. 33562:020-33562:020. 

“ 8 ™ 2 £?-?f 6 !n J p / indiags & Licensee Ack on 740821-22 of Licenses 21-00265-07 & 
ST5-527.insp findings illegible. 

* Atomic Energy Commission. 74/08/21. 32pp. 33562:021-33562:053. 

t ddl '. ni0 I® review o? Dow Chemical Co incinerator insp, per 

32S-S2SS3 £ SS^ffiSS^ EPA inv0 " & date Dow 

84/07/07 - mccann Ra9i °" 

for jnfo re uses & disposal methods author- 
nSrwa & , D i ug \ Lab D| sposaI,lnc facilities.Renewal for 

21 -00265-06 for Dow Chemical Co to be issued. 

-5 e9,on 3l 0ffice of Director. 84/11/28. BRUCHMANN G Miehiaan qtatP 
of, Dept of Public Health. 2pp. 33562:075-33562:085 Michigan, State 

J wSlTLJ 11 ^ edica| .academic & industrial research licensees of wastes 
that may be disposed w/o regard to radioactivity per 10CFR20.306 Rule aoDlies to 
Mn P i°!p S f . !iq K d 1 sc . ,n ? ll f on media & animal carcasses.W/related info PP 
33Kf:088-33562 e 0sf B ™" Ch - 81/1 ° /28 - Afflliati °" N °* As ^ed. 9pp, 

-8511200120 Forwards addl info re 801029 application for license auihorizinn 
?JS n A l ?t ,( t n + p€r 8 - 03 — 6 te,c ? n re Quest.Ltrs of opinion from State of Ml Atty General 
SSnlnwS re ^“^-radiation forwarded.Relate info end. W 

PARSONS, T.W. Dow Chemical Co. 81/04/13 COOPER i w Roninn n 
Office of the Director (81/03/01). 24pp. 33562:097-33562:120. ' 9 3 ’ Ch cafl0, 

a T nd of Mat,/B VProduct License 21-00265-06 to include Cm- 
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“8210180218 Ltr to all medical licensees informing of condition to be placed on all 
medical & academic licenses permitting licensee to hold radioactive matl w/physical 
half-life of less than 65 days for decay in storage before disposal. 

MILLER, V.L. Materials Licensing Branch. 81/06/04. Affiliation Not Assigned. 2pp. 
33562:086-33562:087. 

-8511200052 Amend 8 to License 21-00265-06 for Dow Chemical Co, authorizing use 
of Po-210 for storage & testing of instruments. 

* Atomic Energy Commission. 67/06/01. Ip. 33562:008-33562:008. 

“8511200056 Insp Findings & Licensee Ack on 651007-08 of Licenses 21-00265-04 & 
21-00265-06.lnsp findings:no noncompliance noted. 

HUETER.L. Atomic Energy Commission. 65/10/07. 11pp. 33562:009-33562:019. 

“8511200058 insp Findings & Licensee Ack on 740821-22 of Licenses 21-00265-02,21- 
00265-04 & 21-00265-06.!nsp findings illegible. 

* Atomic Energy Commission. 74/08/21. Ip. 33562:020-33562:020. 

-8511200066 Insp Findings & Licensee Ack on 740821-22 of Licenses 21-00265-07 & 
STB-527.lnsp findings illegible. 

* Atomic Energy Commission. 74/08/21. 32pp. 33562:021-33562:053. 

“8511200094 Requests addl info re review of Dow Chemical Co incinerator insp, per 
840621 meeting.Dates & protocols for sampling, info re EPA involvement & date Dow 
Chemical Co expected to receive new license requested. 

WILSON, A.K. Environmental Congress of Mid-Michigan. 84/07/07. MCCANN Reaion 
3, Office of Director, 1 p. 33562:074-33562:074. a 

“8511200105 Responds to 841031 request for info re uses & disposal methods author- 
ized by NRC at Dow Chemical Co & Drug & Lab Disposal, Inc facilities.Renewal for 
License 21-00265-06 for Dow Chemical Co to be issued. 

LICKUS.R. Region 3, Office of Director. 84/11/28. BRUCHMANN.G. Michiqan State 
of, Dept, of Public Health. 2pp. 33562:075-33562:085. ~ ’ 

“8511200114 Informs all medical, academic & industrial research licensees of wastes 
that may be disposed w/o regard to radioactivity per 10CFR20.306.Rule applies to 
disposal of liquid scintillation media & animal carcasses.W/related info. 

M!tb? R * V - L Materials Licensing Branch. 81/10/28. Affiliation Not Assiqned 9 dd 
33562:088-33562:096. y 

-8511200120 Forwards addl info re 801029 application for license, authorizinq 
incineration, per 810316 telcon requesters of opinion from State of Ml Atty General 
Ofc & statutes re ionizing-radiation forwarded. Related info end. 

PARSONS.T.W. Dow Chemical Co. 81/04/13. COOPER, J.W. Region 3, Chicaqo 
Office of the Director (81/03/01). 24pp. 33562:097-33562:120. 9 9 ' 

-7908300712 Requests amend of Matl/Byproduct License 21-00265-06 to include Cm- 
244 as sealed sources w/max amount possessed not to exceed 5 Ci 

SS^ T »«SB«ffiS78. Cft 79/06/2a GUINN ' P - R - Ma,erials Lic8nsi " 9 

“8008120232 Matl/Byproduct License 21-00265-06 for Dow Chemical Co is amended 
per 800313 Itr.Amend 37 changes reading of Condition 17 re possession & use of 
licensed matf. 

PEUUOHN.S.L. Region 3, Chicago, Office of the Director. 80/05/01. Ip. 33562:062- 

ooOu2iOd2. 

--8008150473 Forwards 790831 response to IE Bulletin 79-19, “Packaging of Low Level 
Radwaste for Transport & Burial." 

BiCKEL.EE Dow Chemicai Co. IEB-79-19. 80/07/31. DOUGLAS, R. Reqion 3 Chica- 
go, Office of the Director. 1 p. 33562:054-33562:056. 9 n ca 

“ 8 r!?^ 80 ^ 02 Req9es ? an ? end ? f Matl/Byproduct License 21-00265-06 to permit dis- 
posal of low level radwaste by incinerator. H 

RAMPV L W. Dow Chemical Co. 04113. 80/10/29. KEPPLER.W. Region 3, Chicaqo 

Office of the Director. 4pp. 33562:057-33562:061 . 9 9 ' 

” 8 il2- 185 ? 2 © 18 Lt L to al L medica l licensees informing of condition to be placed on all 
I4,?“ d ® m,c 8 “ nse s permitting licensee to hold radioactive matl w/physical 
Li M CO V s ?, tt l an I s days ,0 . r deoay m Storage before disposal. 

3356lo8M3562fo n 87 S Ll0ensln9 Branch ' 81 " 06/04 - Affiliation Not Assigned. 2pp. 

~ 8 ni n? l% S L A ^^.L a J°,}^ ense , ? 1 ; 00269 -06 for Dow Chemical Co, authorizing use 
of Po-210 for storage & testing of instruments. y 

Atomic Energy Commission. 67/06/01. Ip. 33562:008-33562:008. 

' ns P bindings & Licensee Ack on 651007-08 of Licenses 21-00265-04 & 
Insp fmdings:no noncompliance noted. 

HUETER.L. Atomic Energy Commission. 65/10/07, 11pp. 33562:009-33562:019. 

“oo“l ^ P 00^tX,n & sp L a S nTs HWe 740821 - 22 °' UCenS6S 

* Atomic Energy Commission. 74/08/21. Ip. 33562:020-33562:020. 

“sTB^MSd™ BPegible 006 " 806 A ° k ° n 740821 ‘ 22 of Ucensea 21-00265-07 & 

* Atomic Energy Commission. 74/08/21. 32pp. 33562:021-33562:053. 

1 ddl '. n, ° I e / eview of Dow Chemical Co incinerator insp, per 
n9 ' Da f e 2 ? P rotocols lor sampling, info re EPA involvement & date Dow 
DOpmicalCo expected to receive new license requested. 

^ OTtee of Director° , 1 , p. e 3M62!o7?i™M62:074! f '* IC, ' iBan " 84/ ° 7/ ° 7 ' MCCANN Re9i0n 

^zed 2 h\? NRr R flt P n^ ds r h 84 . 1031 o re< l uest for info re uses & disposal methods author- 
sr/e facilities.Renewal .or 

of G De^; R f PuE'lic" H 3 eahfr l< ?pp , M562075 0 33562?085 BRUCR ' 4ANN ' G ' MiChi9an ’ State 

" 8 ttet™)te ln d!XLriVM d :S^ Ca . demi S: & i J d ,“ s,rial licensees of wastes 

8PPlieS 

33562:088 33562 oT 6 8 '" 9 BranCh ' 81/10/ 2 B - Affiliation Not Assigned. 9pp. 
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-8511200120 Forwards addl info re 801029 application for license authorizino 
S£72!^ ° f Ml A«y General 

Region 3, Chicago, 


-8511200289 Notifies of release of Dillingham transcript. Region IV permitted use of 
transcript. 

CP—K.H.S. Rogion 4, Office of Director. 84/04/04. WESTERMAN.T.F. Reqion 4 
C:-icooi D.rccicr. Ip. 33582:042-33582:181. y ' 


851 1200 1 29 FOI A rocuest for !E nct : cos for matls licensees written since 830101. 

“■ 85/10/la FELT0N ' J - Divisi °" °< Rutes and 

8511200136 Responds to FOIA request for IE notices for matl licensees. Forwards list 
of IE notices available in PDR.per 851024 telcon w/MJ Pool & list of changes & pro- 
cedures for obtaining records from PDR.W/o ends y H 

3356^224-33563'224 °' RU ' eS ^ Records ' 85/1 0/29 - KELLY.C.W. Core Corp. Ip. 

8511200144 FOIA request for list of small business innovation research Phase i award- 
ees tor rY85. 

Center of Southeastern Pennsylvania. 85/10/ 
2 : . NRC - No Detailed Affiliation Given. 1 p. 33563:225-33563:225. 

8511200147 Responds to FOIA request for list of small business innovation research 
Phase I awardees for FY85.Forwards list. Small business innovation research con- 
tracts available in PDR. 

FELTON, J.M Division of Rules and Records. 85/10/30. CUTHBERT.J Advanced 
Technology Center of Southeastern Pennsylvania. Ip. 33563:226-33563:227. 

-8511200150 List of small business innovation research Phase I awardees for FY85 
Division of Rules and Records. 85/10/30. Ip. 33563:227-33563:227. 

asilMpIS 4 Further response to FOIA request for repts listed in Board Notification 84- 
149 & documents re rept release.Forwards documents listed in App B.Portions of App 
C withheld fret FOIA Exemptions 6 & 7).App D withheld (ref Exemption 5). PP 

-■-i. :CN „..VK Division of Rules and Records. 85/10/25. GARDE, B.P. Government Ac- 
countability Project. 10pp. 33581:144-33582:318. 


-8511200166 Discusses 840106 site visit re BR Jones allegations concerning work 
practices at facility.Concerns included main steam sys pipe supports pipe whip 
restraints, stanchions & associated saddles. Listed items identified. 

OBERG.C.R. Region 4, Office of Director. 84/01/06. Region 4, Office of Director 2pp 


-8511200188 Forwards first six allegations re protective coatings at facility.Written re- 
sponse by util should be available during 840130 site visit. 

LETTIERI.V. Brookhaven National Laboratory. 84/01/16. HUNNICUTT.D.M. Reaion 4 
Office of Director. 2pp. 33581:158-33581:159. y 


-8511200193 Reg Guide 1.54 (N 101. 4-1 972), “QA Requirements for Protective Coat- 
ings Applied to Water-Cooled Nuclear Power Plants.” Log book entries end for start 
of new rebar cutting detail. 

* Atomic Energy Commission. 85/10/25. 45pp. 33581:160-33581:205. 


-8511200257 Supports recommendation stated in end RG Taylor 850815 Itr to GL 
Madsen that follow-up of weld practices not warranted. Inquiry rept dtd 820802 also 
encl.W/o end. 

^?.o^ G ooc^ r & Ct Section ^ 82/08/31 • HERR.R.K. Investigation Staff. 2pp. 
ooool .206-33581 :274. 


-8511200264 Statement of JJ Snokhons re employment w/Brown & Root at 
facility. Duties included core boring.Large air pockets or voids & powdery concrete 
found that would not form core in reactor area & in both reactor containments 
SNOKHONS, J.J. Affiliation Not Assigned. 82/12/18. Ip. 33581:275-33581:275. 

-8511200266 Forwards A Dillingham Itr re problems at facilities. Allegation 
reviews.allegation data forms, observation record, R Roth 831012 & 18 handwritten 
memos & news clips concerning facility end. 

SNIEZEK.J. NRC - No Detailed Affiliation Given. 83/05/26. COLLINS, J Reaion 4 
Office of Director. 42pp. 33581:276-33581:317. 


•8511200268 Discusses investigation of alleged intimidation of QC personnel at 
facility, per 830713 request.No evidence of intimidation noted.Draft memo to Commis- 
sion end. 

COLLINS, J.T. Region 4, Office of Director. 83/11/30. HAYES, B.B. Office of Investiga- 
tion. 5pp. 33581:318-33581:324. a 


-8511200271 Press release discussing release of Insp Rept 83-27 re allegations made 
to NRC about facility.No violations or deviations identified.One previous violation re 
improper documentation corrected by licensee. 

WISNER.C.E. Region 4, Office of Director. 83/10/11. Ip. 33581:325-33581:340. 

-8511200274 Responds to 831222 notice of violation re intimidation of QC personnel 
by QC supervisor.Usts corrective actions taken to reaffirm licensee commitment to ef- 
fective QC program. 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). EA-83-132. 84/ 
01/23. 19pp. 33581:341-33581:359. 


-8511200277 Forwards Allegations 7-17 re protective coatings at facility.Util responses 
s houl d be available for onsite review. 

LETTIERI.V. Brookhaven National Laboratory. 84/01/24. HUNNICUTTJD.M. Region 4, 
Office of Director. 4pp. 33581:360-33582:022. 

-8511200280 Discusses 840126 interview w/BH Griffin & BR Jones re Jones allega- 
tions of poor work practices. Listed items provide info re 840106 memo.Allegation data 
form & RP Denise 840209 memo end. 

OBERG.C.R. Region 4, Office of Director. 84/01 /26. Region 4, Office of Director. 2pp. 
33582:023-33582:024. 


-8511200284 Sets forth principles, expectations & responsibilities for mgt & execution of 
Region IV activities on coatings efforts at facility. 

DENISE, R.P. Region 4, Office of Director. 84/02/09. JOHNSON.E.H. Reqion 4, Office 
of Director. 4pp. 33582:025-33582:036. 

-8511200286 Forwards Allegations 18 - 33 re protective coatings at facility.Responses 
should be available onsite.Allegatlon data form end. 

LETTIERI.V. Brookhaven National Laboratory. 84/02/16. HUNNICUTT.D.M. Region 4, 
Office of Director. 5pp. 33582:037-33582:041 . 


# V •£ j Hecommends that Board be notified of allegations re protective coatings 
at facility due to applicability to ASLB hearing as licensing issue & items associated 
w/safety significance. 

COLLINS, J.T. Region 4, Office of Director. 84/05/18. EISENHUT.D.G. Office of Nu- 
clear Reactor Regulation, Director (pre-851 125). 2pp. 33582:182-33582:183. 

-8511200296 Requests sanitized version of Investigation Rept 4-84-008 “Comanche 
Peak Steam Electric Station: Alleged Intimidation of QC Personnel," inctudinq attach- 
ments for public release. 

?0 O n LL 1 l p NS 33 5 T 8 2 R< S&SaSSS * DireCt0r 84/ ° 7/23 - HERR ' RX ° ffiCe 0f lrWeS,i9a - 

-8511200301 Forwards statement of allegations re electrical faults at facility.Requests 
investigation rept.Applicant should waive review period for proprietary info.W/o ends 
f0f Sound Energy. 82/08/04. HERR.R. Office of Investi- 
gation. Ip. j353z.21 , .5-3ooS2:21G. 

-8511200306 Discusses allegations made in 820802 Inquiry Rept Q4-82-0005.Alleqa- 
tions A,B & C have no regulatory basis & reflect alleger opinion.Allegations D incon- 
sistent w/ observations & F not relevant to program, 

TAYLOR R G NRC - No Detailed Affiliation Given. 82/08/13. MADSEN, G.L. NRC - 
No Detailed Affiliation Given. 3pp. 33582:217-33582:275. 

lns P Re P* 50-445/83-03 discussing findings at facility & ack re- 
ce |p t of 83033 1 Itr. Allegation review overall summary dated 831201 & handwritten ex- 
ternal 840202 memo end. 

JOHNSON.E.H. Region 4, Office of Director. 83/06/15. DILLINGHAM, A. Affiliation Not 
Assigned. 42pp. 33582:276-33582:276. 

-8511200328 Requests interview re 821218 allegations concerning improper const 
practices at facility. 

3 R 3l2:277-^82:277 DireC,0r ' 84 '° 3/28 ' SNOKHONS . J - d - Not 

13^22^?? ■[? morale PtoWem caused by reporting 


— , '“uyauui I rt-wn-w Its IllUldltJ Urvw.vui u V 1 GUUI III IU 

??ESC55 ?u dy « g man , ua |? or drawings as idle workers. Allegation should be closed 
* ~ * * "1. WESTERMAN.T.F. Region 4, 


lAfik iATCT. ~ r, ; 3 1 1 *— — • iuwio ui uiawuiya as iuits wurnyr; 

JOHNSON.E.H. Region 4, Office of Director. 84/03/13 
Office of Director. Ip. 33582:278-33582:278. 


"fliirA 0 S 7 T 4 D ^ ardS ln , sp ^5 ept 445/84-05 on 840106-0313.Allegation reviews end. 
signTd A K582^7M3?S 84/ ° 7/1 1 ' JONES ' B ' R ' Not As- 

-8511210081 Urges use of local law enforcement agency in cases of apparent 
threats, per 830331 Itr. Allegation review, undated handwritten memo & personal notes 
end. 

JOHNSON E.H. Region 4, Office of Director. 85/11/07: DILLINGHAM.A. Affiliation Not 
Assigned. 35pp. 33582:285-33582:318. 

8511210006 Fourth partial response to FOIA request re six categories of 
documents. Forwards App M-O documents. App O document partially withheld & Add P 
& Q documents completely withheld (ref FOIA Exemption 5). 

FELTON, J.M. Division of Rules and Records. 85/11/07. VARRICCHIO.M , DEVINE T 
Government Accountability Project. 7pp. 33559:1 64r33559:21 7. 

-8511210010 Forwards hearing transcript & exhibits introduced at hearing concerninq 
aHegations by J Wells re Section 201, per 840807 request.Copy requested for Axelrad 
in Washington, DC. 

KOESTER.G.L. Kansas Gas & Electric Co. KMLNRC 84-145. 84/08/15. COLLINS J T 
Region 4, Office of Director. Ip. 33559:173-33559:173. 

-8511210012 Requests assistance in assessing three phases of allegations, including 
structure & implementation of util program on allegations received & NRC/Reqion IV 
effort on allegation mgt & closeout. 

DENISE, R.P. Wolf Creek Task Force. 84/09/24. DEYOUNG, R.C. Director's Office, 
Office of Inspection and Enforcement. 2pp. 33559:174-33559:179. 

-8511210014 Forwards, for Wolf Creek allegation program assessment, complete identi- 
fication of all allegations & summary of status of each open allegation, per 841009 tel- 
cons & 840924 request. W/o end. 

Di I ector ’ s Office, Office of Inspection and Enforcement. 84/10/19. 
DENISE, R.P. Wolf Creek Task Force. Ip. 33559:180-33559:196. 

-8511210016 informs that, contrary to insp records, Weld 524B2 did not exist during sub- 
sequent remsp.Numerous weld records missing.Corrective action program to review 
welding will be completed Dec 1984. K a 

° f Director 84/11/13 - HERR ' RX omce of lnvesti9a - 

-8511210018 Requests inquiiy re questionable weld record.Region IV to provide techni- 
cal assistance. Licensee reinsp of structural steel completed by 841118.Corrective 
action program findings will be issued by 841201 . 

K N p: R 3355 R 9&« 9 0f DireCtor - 84/1 HERR ‘ RX 0ffiCe °< 

-8511210022 Informs, per NRC Manual Chapter 0702,of Region IV failure to promptly 
notify Ofc of Investigations re wrongdoing by util. Region IV also referred to possibility 
of investigation in 841 026 insp reptChronoiogy of events end. 3 

MARTIN, R.D. Region 4, Office of Director. 84/11/20. CONN ELLY, S. Office of Inspec- 
tor & Auditor. 2pp. 33559:200-33559:214. p c 

-8511210024 Advises that Ofc of Investigations should comply w/Commission instruc- 
tions in Palladino 850116 memo re Commission 821108 meeting. Initiation of investiaa- 
tions of facility mgt not supported by majority of Commission. 

CHILK.S.J. Office of the Secretary of the Commission. 85/02/19. HAYES, B. Office of 
Investigation. Ip. 33559:215-33559:215. 


«an requirements memo re Commission 821108 discussion in 
Washington, DC.Commission requested rev to Ofc of Investigations investigative poli- 

C^ce of the Secretary of the Commission. M821108A. 82/11/24. 
FITZGERALD, J.A. Office of Investigation. 2pp. 33559:216-33559:217. 



272 NONDOCKETED ITEMS 


-8511210010 Forwards hearing transcript & exhibits introduced at hearing concerning 
allegations by J Wells re Section 201,per 840807 requestCopy requested for Axelrad 
in Washington, DC. 

KOESTER.G.L. Kansas Gas & Electric Co. KMLNRC 84-145. 84/08/15. COLLINS, J.T. 
Region 4, Office of Director. Ip. 33559:173-33559:173. 

“8511210012 Requests assistance in assessing three phases of allegations.inciuding 
structure & implementation of util program on allegations received & NRC/Region IV 
effort on allegation mgt & closeout. 

DENISE.R.P. Wolf Creek Task Force. 84/09/24. DEYOUNG.R.C. Director’s Office, 
Office of Inspection and Enforcement. 2pp. 33559:174-33559:179. 

“8511210014 Forwards, for Wolf Creek allegation program assessment, complete identi- 
fication of all allegations & summary of status of each open allegation, per 841009 tel- 
cons & 840924 request. W/o end. 

DEYOUNG, R.C. Director’s Office, Office of Inspection and Enforcement. 84/10/19. 
DENISE, R.P. Wolf Creek Task Force. Ip. 33559:180-33559:196. 

“8511210016 Informs that, contrary to insp records, Weld 52482 did not exist during sub- 
sequent reinsp. Numerous weld records missing.Corrective action program to review 
welding will be completed Dec 1 984. 

MARTIN, R.D. Region 4, Office of Director. 84/11/13. HERR.R.K. Office of Investiga- 
tion. Ip. 33559:197-33559:197. 

“8511210018 Requests inquiry re questionable weld record.Region IV to provide techni- 
cal assistance. Licensee reinsp of structural steel completed by 841118.Corrective 
action program findings will be issued by 841201. 

MARTIN.R.D. Region 4, Office of Director. 84/11/19. HERR.R.K. Office of Investiga- 
tion. 2pp. 33559:198-33559:199. 

-8511210022 Informs, per NRC Manual Chapter 0702,of Region IV failure to promptly 
notify Ofc of Investigations re wrongdoing by util. Region IV also referred to possibility 
of investigation in 841026 insp rept.Chronology of events end. 

MARTIN.R.D. Region 4, Office of Director. 84/11/20. CONNELLY.S. Office of Inspec- 
tor & Auditor. 2pp;. 33559:200-33559:21 4. 

-8511210024 Advises that Ofc of Investigations should comply w/Commission instruc- 
tions in Palladino 8501,16 memo re Commission 821108 meeting. Initiation of investiga- 
tions of facility mgt not supported by majority of Commission. 

CHILK.S.J. Office of the Secretary of the Commission. 85/02/19. HAYES, B. Office of 
Investigation. Ip. 33559:215-33559:215. 

-8511210027 Staff requirements memo re Commission 821108 discussion in 
Washington, DC.Commission requested rev to Ofc of Investigations investigative poli- 
cies. 

CHILK.S.J. Office of the Secretary of the Commission. M821108A. 82/11/24. 
FITZGERALD, J.A. Office of Investigation. 2pp. 33559:216-33559:217. 

8511210031 FOfA request for all.doquments re cost estimates of backfits to currently 
operating power reactors. 

BELL.N. Nuclear Information & Resource Service. 85/05/08. FELTON.J.M. Division of 
Rules and Records. 2pp. 33579:080-33579:081. 

8511210037 Responds to FOIA request for documents re cost estimates of backfits to 
operating plants.Forwards App A documents. App A & B documents available in 
PDR.App C documents partially or entirely withheld (ref FOIA Exemption 5). 

FELTON, J.M. Division of Rules and Records. 85/10/22. BELL.N. Nuclear Information 
& Resource Service. 8pp. 33579:082-33580:325. 

-8212070135 Forwards issue summary sheets for “Reactor Coolant Pump Seal Fail- 
ures," "Containment Emergency Sump Performance,” "Loads, Loads Combinations & 
Stress Limits” & "Improved "Reliability of Target Rock Safety Relief Valves.” W/o end. 
ANDREWS.W.B. Battelle Memorial Institute, Pacific Northwest Laboratories. 82/12/ 
03. MILSTEAD.W. Division of Safety Technology (800428-851124). Ip. 33579:090- 
33579:090. 

-8302140070 Forwards first final draft repts of Suppl 2 re Task A-45, “Shutdown DHR 
Requirements." W/o end. 

ANDREWS.W.B. Battelle Memorial Institute, Pacific Northwest Laboratories. 83/02/ 
09. MILSTEAD.W.C. Division of Safety Technology (800428-851124). Ip. 33579:091- 
33579:091. 

-8303290522 Suppl 2 final draft repts for Generic Technical Issues A-18.A-1 & TMI 
Action Items I.D.3.I1.E.6 & III.D.2JL W/o repts for Issue A-18 & TMI Items I.D.3.II.E.6 & 
ll.D.2.5. 

; ANDREWS.W.B. Battelle Memorial .institute, Pacific Northwest Laboratories. 83/03/ 
25. MILSTEAD.W.C. Division of Safety Technology (800428-851124). 12pp. 

33579:138-33579:149. 


-8511210105 Forwards draft "Working Paper - Replacement Power Cost." Paper will be 
basis for discussion at Jan 1 983 meeting w/ staff re cost analysis activities. 
TRINER.E.G. Division of Budget & Analysis. 82/12/30. MURLEY.T.E. Regional Oper- 
ations & Generic Requirements. Ip. 33579:116-33579:116. 

-8511210109 Draft "Working Paper - Replacement Power Cost.” 

FELO.S. Management Support Branch. 82/12/30. 6pp. 33579:117-33579:137. 

-8511210192 Comments on draft Commission paper, “Moderation of Protection of 
Spent Fuel Shipments,” per CRGR request for Cost Analysis Group review. Forwards 
rept that provides needed integrated cost benefit framework. 

TRINER.E.G. Division of Budget & Analysis. 83/05/27. STELLO.V. Regional Oper- 
ations & Generic Requirements. 2pp. 33579:150-33579:151. 

“8511210194 “Cost Analysis Group Review of Draft Commission Paper, ’Moderation of 
Protection for Spent Fuel Shipments.’" 

* Division of Budget & Analysis. 83/05/27. 6pp. 33579:152-33579:358. 

“8511210198 Forwards Cost Analysis Group comments on BNWL draft “Handbook for 
Value/Impact Assessment.” 

TRINER.E.G. Division of Budget & Analysis. 83/08/04. ERNST, M.L. Division of Risk 
Analysis & Operations (post 840429). 1 1 pp. 33579:359-33580:007. 

-8511210202 79-02-A:1 “Generic Cost Estimates for Reactor Shutdown & Startup,” 
final rept 

SC1ACCA.F. Science & Engineering Associates, Inc. COHEN.S. S. Cohen & Associ- 
ates, Inc. PREZIOSI.A. MATHTECH, Inc. NRC-33-83-500. 84/06/30. NRC - No De- 
tailed Affiliation Given. 125pp. 33580:008-33580:120. 

-8511210209 Forwards Cost Analysis Group “Review & Comment on Regulatory Analy- 
sis for USI A-46, ’Seismic Qualification of Equipment in Operating Plants,”’ per 
request.Cost of replacing equipment significantly understated. 

TRINER.E.G. Division of Budget & Analysis. 84/07/20. SPEJSJ.P. Division of Safety 
Technology (800428-851124). Ip. 33580:121-33580:121. 

“8511210214 “Review & Comment on Regulatory Analysis for USI A-46, ’Seismic Quali- 
fication of Equipment in Operating Plants.”’ 

* Division of Budget & Analysis. 84/07/31. 3pp. 33580:122-33580:124. 

-8511210217 EGG-PE-6670 “Generic Cost Analysis for Steam Generator Repairs & 
Replacments." 

MILLER, W.L., BROWN, L.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). 84/08/31. NRC - 
No Detailed Affiliation Given. 92pp. 33580:125-33580:215. 

“8511210225 Forwards Cost Analysis Group “Review of Cost Analysis Contained in 
Regulatory Analysis for USI A-40, ’Seismic Design Criteria,’” in response to 840905 
memo.Cost analysis limited in scope & detail. 

HARTFIELD.R.A. Division of Budget & Analysis. 84/09/14. MINNERS.W. Safety Pro- 
gram Evaluation Branch. Ip. 33580:216-33580:216. 

“8511210228 “Review of Cost Analysis Contained in Regulatory Analysis for USI A-40, 
’Seismic Design Criteria.’" 

* Division of Budget & Analysis. 84/09/30. 5pp. 33580:217-33580:221. 

-8511210259 Forwards Cost Analysis Group “Review of Cost Analysis Contain in Value 
Impact Analysis for Rev 2 of Reg Guide 1.99,” per 840927 memo.lndustry operating 
cost overstated by BNWL. 

TRINER.E.G. Division of Budget & Analysis. 84/10/11. SERPAN.C.Z. Materials Engi- 
neering Branch. Ip. 33580:222-33580:222. 

-8511210264 “Review of Cost Analysis Contained in Value Impact Analysis for Rev 2 of 
Reg Guide 1.99.” 

* Division of Budget & Analysis. 84/10/31. 6pp. 33580:223-33580:228. 

“8511210270 Proposes that Cost Analysis Group develop cost estimate for Rev 2 to 
Reg Guide 1.99, capturing replacement energy cost penalty associated w/112 of 141 
reactors identified in 841023 memo. 

DONNELLY, L.J. Resource Analysis Branch. 84/10/30. SERPAN.C.Z. Materials Engi- 
neering Branch. 3pp. 33580:229-33580:231. 

“8511210276 Forwards Cost Analysis Group “Plant-Specific Replacement Energy Cost 
Estimate for Reg Guide 1.99, Rev 2 Value-Impact Analysis," in response to 841023 
request. Resulting cost estimate 60% lower than original analysis. 

DONNELLY, L.J. Resource Analysis Branch. 84/11/16. SERPAN.C.Z. Materials Engi- 
neering Branch. Ip. 33580:232-33580:232. 


-8511210068 Forwards Suppl 2 final draft repts for issues A-29.A-44, A-49,I.A.2.6(4) & 
IU.3.1. Status of remaining issues fisted. 

ANDREWS.W.B. Battelle Memorial Institute, Pacific Northwest Laboratories. 83/03/ 
18. MILSTEAD.W.C. Division of Safety Technology (800426-851124). 1,2pp. 
33579:092-33579:103. 

-8511210084 Forwards Suppl 3 final draft repts re UD.5(3,4 & 5), III.DJ3.2 & USI A- 
46.Status of remaining issues listed. W/o encls. 

ANDREWS.WjB. Battelle Memorial Institute, Pacific Northwest Laboratories. 83/05/ 
13. MILSTEAD.W.C. Division of Safety Technology (800428-851124). Ip. 33579:104- 
33579:104. 

-8511210Q94 Forwards final draft of A-47 & draft issues 73 & B-59. Status rept inadvert- 
ently omitted from monthly rept also end. Status of remaining issues !isted.W/o ends. 
ANDREWS.W.B. Battelle Memorial Institute, Pacific Northwest Laboratories. 83/08/ 
26. MILSTEAD.W.C. Division of Safety Technology (800428-851124). Ip. 33579:105- 
33579:105. 


-8511210098 Forwards final rept for Issue A-48.Minima! revs made due to lack of clear 
need for updating.Analysis on Issue 24 being held up in anticipation of more 
info.Listed items awaiting comments before further woric done. 

ANDREWS.W.B. Battelle Memorial Institute, Pacific Northwest Laboratories. 84/04/ 
06. MILSTEAD.W.C. Division of Safety Technology (800428-851 124). Ip. 33579:106- 
33579:106. 


-8511210102 Forwards Cost Analysis Group draft comments on regulatory impact anal- 
ysis for USI A-43, “Containment Emergency Sump Performance,” Major focus on cost 
of radiological exposure resulting from replacing insulation. 

TRINER.E.G. Division of Budget & Analysis, 82/11/23. MURLEY.T.E. Regional Oper- 
ations & Generic Requirements. 9pp. 33579:107-33579:1 15. 


-8511210278 “Plant-Specific Replacement Energy Cost Estimates for Reg Guide 
1.99, Rev 2 Value-Impact Analysis." 

* Division of Budget & Analysis. 84/11/30. 8pp. 33580:233-33580:240. 

“8511210283 Forwards Cost Analysis Group “Preliminary Review of Cost Analysis Con- 
tained in NUREG/CR-4025 Concerning Proposed Design Mods to GESSAR,” support- 
ing proposed mods. 

FELD.'S. Resource Analysis Branch. 85/01/16. HARDIN, W.B. Reactor Systems 
Branch. 1 p. 33580:241 -33580:241 . 

-8511210286 “Preliminary Review of Cost Analysis Contained in NUREG/CR-4025 
Concerning Proposed Design Mods to GESSAR.” 

* Division of Budget & Analysis. 85/01/31. 3pp. 33580:242-33580:244. 

-8511210292 Forwards FR notice, for signature, proposing amends to 10CFR73.71, “Re- 
porting Requirements for Safeguard Events.” Revised reg guide.regulatory analysis & 
draft public announcement»congressional Itr & staff notes also end. 

DAVIS, J.G. Office of Nuclear Material Safety & Safeguards, Director. 85/03/09. 
DIRCKS.W.J. Office of tine Executive Director for Operations. 22pp. 33580:245- 
33580:266. 

“8511210296 Proposed Rev 1 to Reg Guide 5.62, “Reporting of Physical Security 
Events.” 

* NRC - No Detailed Affiliation Given. 85/03/08. 13pp. 33580:267-33580:279. 

-8511210301 Regulatory analysis of proposed Rev 1 to Reg Guide 5.62, “Reporting of 
Physical Security Events.” Proposed action would reduce burden to industry & provide 
more detailed data analysis sys. 

* NRC - No Detailed Affiliation Given. 85/03/08. 1 2pp. 33580:280-33580:291. 
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-8511210330 Forwards Cost Analysis Group “Review of Cost Burden Associated W/ 
10CFR50 Regulatory Requirements,” per request. Rept adequately addresses factors 
of concern. Use of data inconsistent. 

TRINER.E.G. Division of Budget & Analysis. 85/03/13. SCOTT.R.S. Document Man- 
agement Branch. 1 p. 33580:292-33580:29 2. 

-8511210333 "Review of Cost Burden Associated W/10CFR50 Regulatory Require- 
ments." 

* Division of Budget & Analysis. 85/03/11. 4pp. 33580:293-33580:296. 

-8511210335 Forwards Cost Analysis Group "Review of Cost Analysis Contained in 
Dec 1984 Draft of ’Regulatory Analysis of Recommendations Concerning Operator 
Shift Scheduling...,’" per 850220 request.Review supportive. 

TRINER.E.G. Division of Budget & Analysis. 85/03/13. RUSSELL.W.T. Division of 
Human Factors Safety (800428-851124). Ip. 33580:297-33580:297. 

-8511210340 “Review of Cost Analysis Contained in Dec 1984 Draft of 'Regulatory 
Analysis of Recommendations Concerning Operator Shift Scheduling & Overtime in 
Nuclear Power Plants.’” 

* Division of Budget & Analysis. 85/03/31. 6pp. 33580:298-33580:304. 

-8511210343 “Cost Analysis Group (CAG) Comments on Regulatory Impact Analysis of 
Proposed Revs to 10CFR73.71, ’Reporting of Safeguards Events.'” 

* Division of Budget & Analysis. 85/03/25. 2pp. 33580:305-33580:306. 

-8511210347 Forwards “Cost Analysis Group Review of Regulatory Impact Analyses of 
Proposed Insider Rulemaking.” 

TRINER.E.G. Division of Budget & Analysis. 85/03/26. WILDE.R.M. Division of Fuel 
Cycle & Material Safety. Ip. 33580:307-33580:307. 

-8511210350 “Cost Analysis Group Review of Regulatory Impact Analyses of Proposed 
Insider Rulemaking.” 

* Division of Budget & Analysis. 85/03/26. 4pp. 33580:308-33580:311. 

-8511210356 Forwards Cost Analysis Group rept re cost analysis in support of pro- 
posed revs to 1 0CFRSO.App J.per Dec 1984 request.Proposes that rept be issued as 
NUREG.App J revs will result in cost savings.W/o rept. 

TRINER.E.G. Division of Budget & Analysis. 85/05/07. ARLOTTO.G.A. Division of En- 
gineering Technology. 3pp. 33580:312-33580:314. 

-8511210360 Comments on “CRGR Review of Proposed Reg Guide 1.99,Rev 2, ’Radi- 
ation Damage to Reactor Vessel Matls,”’ per Cost Analysis Group review.Concurs w/ 
memo providing that end addendum be attached to Enel 7 of memo. W/ related info. 
TRINER.E.G. Division of Budget & Analysis. 85/05/15. MINOGUE.R.B. Office of Nu- 
clear Regulatory Research, Director. 11pp. 33580:315-33580:325. 

8511210092 FOIA request for list of mfgs licensed per 10CFR32.14 for mfg & distribu- 
tion of electron tubes containing Pm-147. 

SAVAIKO.B.M. Army, Dept. of. AMSEL-SF-MR. 85/10/10. Office of Administration. Ip. 
33558:358-33558:358. 

8511210095 Responds to FOIA request re list of mfgs licensed per 10CFR32.14 for mfg 
& distribution of electron tubes containing Pm- 147. Forwards printout.W/o end. 
FELTON, J.M. Division of Rules and Records. 85/10/29. SAVAIKO.B.M. Army, Dept, 
of. Ip. 33558:359-33558:359. 

8511210100 FOIA request for seven categories of documents re Cleveland Electric Illu- 
minating Co.Toledo Edison, North Holding Co, East Merger Co & West Merger Co. 
SCHLEMMER.D.L. Government Accountability Project. 85/09/19. Division of Rules 
and Records. 3pp. 33559:354-33559:356. 

8511210103 Partial response to FOIA request for documents dtd from Sept 1984 to 
present concerning merger of Cleveland Electric Illuminating Co & Toledo Edison.App 
A documents available in PDR.Search for addl documents continuing. 

FELTON.J.M. Division of Rules and Records. 85/10/28. SCHLEMMER.D.L. Govern- 
ment Accountability Project 2pp. 33559:357-33559:358. 

8511210110 FOIA request for minutes dtd before Sept 1957 of discussions by ACRS re 
five civilian reactor projects, site approval criteria, internal operating procedures & rela- 
tionship to Commission & JCAE. 

BALOGH.B. Brookings Institute. 85/09/17. Office of Administration. Ip. 33587:015- 
33587:015. 

8511210116 Responds to FOIA request for minutes dtd before Sept 1957 of discussions 
by ACRS re five civilian reactor projects, site approval criteria & internal operating 
procedures.Forwards App A documents.Documents also available in PDR. 

FELTON, J.M. Division of Rules and Records. 85/10/28. BALOGH.B. Brookings Insti- 
tute. 2pp. 33587:016-33587:078. 

-8511210120 Summary of ACRS ninth meeting on 541206 in Richland.WA. 

* Atomic Energy Commission. 54/12/06. Atomic Energy Commission. 2pp. 

33587:018-33587:019. 

-8511210123 Summary of ACRS 13th meeting on 550629,30 & 0701 in 
Washington.DC. 

* Atomic Energy Commission. 55/06/29. Atomic Energy Commission. 4pp. 
33587:020-33587:023. 

-8511210128 Summary of ACRS 19th meeting on 561014-15 in Washington, DC. 

* Atomic Energy Commission. 56/10/14. Atomic Energy Commission. 5pp. 

33587:024-33587:028. 

-8511210132 Summary of ACRS 20th meeting on 571028-29 in Washington, DC. 

* Atomic Energy Commission. 57/10/28. Atomic Energy Commission. 3pp. 

33587:029-33587:031. 

-8511210134 Summary of ACRS Subgroup 540122 meeting in New York, NY. 

* Atomic Energy Commission. 54/01/22. Atomic Energy Commission. 4pp. 

33587:032-33587:035. 

-8511210138 "Rept of Subcommittee of ACRS on Detroit Edison Reactor." 

* Atomic Energy Commission. 55/07/21. 8pp. 33587:036-33587:043. 

-8511210143 Summary of ACRS Fast Breeder Reactor Subcommittee 560621 meeting 
w/Power Reactor Development Co. , _ , . 

* Atomic Energy Commission. 56/06/21. Atomic Energy Commission. 6pp. 

33587:044-33587:049. 


-3511210149 Discusses conclusions derived from ACRS 560603 review of status of 
Power Reactor Development Co proposed reactor. Info insufficient to give assurance 
that reactor can be operated w/o public hazard. 

MCCULLOUGH, C.R. Affiliation Not Assigned. 56/06/06. FIELDS.K.E. Atomic Energy 
Commission. 8pp. 33587:050-33587:057. 

-8511210154 Summary of Subcommittee on Con Ed Reactor 550829 meeting in New 
York, NY. 

* Atomic Energy Commission. 55/08/29. Atomic Energy Commission. 5pp. 

33587:058-33587:062. 

-8511210162 Summary of ACRS Subcommittee on Con Ed Reactor 551201 meeting in 
New York, NY. 

4 Atomic Energy Commission. 55/12/01. Atomic Energy Commission. 2pp. 

33587:063-33587:064. 

-8511210170 Summary of Industrial Committee on Reactor Location Problems first 
meeting on 511204. 

* Atomic Energy Commission. AEC 396/1. 51/12/04. Atomic Energy Commission. 
8pp. 33587:065-33587:072. 

-8511210177 Press release discussing AEC combining two advisory groups to form 
ACRS. 

* Atomic Energy Commission. 53/08/09. 2pp. 33587:073-33587:074. 

-8511210187 Summary of ACRS Subcommittee on Detroit Edison (ADPA-PROC) 
560320 meeting in Detroit.MI. 

* Atomic Energy Commission. 56/03/20. Atomic Energy Commission. 4pp. 
33587:075-33587:078. 

8511210200 Responds to FOIA request for documents re SECY-85-65. Documents 
identified in end app withheld (ref FOIA Exemption 5).Denial may be appealed within 
30 days. 

FELTON, J.M. Division of Rules and Records. 85/10/28. DOVE.K.L Affiliation Not As- 
signed. 3pp. 33559:085-33559:087. 

8511210204 FOIA request for SECY-85-65 & related Itrs or repts to be made available 
in PDR. 

DOVE.K.L. Affiliation Not Assigned. 85/08/20. FELTON.J.M. Division of Rules and 
Records. 1 p. 33559:088-33559:088. 

8511210211 FOIA request for documents re operations conducted per agreement be- 
tween DOE & Sandia & two other specified documents concerning “Western Gas 
Sands Multi-Well Experiment” conducted in Garfield County, CO. 

DODD.J.C. Dodd & Helm. 85/09/26. NRC - No Detailed Affiliation Given. 3pp. 
33559:089-33559:091. 

8511210221 Responds to FOIA request for records re operations conducted per agree- 
ment between DOE & Sandia & two other specified records on “Western Gas Sands 
Multi-Well Experiment” conducted in Garfield County, CO.No records located. 
FELTON.J.M. Division of Rules and Records. 85/10/22. DODD.J.C. Dodd & Helm. Ip. 
33559:092-33559:092. 

8511210229 FOIA request for list of data bases that NRC subscribes to or buys from 
private or public sources.lnfo should include name of contractor & amount of money 
allocated to rental or procurement. 

BARTON, C.P. Information Handling Services. 85/10/04. NRC - No Detailed Affiliation 
Given. Ip. 33559:093-33559:093. 

8511210247 Responds to FOIA request for list of data bases, including mailing lists, that 
NRC subscribes to or buys from private or public sources. Forwards requested 
list, including name of contractor & amount of money allocated for each data base. 
FELTON.J.M. Division of Rules and Records. 85/10/24. BARTON, C.P. Information 
Handling Services. 1 p. 33559:094-33559:095. 

-8511210251 "List of Data Bases Procured by NRC." 

4 NRC - No Detailed Affiliation Given. 85/10/31. Ip. 33559:095-33559:095. 

@51 1210258 FOIA request for records & info re NRC Insp Rept 85-02, issued on 
850911. 

GARDE, B.P. Government Accountability Project. 85/10/01. Office of Administration. 
2pp. 33559:096-33559:097. 

3511210263 Responds to FOIA request for records re NRC Insp Rept 50-445/85- 
02, issued on 850911. App document available in PDR. 

FELTON.J.M. Division of Rules and Records. 85/10/24. GARDE, B.P. Government Ac- 
countability Project. 2pp. 33559:098-33559:099. 

8511210268 FOIA request for 750826 Suppl 1 to rept to ACRS on Westinghouse 
RESAR-41. 

DAY.P. NUS Corp. CD-LIS-85-857, 85/10/07. Division of Rules and Records. Ip. 
33559:100-33559:100. 

8511210272 Responds to FOIA request for 750826 Suppl 1 to rept to ACRS on Wes- 
tinghouse RESAR-41 to be placed in PDR.App document available in PDR. 

FELTON, J.M. Division of Rules and Records. 85/10/29. DAY.P. NUS Corp. 2pp. 
33559:101-33559:107. 

-8511210277 “Suppl 1 to Rept to ACRS in Matter of Westinghouse RESAR-41." 

4 Office of Nuclear Reactor Regulation, Director (pre-851125). 75/08/26. 5pp, 
33559:103-33559:107. 

8511210298 Final response to FOIA request for five categories of documents re pollu- 
tion control bonds for plants. Forwards App E documents.Documents listed in App F & 
App E available in PDR. 

FELTON.J.M. Division of Rules and Records. 85/10/11. BELL,N. Nuclear Information 
& Resource Service. 3pp. 33559:108-33559:163. 

-8509240016 Forwards certificate, per end 850907 request, informing that cooling tower 
& gaseous radwaste sys designed as pollution control facilities as defined in 
26CFR1.1Q3-8(g) of IRS regulations. 

CASE.E.G. Office of Nuclear Reactor Regulation, Director. 76/09/08. CONNER, T.B. 
Conner, Had lock & Knotts. 2pp. 33559:113-33559:144. 
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“8509240021 Requests certification by 760909 that portions of facility designed for pur- 
pose of pollution control.Certification necessary to satisfy Section ' . i03-S;c;.:2) i 'i; i .b) of 
IRS regulations.IRS 760903 Itr & Certificate of Svc end. 

CONNER, T.B. Conner, Hadfock & Knotts. 76/09/07. RUSCHE.B.C. Office of Nuclear 
Reactor Regulation, Director. 30pp. 33559:115-33559:144. 

“8511210329 Forwards certification of pollution control facilities as described in end 
Exhibit A,w/ exception of radioactive laundry.in response to 840606 request.lnfo pro- 
vided on radioactive laundry does not reflect info in FSAR. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 84/06/26. 
FOSTER, D.O. Georgia Power Co. 5pp. 33559:145-33559:149. 


-3511210550 Forwards marked-up final rule setting out necessary editorial & format 
corrections re App E to 1 0CFR50, "Consideration of Earthquakes in Emergency Plan- 
ning.” 

PHILIPS, J. Division of Rules and Records. 85/09/04. JAMGOCHIAN.M.T. Division of 
Risk Analysis & Operations (post 840429). 10pp. 33583:160-33583:169. 

8511210380 Responds to FOIA request for list of NRC project managers & resident in- 
spectors by name, plant name & ofc telephone.^ Fon/vards list of plant & project 
managers.Ofc telephone numbers, listed in Nl.RiTG '-O.l-'-o.;:.- -r.. i thrnurh C n C? 
FELTON, J.M. Division of Ruies and Records 5:; *.•*' 3 . S:-:0: ■ w S 
Associates. Ip. 33558:347-33558:357. 


“8511210337 Requests "in futherance” certificate in order to comply w/ IRS require- 
ments for issuance of pollution control revenue bonds. Draft certificate & marked-up 
genem! desnr : pt ! cn of facilities end. 

FCSTER.D C. Gocrgia Power Co. 84/06/06. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). 5pp. 33559:150-33559:154. 

“8511210341 Forwards certificate of pollution control facilities for facilities described in 
Attachment 2 to 841 102 request. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 84/11/13. 
KNOTTS, J.B. Middle South Utilities, Inc. - Middle South Energy, Inc. KNOTTS, J.B. 
Bishop, Liberman, Cook, Purcell & Reynolds. 8pp. 33559:155-33559:162. 

-8511210346 Informs that pollution control certificate cannot be interpreted as NRC ap- 
proval for fuel pool expansion.Util has not applied for expansion. 

* NRC - No Detailed Affiliation Given. 85/03/21. DENTON, H.R., EISENHUT.D.G. NRC 
- No Detailed Affiliation Given. Ip. 33559:163-33559:163. 

8511210327 FOIA request for documents re NRC proposed rule on earthquakes & 
emergency planning. 

BELL.N. Nuclear Information & Resource Service. 85/09/20. FELTON, J.M. Division of 
Rules and Records. 2pp. 33583:100-33583:101. 


8511210361 FOIA request for list of NRC project managers & resident inspectors by 
narr.o.dant name S. ofc telephone number to be made available at PDR. 

SHClLY.S.C. iirti‘,5 Technical Associates. 85/10/04. FELTON, J.M. Division of Rules 
and Records. 1 p. 33558:346-33558:346. 


-8511210383 List of dockets, plant & project manager names & development stages for 
nonpower & power reactors. 

* NRC - No Detailed Affiliation Given. 85/10/23. 10pp. 33558:348-33558:357. 

8511210384 Further response to FOIA request for documents re H Hoyt & S Aloot Oct 
1983 rept on NRC investigations at facility. Listed documents end & available in 
PDR. Certain documents totally withheld (ref FOIA Exemptions 5 & 7). 

FELTON, J.M. Division of Rules and Records. 85/11/06. BAUSER.D.B. Shaw, Pittman, 
Potts & Trowbridge. 22pp. 33563:263-33566:126. 

-8511210393 Transcript of DH Gamble 830613 interview in Alexandria, VA. Pp 1-81. 
GAMBLE, D.H. Defense Criminal Investigative Service. 83/06/13. 83pp. 33563:286- 
33564:056. 

-8511210399 Transcript of Sinclair 830512 interview re allegations in MG Malsch 
821116 memo.Pp 1-25. Supporting documentation end. 

* Atomic Safety and Licensing Board Panel. 83/05/12. 100pp. 33564:057-33564:150. 

-8511210405 Transcript of 830912 interview of AA Schnebelen.Pp 1-48. Supporting 
documentation end. 

* Atomic Safety and Licensing Board Panel. 83/09/12. 82pp. 33564:151-33564:233. 

-8511210415 Transcript of 830524 interview of Sinclair.Pp 1-31. 

* Atomic Safety and Licensing Board Panel. 83/05/24. 31pp. 33564:234-33564:265. 


8511210371 Partial response to FOIA request for documents on NRC proposed rule on 
earthquakes & emergency planning.Documents identified on App A being placed in 
PDR. Documents identified on App B available in PDR.Search continuing. 

FELTON, J.M. Division of Rules and Records. 85/11/06. BELL.N. Nuclear Information 
& Resource Service. 4pp. 33583:102-33583:159. 

-8410040524 Requests comments on proposed amend to 10CFR50,App E re consider- 
ation of earthquakes in context of emergency preparedness.Response requested by 
841001. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 84/09/26. KRIMM.R.W. Federal Emergency Management Agency. Ip. 
33583:106-33583:106. 


-8511210416 Summarizes 830602 telcon w/J McCarten re Applegate allegations. 
MILLER, R. NRC - No Detailed Affiliation Given. 83/06/03. NRC - No Detailed Affili- 
ation Given. 5pp. 33564:266-33564:270. 

“8511210418 Transcript of 830516 interview of GA Phillips in Glen Ellen, IL re allega- 
tions in MG Malsch 821116 memo. 

* Atomic Safety and Licensing Board Panel. 83/05/16. 84pp. 33564:271-33564:355. 

-8511210421 Transcript of 830606 interview of D Thompson re T Applegate allega- 
tions. 

* Atomic Safety and Licensing Board Panel. 83/06/06. 45pp. 33564:356-33565:039. 


“8410150507 Confirms IE comments & concurrence re proposed amend to 
10CFR50,App E, "Consideration of Earthquakes in Context of Emergency Prepared- 
ness." FEMA 841002 Itr end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 84/10/03. GILLESPIE.F.P. Division of Risk Analysis & Operations (post 
840429). Ip. 33583:123-33583:123. 

“8411030064 Comments on mods to notice of proposed rulemaking on emergency 
planning which would codify Commission decisions on plants re need for consider- 
ation of earthquakes. No objections indicated except for listed proposed deletion. 
DIRCKS.W.J. Office of the Executive Director for Operations. 84/10/25. ZERBEJ.E. 
Office of Policy Evaluations. 9pp. 33583:124-33583:132. 

“8504240244 Forwards proposed “Good Neighbor" policy for emergency preparedness 
planning.New rule would not require state or local participation in planning or drills, but 
would keep authorities informed.Reasons for reform listed. 

ROWSOME.F.H. Division of Safety Technology (800428-851124). 85/04/11. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 10pp. 
33583:137-33583:146. 

“8506260552 Comments on draft rule & Commission paper re complicating effects of 
earthquakes on emergency planning.Nuclear power plants pose very low risk of early 
casualties in event of severe reactor accidents. 

ROWSOME,F.H. Assistant Director for Technology Deview. 85/06/17. GILLESPIE.F.P. 
Division of Risk Analysis & Oporabcris (post S‘'-C- r :2G;. 4pp. 33583:133-33583:136. 

“8507120224 Forwards discussion of staff paper, consisting of IE 850618 input re flexi- 
bility in emergency planning framework for plants. Preplanning should be limited to in- 
frequent natural phenomena such as earthquake. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/07/02. GILLESPIE.F.P. Division of Risk Analysis & Operations (post 
840429). 5pp. 33583:147-33583:151. 


-8511210426 Transcript of 830606 interview of Devine re Applegate allegations investi- 
gated by Region III.Pp 1-97. 

* Atomic Safety and Licensing Board Panel. 83/06/06. 97pp. 33565:040-33565:136. 

-8511210446 Marked-up transcript of 830615 interview of L Bernabei in Washington, DC 
re T Applegate allegations.Pp 1-56. 

* Atomic Safety and Licensing Board Panel. 83/06/15. 58pp. 33565:137-33565:194. 

“8511210449 Marked-up transcript of 830512 interview of Schnebelen re T Applegate 
allegations.Pp 1-27. 

* Atomic Safety and Licensing Board Panel. 83/05/12. 28pp. 33565:195-33565:222. 

“8511210451 Transcript of 810226 meeting w/GAP & T Applegate in Glen Ellyn, IL.Pp 
1-131. 

* Region 3, Office of Director. 81/02/26. 266pp. 33565:223-33566:126. 

8511210389 Further response to FOIA request for documents re repts listed in Board 
Notification 84-149 & release of repts. Forwards App E documents.Documents also 
available in PDR. App F document withheld (ref FOIA Exemption 5). 

FELTON, J.M. Division of Rules and Records. 85/11/01. GARDE, B.P. Government Ac- 
countability Project. 4pp. 33559:218-33559:330. 

“8511210403 Forwards transcript of 831021 telcon w/Ellis of CASE re rept of deposi- 
tion of R Messerley. 

TREBY.S.A. Hearing Branch 1. 83/10/27. HAYES, B.B. Office of Investigation. 3pp. 
33559:224-33559:248. 

“8511210409 Forwards AS LB 840308 memo re schedule & policy of Ofc of 
Investigation.OELD prepared to assist in responding to memo. W/o end. 
CUNNINGHAM, G.H. Office of the Executive Legal Director. 84/03/09. HAYES, B.B. 
Office of investigation. Ip. 33559:249-33559:249. 


“8507180647 Forwards options for formulating rule addressing earthquake consider- 
ations in emergency preparedness & memo on evidence that emergency planning ac- 
complishes no significant risk reduction.W/o memo. 

ROWSOME.F.H. Division of Safety Technology (800428-851124). 85/07/03. 
DIRCKS.W.J. NRC - No Detailed Affiliation Given. 4pp. 33583:152-33583:155. 

-8508060065 Comments on final amends to 1 QCFR50,App E re consideration of earth- 
quakes in emergency planning per 850719 memo.FEMA concerns as discussed 
during 850723 meeting listed. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/07/26. GILLESPIE.F.P. Division of Risk Analysis & Operations (post 
840429). 2pp. 33583:1 56-33583:1 57. 

“8508130001 Provides cost input to regulatory analysis for Commission earthquake 
paper.NRC costs estimated at 6 FTE over 2 yrs. Cost categories & estimates for li- 
censees also proposed.New requirements expected to cost under 1 /2 million/site. 
MATTHEWS, D.B. Emergency Preparedness Branch. 85/08/07. MALARO.J.C. Regula- 
tory Analysis & Materials Risk Branch (post 840429). 2pp. 33583:158-33583:159. 

-8511210534 Forwards marked-up FR notice re 10CFR50 on proposed emergency 
planning & preparedness.Concurrence w/version subj to mods on marked-up 
notice.Editorial & stylistic changes appear throughout text. 

FELTON, J.M. Division of Rules and Records. 84/09/28. JAMGOCHIAN.M. Division of 
Risk Analysis & Operations (post 840429). 16pp. 33583:107-33583:122. 


“8511210441 Forwards "Comanche Peak Special Review Team Rept” from review on 
840403- 13. Review evaluated current implementation of applicant mgt control of const 
insp & test programs. Review identified three potential enforcement actions. 
IPPOLITO.T.A. Comanche Peak Project (Technical Review Team). 84/07/06. 
EISENHUT.D.G. Division of Licensing (800428-851124). 71pp. 33559:250-33559:329. 

“8511210448 Requests that technical review team be made aware of intervenor allega- 
tions re adequacy of QC/QA documentation concerning liner plate 
travelers. Assistance in preparing hearing session commencing on 841126 also re- 
quested. 

TREBY.S.A. Hearing Branch 1. 84/11/02. NOONAN, V. Comanche Peak Project 
(Technical Review Team). Ip. 33559:330-33559:330. 

8511210452 Further response to FOIA request for documents re Davis- Besse 
plant. Documents listed in App B available in PDR.NRC unable to identify documents 
re Number 5 of request. 

FELTON, J.M. Division of Rules and Records. 85/11/04. WEBB.R.E. Webb, R.E. 
(Studies of Nuclear Hazards & Constitutional Law). 2pp. 33559:349-33559:353. 

8511210455 FOIA request for documents re util applications to leave radioactively-con- 
laminated soil in place at plant during 1985. 

RUSWICK.F. West Michigan Environmental Action Council, Inc. (WMEAC). 85/09/19. 
Office of Administration. 2pp. 33563:232-33563:233. 
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@511210457 Responds to FOIA request for util applications to leave radioactively-con- 
taminated soil in place at plant.Forwards documents listed in App B.App A & B docu- 
ments also available in PDR. 

FELTON.J.M. Division of Rules and Records. 85/11/04. RUSWICK.F. West Michigan 
Environmental Action Council, Inc. (WMEAC). 3pp. 33563:234-33563:262. 

-8511210461 Rept of individual & population doses prior to Sept 1978. 

* Consumers Power Co. 78/09/30. 19pp. 33563:237-33563:256. 

-8511210464 Requests review of unmonitored liquid release of Co-60, Mn-54,Cs-134 & 
Cs-137 to onsite soil at facility to determine whether licensee request, per 
1 0CFR20.1 06, required. 

PAPERIELLO.C.J. Region 3, Office of Director. 85/03/14. CONGEL,F.J. Radiological 
Assessment Branch. 2pp. 33563:257-33563:262. 

8511210472 FOIA request for all documents during 750625-760301 re incident de- 
scribed in IE Bulletin 75-07, including documents concerning listed Nuclear Engineering 
Co & Kerr-McGee Corp facilities. 

BARNES, C. Affiliation Not Assigned. IEB-75-07. 85/09/20. Office of Administration. 
Ip. 33559:001-33559:001. 

8511210476 Responds to FOIA request for all documents re incident described in IE 
Bulletin 75-07 during 750625-760301. Forwards documents listed in app.Documents 
also available in PDR. 

FELTON.J.M. Division of Rules and Records. IEB-75-07. 85/11/04. BARNES, C. Affili- 
ation Not Assigned. 2pp. 33559:002-33559:019. 

-8511210480 Forwards Investigation Rept 70-1193/75-09 re nitric acid reaction during 
waste shipment. Div of Matls & Fuel Cycles should be notified of problem. Listed posi- 
tion in Reg Guide 3.12 should be made license condition.Related info end. 

HIND.J.A. Region 3, Chicago, Office of the Director. 75/08/15. THORNBURG, H.D. 
Office of Inspection & Enforcement, Office of the Director. 2pp. 33559:005-33559:006. 

-8511210484 Forwards Investigation Rept 70-1193/75-09 on 750714-15 re 750625 
waste shipment incident. Ncncomoliance noted. 

HIND.J.A. Region 3. Crvcago, 0 ; ’f'cc- ol the Director. 75/08/15. SHELLEY, W.J. Kerr- 
McGee Corp. 2pp. 33559:007-33559:008. 

-8511210488 Investigation Rept 70-1193/75-09 on 75071 4-1 5.Noncompliance 
noted:packaging matls not compatible w/contents per 10CFR71. 12(b) & 71.31(a). 
RIDGWAY.K.R., FINN.J.A., FISHER, W.L. Region 3, Chicago, Office of the Director. 
75/08/14. 7pp. 33559:009-33559:015. 

-8511210497 Responds to NRC 750815 Itr re noncompliance noted in investigation 
rept re 750725 waste shipment incident. Corrective actions:shipments of filters from 
wet sys discontinued until neutralization techniques developed. 

SHELLEY, W.J. Kerr-McGee Corp. 75/09/05. HIND.J. Region 3, Chicago, Office of the 
Director. 3pp. 33559:016-33559:018. 

-8511210499 Ack receipt of 750905 Itr informing NRC of steps taken to correct non- 
compliance noted in NRC 750815 Itr. 

HIND.J.A. Region 3, Chicago, Office of the Director. 75/09/10. SHELLEY, W.J. Kerr- 
McGee Corp. Ip. 33559:019-33559:019. 

8511210504 FOIA request for operator exam results from 1979 - 1982 to be placed in 
PDR. 

ENNIS, D.R. NUS Corp. CD-LIS-85-878. 85/10/11. Division of Rules and Records. Ip. 
33559:020-33559:020. 

8511210508 Responds to FOIA request for operator exam results to be placed in 
PDR.Forwards info listed on app.lnfo also available in PDR. Portions of info deleted. 
FELTON.J.M. Division of Rules and Records. 85/10/31. ENNIS, D.R. NUS Corp. 2pp. 
33559:021-33559:032. 

-8511210515 Exam rept results from Jul 1980 - Oct 1982. 

WILSON, B. A., BOGER.B.A., MAINES.R. Duke Power Co. 85/10/31. 10pp. 33559:023- 
33559:032. 

8511210510 Further response to FOIA request for records re Comanche Peak Task 
Force established in Mar 1984.App C documents w/o asterisks available in 
PDR.Separate set of records also listed on App C available in LPDR in Arlington.TX. 
FELTON.J.M. Division of Rules and Records. 85/11/06. GARDE, B.P. Government Ac- 
countability Project. 50pp. 33559:033-33559:084. 

.'511210520 FOIA request for documents re 850912 loss-of-load test incident, as dis- 
cussed in HL Thompson 851002 Itr to EE Van Brunt. 

GARDE.B.P. Government Accountability Project. 85/10/10. Office of Administration. 
2pp. 33582:319-33582:320. 

8511210527 Partial response to FOIA request for documents re loss-of-load test inci- 
dent at plant, as discussed in NRC 851002 Itr to util.Forwards App B documents.Apps 

A & B documents also available in PDR. 

FELTON.J.M. Division of Rules and Records. 85/10/30. GARDE.B.P. Government Ac- 
countability Project. 3pp. 33582:321-33583:099. 

-8511210530 Viewgraphs discussing 850912 reactor trip, safety injection & loss of pres- 
surizer auxiliary spray sys & outlining agenda for 851008 pressurizer auxiliary spray 
design review & post-trip review rept. Related info end. 

* NRC - No Detailed Affiliation Given. 85/10/30. 200pp. 33582:324-33583:099. 

8511210556 FOIA request for transcript of Commission 850603 briefing re Wolf Creek 
nuclear power plant. 

FAUST, S. Wichita Eagle-Beacon, Wichita, KS. 85/10/11. Office of Administration. Ip. 
33583:290-33583:290. 

8511210557 Responds to FOIA request for four categories of records re nuclear & fossil 
fuel power plants.NRC has no jurisdiction over fossil fuel plants.lnfo re nuclear plants 
contained in NUREG-0020.NUREG may be purchased at listed address. 

FELTON, J.M. Division of Rules and Records. 85/11/06. MCBETH.H. Mid-South Tech- 
nical Services Corp. Ip. 33559:359-33559:359. 

8511210558 FOIA request for four categories of records re nuclear & fossil fuel power 
plants. 

MCBETH.H. Mid-South Technical Services Corp. 85/10/23. NRC - No Detailed Affili- 
ation Given, ip. 33559:360-33559:360. 


8511210559 Responds to FOIA request for transcript of Commission 850603 briefings 
which preceded licensing hearing for plant. Portions of transcript withheld (ref FOIA 
Exemptions 5 & 7). Remaining portions available in PDR. 

FELTON.J.M. Division of Rules and Records. 85/11/04. FAUST, S. Wichita Eagle- 
Beacon, Wichita, KS. 3pp. 33583:291-33583:293. 

8511210562 Responds to FOIA request, confirming 851001 telcon which advised that 
NRC 850705 response to 841214 FOIA request re plant final. 

FELTON.J.M. Division of Rules and Records. 85/11/07. GRABER.L. NUS Corp. Ip. 
33578:359-33578:360. 

8511210569 FOIA request for documents re radioactive matls & waste at Stepan Chem- 
ical Co in Maywood.NJ. Request clarifies previous request for info. 

PONCE, L. Affiliation Not Assigned. 85/10/05. NRC - No Detailed Affiliation Given. Ip. 
33580:326-33580:326. 

8511210577 Responds to FOIA request for documents re radioactive matls & waste at 
Stepan Chemical Co in Maywood.NJ. Forwards App A documents.App B lists docu- 
ments available in PDR.DOE should be contacted for add! records. 

FELTON.J.M. Division of Rules and Records. 85/11/08. PONCE, L. Affiliation Not As- 
signed. 3pp. 33580:327-33581:143. 

-8511210581 Forwards rept on radioactive residues in field west of Stepan Chemical 
Co plant in Maywood.NJ. Complete gamma radiation survey of plant grounds also in- 
cluded in rept. 

JACOBSON, R.L. Mayer, Brown & Platt. 82/09/29. KINNEMAN.J.D. Region 1, Office 
of Director. 1 p. 33580:330-33580:330. 

-8511210586 “Survey of Radiation & Radioactive Matls at Maywood Div of Stepan 
Chemical Co.” 

* Nuclear Safety Associates. 85/09/29. 175pp. 33580:331-33580:335. 

-8511210592 Discusses EPA 821120 announcement of proposed nati priority list of 
hazardous waste sites. Identifies listed six radwaste sites. 

DAVIS, J.G. Office of Nuclear Material Safety & Safeguards.Director. 82/12/29. 
DIRCKS.W.J. Office of the Executive Director for Operations. 4pp. 33580:336- 
33580:339. 

-8511210595 Forwards radiological survey on Stepan Chemical Co property in 
Maywood, NJ.W/o end. 

KINNEMAN.J.D. Region 1, Office of Director. 83/02/01. ENG,J. New Jersey, State of. 
Ip. 33580:340-33580:340. 

-8511210600 Forwards radiological surveys on & around Stepan Chemical Co property 
in Maywood, NJ.W/o end. 

KINNEMAN.J.D. Region 1, Office of Director. 83/02/01. FELDMAN, J. Environmental 
Protection Agency. Ip. 33580:341-33580:341. 

-8511210604 Forwards resolution adopted by township committee at 830207 meeting. 
MCDERMOTT, I. Bergen County, NJ. 83/02/08. KINNEMAN.J.D. Region 1, Office of 
Director. 2pp. 33580:342-33581:143. 

8511220005 FOIA request for FOIA Request 85-682 & response thereto. 

KELLER, R.A. Mallinckrodt, Inc. 85/11/07. Office of Administration. Ip. 33585:267- 
33585:267. 

8511220007 Responds to FOIA request for FOIA Request 85-682 & NRC 
response.Forwards FOIA-85-682.W/0 end. 

GRIMSLEY.D.H. Division of Rules and Records. 85/11/14. KELLER.R.A. Mallinckrodt, 
Inc. Ip. 33585:268-33585:268. 

8511220009 FOIA request for info re Serono Diagnostics, including quantities & types of 
hazardous matls, addresses for licenses, insp, “grade” of compliance to regulations & 
regulation infractions & corrective actions. 

HAINER.P. Affiliation Not Assigned. 85/10/04. FELTON, J. Division of Rules and 
Records. Ip. 33587:227-33587:227. 

8511220010 Responds to FOIA request for info re insp repts & enforcement corre- 
spondence from 1975 to present for Serono Diagnostics in Braintree, Randolph & 
Weymouth, MA.Forwards App A documents. 

FELTON.J.M. Division of Rules and Records. 85/11/06. HAINER.P. Affiliation Not As- 
signed. 2pp. 33587:228-33587:310. 

”8511220013 Provides chronological Info developed during inquiry re allegation of unau- 
thorized distribution of radioisotopes. 

SMITH, R.H. Atomic Energy Commission. 75/01/30. THORNBURG, H.D. Atomic 
Energy Commission, Directorate of Regulatory Operations. 4pp. 33587:230-33587:233. 

”8511220016 Ack receipt of mailgram on 741204 re alleged unauthorized distribution of 
diagnostic kits.Confirms 741205,11 & 30 telcons.Appropriate authorities notified of cir- 
cumstances. Matter will be pursued & findings conveyed. 

O’REILLY, J.P. Region 1, Philadelphia, Office of the Director. 75/01/30. BOWLER, D. 
Serono Laboratories, Inc. 2pp. 33587:234-33587:235. 

”8511220018 Informs that Inst of Bio-Endocrinology of Montreal.Canada distributes iso- 
topes w/o AEC license.lodinated in vitro diagnostic kits mailed from US post ofc fol- 
lowing border crossing at Champlain, NY.Related info end. 

BOWLER, D. Serono Laboratories, Inc. 74/12/04. MCCLINTOCK.R. Region 1, Phila- 
delphia, Office of the Director. 1 8pp. 33587:236-33587:253. 

”8511220021 Insp Findings & Licensee Ack on 750515 of Licenses 20-15930-01,20- 
1 5930-02E & 20-1 5930-03G.lnsp findings:no noncompliance noted. 

STEARNS, C.F. Region 1, Philadelphia, Office of the Director. 75/05/15. Ip. 
33587:254-33587:254. 

”8511220024 Insp Findings & Licensee Ack on 780130 of Licenses 20-15930-01,20- 
1 5930-02E & 20-1 5930-03G.lnsp findings:no noncompliance noted. 

* Region 1, Philadelphia, Office of the Director. 78/01/30. Ip. 33587:255-33587:255. 

”8511220028 Insp Repts 30-10043/78-01,30-10238/78-01 & 30-10237/78-01 on 
780130.No noncompliance noted.Major areas inspected: organization.training, radiation 
protection procedures.matls facilities & instruments. 

* Region 1, Philadelphia, Office of the Director. 30-10238/78-01. 78/02/09. 7pp. 
33587:256-33587:262. 
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-8511220036 Submits results of comprehensive radiation survey showing acceptable 
surface contamination levels of 1-125. 

CROCKFORD.D.R. Serono Laboratories, Inc. 78/05/01. Region 1, Philadelphia, Office 
of the Director. 3pp. 33587:263-33587:265. 

-8511220039 License 30-15930-01 for Serono Labs Inc, authorizing A Mullally to super- 
vise &/or use 1-125 & H-3 in prepackaged kits for storage.repackaging & commercial 
distribution. 

* Atomic Energy Commission. 74/04/16. Ip. 33587:266-33587:266. 

-8511220046 Amend 1 to License 20-15930-01 for Serono Labs Inc, authorizing R Prin- 
ciotta to supervise &/or use licensed matl. 

* Atomic Energy Commission. 74/12/18. Ip. 33587:267-33587:267. 

-8511220062 Amend 2 to License 20-15930-01 for Serono Labs Inc, authorizing R Prin- 
ciotta & D Crockford to supervise &/or use licensed matl & amending Condition 14 re 
possession & use of licensed matl. 

BASSIN.N. Radioisotopes Licensing Branch (Pre 790501). 76/06/04. Ip. 33587:268- 
33587:268. 

-8511220069 Amend 3 to License 20-15930-01 for Serono Labs Inc, authorizing D 
Crockford to supervise &/or use licensed matl. 

BASSIN.N. Radioisotopes Licensing Branch (Pre 790501). 77/02/14. Ip. 33587:269- 
33587:269. 

-8511220078 Amend 4 to License 20-15930-01 for Serono Labs Inc, changing licensee 
address & Conditions 10 & 14.Related info end. 

* Radioisotopes Licensing Branch (Pre 790501). 78/02/17. 11pp. 33587:270- 
33587:280. 

-8511220081 Ack receipt of 780501 Itr re change of facilities where licensed matls 
used. 

MCCLINTOCK.R.D. Region 1, Philadelphia, Office of the Director. 78/05/16. 
CROCKFORD.D.R. Serono Laboratories, Inc. Ip. 33587:281-33587:281. 

-8511220087 Insp Repts 30-10043/81-01,30-10238/81-01 & 30-10237/81-01 on 
810312.No noncompliance noted.Major areas inspected: organization, licensee internal 
audits, training & instructions to employees & radiation protection procedures. 
MCGINNESS.J., KINNEMAN.J.D. Region 1, Philadelphia, Office of the Director. 30- 
10238/81-01. 81/03/19. 9pp. 33587:282-33587:290. 

-8511220104 Discusses Safety Insp Repts 30-10043/81-01,30-10238/81-01 & 30- 
10237/81-01 on 81031 2.No noncompliance noted.Major areas inspected:procedures 
& representative records. Results of smear samples below min detectable levels. 
KINNEMAN.J.D. Materials Radiological Protection Section. 81 /03/26. WOISZWILLO.J. 
Serono Laboratories, Inc. 2pp. 33587:291-33587:292. 

-8511220128 Submits comprehensive radiation survey establishing that radioactive con- 
tamination below acceptable contamination levels. 

PELHAM.R.W. Serono Laboratories, Inc. 81/04/17. Region 1, Philadelphia, Office of 
the Director (81/03/01). 3pp. 33587:293-33587:295. 

-8511220134 Amend 6 to License 20-15930-01 for Serono Labs, amending license in 
entirety. 

* Division of Fuel Cycle & Material Safety. 37067. 79/04/25. 2pp. 33587:296- 
33587:297. 

-8511220139 Amend 9 to License 20-15930-01 for Serono Labs Inc, authorizing listed 
personnel to supervise &/or use 1-125, H-3.C-14 & 1-129 in R&D, storage, mfg & distri- 
bution of in vitro test kits. 

* Materials Licensing Branch. 81/01/23. Ip. 33587:298-33587:298. 

-8511220143 Amend 8 to License 20-15930-01 for Serono Labs Inc, changing address- 
es where licensed matl used & Condition 14.Related info end. 

* Materials Licensing Branch. 80/10/22. 5pp. 33587:299-33587:308. 

-8511220156 Forwards Closeout Survey Insp Rept 30-10043/82-01 on 8201 13.Facili- 
ties as described in 810417 Itr.No objections offered for release of facility for unre- 
stricted use. 

KINNEMAN.J.D. Region 1, Office of Director. 82/02/11. MILLER, V.L. Materials Li- 
censing Branch. Ip. 33587:309-33587:309. 

-8511220164 Insp Findings & Licensee Ack on 840830 of Licenses 20-15930-01,20- 
15930-02E & 20-1 5930-03G. Insp findingsmo violations observed. 

JOHANSEN, J.M. Region 1, Office of Director. 84/08/30. Ip. 33587:310-33587:310. 

8511220038 FOIA request for documents re Enforcement Action EA 84-93 being taken 
against util. 

CARR, A. V. Duke Power Co. EA-84-093. 85/08/19. FELTON, J.M. Division of Rules 
and Records. 2pp. 33585:112-33585:113. 

8511220042 Partial response to FOIA request for records re Enforcement Action EA 84- 
93.Forwards App A documents.Documents listed on end App B already available in 
PDR.App C documents already available to util. 

FELTON, J.M. Division of Rules and Records. EA-84-093. 85/11/04. CARR, A. V. Duke 
Power Co. 6pp. 33585:114-33585:266. 

-8511220048 Notification of significant meeting on 840418 w/util in Atlanta, GA to dis- 
cuss welding issue irregularity findings at site.Case of Brown & Root, Inc vs RJ Dono- 
van end. 

* Region 2, Office of Director. 84/04/11. Region 2, Office of Director. 21pp. 
33585:125-33585:150. 

-8511220055 Requests review of end Ofc of Investigations Rept 2-83-038 & excerpts 
from ASLB action (ASLBP 81-463-0601) to identify potential areas of enforcement 
action re welding concerns at facility.Evaluation requested by 840822. 

NEJFELT.G.M. NRC - No Detailed Affiliation Given. 81-463-0601. 84/08/14. 
LEWIS, R.C., OLSHINSKI.J.A. NRC - No Detailed Affiliation Given. 32pp. 33585:151- 
33585 : 182 . 

—8511220061 Summarizes 840815 telcon w/B Ross re dissatisfaction w/resolution of 
Ross grievance against util. Items discussed listed. 

BRYANT,J.C. Region 2, Office of Director. 84/08/15. BROWNLEE, V.L NRC - No De- 
tailed Affiliation Given. 3pp. 33585:183-33585:185. 


-8511220067 Requests that NRC issue civil penalty in amount of $250,000 against util 
for deliberate & persistent harassment of QC inspectors at facility from approx 1978 - 
1984. 

GARDE.B.P. Government Accountability Project. 84/09/27. DEYOUNG, R.C. Director's 
Office, Office of Inspection and Enforcement. AXELRAD.J. Enforcement Staff. 9pp. 
33585:186-33585:194. 

-8511220105 Advises that Chairman requests 5-day extension on SECY-85-226 re 
review of Director’s Decision 85-9.Notation vote response sheet end. 

REAMER, B. Commissioners. DD-85-09. 85/07/23. BATES, A. NRC - No Detailed Affili- 
ation Given. 2pp. 33585:258-33585:260. 

“8511220108 Extends time for review of SECY-85-216 & SECY-85-226 until 
850729.Press Releases 85-108 & 85-60, describing NRC proposed fine for util discrimi- 
nation against employee encl. 

REAMER, B. Commissioners. 85/07/26. BATES, A. NRC - No Detailed Affiliation Given. 
6pp. 33585:261-33585:266. 

8511220077 Requests that encl memo be served on parties in facility OL proceeding. 
DAVIS, P. Commissioners. 84/10/11. CLEMENTS, W. Docketing & Services Branch. 
Ip. 33585:195-33585:257. 

8511220122 Responds to FOIA request for records re misadministered doses from New 
Ctr Radiology in Detroit, MI.No documents subj to request located. 

FELTON, J.M. Division of Rules and Records. 85/11/06. POPE.L. Affiliation Not As- 
signed. 1 p. 33585:269-33585:269. 

8511220125 FOIA request for records re misadministered doses from New Ctr Radiolo- 
gy in Detroit, Ml. 

POPE.L Affiliation Not Assigned. 85/10/10. DOUGLAS NRC - No Detailed Affiliation 
Given. Ip. 33585:270-33585:270. 

8511220176 Responds to FOIA request for all records re Insp Repts 50-456/80-04 & 
50-457/80-04. App C documents available in PDR. 

FELTON, J.M. Division of Rules and Records. 85/11/08. GARDE.B.P. Government Ac- 
countability Project 2pp. 33585:293-33585:294. 

8511220182 FOIA request for all records & info re Insp Repts 50-456/80-04 & 50-457/ 
80-04 issued on 800610. 

GARDE.B.P. Government Accountability Project. 85/10/10. Office of Administration. 
2pp. 33585:295-33585:296. 

8511220188 Suppls final response to FOIA request.App of documents addressed under 
FOIAs 85-101 & 84-291 also pertain to requestApp encl. 

FELTON, J.M. Office of Administration. 85/11/08. STEPHENS.S. Nuclear Awareness 
Network. 3pp. 33585:288-33585:292. 

8511220194 FOIA request for all records & info re 850912 loss-of-load test incident dis- 
cussed in NRC 851002 Itr to util. 

GARDE.B.P. Government Accountability Project. 85/10/10. Office of Administration. 
2pp. 33585:273-33585:274. 

8511220212 Further response to FOIA request for all records to date re loss-of-load test 
incident discussed in NRC 851002 Itr to util.App C documents available in PDR. 
FELTON, J.M. Office of Administration. 85/11/08. GARDE.B.P. Government Account- 
ability Project. 2pp. 33585:275-33585:287. 

8511220219 FOIA request for computer listing of all NRC byproduct matl licensees in 
Region I. 

REDMORE.G. Syncor International. 85/10/24. KINNEMAN.J. Region 1, Office of Di- 
rector. Ip. 33585:271-33585:271. 

8511220221 Responds to FOIA request for computer listing of NRC byproduct matl li- 
censees in Region I.List encl.W/o encl. 

GRIMSLEY.D.H. Division of Rules and Records. 85/11/14. REDMORE.G. Syncor 
International. 1 p. 33585:272-33585:272. 

8511220246 FOIA request for Ofc of Inspector & Auditor Mar 1984 audit rept, “Perform- 
ance of CRGR,” to be placed in PDR. 

GRABER.L. NUS Corp. CD-LIS-85-899. 85/10/22. Division of Rules and Records. Ip. 
33600:220-33600:220. 

8511220264 Responds to FOIA request that Ofc of Inspector & Auditor rept entitled, 
“Review of CRGR,” be placed in PDR.Rept placed in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 85/11/13. GRABER.L. NUS Corp. Ip. 
33600:221-33600:267. 

“8511220283 "Review of CRGR." 

MESSENGER, G.H. Office of Inspector & Auditor. 84/03/31. 46pp. 33600:222- 
33600:267. 

8511250015 Further response to FOIA request for six categories of documents re Ofc 
of Investigations.Forwards App A documents. Documents also available in PDR. 
FELTON, J.M. Division of Rules and Records. 85/11/01. ADATO.M. Union of Con- 
cerned Scientists. 7pp. 33644:167-33645:130. 

-8303040176 Extends invitation to appear & testify at Subcommittee on Energy Conser- 
vation & Power 830309 hearing re NRC FY84 authorization. 

OTTINGER.R.L. House of Rep., Energy & Commerce. 83/02/15. PALLADINO.N. 
Commissioners. 13pp. 33644:336-33645:027. 

-8503200513 Requests rept on views where dollars within overall FY85 & 86 budgets 
could be reallocated or used for program expenditures other than personnel salary & 
benefits re mgt of NRC resources. Repts requested by 850315. 

PALLADINO.N J. Commissioners. 85/02/1 9. Office of the Executive Director for Oper- 
ations. Ip. 33644:272-33644:272. 

-8511250016 Notifies that RA Fortuna appointed as acting director Ofc of Investigations 
during JA Fitzgerald 820802-06 absence. 

FITZGERALD, J.A. Office of Investigation. 82/07/30. PALLADINO, GILINSKY, 

AHEARNE Commissioners. Ip, 33644:181-33644:181, 

-8511250017 Forwards Investigative Procedure Memo 82-01 2, effective on 820806. 
FITZGERALD, J.A. Office of Investigation. 82/08/06. PALLADINO, GILINSKY, 

AHEARNE Commissioners. Ip. 33644:182-33644:182. 
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—8511250018 Investigative Procedure Memo 82-012, “Obtaining Forwarding Addresses 
& Post Ofc Box Numbers From US Postal Svc.” Format for Itr certifying that info 
needed end. 

* Office of Investigation. 82/08/06. 2pp. 33644:183-33644:184. 

-8511250019 Forwards Investigative Procedure Memo 82-01 3,effective on 820826,per 
820716 memo re actions for improvement in NRC investigations.W/o memo. 
FITZGERALD.J.A. Office of Investigation. 82/08/26. PALLADINO, GILINSKY, 
AHEARNE Commissioners. Ip. 33644:185-33644:185. 

-8511250022 Forwards investigation status record re Case 4-83-011 concerning falsifi- 
cation of protective coating test records by mgt personnel. 

HAYES, B.B. Office of Investigation. 83/07/01. PALLADINO Commissioners. 2pp. 
33644:186-33644:187. 

-8511250025 Notifies that BB Hayes will be in travel status on 830714 & 15 in 
Atlanta,GA,830718,19 & 20 in Walnut Creek, CA & on annual leave on 850722 & 
25.Fortuna will be acting director, Ofc of Investigation during Hayes absence. 

HAYES, B.B. Office of Investigation. 83/07/07. PALLADINO Commissioners. Ip. 
33644:188-33644:188. 

-8511250026 Notifies that author will be in ofc on 830721 after completing travel to 
Regions II & V.Annual leave plans for 830722-26 cancelled. 

HAYES, B.B. Office of Investigation. 83/07/11. PALLADINO Commissioners. Ip. 
33644:189-33644:189. 

-8511250029 Forwards investigation status record re Case 4-83-03 concerning potential 
intimidation of QC inspectors as result of individual discriminatory termination. 

HAYES, B.B. Office of Investigation. 83/07/15. PALLADINO Commissioners. 2pp. 
33644:190-33644:191. 

-8511250033 Forwards Ofc of Investigations monthly investigations status rept for Jul 
1983-W/o rept. 

HAYES, B.B. Office of Investigation. 83/07/15. PALLADINO, GILINSKY, ROBERTS 
Commissioners. Ip. 33644:192-33644:192. 

-8511250050 Forwards investigation status rept re Case 1-83-011 concerning allegation 
that mgt using unqualified radiographers. 

HAYES, B.B. Office of Investigation. 83/07/18. PALLADINO Commissioners. 2pp. 
33644:193-33644:194. 

-8511250054 Forwards investigation status rept re Case 2-83-008 concerning allegation 
that uncertified welder welding seismic hangers used to support sprinkler sys. 

HAYES, B.B. Office of Investigation. 83/07/21. PALLADINO Commissioners. 2pp. 
33644:195-33644:196. 

-8511250147 Forwards investigation status record re Case 2-83-009 concerning falsifi- 
cation of reinforcing steel (rebar) records. 

HAYES, B.B. Office of Investigation. 83/08/03. PALLADINO Commissioners. 2pp. 
33644:197-33644:198. 

-8511250155 Forwards Investigative Procedure Memo 83-01 7, effective on 830819, per 
820816 memo re actions for improvement in NRC investigations. 

HAYES, B.B. Office of Investigation. 83/08/05. PALLADINO, GILINSKY, ROBERTS 
Commissioners. Ip. 33644:199-33644:199. 

-8511250159 Notifies that R Fortuna designated as acting director, Ofc of Investigations 
during BB Hayes 830808-1 9 absence. 

HAYES, B.B. Office of Investigation. 83/08/05. PALLADINO, GILINSKY, ROBERTS 
Commissioners. Ip. 33644:200-33644:200. 

-8511250161 Forwards Ofc of Investigations monthly investigations status rept for Aug 
1983. 

HAYES, B.B. Office of Investigation. 83/08/15. PALLADINO, GILINSKY, ROBERTS 
Commissioners. Ip. 33644:201-33644:201. 

-8511250169 Forwards investigation status record re Case 2-83-010 concerning pos- 
session & use of byproduct matl source (Cs-137) prior to obtaining NRC license. 
HAYES, B.B. Office of Investigation. 83/08/17. PALLADINO Commissioners. 2pp. 
33644:202-33644:203. 


-8511250210 Informs that 821018 revised FY83 Ofc of Investigation staffing plan re- 
viewed by Div of Organization & Personnel & approved.EncI plan describes FY83 or- 
ganization structure & identifies 42 permanent full-time positions. 

DIRCKS.W.J. Office of the Executive Director for Operations. 82/11/05. 
FITZGERALD, J.A. Office of Investigation. 5pp. 33644:249-33644:253. 

-8511250375 Requests FY85 staffing plan reflecting organizational & position structure 
of ofc by 841Q19.FY85 full-time equivalent workyear ceiling allocations & addl instruc- 
tions on development & preparation of plan end. 

NORRY.P.G. Office of Administration. 84/09/12. COTTER.B.P. Atomic Safety and Li- 
censing Board Panel. ROSENTHAL, A.S. Atomic Safety and Licensing Appeal Panel. 
FRALEY, R.F. ACRS - Advisory Committee on Reactor Safeguards. 11pp. 33644:254- 
33644:264. 

-8511250391 Notifies that Ofc of Investigations will attempt to hire entry-level investiga- 
tors at 25% of total external hiring in effort to adjust to projected shortfall in salaries & 
benefits. 

HAYES, B.B. Office of Investigation. 85/03/15. PALLADINO Commissioners. Ip. 
33644:265-33644:265. 

-8511250401 Advises that identification of cost avoidances & savings in anticipation of 
FY86 reductions essential.Ofc directors should consider abolishment of positions as- 
sociated w/ functions no longer needed. 

DIRCKS.W.J. Office of the Executive Director for Operations. 85/03/11. TAYLOR, J.M. 
Director’s Office, Office of Inspection and Enforcement. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (pre-851125). DAVIS, J.G. Office of Nuclear Material 
Safety & Safeguards, Director. 4pp. 33644:266-33644:269. 

-8511250405 Requests rept on review of dollar & full-time equivalent resources by 
85031 4.DoIlar & staff allocations should be examined in light of planned FY85 & FY86 
tasks to determine if reallocations or reductions should be made. 

DIRCKS.W.J. Office of the Executive Director for Operations. 85/03/07. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 
TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. DAVIS, J.G. 
Office of Nuclear Material Safety & Safeguards, Director. 2pp. 33644:270-33644:271. 

-8511250410 Forwards FY84 staffing plan for Ofc of Investigations, based on prelimi- 
nary full-time equivalent ceiling allocations contained in EDO 83041 3 memo.Changes 
in organizational structure will be proposed in near future. 

HAYES, B.B. Office of Investigation. 83/05/11. BIRD.P.E. Division of Organization and 
Personnel. 6pp. 33644:273-33644:278. 

-8511250413 Requests FY84 staffing plan, based on end preliminary FY84 full-time 
equivalent workyear ceiling allocations, by 830506.Addl instructions on development & 
preparation of plan & sample portion of plan end. 

DIRCKS.W.J. Office of the Executive Director for Operations. 83/04/13. NRC - No 
Detailed Affiliation Given. 8pp. 33644:279-33644:286. 

-8511250418 Notifies that draft revised Ofc of Investigations staffing plan 
acceptable, based on 840203 memo re Ofc of Investigations reorganization.Natl Treas- 
ury Employees Union notification of reorganization requested. 

HAYES, B.B. Office of Investigation. 84/02/23. BIRD.P.E. Division of Organization and 
Personnel. 3pp. 33644:287-33644:289. 

-8511250420 Records agreements reached in 840124 telcon between Ofc of Investiga- 
tions & Div of Organization & Personnel.Ofc of Investigation reorganization implemen- 
tation will require retention of Div of Field Operations & director or div. 

BIRD.P.E. Division of Organization and Personnel. 84/02/03. HAYES, B. Office of In- 
vestigation. 2pp. 33644:290-33644:291 . 

-8511250423 Forwards summer program listing.Ofc of Investigation interested in 
summer clerical at GS-3 level w/average typing skills. 

SCHOLFIELD.P. Office of Investigation. 84/02/28. COLLINS, D. Staffing & Position 
Evaluation Branch. 4pp. 33644:292-33644:295. 

-8511250425 Requests info re staffing needs utilizing summer employees within 10 
days.Summer employee program will bring temporary employees into NRC from 
84051 2-0930. Hours worked will accrue against full-time equivalency allocation. 
BIRD.P.E. Division of Organization and Personnel. 84/02/19. NRC - No Detailed Affili- 
ation Given. 2pp. 33644:296-33644:297. 


-8511250177 Notifies that BB Hayes will be on annual leave on 830902 for 2-4 h & on 
830906 all day.R Fortuna will be designated acting director.Ofc of Investigations. 
HAYES, B.B. Office of Investigation. 83/08/29. PALLADINO Commissioners. Ip. 
33644:204-33644:204. 

-8511250182 Notifies of 841219 public Commission meeting to discuss proposed OMB 
reduction in FY86 budget. 

PALLADINO, N.J. Commissioners. 84/12/18. ROBERTS, ASSELSTINE, BERNTHAL 
Commissioners. 24pp. 33644:205-33644:228. 

-8511250185 Requests legislative history on congressional ceiling of Ofc of Investiga- 
tions at 38 positionsjncluding correspondence w/Congress & rept of current status of 
congressional restrictions re Ofc of Investigations. 

ASSELSTINE, J.K. Commissioners. 85/01/17. KAMMERER.C. Office of Congressional 
Affairs. Ip. 33644:229-33644:229. 

-8511250192 Notifies that listed FY86 & FY87 budget totals approved. FY86 program- 
matic changes identified in 850109 memo approved w/listed impacted activities 
restored.Chart of approved changes to ofc allocations end. 

PALLADINO, N.J, Commissioners. 85/01/18. DIRCKS.W.J. Office of the Executive Di- 
rector for Operations. 2pp. 33644:230-33644:231. 

-8511250198 Responds to request to reexamine authorities under Reorganization Plan 
1 of 1980 & provide potential improvements to NRC organization 

structure.Assessment of problems under reorganization plan also provided. 
PALLADINO, N.J. Commissioners. 83/01/23. BEVILL.T. House of Rep., Appropriations. 
11pp. 33644:232-33644:242. 

-8511250205 Forwards draft response to Zech 841123 request for Ofc of General 
Counsel views on legality of administrative measures to assist permanent Ofc of In- 
Comments requested by 840103. 
of the General Counsel. 84/12/27. 

REHM.T. Office of the Executive Director for Opei 
Congressional Affairs. 6pp. 33644:243-33644:248. 


YES.B. Office of Investigation. 
5ns. KAMMERER.C. Office of 


vestigation staff. 
LEVI.R.P. Office 


-8511250428 Informs that mgt proposes to reorganize Ofc of Investigations.per notice 
to Natl Treasury Employees Union. Concerns re impact & implementation of reorgani- 
zation may be expressed to mgt by contacting union within 10 days. 

HAYES, B.B. Office of Investigation. 84/03/12. Office of Investigation. Ip. 33644:298- 
33644:298. 

-8511250430 Informs that mgt proposes to reorganize Ofc of Investigations to utilize 
existing staff & positions more efficiently.Reorganization eliminates policy & program 
support staff & absorbs functions into Ofc of Director. 

BENOIT, G. Labor Relations Branch. 84/03/09. HALLER.M.W. National Treasury Em- 
ployees Union. 9pp. 33644:299-33644:307. 

-8511250432 Forwards Ofc of Investigations inputs to Ottinger 830215 Questions 
25a,b,d,f,g & first half of Question 25c. 

HAYES.B.B. Office of Investigation. 83/02/23. BARRY, LW. Office of Resource Man- 
agement, Director. 28pp. 33644:308-33644:335. 

-8511250438 Forwards comments & questions re House Appropriations Committee rept 
on NRC for preparation of draft answers for Commission review.Draft responses re- 
quested 850329 for circulation to Commission. 

KAMMERER.C. Office of Congressional Affairs. 85/03/27. HAYES, B. Office of Investi- 
gation. 35pp. 33645:028-33645:062. 

-8511250441 Forwards House Appropriations Subcommittee on Energy & Water ques- 
tions to be answered for record of 850327 hearing within 3 working days after receipt 
of transcript. Draft answers requested by 850401 for Commission review. 
KAMMERER.C. Office of Congressional Affairs. 85/03/28. Office of Policy Evalua- 
tions. 5pp. 33645:063-33645:067. 

-8511250449 Discusses items to be covered during 850417 authorization hearing by 
Subcommittee on Conservation & Power.Areas of interest include nuclear waste 
fund, source term & status/ progress on definition of matl false statement 
KAMMERER.C. Office of Congressional Affairs. 85/04/08. PALLADINO, ROBERTS, 
ASSELSTINE Commissioners. 2pp. 33645:068-33645:069. 
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“8511250452 Invites Commission to appear £ testify at Subcommittee on Energy Con- 
servation & Power 850417 hearing on NRC budget authorization for FY86 £ 
FY87.Specific questions of interest end. 

MARKEY.E.J. House of Rep.. Energy £ Commerce. 85/03/28. PALLADINO.N.J. Com- 
missioners. 29pp. 33645:070-33645:098. 

“8511250458 Summarizes Subcommittee on Energy Conservation & Power 850417 
hearing on NRC FY86 budget authorization.Topics discussed included probability of 
core melt accident & changes :o Sunsh.rt Act regulations. Markey statement end. 
KAMMERER.C. Office of Congressional Affairs. 85/04/19. PALLADINO, ROBERTS, 
ASSELSTiNE Commissioners. 4pp. 33645:099-33645:102. 

“8511250461 Discusses 840217 insp rept of Ofc of Investigation Field Ofc, Region 
V.Concurs w/characterization of field ofc spaces as substandard.Critical space situa- 
tion will be eliminated by end of fiscal yr by regional mot. 

HAYES.B.B. Office of Investigation. 84/04/10. wiESStNGEP.G. Office of inspector £ 
Auditor. 2pp. 33645:103-33645:104. 

“8511250464 Discusses imbalance of Ofc of Investigations resources to workload in 
Region IV Field Ofc as noted in insp rept. Requests for addl resources not 
approved.Delays will continue w/o increased staffing. 

HAYES, B. Office of Investigation. 84/04/18. MESSENGER.G. Office of Inspector £ 
Auditor. 2pp. 33645:1 05-33645:1 06. 0 

“8511250467 Agrees w/comments £ observations on need for addl resources noted in 
840412 memo £ rept re insp of Ofc of Investigations Region II field ofc.Postponement 
of investigations will continue until staffing level increased to meet caseload. 
HAYES.B.B. Office of Investigation. 84/05/02. MESSENGER.G. H. Office of inspector 
£ Auditor. Ip. 33645:107-33645:107. 

“8511260025 Agrees w/insp rept on Ofc of Investigations Region I Field 
Ofc.lnvolvement in TMI-related investigations precludes provision of normal investiga- 
tive svc £ will continue until agenda of TMI investigations completed or staff in- 

HAYES.B.B. Office of investigation. 84/05/30. MESSENGER, G.H. Office of Inspector 
£ Auditor. Ip. 33645:108-33645:108. 

“8511260028 Agrees w/observations £ conclusions noted in 840530 insp rept re Ofc of 
Investigation Region ill field ofc.Adverse impact on regional operations caused by lack 
of resources in Ofc of Investigations will continue until staff increased. 

HAYES.B.B. Office of Investigation. 84/06/13. MESSENGER.G. Office of Inspector £ 
Auditor. Ip. 33645:109-33645:109. 

“8511260032 Agrees w/recommendations noted in 840605 rept on insp of Ofc of In- 
vestigation Headquarters.Efforts to obtain needed resources will be 
redoubled.although Ofc of Congressional Affairs suggests that relief not forthcoming. 
HAYES.B.B. Office of Investigation. 84/06/13. MESSENGER.G. Office of Inspector £ 
Auditor. 1 p. 33645: 1 1 0-33645: 110. 

-8511260036 Discusses Ofc of Investigations lack of staffing resources. Lifting of ceil- 
ing of 38 individuals for addition of 12 persons needed. W/o relief Ofc of Investigations 
cannot improve performance or continue to perform at current level. 

HAYES.B.B. Office of Investigation. 84/03/30. PALLADINO, GILINSKY, ROBERTS 
Commissioners. 3pp. 33645:111-33645:113. 


“8511260097 “Performance Enhancement Program," presented to Region II in Feb 
1984. 

* Florida Power £ Light Co. 84/02/29. 57pp. 33636:297-33636:352. 

“8511260103 Forwards quarterly rept re performance enhancement program, per 
840713 Itr transmitting Confirmatory Order EA-84-55. Discussion of schedular £ pro- 
grammatic concerns w/Project 5, “Training” £ viewgraphs end. 

WILLIAMS, J.W. Florida Power £ Light Co. L-85-111. 85/03/12. GRACE, J.N. Region 2, 
Office of Director. 101pp. 33636:353-33637:089. 

8511260091 Partial response to FOiA request for summaries £ evaluations of LERs 
from fuel loading to declaration of commercial operation for seven plants. Forwards 
documents listed on App A.App B documents available in PDR. 

FELTON, J.M. Division of Rules and Records. 85/10/31. SHOLLY.S.C. MHB Technical 
Associates. 5pp. 33642:307-33642:311. 

-8403300260 Forwards SALP input for facility covering Feb 1983 - Jan 1 984.Category 1 
assigned in area of mgt involvement in assuring quality. 

PERCH, R.L. Licensing Branch 2. 50-387 CAT1. 84/03/13. STAROSTECKi.R. Division 
of Project £ Resident Programs. 29pp. 33642:312-33642:340. 


“8406010412 Submits review of operating experience at Units 1 £ 2, in response to re- 
quest for support re Commission meeting. Performance of both units concluded to be 
typical of plants in early stages of operation. 

MIRAGLIA.F.J. Assistant Director for Safety Assessment. 84/05/23. EISENHUT.D.G. 
Division of Licensing (800428-851124). 329pp. 33462:341-33643:304. 


“8502050537 Documents Operating Reactors Assessment Branch review of operating 
experience during low power license period (841026-8501 17).Review of licensee oper- 
ating experience to identify causes of ESF actuations will continue. 

CRUTCHFIELD, D. Assistant Director for Safety Assessment. 85/01/29. 

E'SENHUT.D.G. Division of Licensing (800428-851124). 4pp. 33643:305-33643:308. 


“8502210230 Provides review of plant operating experience since 841026 issuance of 
low power OL,in response to Commissioner Zech requestPlant operating experience 
will be monitored £ evaluated as part of norma! assessmonl program. 

MIRAGLIA.F.J. Division of Licensing (800428-851124;. 85/02/15. STAROSTECKI.R. 
Region 1, Office of Director. Ip. 33643:312-33643:312. 


-8505030651 Updates review of operating experience from 850117-0415. Event fre- 
quency compared w/other BWRs £ PWRs.Event frequency higher than expected, but 
significantly decreased from preceeding period. Initiatives effective. 

CRUTCHFIELD.D. Assistant Director for Safety Assessment. 85/04/26. NOVAK, T.M. 
Assistant Director for Licensing. 4pp. 33643:314-33643:317. 

“8505070516 Discusses evaluation of LERs submitted during Feb 1984 - Apr 1985,in 
support of ongoing SALP review.LERs adequate. Corrective actions commensurate w/ 
problems. LERs did not involve significant event or serious challenge to safety. 
SEYFRIT.K.V. Reactor Operations Analysis Branch. 85/05/01. STAROSTECKI.R. 
Region 1, Office of Director. 4pp. 33643:318-33643:321. 


-8506050101 Forwards NRR SALP input for Feb 1984 - Apr 1985. 

CAMPAGNONE.M. Licensing Branch 2. 85/05/22. STAROSTECKI.R. Region 1, Office 
Of Director. 10pp. 33643:322-33643:331. 


“8511260043 Discusses inadequacy in staffing level.increasing staff w/11 full-time 
equivalents £ expressing Ofc of Investigations staffing levels as full-time equivalents 
rather than finite number of persons, needed for workload. 

HAYES.B.B. Office of investigation. 85/01/09. PALLADINO, ROBERTS, ASSELSTINE 
Commissioners. 17pp. 33645:114-33645:130. 

8511260054 FOIA request for qualification rept for in containment radiation monitoring 
or similar document & info re qualification of equipment.instruments or other devices 
designed to meet requirements of Reg Guide 1.97,Rev 3. 

LIEBERMAN.M.S. Zuckert, Scoutt, Rasenberger £ Johnson. 85/09/24. FELTON, J.M. 
Office of Administration. 2pp. 33642:035-33644:166. 

8511260060 Partial response to FOIA request for qualification rept for in containment 
radiation £ info re qualification of equipment, instruments or other devices under re- 
quirements of Reg Guide 1 ,97.Forwards App A documents. 

GRIMSLEY.D.H. Division of Rules and Records. 85/11/14. LIEBERMAN.M.S. Zuckert, 
Scoutt, Rasenberger & Johnson. 2pp. 33642:037-33642:176. 

“8511260063 Qualification summary for high-range containment radiation monitoring sys 
Model RD-23. 

* GA Technologies, Inc./General Atomic Co. 85/11/14. 133pp. 33642:044-33642:176. 

8511260068 FOIA request for SECY-85-150 £ applicable suppls to be placed in PDR. 
DAY P NUS Corp. CD-LIS-85-861. 85/10/09. Division ot Rules and Records. Ip. 
33637:090-33637:090. 

8511260069 FOIA request for summaries & evaluations of LERs from fuel loading to 
declaration of commercial operation for listed nuclear power plants. 

SHOLLY.S.C. MHB Technical Associates. 85/09/27. FELTON, J.M. Division of Rules 
and Records. Ip. 33642:306-33642:306. 

8511260074 Responds to FOIA request for SECY-85-150 “Final Policy Statement on 
Engineering Expertise on Shift” & suppls. SECY-85-150 available in PDR. No suppls 
exist. 

FELTON.J.M. Division of Rules and Records. 85/11/08. DAY.P. NUS Corp. Ip. 
33637:091-33637:184. 

“8505290349 SECY-85-150 Requests approval to publish end final policy statement on 
engineering expertise on shift in FR. 

DIRCKS.WJ. Office of the Executive Director for Operations. 85/04/26. 93pp. 
33637:092-33637:184. 

8511260081 FOIA request for records generated by NRC £ util on any meeting held 
during past yr re development of “integrated living schedules” for facility. 

RYAN.M.L Affiliation Not Assigned. 85/09/27. FELTON.J.M. Division of Rules and 
Records. Ip. 33636:293-33636:293. 

8511260090 Partial response to FOIA request for records generated by NRC £ util on 
any meeting held during past yr re development of “integrated living schedules” for 
facility.Forwards App A documents.Search continuing. 

GRIMSLEY.D.H. Division of Rules and Records. 85/11/12. Affiliation Not Assigned. 
3pp. 33636:294-33637:089. 


“8508020104 Updates operating experience for plant for 850415-0715. Review updates 
end 850129 £ 0426 reviews for 841026-850117 £ 8501 17-041 5, respectively. 
CRUTCHFIELD.D. Assistant Director for Safety Assessment. 85/07/25. NOVAK, T.M. 
Assistant Director for Licensing. 4pp. 33643:349-33643:352. 

—8511260139 Forwards summary of operating experience in response to request in sup- 
port of upcoming Commission meeting re facility. Frequency of events very low since 
issuance of fuel Toad license. 

HOLAHAN.G.M. Operating Reactors Assessment Branch. 85/02/08. MIRAGLIA.F.J. 
Division of Licensing (800428-851124). 3pp. 33643:309-33643:311. 

-8511260149 Forwards memo prepared by NRR £ Region I re evaluation of operating 
experience during low power license period. Licensee responsive to NRC concerns re 
frequency of events £ has taken appropriate remedial measures. 

DIRCKS.W.J. Office of the Executive Director for Operations. 85/03/20. ZECH Com- 
missioners. Ip. 33643:313-33643:313. 

—8511260163 Forwards annual SALP rept re facility for Feb 1984 - Apr 1 985.Category 1 
assigned in area of mgt involvement & control in assuring quality. 

MCCORKLE.G.W. Power Reactor Safeguards Licensing Branch (Pre 850707). 85/06/ 
05. JOYNER, J.H. Region 1, Office of Director. 2pp. 33643:332-33643:333. 

-8511260167 Recommends issuance of full power OL for facility. Licensee demonstrat- 
ed ability to operate safely & remain in conformance w/NRC requirements. 
MURLEY.T.E. Region 1, Office of Director. 85/06/06. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 3pp. 33643:334-33643:348. 

-8511260179 Recommends that Region IV request licensee to evaluate suitability of 
HPCS sys relief valve discharge piping design due to failures which occurred at La 
Salle 1 £ 2. 

HELTEMES.C.J. AEOD, Director’s Office. 85/09/16. MARTIN, R.D. Region 4, Office of 
Director. 2pp. 33643:353-33643:354. 

-8511260187 Forwards AEOD engineering evaluation rept re HPCS sys relief valve 
failures.Requests that Region IV be notified of potential for valve failures at River 
Bend 1 . 

SALAH.S. Reactor Operations Analysis Branch. 85/09/16. SEYFRIT.K.V. Reactor Op- 
erations Analysis Branch. Ip. 33643:355-33643:355. 

-8511260195 “HPCS Sys Relief Valve Failures,” engineering evaluation rept. 

* AEOD, Director’s Office. AEOD/E513. 85/09/16. 8pp. 33643:356-33644:002. 

8511260109 FOIA request for HR Denton 850627 memo to WJ Dircks referred to in 
final rule on backfitting. 

CURRAN, D. Harmon, Weiss & Jordan. 85/10/08. FELTON.J.M. Division of Rules and 
Records. 2pp. 33636:287-33636:288. 

8511260115 Responds to FOIA request for document to be placed in PDR. Document 
end £ will be placed in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 85/11/12. CURRAN, D. Harmon, 
Weiss & Jordan. 2pp. 33636:289-33636:292. 
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-8507090500 Forwards Commission naper recommending t^at proposed rulemaking on 
Unresolved Str'oiy issue A-',-'-. “SiaLon Biackou:,' ho cominjod.^-opcs-iu Itrto Nucle- 
i. ■ ur ! Gcup on Sta'.ion Biaosc-Ji aisc enol.'V. c or.c. 

DENTON, KR. Office of Nuclear Reactor Regulation, Director (pre-851125). 85/06/27. 
DIRGKS.W.J. Office of the Executive Director for Operations. 2pp. 33636:291- 
33636:292. 

8511260122 FOIA request for documents re complaints filed w/NRC between 820101 & 
85041 2,inclusive,regarding satety.QA.security & equipment concerns at plant near 
Sweetwater, TN. 

BECK.R.S. Knoxville Journal, Knoxville, TN. 85/04/12. Region 2, Office of Director. 
Ip. 33636:204-33636:204. 

8511260128 Partial response to FOIA request for documents re complaints filed w/NRC 
from 820101-850412 roga-dirc safety, GA, security & equipment concerns at 
facility.Forwards Apps A cT- 3 documortts App C withheld (ref FOIA Exemption 7). 
FELTON, J.M. Division of Rules and Records. 85/11/12. BECK.R.S. Knoxville Journal, 
Knoxville, TN. 7pp. 33636:205-33636:286. 

—8511260146 List of aHogat'ons •■oceivod during 1982 & 1985 & allegations entered into 
computer s^s during 33010 ‘ -8504 IS. Port:cns deleted. 

* Division ci Rules and Records. 55/11/ *2. ''5pp. 33636:212-33636:286. 

8511260153 Responds to FOIA request for Technical Proposal RS-RES-85-114, “Flow 
of Groundwater & Transport of Containments Through Saturated Fractured Geologic 
Media From High Level Radwaste.” Proposal available in PDR & end. 

GRIMSLEY.D.H. Division of Rules and Records. 85/11/14. NEUMAN, S.P. Arizona, 
Univ. of, Tucson, AZ. 2pp. 33642:178-33642:305. 

-8511260160 Sanitized revised proposal “Flow of Groundwater & Transport of Contami- 
nants Through Saturated Fractured Geologic Media From High Level Radwaste. 

‘ In-Situ Consulting. 85/06/30. 111pp. 33642:181-33642:305. 

8511260157 FOIA request for Proposal RS-RES-85-1 14, “Flow of Groundwater & Trans- 
port of Contaminants Through Saturated Fractured Geologic Media From High Level 
Radwaste 

NEUMAN, S.P. Arizona, Univ. of, Tucson, AZ. 85/10/23. ROBINSON, L. Division of 
Rules and Records. Ip. 33642:180-33642:180. 

8511260196 FOIA request for five categories of documents re mfgs who install sealed 
sources requiring leak testing into devices w/registered design for distribution to spe- 
cific & generally licensed recipients. 

WHITE, K.T. Affiliation Not Assigned. 85/11/03. Public Document Branch. Ip. 
33639:266-33639:266. 

8511260202 Responds to FOIA request for five categories of info re mfgs who install 
sealed sources requiring leak testing into devices w/registered designs for distribution 
to licensees. Computer printout furnishing requested info encl.W/o end. 

GRIMSLEY.D.H. Division of Rules and Records. 85/11/20. WHITE.K.T. Affiliation Not 
Assigned. Ip. 33639:267-33639:267. 

8511260206 Appeals denial of FOIA request & request for suspension of GE license 
until illegal interference w/employee freedom to communicate w/Ofc of Investigation 
investigators ceases. 

RATNER.M.G. Ratner, M.G. 85/09/27. Office of the Secretary of the Commission. 
2pp. 33639:270-33639:271. 

8511260215 Responds to appeal of denial of FOIA request.N Jensen draft handwritten 
memo partially withheld (ref FOIA Exemption 5). 

CHILK.J. Office of the Secretary of the Commission. 85/11/13. RATNER.M.G. Ratner, 
M.G. 3pp. 33639:272-33639:279. 

-8511260225 Discusses M Ratner request for Commission to issue cease & desist 
order to GE re alleged interference w/investigation at Wilmington, NC facility. 

JENSEN, N. NRC - No Detailed Affiliation Given. 85/11/13. PLAINE NRC - No De- 
tailed Affiliation Given. 5pp. 33639:275-33639:279. 

8511260232 FOIA request that transcript of ACRS Subcommittee on Grand Gulf 740118 
rooting be placed in PDR. 

PEARCE, n. Affiliation Not Assigned. 85/11/08. FELTON.J.M. Division of Rules and 
Records. Ip. 33639:268-33639:268. 

8511260240 Responds to FOIA request that transcript of ACRS Subcommittee on 
Grand Gulf 740118 meeting be placed in PDR. Transcript available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 85/11/18. PEARCE, W.R. Affiliation 
Not Assigned. Ip. 33639:269-33639:269. 

8511260247 Final response to FOIA request for documents re Performance Appraisal 
Team insp starting wk of 850301 & fire protection deficiencies.NRC has no further 
documents subj to request. 

GRIMSLEY.D.H. Division of Rules and Records. 85/11/18. BELL.N. Nuclear Informa- 
tion & Resource Service. Ip. 33639:319-33639:321. 

8511260258 FOIA request for documents re listed monthly operating repts. 

RAHEJE.P.T. Doc-Search Associates. 85/10/30. FELTON.J.M. Division of Rules and 
Records. Ip. 33636:015-33636:015. 

8511260263 Partial response to FOIA request for 23 specified monthly operation 
repts.Documents 12 & 14 listed in App A available at PDR.Remaining documents end. 
GRIMSLEY.D.H. Division of Rules and Records. 85/11/19. RATHJE.P. Doc-Search 
Associates. 2pp. 33636:016-33636:203. 

-8511260269 “Semiannual Operating Rept 73-1 for Period of 730101-0701.” 

* Connecticut Yankee Atomic Power Co. 73/07/01. 21pp. 33636:018-33636:038. 

-8511260274 “Semiannual Operating Rept 73-2 for Period of 730701- 740101.” 

* Connecticut Yankee Atomic Power Co. 74/01/01. 27pp. 33636:039-33636:065. 

-8511260279 “Semiannual Operating Rept 74-1 for Period of 740101-0630.” 

* Connecticut Yankee Atomic Power Co. 74/06/30. 58pp. 33636:066-33636:123. 

-8511260285 Monthly operating rept for Jul 1975.W/750804 !tr. 

MORRIS, M.S., HARTLEY, F.W. Connecticut Yankee Atomic Power Co. CYH-3037. 75/ 
07/31. 5pp. 33636:124-33636:128. 

-8511260292 Monthly operating rept for June 1976.W/760707 Itr. 

GIL.C.A., GRAVES.R.H. Connecticut Yankee Atomic Power Co. CYH-3336. 76/06/30. 
5pp. 33636:129-33636:133. 


-8511260300 Monthly operating rept for Jan 1978.W/780209 Itr. 

EPPINGER.R.L., GRAVES, R.H. Connecticut Yankee Atomic Power Co. CYH-78-038. 
78/01/31. VOLGENAU.E. Office of Inspection & Enforcement, Office of the Director. 
10pp. 33636:134-33636:143. 

-8511260306 Monthly operating rept for Mar 1978.W/780412 Itr. 

WONG,H.H., GRAVES, R.H. Connecticut Yankee Atomic Power Co. CYH-78-114. 78/ 
03/31. VOLGENAU.E. Office of Inspection & Enforcement, Office of the Director. 
11pp. 33636:144-33636:154. 

-8511260311 Monthly operating rept for Feb 1978.W/780307 Itr. 

WONG.H., GRAVES.R.H. Connecticut Yankee Atomic Power Co. CYH-77-067. 78/02/ 
28. VOLGENAU.E. Office of Inspection & Enforcement, Office of the Director. 10pp. 
33636:155-33636:164. 

-8511260316 Monthly operating rept for Apr 1978.W/780512 Itr. 

KOKOSZKA.C.A., GRAVES.R.H. Connecticut Yankee Atomic Power Co. CYH-78-141. 
78/04/30. VOLGENAU.E. Office of Inspection & Enforcement, Office of the Director. 
9pp. 33636:165-33636:173. 

-8511260324 Monthly operating rept for May 1978.W/780613 Itr. 

KOKOSZKA.C., GRAVES.R.H. Connecticut Yankee Atomic Power Co. CYH-78-156. 
78/05/31. VOLGENAU.E. Office of Inspection & Enforcement, Office of the Director. 
11pp. 33636:174-33636:193. 

-8511260329 Monthly operating rept for Jan 1981.W/810212 Itr. 

GRAVES.R.H. Connecticut Yankee Atomic Power Co. CYH-81-003. 81/01/31. 
STLLLO.’V Director’s Office, Office of Inspection and Enforcement. 10pp. 33636:194- 
33636:203. 

8511260346 FOIA request for Kaman Instrumentation Corp or Westinghouse documents 
re qualification for containment radiation monitoring & qualification of 
equipment.instruments or devices designed to meet requirements of Reg Guide 1.97. 
LIEBERMAN.M.S. Zuckert, Scoutt, Rasenberger & Johnson. 85/10/07. FELTON.J.M. 
Office of Administration. 2pp. 33633:175-33633:176. 

8511260350 Responds to FOIA request for Kaman Instrumentation Corp & Westing- 
house documents re qualification of in containment radiation & equipment.instruments 
or devices under Reg Guide 1.97.App A documents encl.Documents also available in 
PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 85/11/14. LIEBERMAN.M.S. Zuckert, 
Scoutt, Rasenberger & Johnson. 2pp. 33633:177-33635:097. 

-8301060390 Informs that no further action planned on Part 21 rept re calibr difficulties 
w/TMI-upgrade radioactive effluent gas monitors mfg by Kaman. Vendor notified cus- 
tomers & design upgrade proposed. 

WIGGINTON.J.E. Engineering & Technical Support Branch. 82/10/13. JOYNER, J.H. 
Region 1, Office of Director. Ip. 33633:179-33633:199. 

-8301060404 Responds to 820810 telcon re corrective actions for Part 21 rept on 
Kaman Instrumentation Model KMG-HRH (high-range gaseous effluent monitor), 
MCMILLIN.P.L. Kaman Co. KI-GEN-82-046. 82/08/19. WIGGINTON.J. Engineering & 
Technical Support Branch. 8pp. 33633:184-33633:199. 

-8511260358 “Mineral-Insulated Qualification Test Critique.” 

* Kaman Co. 84/12/11. 15pp. 33633:200-33633:214. 

-8511260363 Requests review of rept of design.mfg & qualification testing of high-range 
containment areas monitoring sys to requirements of NUREG-0737 & Reg Guide 1 .97. 
JOHNSTON, W.W. Kaman Co. MKT-GEN-85-019. 85/04/11. MURLEY.T.E. Region 1, 
Office of Director. 2pp. 33633:215-33635:009. 

-8511260374 Forwards agenda of mineral-insulated cable qualification test critique on 
841211 in Colorado Springs, CO & Rev A to “Qualification of Model KDI-1000 High- 
Range Containment Area Radiation Detector & Mineral-Insulated Cable Sys.” 
STANLEY, L.A. Kaman Co. 84/12/20. PARKER, L. Director's Office, Office of Inspec- 
tion and Enforcement. 47pp. 33635:012-33635:052. 

-8511260378 Rev A to "Qualification of Model KDI-1000 High-Range Containment Area 
Radiation Detector & Mineral-Insulated Cable Sys.” 

* Kaman Co. 84/12/20. 48pp. 33635:053-33635:096. 

-8511260383 Returns Design Qualification Rept 460036-02, Rev A, transmitted w/ 
850411 Itr.Rept transmitted w/850402 Itr will be reviewed by Vendor Program 
Branch.W/o rept. 

MARTIN, J.B. Region 5, Office of Director. 85/04/25. JOHNSTON, W.W. Kaman Co. 
Ip. 33635:097-33635:097. 

-8511260370 Extends invitation to 841211 critique of qualification of in containment ra- 
diation measuring sys in Colorado Springs, CO.Critique held to review total qualifica- 
tion plan, examine analytical & test results & provide input to final rept. 

STANLEY, L. A. Kaman Co. 84/12/05. PARKER, L. NRC - No Detailed Affiliation Given. 
2pp. 33635:010-33635:011. 

8511260440 FOIA request for SECY-85-279, "Revised Advanced Reactor Policy State- 
ment," discussed by ACRS on 851010. 

NELSON, J.M. TCP, Inc. 85/10/22. FELTON.J.M. Division of Rules and Records. Ip. 
33635:098-33635:098. 

8511260442 Responds to FOIA request for SECY-85-279, “Revised Advanced Reactor 
Policy Statement.” SECY withheld (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Rules and Records. 85/11/19. NELSON, J.M. TCP, Inc. 
Ip, 33635:099-33635:099. 

8511270015 Responds to FOIA request for 810303, “Evacuation Time Estimates for 
Plume Exposure Pathway...” & amends, updates, apps or addendums to reptForwards 
rept.No other documents located.W/o end. 

FELTON.J.M. Division of Rules and Records. 85/11/07. PALMER, D.S. Emergency 
Response Planning & Management, Inc. Ip. 33645:332-33645:332. 

8511270018 FOIA request for 810303, “Evacuation Time Estimates” & 
amends, updates, apps or addendums to rept. 

PALMER, D.S. Emergency Response Planning & Management, Inc. 85/10/18. NRC - 
No Detailed Affiliation Given. Ip. 33645:333-33645:333. 
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8S1 1270019 FOIA request for listed documents withheld (ref 10CFR2.790) from PDR file 
for use in 2.206 proceeding. 

RATNER.M.G. Ratner, M.G. 2.206. 85/08/02. FELTON, J. Division of Rules and 
Records. 2pp. 33717:259-33717:260. 

8511270020 FOIA request for documents re time spent by .J Csterberg on work per- 
formed for ACRS &. compensation for work. Voucher form for prof svcs end. 
NEERING.E.M. Barris, Sott, Denn & Driker. 85/11/07. FELTON, J.M. Division of Rules 
and Records. 5pp. 33645:326-33645:330. 

8511270021 Responds to FOIA request for 33 records re GE fa::':ty.4cp A S. colons of 
App D documents available in PDR. Attachments to App C docuncr.!« d pcnso-s of 
App D documents withheld (ref FOIA Exemption 4). 

GRIMSLEY.D.H. Division of Rules and Records. 85/11/19. RATNER.M.G. Ratner, 
M.G. 7pp. 33717:261-33717:361. 

-8511270033 Forwards response to alleged noncompliance & violations noted in Insp 
Rept 70-1113/85-02 on 8501 07-11. Supplementary info re radiation protection program 
per NRC concerns also end. 

VAUGHAN, C.M. General Electric Co. 85/07/16. STOHR,J.P. Region 2, Office of Di- 
rector. 19pp. 33717:268-33717:286. 

-8511270040 Ack receipt of 840920 Itr & safety controlled area exams sent to NRC on 
840220 & 031 3. Nuclear fuel mfg dept site specific training will be modified to familiar- 
ize trapses r'fsci'ity.RcutTe for unescorted entry provided. 

VAUGHAN. Co-'C'p.l -Metric Co. 84/11/02. GOOD.R.W. Region 2, Office of Di- 
rector. 3pp. 3371 7:287-3371 7:289. 

-8511270042 Requests extension until 850308 to respond to 850201 request for addl 
info re Insp Rept 70-1113/84-14 due to transmittal problem. 

VAUGHAN, C.M. General Electric Co. 85/02/15. STOHR.J.P. Region 2, Office of Di- 
rector. ip. 33717:290-33717:314. 

-8511270052 Forwards sanitized Safeguards Insp Rept 70-1113/83-17 on 830613-17 & 
notice of violation. Major areas inspected: nuclear mat! control pian.including exam 
procedures.records, interviews w/personnel.performance tests & observations. 
STOHR.J.P. Region 2, Office of Director. 83/07/08. LONG.J.A. General Electric Co. 
2pp. 33717:315-33717:316. 

-8511270056 Sanitized notice of violation from insp on 830613-17. 

* Region 2. Office of Director. 83/07/08. 2pp. 33717:317-33717:325. 

-8511270062 Forwards sanitized Safeguards Insp Rept 70-1113/83-20 on 830711- 

1 5. No violations or deviations noted. 

STOHR.J.P. Region 2, Office of Director. 83/08/11. LONG.J.A. General Electric Co. 
2pp. 33717:326-33717:327. 

-8511270078 Sanitized Safeguards Insp Rept 70-1113/83-20 on 830711-15. No viola- 
tions noted.Major areas inspected:verification of export shipment & 
measurements.Tabies for shipment weights end. 

BATES, J.W., MCALPINE.E.J. Region 2, Office of Director. 83/08/03. 6pp. 33717:328- 
33717:333. 

-8511270085 Forwards sanitized Safeguards Insp Rept 70-1113/83-21 on 830725-29 & 
notice of violation.Major areas inspected: nuclear matl control & accountability 
program, including procedures & records & performance tests. 

STOHR.J.P. Region 2, Office of Director. 83/08/16. LONG.J.A. Genera! Electric Co. 
2pp. 33717:334-33717:335. 

-8511270087 Sanitized notice of violation from insp on 830725-29. 

* Region 2, Office of Director. 83/08/16. Ip. 33717:336-33717:336. 

-8511270089 Sanitized Safeguards Insp Rept 70-1113/83-21 on 830725-29. Violation 
noted:failure to correctly calculate limits of error associated w/receipt of uranyl nitrate 
solution. 

RICHARDS.B.L., MCALPINE.E.J. Region 2, Office of Director. 83/08/15. 4pp. 
33717:337-33717:340. 

“8511270093 Forwards sanitized Safeguards Insp Rept 70-1113/83-22 on 830806- 
09.No violations or deviations noted. 

STOHR.J.P. Region 2, Office of Director. 83/08/30. LONG.J.A. General Electric Co. 
2pp. 33717:341-33717:342. 

-8511270094 Sanitized Safeguards Insp Rept 70-1113/83-22 on 830806-09. Major 
areas inspected:physical inventory, independent insp effort & followup on previous insp 
findings. 

LANkFORD.J.B., BATES, J.W., RICHARDS.B.L Region 2. Office of Director. 83/08/ 
31. 5pp. 33717:343-33717:347. 

-8511270096 Forwards sanitized Safeguards Insp Rept 70-1113/83-23 on 830906- 
08. No violations or deviations noted. 

STOHR.J.P. Region 2, Office of Director. 83/10/05. LONG.J.A. General Electric Co. 
2pp. 33717:348-33717:349. 

-8511270098 Sanitized Physical Security Insp Rept 70-1113/83-23 on 830906-08.No 
violations noted.Major areas inspected:review of licensee physical security plan for 
protection of SNM. 

ENNIS, J.D., MCGU1RE.D.R. Region 2. Office of Director. 83/10/04. 3pp. 33717:350- 
33717:352. 

“8511270099 Forwards sanitized Safeguards Insp Rept 70-1113/83-27 on 830913- 

16. No violations or deviations noted. 

STOHR.J.P. Region 2, Office of Director. 83/10/05. LONG.J.A. General Electric Co. 
2pp. 33717:353-33717:354. 

-8511270125 Sanitized Safeguards Insp Rept 70-1113/83-27 on 83091 3-1 6.No viola- 
tions noted.Major areas inspected:MC 85206B measurement & statistical control & fol- 
lowup on previous insp findings. Measurement data table end. 

SABADOS.J.W., MCALPINE.E.J. Region 2, Office of Director. 83/10/05. 5pp. 
33717:355-33717:359. 

-8511270130 Forwards sanitized Safeguards insp Rept 70-1113/83-30 on 831017- 
21 .No violations or deviations noted. 

STOHR.J.P. Region 2. Office of Director. 83/11/28. LONG, J. A. General Electric Co. 
2pp. 33717:360-33717:361. 


-8511270135 Sanitized Safeguards Insp Rept 70-1113/83-30 on 831 01 7-21. No non- 
compliance noted.Major areas inspected:statistical controls associated w/nuclear mat! 
control & accountability measurements. 

JONES, D.W., MCALPINE,E.J. Region 2, Office of Director. 83/11/23. 4pp. 33718:001- 
33718:004. 

“8511270138 Forwards sanitized Safeguards Insp Rept 70-1113/83-29 on 831031- 
11 08. No violations or deviations noted. 

STOHR.J.P. Region 2, Office of Director. 83/11/30. LONG.J.A. General Electric Co. 
2pp. 33718:005-33718:006. 

-8511270142 Sanitized Safeguards Insp Rept 70-1113/83-29 on 831031-1108. No non- 
compliance noted.Major areas inspected: MC 85206B measurement & statistical con- 
trols. 

CLAY.E.L., MCALPINE.E.J. Region 2, Office of Director. 83/11/29. 10pp. 33718:007- 
33718:016. 

“8511270148 Forwards sanitized Safeguards Insp Rept 70-1113/84-02 on 840206- 
10.No violations or deviations identified. 

STOHR.J.P. Region 2, Office of Director. 84/03/02. LONG.J.A. General Electric Co. 
Ip. 33718:017-33718:017. 

“8511270160 Sanitized Safeguards Insp Rept 70-1113/84-02 on 840206-10. No non- 
compliance found.Major areas inspected:MC 85206B measurements & statistical con- 
trols. 

CLAY,E.L, MCALPINE.E.J. Region 2, Office of Director. 84/02/29. 7pp. 33718:018- 
33718:024. 

“8511270164 Forwards sanitized response to items of noncompliance noted in Insp 
Rept 70-1113/84-11 on 840730-0802.Each category of receipt & shipments reviewed 
to determine if other similar conditions exist. 

VAUGHAN.C.M. General Electric Co. 84/11/15. O’REILLY, J.P. Region 2, Office of Di- 
rector. 5pp. 33718:025-33718:029. 

“8511270197 Forwards sanitized response to items of noncompliance noted in Insp 
Rept 70-1113/84-12 on 84081 2-1 6. Description of methodology re U factors used for 
MICS applications will be added to FNMCP. 

VAUGHAN.C.M. General Electric Co. 84/11/20. STOHR.J.P. Region 2, Office of Di- 
rector. 31pp. 33718:030-33718:059. 

-8511270204 Forwards sanitized further response to three violations noted in Insp Rept 
70-1113/84-14 on 841Q01-05.Correction removed from SNM accounting records as- 
sociated w/proper matl balance. 

VAUGHAN.C.M. General Electric Co. 85/03/08. STOHR.J.P. Region 2, Office of Di- 
rector. 6pp. 33718:060-33718:065. 

8511270022 Responds to FOIA request for documents re J Osterberg compensation for 
work performed for ACRS. No documents found subj to request. 

GRIMSLEY.D.H. Division of Rules and Records. 85/11/19. NEERING.E.M. Barris. 
Sott, Denn & Driker. Ip. 33645:331-33645:331. 

8511270024 FOIA request for SECY-85-120. 

PEDRO, J. NUS Corp. CD-LIS-85-889. 85/10/18. Division of Rules and Records. Ip. 
33645:313-33645:313. 

8511270026 Responds to FOIA request for SECY-85-120, “Public Availability of Data in 
NPRDS.” Forwards documentDocument also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 85/11/19. PEDRO, J. NUS Corp. Ip. 
33645:314-33645:325. 

“8405160065 Requests that NPRDS unit-specific data be withheld from public 
disclosure.Data commercially valuable to member utils in selecting & purchasing 
equipment based on historical performance. 

WILKINSON.E.P. Institute of Nuclear Power Operations. 84/02/15. DIRCKS.W.J. 
Office of the Executive Director for Operations. 8pp. 26904:288-26904:288. 

-8505020567 SECY-85-120 Advises Commission of staff position on release of NPRDS 
data to NRC. NPRDS sys is voluntary program for reporting reliability data associated 
w/numerous components in nuclear plants. 

DIRCKS.W.J. Office of the Executive Director for Operations. 85/04/05. 3pp. 
33645:315-33645:317. 

8511270031 FOIA request for procedures, rules & regulations in effect in 1973-1976 re 
radiation exposure of persons working at plant. 

KAPLAN, J.M. Karlan & Fleischer. 4814. 85/11/04. NRC - No Detailed Affiliation 
Given. Ip. 33645:289-33645:289. 

8511270036 Responds to FOIA request for procedures, rules & regulations in effect in 
1973-1976 re radiation exposure at plant.App A documents encl.Documents listed in 
App A & B also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 85/11/19. KAPLAN.J.M. Karlan & 
Fleischer. 3pp. 33645:290-33645:312. 

“8109080492 Reg Guide 8.14, Revision 1, “Personnel Neutron Dosimeters." 

* Office of Standards Development, Director. 77/08/31. 15pp. 33645:290-33645:292. 


GEN TEC IS GENERIC TECHNICAL ISSUES 

8510080455 Provides add! info re valves in ESF sys which failed to satisfy NRC review 
guidance for Generic Item B-24,per 831205 Itr.No mods necessary. Related 
drawings.including one oversize drawing, end. 

ZIMMERMAN.S.R. Carolina Power & Light Co. NLS-85-298. 85/10/02. VARGA, S.A. 
Operating Reactors Branch 1 . 9pp. 33042:358-33042:359. 

8511010391 NUREG/CR-4253 REVIEW OF TRAC CALCULATIONS FOR CALVERT 
CLIFFS PTS STUDY. 

JO.J.H. Brookhaven National Laboratory. FIN A-3266. BNL-NUREG-51887. 85/04/30. 
Division of Accident Evaluation. 114pp. 33300:231-33300:340. 

8511040248 Forwards reviews of Integrated Safety Assessment Program Topic 1.45, 
“Sys Interactions,” including discussion of safety objective & evaluation of plant 
design, per 85Q517 commitmentTopic provides status of USI A-17. 

OPEKA.J.F., MROCZKA.EJ. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). OPEKA.J.F. Northeast Utilities. B11804. 85/10/22. GRIMES, C.l. Systematic 
Evaluation Program Branch. 5pp. 33297:123-33297:127. 
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8511040293 Forwards “Containment Recirculation Sump Evaluation,” based on metho- 
dolgy presented by NRC during 850918 meeting. Integrated Design Insp Item D2.3-1 
closed.List of meeting attendees also end. 

ZIMMERMAN, S.R. Carolina Power & Light Co. NLS-85-384. 85/10/25. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director (pre-851125). Ip. 33296:001- 
33296:026. 

-8511040297 “Containment Recirculation Sump Evaluation.” 

* Carolina Power & Light Co. 85/10/25. 25pp. 33296:002-33296:026. 

8511040303 Summarizes ACRS 294th meeting on 841011-13 to review final rule on 
analysis of potential pressurized thermal shock events & required experience level for 
reactor operators. Future agenda & subcommittee activities listed. 

EBERSOLE.J.C. ACRS - Advisory Committee on Reactor Safeguards. 84/10/29. 
PALLADINO.N.J. Commissioners. 3pp. 33336:300-33336:302. 

8511040319 Forwards reviews of Integrated Safety Assessment Program Topics 1.43 re 
water hammer, 1.44 re asymmetric blowdown loads on reactor sys & 1.48 re safety 
factor for Penetration X-10A, 

OPEKA.J.F., MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). OPEKA.J.F. Northeast Utilities. B11805. 85/10/23. GRIMES.C.I. Systematic 
Evaluation Program Branch. 1 3pp. 33296:068-33296:080. 

8511040425 Summarizes ACRS 280th meeting on 840510-12 w/NRC Seismic Qualifica- 
tion Utils Group & Senior Seismic Review & Advisory Panel re status of USI-46 con- 
cerning seismic qualification of equipment in operating plants. 

EBERSOLE.J.C. ACRS - Advisory Committee on Reactor Safeguards. 84/05/29. 
PALLADJNO.NJ. Commissioners. 3pp. 33309:284-33309:286. 

8511050075 Discusses Rev 2 to SER re heavy load handling inside containment. Info no 
longer required based on Generic Ltr 85-11. Util already provided info required by Ge- 
neric Ltr 81-07. 

STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 4410-85-L- 
0211. 85/10/31. TRAVERS.W.D. TMI Program Office. 4pp. 33318:192-33318:195. 

8511060130 Forwards safety evaluation re response to 801222 generic ltr concerning 
control of heavy loads.Based on NRC & Franklin Research Ctr review, guidelines of 
NUREG-061 2, Sections 5.1.1 & 5.3 satisfied. Issue resolved. 

ZWOLINSKI.J.A. Operating Reactors Branch 5. LS05-85-1 1-008. 85/11704. 

BASKIN, K. Southern California Edison Co. 3pp. 33346:019-33346:053. 

-8511060134 Safety evaluation supporting Phase 1 for control of heavy loads per util 
listed responses to 801222 generic ltr requesting degree of compliance w/NUREG- 
0612, “Control of Heavy Loads at Nuclear Power Plants." 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/04. 2pp. 
33346:022-33346:023. 

“8502070293 TER-C5506-392 “Control of Heavy Loads (C-10) San Onofre Nuclear 
Generating Station Unit 1 ," technical evaluation rept. 

BOMBERGER.C., AHMED.N. ARVIN/CALSPAN Advanced Technology Center. MRC- 
03-81-130. TAC 08082. 85/01/31. SINGH, A. NRC - No Detailed Affiliation Given. 
30pp. 33346:024-33346:053. 

8511060389 Summary of 850827-28 working meeting of EPRI/NRC project & task man- 
agers re listed generic safety issues impacting EPR I /industry advanced LWR require- 
ments document.Agenda & summary of remaining & forecasted issues end. 

MORAN, D.H. Standardization & Special Projects Branch. 85/10/15. THOMAS.C.O. 
Standardization & Special Projects Branch. 14pp. 33369:348-33369:361. 

8511060451 Forwards responses to Commissioners Asselstine.Bernthal, Roberts & 
Zech questions re USI A-44, “Station Blackout" 

DIRCKS.WJ. Office of the Executive Director for Operations. 85/11/01. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. 64pp. 33587:079-33587:142. 

8511110039 Forwards Rev 2 to “Seabrook Station Response to NRC Generic Request 
for Addl Info re NUREG-061 2, ’Control of Heavy Loads,’” per NRC 850404 Request 
for Addl Info 410.56. 

DEVINCENTIS.J. Public Service Co. of New Hampshire. SBN-887. 85/10/31. 
KNIGHTON, G.W. Licensing Branch 3. 2pp. 33413:001-33413:209. 

“8511110046 Rev 2 to “Seabrook Station Response to NRC Generic Request for Addl 
Info re NUREG-061 2, ’Control of Heavy Loads.”’ 

* United Engineers & Constructors, Inc. (subs, of Raytheon Co.). 85/10/31. 220pp. 
33413:003-33413:209. 

8511110043 Forwards addl info on canister handling bridge shield collar design & 
test.per NRC 851029 request.Shield collars should not be considered as heavy loads 
in context of NUREG-061 2. 

STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 4410-85-L- 
0222. 85/11/05. TRAVERS.W.D. TMI Program Office. 4pp. 33386:032-33386:035. 

8511120133 Comments on draft NUREG-1032, “Evaluation of Station Blackout Acci- 
dents at Nuclear Power Plants.” Potentially expensive backfits for station blackout 
event cannot be justified. 

SH1FFERJ.D. Pacific Gas & Electric Co. DCL-85-339. 85/11/05. DENTON, H.R. Office 
of Nuclear Reactor Regulation, Director (pre-851125). 2pp. 33413:321-33413:322. 

8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1984.App A documents available in PDR.Apps 
B & C documents partially & completely withheld, respectively, (ref Exemption 5). 
FELTON, J.M. Division of Rules and Records. 85/10/17. GILINSKY.V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

“8308290073 Forwards excerpts from SER (NUREG-0517),in response to 830720 re- 
quest for info re basis for interim resolution of ATWS issues at time unit licensed. 
DIRCKS.WJ. Office of the Executive Director for Operations. 83/08/17. 
ASSELSTINE J. Commissioners. 6pp. 33541:001-33541:224. 

8511130328 Forwards addl info to clarify NRC concerns re NUREG-061 2, Phase I con- 
trol of heavy loads, per 851022 request 

WAREMBOURG.D.W. Public Service Co. of Colorado. P-85387. 85/11/05. 

BUTCHER, EJ. Operating Reactors Branch 3. 3pp. 33437:323-33437:325. 

8511130366 Forwards comments on draft NUREG-1032, “Evaluation of Station Black- 
out Accidents at Nuclear Power Plants." Conservative assumptions elevate issue to 
unjustifiable level of concern. 

SORENSEN, G.C. Washington Public Power Supply System. G03-85-654. 85/11/08. 
KNIEL.K. Division of Safety Technology (800428-851124). 3pp. 33435:140-33435:142. 


8511180100 Forwards comments on draft NUREG-1030, “Seismic Qualification of 
Equipment in Operating Nuclear Plants" & regulatory analysis for proposed resolution 
of USI A-48. Clarification urged. 

SMITH, N.P. Seismic Qualification Utility Group. 85/11/12. KNIEL.K. Division of Safety 
Technology (800428-851124). 13pp. 33493:182-33493:194. 

8511180278 Forwards addendum to Rev 2 to control of heavy loads study. Addendum 
adds variable test weight used to calibr refueling platform interlocks. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. PY-CEI/NRR-0381. 85/11/12. 
YOUNGBLOOD, B.J. Licensing Branch 1. 6pp. 33493:206-33493:214. 

8511180760 Summary of 851011 briefing by DOE & Rockwell Inti re proposed approach 
for handling heavy loads in sodium advanced fast reactor project,per NUREG-0554 & 
NUREG-061 2. 

ALLEN, C.L. Division of Safety Technology (800428-851124). 85/10/30. SPEIS.T.P. Di- 
vision of Safety Technology (800428-851124). 5pp. 33503:140-33503:144. 

8511190326 Responds to 850904 request for comments re NUREG-1030, “Seismic 
Qualification of Equipment in Operating Nuclear Power Plants, USI A-46 Draft Rept for 
Comment" & “Regulatory Analysis for Proposed Resolution of USI A-46....” 

BRITT, R.W. Wisconsin Electric Power Co. VPNPD-85-519. 85/11/14. KNIEL.K. Divi- 
sion of Safety Technology (800428-851124). 4pp. 33515:340-33515:343. 

8511190341 Withdraws 840131 commitment to include requirements to prohibit handling 
of heavy loads over irradiated fuel in Tech Specs, per NUREG-061 2.Error in 850211 
control of heavy loads technical evaluation rept also clarified. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). JPN-85-84. 85/11/15. VASSALLO.D.B. Operating Reactors Branch 2. 2pp. 
3351 5:221 -3351 5:222. 

8511190395 Forwards comments on draft NUREG-1030 & regulatory analysis support- 
ing Nuclear Util Group on Equipment Qualification proposed resolution of USI A-46, 
“Seismic Qualification of Equipment in Operating Nuclear Power Plants." 

REYNOLDS, N.S. Nuclear Utility Group on Equipment Qualification, 85/11/15. 
KN1EL.K. Division of Safety Technology (800428-851124). 13pp. 33515:093- 
33515:105. 

8511190401 Forwards preliminary case study rept, “Effects of Ambient Temp on Elec- 
tronic Equipment in Safety-Related....’’ Rept initiated by 840604 event re total loss of 
control area ventilation sys at plant.Comments requested within 30 days. 
HELTEMES.C.J. AEOD, Director’s Office. 85/11/06. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). TAYLOR, J.M. Director’s Office, Office of 
Inspection and Enforcement. MINOGUE.R.B. Office of Nuclear Regulatory Research, 
Director. 2pp. 33532:001-33532:083. 

“8511190519 Forwards preliminary case study rept, “Effects of Ambient Temp on Elec- 
tronic Equipment in Safety-Related...," for review.Rept initiated by 840604 event re 
total loss of control area ventilation sys. 

HELTEMES.C.J. AEOD, Director’s Office. 85/11/06. TUCKER.H. Duke Power Co. 
2pp. 33532:003-33532:004. 

-8511190524 Forwards preliminary case study rept, “Effects of Ambient Temp on Elec- 
tronic Equipment in Safety-Related...,” for review.Rept initiated by 840604 event re 
total loss of control area ventilation sys. 

HELTEMES.C.J. AEOD, Director’s Office. 85/11/06. ROSSIN.D. Nuclear Safety Analy- 
sis Center. 2pp. 33532:005-33532:006. 

-8511190530 Forwards preliminary case study rept, “Effects of Ambient Temp on Elec- 
tronic Equipment in Safety-Related...,” for review.Rept initiated by 840406 event re 
total loss of control area ventilation sys. 

HELTEMES,C.J. AEOD, Director’s Office. 85/11/06. PATE.Z.T. Institute of Nuclear 
Power Operations. 2pp. 33532:007-33532:008. 

-8511190535 Preliminary case study rept, “Effects of Ambient Temp on Electronic 
Equipment in Safety-Related Instrumentation & Control Sys." 

CHIRAMAL.M. Reactor Operations Analysis Branch. 85/11/30. 75pp. 33532:009- 
33532:083. 

8511210037 Responds to FOIA request for documents re cost estimates of backfits to 
operating plants.Forwards App A documents. App A & B documents available in 
PDR.App C documents partially or entirely withheld (ref FOIA Exemption 5). 

FELTON J.M. Division of Rules and Records. 85/10/22. BELL.N. Nuclear Information 
& Resource Service. 8pp. 33579:082-33579:089. 

-8511210098 Forwards final rept for Issue A-48.Mintmal revs made due to lack of clear 
need for updating.Ana!ysis on Issue 24 being held up in anticipation of more 
info. Listed items awaiting comments before further work done. 

ANDREWS, W.B. Battelle Memorial Institute, Pacific Northwest Laboratories. 84/04/ 
06. MILSTEAD.W.C. Division of Safety Technology (800428-851124). Ip. 33579:106- 
33579:106, 

-8212070135 Forwards issue summary sheets for “Reactor Coolant Pump Seal Fail- 
ures," "Containment Emergency Sump Performance," “Loads, Loads Combinations & 
Stress Limits” & "Improved Reliability of Target Rock Safety Relief Valves." W/o end. 
ANDREWS.W.B. Battelle Memorial Institute, Pacific Northwest Laboratories. 82/12/ 
03. MILSTEAD.W. Division of Safety Technology (800428-851124), Ip. 33579:090- 
33579:090. 

-8302140070 Forwards first final draft repts of Suppl 2 re Task A-45, “Shutdown DHR 
Requirements." W/o end. 

ANDREWS.W.B. Battelle Memorial Institute, Pacific Northwest Laboratories. 83/02/ 
09. MILSTEAD.W.C. Division of Safety Technology (800428-851124). Ip. 33579:091- 
33579:091. 

-8511210068 Forwards Suppl 2 final draft repts for Issues A-29.A-44, A-49,I.A.2.6(4) & 
II.J.3.1.Status of remaining issues listed. 

ANDREWS.W.B. Battelle Memorial Institute, Pacific Northwest Laboratories. 83/03/ 
18. MILSTEAD.W.C. Division of Safety Technology (800428-851124). 12pp. 
33579:092-33579:103. 

-8212070135 Forwards issue summary sheets for “Reactor Coolant Pump Seal Fail- 
ures," “Containment Emergency Sump Performance,” “Loads, Loads Combinations & 
Stress Limits" & “Improved Reliability of Target Rock Safety Relief Valves." W/o end. 
ANDREWS.W.B. Battelle Memorial Institute, Pacific Northwest Laboratories, 82/12/ 
03. MILSTEAD.W. Division of Safety Technology (800428-851124). Ip. 33579:090- 
33579:090. 
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--SS112101C2 Fz-ftz:zi 2:i: = Gt-c chart ccmments on regulatory impact anal- 

j ss ‘rr „S A-43 E-e'c®-.:, S_~o Performance." Major "focus on cost 

:• =7:g= ? = A.-s’.sTsI "V23. MURLEY.T.E. Regional Oper- 
ates i 3 eyerie Pec» rements. 3pp. 33573:1 07-33579:1 15. 

— 35112100S4 Fctas/cs vnai draft of A-4? & craft issues 73 & B*59.Status rept inadvert- 
c~cy or Tec "ct ^cntr-.v rept also enci. Status of remaining issues !isted.W/o ends. 
ANDREWS, W5. Sattefe Memcriai institute, Pacific Northwest Laboratories. 83/08/ 
2c. M.lSTE-^.’.V.C, Divsicn of Safety Technology (800428-851124). Ip. 33579:105- 


-£2C323:522 Sup; 



Tai craft repts for Generic Technical Issues A-18.A-1 & TMI 
i S T.D.2.5. W/o repts for issue A-18 & TMI Items i.D.3,II.E.6 & 

i® Memorial institute, Pacific Northwest Laboratories. 83/03/ 
Division of Safety Technology (800428-851124). 12pp. 


3511250163 Provides revs to commitments in response to 850628 Generic Ltr 85-11 on 
NUREG-0612 re control of heavy loads. Installation of rail stops for intake gantry 
crane unnecessary. 

WESTAFER.G.R. Florida Power Corp. (subs, of Flchrfr. n -nrrmr: Go o.), 3F1 185-20. 
85/1 1/19. DENTON.H.R. Office of Nuclear Reactor Liv : v . (pre-85 11 25) 
2pp. 33592:296-33592:297. 

8511260115 Responds to FOIA request for document to be placed in PDR. Document 
end & will be placed in PDR. 

GR1MSLEY.D.H. Division of Rules and Records. 85/11/12. CURRAN, D. Harmon 
Weiss & Jordan. 2pp. 33636:289-33636:292. 

-8507090500 Forwards Commission paper recommending that proposed rulemaking on 
Unresolved Safety Issue A-44, “Station Blackout," be continued. Proposed ltr to Nucle- 
ar Util Group on Station Blackout also encl.W/o end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-85 1 125). 85/06/27. 
DIRCKS.WJ. Office of the Executive Director for Operations. 2pp 33636-291- 


-8212070135 ~z~*z’zs '*£»£ su — a- sheets for “Reactor Coolant Pump Seal Fail- 
-ras, “Gcntanme— . S-tc Performance,” “Loads, Loads Combinations & 

Stress -m.:ts ’ & “ "Z’z.sz Pe. ac .z ; z l Target Rock Safety Relief Valves.” W/o end. 
ANDREWS, W. 5. Barte/e Memorial Institute, Pacific Northwest Laboratories. 82/12/ 
:s. VtoS~EAD,vV. Division of Safety Technology (800428-851124). Ip. 33579:090- 


“3511210068 regards Scppi 2 final craft repts for issues A-29.A-44, A-49,I.A.2.6(4) & 
- - * Status r remaining issues listed. 

S.w =. Sattelle Memorial institute. Pacific Northwest Laboratories. 83/03/ 
> A.C. Division of Safety Technology (800428-851124). 12pp. 


8511260218 Forwards revised response to 820121 submittal on NUREG-0612, "Control 
of Heavy Loads.” Info based on analysis performed by Impel! confirming ihat.subi to 
'iff height mstnefens, support structures would not fail. 

' -G,R.L. Omaha Puolic Power District. LIC-85-411. 85/11/14. BUTCHER E J 

Operating Reactors Branch 3. 62pp. 33607:306-33608:192 


8511270034 Staff requirements memo re 851114 discussion of proposed station black- 
out rule (SECY-85-1 63).Commission should be informed as to whether CRGR has sig- 
nificant technical reservations re proposed rule. 

of the Secretary of the Commission. M851114A. 85/11/22. 
oo5ta S, ' /V,J ' c - )ff,ce °f the Executive Director for Operations. Ip. 33646:045- 


“351 1210225 ^norwards Cost Ar.a : /s.s 3:c_p “Review of Cost Analysis Contained in 
IlLTT^Tf. I~r ; '5: 'if.'-’ 8 ’ Design Criteria,”’ in response to 840905 

R ARIF! ELD. R .A". Division of Budge: & Analysis. 84/09/14. MINNERS.W. Safety Pro- 
gram evaluation Branch. Ip. 2255::2‘ 5-33560:2' 5. 

-351 *21 2228 j ‘ -‘Cost Analysis Contained In Regulatory Analysis for USI A-40, 

' D:v:s:cn o: Buccet & Analysis. 84/C9/30. 5pp. 33580:217-33580:221. 

-05; '2* 0054 r :-A=:ds Suppl 3 final draft repts re !,D.5(3,4 & 5), III.D.3.2 & USI A- 
7: z ■ r '= :s S4es !:s:ed. W/o ends. 

.Rfhe.e Merer a, rstitute, Pacific Northwest Laboratories. 83/05/ 
s g R7 J a -^--“- — -•"s-cr c: Sara?; Technology (800428-851124). Ip. 33579:104- 

“tfj 1 ?.! 020 ! 3 l CUp ‘‘ Re _ v ' ew & Comment on Regulatory Analy- 

~echno^o^ SPEiSJ.P. Division of Safety 

^atilrfdleu z~a- r ” r:2 -V s:s ror DSi A-46, ’Seismic Quali- 

uiv:sicn c - -ege: & Ara.vS:$. 3-.- 27. 31. Gpp. 33580:122-33580:124. 

~SS 4 *210034 -p‘«vi s rmal draft of A-47 & drsT issues 73 £ E-55 8*a-s -n-* 
rurj = c r; r ^r, ": r r re P* also end. S:a:_s cf remaining rssuc-p /®:ec.v/.’c"'.m.cs 
tIDT/'L—Jt’, s c W s ^ j:c ' r ^ciric Northwest Laboratories. 83/08/ 

325'5-':5 ’ ^ w " V '“'° n wf c ‘ ; ' • SC' r '.C.cgy :cCk.4£5-S5-l24;. Ip. 33579:105- 




discussion 


11 3pp. 33555:1 =4-S3555“267.‘ 


85!*2J032C Disagrees w/util 851031 position that response to NRC 851018 reouest w 

8511220060 Comments cn d^aft NL‘RE3- 4 032 # r- • 

:• \.cear ^esotor Reguatcn, Hresar' (preT85112“s)'. Ipp. 33568l279.33568;280 OfflCe 

loads oan b» bandied 

M5& =i? ' S - Genera: S “- -s ^ OTU&rvioe&^ip. aS583:350- 

2 10 Util prosram ,or 

33583:35ll335S3;356. °«CIor (pre-851125). 85/11/15. 6pp. 

“nKmo intoi^SSon^Td^er 8 ^^ DC on 

blacky enti! Feb ig^tSARC r^uest ° n SECY ' as -^ re station 

8S/11/1S - =f 

“SNSKffSSSttt of ^ ulpment ip 

HUhSwj^T*” ' u "TA not siSeptibte to sS? daXf resolullon of USi 

Technology’ {80Q428^2 4 ^m. 335P° f ’n'l ^o(.! '% KNIEI - K - DMsion of Safety 


S&E INSPECTION AND ENFORCEMENT 

S5 enc| 5 ° 539 1E Bul,etin 85 ' 001 - “Steam Binding of Auxiliary Feedwater Pumps." Svc list 

TAYLOR,J:M. Director’s Office, Office of Inspection nnri Frfrrcomrni 85/10/29 Con- 
solidated Edison Co. of New York, Inc. 139pp. ■>,-/ 

85 enc| 5 ° 543 IE lnf ° Notice 85 ' 083 - “Potential Failures of GE PK-2 Test Blocks," Svc list 

V. L : . ? j ,Y!, s: °!l of Emergency Preparedness & Engineering Response (Post 
33358*138 ’’ ‘ ' X Conso,ldatGd irG!SOi1 Ca of New York, me. iJOpp 33358:003- 

85 enc| 5 ° 546 IE lnf ° Notice 85 ' 084 - “Inadequate Inservice Testing of MSIVs." Svc list 

Pre Pa red n e ss & Engineering Response (Post 
33357*336 85/10/30 ’ Conso,ldated Ed, son Co. of New York, Inc. 137pp. 33357:200- 

35 sffe 9 tS°qpii^ ^t N ^ ,Ce 85 c° 8 ,?’ “ S ys fnteraction Event Resulting in Redactor Sys 
fet f enc| R f V Openmg Following Fire Protection Deluge Sys Malfunction." Svc 

8301 K Pre P arednes s & Engineering Response (Post 
33357fl99 85/10/31 ‘ Conso,,dated Ed,son Co - of Now York, Inc. 135pp. 33357: 063- 

88 ttons^. ” ^Svc ' nst^nc^L 0t ' Ce 85 '° 86 ’ “ Li9htning StrikeS at Nuc,ear Powor Generating Sta- 

830l?3l N ‘ft^/i?/r!I i0 n, 0f El ! ,e ;9® n t 9y. Pr ®paredness & Engineering Response (Post 
33385 3 335 85/11/ ° 5 ' Consol,dated Ed,son Co. of New York, Inc. 139pp. 33385; 198 

85 Jled 1 ioss^r load^test , 8 na^ ° 24 . re acto r tripped from 80% power during schod- 
termine cause 0 M^^ S &^oldow'n^RCS?^*^ t, rGquested assistanG ® from C-'E to do- 
33287:276* Z,MMERMAN - R - Re 9« on 8 , Office of Director. 85/10/25. Ip. 33287:276- 

^o/ ^3 2 nnmrfli"!lo^'°^ :0n 8510l8,reactor shut down due to unidentified RCS leak 
leak. Ranto^^^standby lor 72 e h t,9at ' 0n Pf ° bably Caused ^ RHR va.vopfck!^ 
33294388^ ' DANCE ' K Regl ° n 2 ’ 0ffiCe of Director . 85/10/21. Ip. 33294:188- 

85 down°fo 5 r 2 ap^ox ^f^dayTto^eoalr’bQo^sfial' h 6 rT' VeCi tha J reactor wi " ^ shut 
^.rbineRegion II will conduct routine followup. betweGn cond ®nser & low pressure 

33297:108. ’ ” ELR0D,S> Re 9»on 2, Office of Director. 85/10/21. Ip. 33297:108- 

viduaf sfatir^^yn'^mite 3 wouW t^nsported^nto ff ° m un, ' dentifiGd »ndii^ 

33295:286 ’ MCGUIRE ’ D ' Re S*on 2, Office of Director. 85/10/21. Ip. 33295:288- 

85 aVty 0 in°S^ “ ion * '^Position of civil pen- 

|«We generator oreSure channeS d ^ ° n m °P Grab,G root valves causing 

ment. 85/10/24' lp.‘ asig&o&i^^OSi! 0fflCe ’ 0ff ' Ce ° f lnspection and Enforce- 

332^ -060^ ’ BR0WNLEE ’ V - Re 9»on 2, Office of Director. 85/10/24. 2pp. 33296:069-. 

ed worket threatening 1 to ' blow 5 from recent| y terminal- 
1500115 found gentry laborer assigned to turbin ™ bide 

33296:176.” ,R E.D-R. Region 2, Office of Director. 85/10/23. Ip. 33296:1 76 
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8511040340 PNO-ll-85-101:on 851024,Siemens Gammatron 3 teletherapy 

unit,containing approx 4,000 Ci Co-60,could not be returned to shielded 
position.Cause undetermined.Treatment room sealed.Nurses film badges mailed to 
supplier for evaluation. 

BROWN.R., POTTER.J. Region 2, Office of Director. 85/10/25. Ip. 33296:361- 
33296:361. 

8511040381 PNO-ll-85-095:on 851011, unit shut down following failure of one emergen- 
cy diesel generator to pass routine checks while down for maint.Restart procedures 
unaervay.F'SJons & two cylinders replaced.Post-repair review & testing completed. 
BURGER.C., ELROD, S. Region 2, Office of Director. 85/10/15. 2pp. 33297:279- 
33297:280. 

8511050072 PNO-IV-85-055:on 851031 .initial criticality achieved. Criticality occurred at 
predicted point in rod withdrawal sequence. 

JAUDON.J.P. Region 4, Office of Director. 85/10/31. Ip. 33320:079-33320:079. 

8511050134 PNO-lll-85-093:on 851029,reactor tripped on spurious low flow signal in pri- 
mary sys.Unit will remain shut down until licensee investigation completed & NRC 
concurs w/findings. Special insp team dispatched.State of Ml will be notified, 
r rHi./.-V., Cr-RISSOTi'/'OS.M. Region 3, Office of Director. 85/10/29. Ip. 33328:134- 
33328:134. 

8511050220 PNO-l-85-083:on 851 031 .unmonitored release of 1,600 gallons radioactive 
water from Unit 1 boric acid holding tank occurred.Caused by personnel error.Leak 
isolated & sewers monitored. Unit 2 worker contaminated on shoe. 

TROSKCSK',3., ME V ER,G. Region 1, Office of Director. 85/10/31. Ip. 33327:279- 
333 27:279. 

8511050222 PNO-V-85-073:on 851029,13.8 kV bus S03 feeder breaker to 13.8 kV bus 
SOI tripped open on generation of electrical fault, damaging portion of bus bar.Cause 
unknown. Plant entered cold shutdown. Investigation continuing. 

MILLER.L., ZIMMERMAN.R. Region 5, Office of Director. 85/10/31. Ip. 33328:253- 
33328:253. 

8511050261 PNO-V-85-074:on 851 030, cold shutdown occurred.Caused by condenser 
tube leak.Leak location not determined. Plans to drain & refill steam generators under- 
way. 

PEREIRA.D., MENDONCA.M. Region 5, Office of Director. 85/10/31. Ip. 33328:183- 
33328:183. 

8511060122 EN-85-037A:on 851104,order imposing civil penalty in amount of $250 
issued to American Can Co based on unauthorized transfer of gauge & possible harm 
which could result to individual coming in contact w/ missing gauge. 

FLACK, E., AXELRAD.J. Director's Office, Office of Inspection and Enforcement. 85/ 
11/04. Ip. 33345:347-33345:347. 

8511110061 PNO-lll-85-093B:on 851 029, reactor trip breaker & associated undervoltage 
trip actuatmg device failed.Breaker mods expected to be completed on 851105.Ele- 
ments e* conlirmaiorv action Itr met except for cause of device failure. 

-iFHL.C, CHRISSCT !MOS,N . Region 3, Office of Director. 85/11/04. Ip. 33397:151- 
33397:151. 

8511110066 PNO-ll-85-102:crack-like indications discovered on surface of cross assem- 
bly which ties 24-inch discharge piping of recirculation pump to jet pump 16-inch ring 
supply header. Util & Nutech performing evaluation. 

CARROLL, R., CROWLEY, B.R. Region 2, Office of Director. 85/10/31. 2pp. 
33386:038-33386:039. 

8511110107 PNO-l-85-085:on 851106,fire protection deluge sys in cable tunnel auto- 
matically actuated.Smoke smelled at scene.Sys isolated after 10 minutes of 
operation.Visual insp of cable tunnel revealed no apparent damage. 

HUDSON, S., COLLINS, S. Region 1, Office of Director. 85/11/06. Ip. 33386:079- 
33386:079. 

8511110132 PNO-l-85-084:on 851 101 .plant scrammed from 100% power due to loss of 
instrument air & failure of feed regulator valves to lockup, Licensee will install correct 
cable to one dc emergency isolation valve. 

HUDSON.S., COLLINS, S. Region 1, Office of Director. 85/11/04. Ip. 33394:324- 
33394:324. 

8511110144 EN-85-076:on 851 107, notice of violation & proposed imposition of civil pen- 
alty in amount of $500 will be issued to licensee.Action based on use of licensed matl 
by technically unqualified individuals. 

ROBINSON, P., AXELRAD.J. Director’s Office, Office of Inspection and Enforcement. 
85/11/04. Ip. 33385:355-33385:355. 

8511110252 PNO-ll-85-1Q3:on 851 101, DOE notified Region II of disappearance of two 
radioactive matls shipping packages & leak detection kit used in display during trans- 
portation conference. Disappearance caused by theft of van. 

BARF K. Region 2, Office of Director. 85/11/01. 2pp. 33396:006-33396:007. 

8511110287 PNO-V-85-075:on 851102,plant attained criticality & commenced power op- 
eration on 8511Q3.Plant has been shut down since 851002 due to loss of main feed- 
water event. 

ECKHARDT.J,, MILLER.L Region 5, Office of Director. 85/11/04. Ip. 33386:241- 
33386:241. 

8511120025 PNO-l-85-085A:on 851 106, licensee secured from unusual event declared 
due to automatic actuation of cable tunnel deluge sys.Caused by faulty printed circuit 
card.Ground on nonvital bus damaged by deluge sys corrected. 

HUDSON.S., COLLINS, S. Region 1, Office of Director. 85/11/07. Ip. 33416:045- 
33416:045. 

8511130166 PNO-ll-85-104:on 851 1 05, operations at sites shut down due to flooding of 
equalization ponds, containing radioactive matl concentrations.Security surveillance 
doubled.Controls initiated to assure process liquid waste not released. 

KAHLE.J., CLINE, W. Region 2, Office of Director. 85/11/05. 2pp. 33425:109- 
33425:110. 

6511130216 PNO-l!-85-105:on 851 106, while removing core internals upper guide 
structure, one lifting rig attachment failed.Refueling operations halted w/structure in 
apparently stable position. NSSS vendor being contacted. 

GUENTHER, S. f ELROD, S.A. Region 2, Office of Director. 85/11/06. Ip. 33427:230- 
33427:230. 


8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1 984.App A documents available in PDR.Apps 
B & C documents partially & completely withheld, respectively, (ref Exemption 5). 
FELTON, J.M. Division of Rules and Records. 85/10/17. GILINSKY.V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

-8511180215 PNO-!l-83-065:licensee informed area media that util will shut down unit 
by 830906 to conduct pipe crack insps.lnsps previously scheduled for 831111 refuel- 
ing outage. 

BUTCHER, R„ CONTRELL.F. Region 2, Office of Director. 83/08/19. Ip. 33536:021- 
33536:021. 

8511130308 PNO-l-85-086: Nuclear Pharmacyjnc delivery drivers threatened to call 
strike during wk of 851111 at Philadelphia pharmacy. Licensee mgt & drivers 
negotiating.Mgt believes no agreement will occur to prevent strike. 

DAVIS, J., KINNEMAN.J. Region 1, Office of Director. 85/11/07. Ip. 33436:346- 
33436:346. 

8511130441 IE Bulletin 85-003, "Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings." Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, Inc. 138pp. 33713:253-33714:031. 

8511140081 PNO-lll-85-Q94:on 851 107, bypass reactor trip breaker B failed to operate 
during performance of tests per IE Bulletin 85-002.Cause not stated.Plant restored to 
condition in which both main reactor trip breakers operable. 

JACKIW.N., CHRISSOT1MOS.N. Region 3, Office of Director. IEB-85-002. 85/11/07. 
Ip. 33449:063-33449:063. 

8511140097 PNO-lll-85-093C:on 851 106, licensee submitted request for restart 
con currence.per 851030 confirmatory action Itr.lnsp & testing of reactor trip breakers 
completed.Faiied breakers shipped to vendors for testing & evaluation. 

HEHL.C., CHRISSOTIMOS.N. Region 3, Office of Director. 85/11/07. Ip. 33449:265- 
33449:265. 

8511140166 EN-85-077:on 851 108, notice of violation & proposed imposition of civil pen- 
alty in amount of $37,500 will be issued to util based on violation involving failure to 
maintain adequate control over security badge sys. 

ROBINSON, P., AXELRAD.J. Director’s Office, Office of Inspection and Enforcement. 
85/11/05. Ip. 33449:104-33449:104. 

8511150089 Suppl 1 to IE Info Notice 85-058, "Failure of GE Type AK-2-25 Reactor 
Trip Breaker." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 134pp. 33713:123- 
33713:25 2. 

8511150098 IE Info Notice 85-087, "Hazards of Inerting Atmospheres." Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 70pp. 33630:310- 
33631:017. 


8511150107 IE Info Notice 85-088, “Licensee Control of Contracted Svcs Providing 
Training." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys." Svc 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 

8511150124 EN-85-063A:on 851 114, order imposing civil monetary penalty in amount of 
$3,750 issued.Action based on breakdown in mfg oversight & control of radiation 
safety program. 

FLACK, E., AXELRAD.J. Director’s Office, Office of Inspection and Enforcement. 85/ 
1 1 /1 4. 1 p. 33465:31 7-33465:31 7. 

8511180116 PNO-ll-85-106:on 851 1 05, design engineer fell approx 40 ft inside cooling 
tower. Victim transferred to hosp. 

CARROLL, R.E., PANCIERA,V. Region 2, Office of Director. 85/11/07. Ip. 33493:179- 
33493:179. 

8511180413 PNO-ll-85-l07:on 851107,plant taken out-of-svc after verification of turbine 
high bearing temp.Caused by main turbine bearing failure.Plant expected to be shut 
down for 5 to 14 days for repairs. 

BURGER.C., DANCE, H. Region 2, Office of Director. 85/11/07. Ip. 33497:160- 
33497:160. 

8511180426 PNS-1-85-01 5:on 851 11 3, handgun found in driver attache case of tractor- 
trailer exiting plant protected area.Handgun not discovered during entry search.Driver 
released under personal recognizance. 

MADDEN, B., KEIMIG.R. Region 1, Office of Director. 85/11/14. Ip. 33495:213- 
33495:213. 

8511190025 PNO-ll-85-108:on 851 1 07, emergency diesel generator overspeed 

occurred.Utii & TDI disassembling & inspecting for damage. Cause under review.Link 
pin bushing & main bearing cracked. 

CARROLL.R., PANCIERA.V. Region 2, Office of Director. 85/11/12. 2pp. 33510:163- 
33510:164. 

8511190049 PNO-II-85-1 05A:on 851109,minor damage to regular lifting rig identified fol- 
lowing lifting of core internals upper guide structure free of reactor vessel.Unusual 
event declared on 851106 terminated. 

GUENTHER, S., DANCE.H.C. Region 2, Office of Director. 85/11/12. 2pp. 33510:109- 
33510:110. 
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:sj-ns-~~ 35 « ' '3, unusual noise & vibration observed in emergen- 
*. TATTTrL. tripped diesel. Preliminary evaluation indicates 

. : r. s - -V * 0 j upper crankshaft & upper piston skirt, 
j c .. i : r ~ 2~S Region 3, Office of Director. 85/11/14. Ip. 


8511040390 Forwards FEMWATER code characteristics used for HYDROOOIN Level 1 
oroblems.per request. , , 

■NICHOLSON, T J. Earth Sciences Branch (post 840429). 85/10/26, (jRUNDf f t I.B 
Kemakta Consultants, Inc. 2pp. 33309:345-33309:346. 


-- 55 J ' :=.":='see receded that studs in RCS line stops A 
-Bz- regents. Re'.e: from 10CFR50,App A.QDC 4 request- 

="= 35 icn 5, Office of Director. 85/11/13. 2pp. 33527:108- 


.... z%z.,js*- 2 Cz- 2 - 351 1 13. two contractors from Nuclear Power Svc allowed 
~T ..T^T-T w‘o being searched or badged.Contractors discovered by 

: l'' v c-rc v v 5 3 f _££*• -e: cr 5 Office o: Director. 85/11/14. Ip. 



3511040429 Nominates E Zurflueh to represent Earth Sciences Branch at Mar 1986 
Penrose Conference on Southern Oklahoma ■V. i '.T~'vvr , 

MURPHY.A.J. Earth Sciences Branch (;;ev>: .->i/10/30. GILBLR I ,M.( - I mas 

A&M Univ., College Station, TX. Ip. 33336:245-33336:245. 


8511060359 Forwards “Trends & Patterns Rept of Unplanned Reactor trip*, at US 
LWRs in 1984.’’ Reduction of hardware failures would reduce number of reactor 
trips.Average reactor trip rates for other countries examined below US rates 
HELTEMES.C.J. AEOD, Director’s Office. 85/09/11. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851 125). MINOGUE.R.B. Office of Nuclear Regula- 
tory Research, Director. TAYLOR, J.M. Director’s Office, Office of Inspection and En- 
forcement. 3pp. 33372:048-33372:050. 


:« *20C124 Z-\ -S5-077:cr. 851113,blown fuse in water level control sys resulted in 
V... & reactc’’ trip.Caused by faulty inverter. Facility shut 

.TTA. ~ ~.Z l = 'isV-r.eniador. to monitor vibrations. 

5 =• ° f lector. 35/11/13. ip. 33527351- 


-8509260463 “Trends & Patterns Rept of Unplanned Reactor Trips at US t.WHs in 
1984.” 

BELL.L, O’REILLY, P., HARPER, M. Program Technology Branch. AEOP/P504 H.6/08/ 
31. 110pp. 33372:051-33372:160. 


85* 1220045 =VDT- 35-102:0" Sr'UlS.six employees received contamination on skin or 
sr :e c„rrg scheduled f'-e-ge'ev cv.-Cc-sed by pouring less than 1 mCi Tc-99m to 

- 2$='* £'. :W =egcr~i"bff:ce cf Director. 85/11/14. 2pp. 33569:050- 


8511060525 Summary of Operating Reactors Events Mooting 85-20 on 86 1021 rn 
events that occurred since 851007 meeting.List of attendees, significant element;, of 
events & assignments & completion dates end. 

CRUTCHFIELD.D. Assistant Director for Safcfv Assessment 86/10/2H 
THOf.iPSON.R I. Division of Licensing (800424 k«> ■ 27pp. 33357:33 /-333S8 002 


S5*1520C72 PSC-iV-S5-G58:on 8511 18, indicated license limit of 5% of rated thermal 
sewer exceeded c' J rAP.PV.S apparently calibr to read high.Actual thermal power 
rT T a r u did "•* exzsez .nriLEvaiuaticn initiated. 

XXN-i.r = eg :r 4 Dffice cf Director. 85/11/18. Ip. 33568:272-33568:272. 


8511070438 Notification of 851121 presentation by/Dietgur Figlhubor, UPU in 
Bethesda.MD to discuss ries'on & operational experience of KWU steam generators 
CONRAD, H.L. Materials rnciinc-e'.re Branch. 85/10/29. LIAW.B.D. Materials ! ntji 
neering Branch. 2pp. 333fl:V\ r >3 3339:? I::-*. 


8511220241 =NC-.V-85-C58A:on 851 11 8, administrative 5% thermal power limit of Sec- 
dc r 2c c 4 License N’RF-40 exceeded.Caused by shift supervisor misunderstanding 
Gomrts&cr Jde or full power iicense.Shift supervisor disciplined. 

„C-\SCVE.H. Region 4, Office of Director. 85/11/19. 2pp. 33569:078-33569:079. 


8511220296’ W 

3SV5*.2C7 . ' 


5- 29T during weekend of 851116-17,Troxler moisture-density 
rrZ. Ds-137 & 50 mCi Am-241, stolen from const site at 
-cried. 

IS. A. Region 3, Office of Director. 85/11/18. Ip. 33570:207- 


1511250040 ?NO-tii-85-098:on 851 11 7, between 17,000 & 35,000 gallons of radioactive 
water released *-s*r -uedred seam in condensate storage tank.Water radioactivity 
ess than C.4 e = r -egu. stony Jmi: f o’ offsite release. 

'ARIGHT, 3., On.R S30TM0S.N. Region 3, Office of Director. 85/11/18. Ip. 

23592: 1 86-33592: ! 86. 

8S1 1260049 PNO J -85-088:on 551 121. normal 345 kV offsite power lost as result of per- 
sonnel error dur.rg s-rve/a.nce of offsite power source breakers. Emergency gas tur- 
b me generator fa«sd to sta.H.Shutdown capability lost for 5 minutes. 

' l ' f CZA=Ez. Rec:cn t, Office cf Director. 85/11/22. Ip. 33606:281- 


85 .1260129 PMC-!-85-089:on 851 1 1 8, employee received about 250 rems 014 to skin 
d .nanuoaus ed by s pill & inappropriate gloves. Employee will be examined bv 
n yscan.^etsdeci measurements & ’calculations ongoing. 

Re 9*Q n 1, Office of Director. 85/11/2 2. Ip. 33609:320- 


S5i 12«222 forwards draft IE info notice, “Leak of Reactor Water to Reactor Bldg 
ac'eroa Valve Problem,’’ for review per 851118 telcon 
r'nT^ Ana -'/ S!S Branch. 85/11/19. STROMBACK.G.B. General Electric 
cop j3tcd.j12- .=3539:31 6. 


8511120050 Summary of 851031 meeting w/Gosellschaft fur Nukloar Svc in Silvur 
Spring.MD re tests for demonstrating fracture toughness of nodular casl iron. 

O D E G A A I? D E N , if : I Transportation Certification Branch. 85/11/05, 1 runsportation 
Certification Branch. Ip. 33442:202-33442:202. 

8511120439 Forwards FR notice re Public Law 97-41 S.authorizing NRC to issue? & mak< • 
immediately effective any amend to OL upon determination that amend involve:; 
NSHC.W/o end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Diroctor (pro-851 125), 85/ 10/21 
SIMPSON, A. Senate, Environment & Public Works. UDALL.M.K, House of Hop . InUns 
or & Insular Affairs. MARKEY,E.J. House of Rop., Energy & Oomimirtr ?pp 
33433:253-33433:254. 


8511180719 Forwards FR notice re amends to OLs per Public Law 97-415. W/u notice 
DfNTON.H.R. Office of Nuclear Reactor Regulation, Diroctor (pro-85 1125), 85/ 1 1 /(.«» 
SIMPSON.A. Senate, Environment & Public Works. UDALL.M.K, House of Rep , Inturi 
j. r l su,ar Alan'S. MARKEY.E.J. House of Rep., Energy & Commerce 2pp 

33603-1 * * 


8511190551 Responds to 851010 Itr providing suggestion to improve acceptance uf mi 
clear power plants by general public. Proposed actions would be more properly pur 
sued by nuclear industry not NRC. 

SIHTSSfi-P: 9 ffi P e of Nuc,ear Reactor Regulation, Director (pro-851 125), 85/ 1 i / 1 M 
FINALYSON.A.N. A. Neil Finlayson, Ltd. 6pp. 33534:177-33534:190. 

-8511190562 Submits suggestions re safety aspects of nuclear power plants, efficiency 
, acceptance by general public. Author proponent of use of nuclear power only if 
plants designed for deriving max benefits at min cost. 

Rin^fS N /Q^o^o^o/ in,ayson ’ Ltd 85/10/1 °- PALLADINO.N.J. Commissioners, 

opp. ooDo4. # 1 oo-o J534: 1 90. 


p ^-” r> '* s .5-w55:on 851 120, notification received that individual suffered 
SSzTjr ,ss r ’-"" es :r ‘ -£4.rerson contaminated transferred to hosp.State of KS in- 

.A — Region 4, Office of Director. 85/11/20. Ip. 33612:128-33612:128. 

? i £y'??' 078:on 8511 21, unit experienced bss of auxiliary transformer 
CwAng « less cf control room lighting due to abnormal 'breaker fineup.Plant shut 

33616^26 *’ WEY,R * Re ^ on 5 < Office of Director. 85/11/21. Ip. 33616:126- 

contaminated w/Tc-99 during emergency 
2^4 4m »££**■ deeoa:a ™ naBa ,our ^Ptoyees.Rfth irySviduaf reSved 

3ARH.K. Hegion 2, OfSce of Director. 85/11/19. 2pp. 33627:185- 

-land over 

33628:331. ' ^ 0riice of Director. 85/11/19. 2pp. 33626:329- 

M5C PUBLIC OOCUMEffT ROOM MISCELLANEOUS 

K 1^^ 7 J TiT-Tf 85]001 meeting w/NIOSH & Mine Safety Appli- 
A ? c : ,e US€ cf P’Oiecaon .actors w/radioiodine canisters 

3^S^. Sbw”' 15 ' C0NGE ^ J - 

or unit ot Mci^m^to'revtav’nrtvmri! 0 i Christensen of Geophysics Dept 

rnommk ?n [f search -Seismographic 

ZL £ G seismic activity in Ohio/indiana region. 

y.sPAi; 5 5ra T tCh ^P° st 84 °A29). 85/10/15 BERATANLL 

- ■ ... s* -c.es Branch (post 840429). 4pp. 33302:054-33302:057 * 


w * * ijwvi i uiwaius nariaoui r<= n^onseu 

REA 851112 meeting in Washington DC 
f6pT3353^1°5^3 a 53?175 aCt0rS BranCh 5 ' 85/11/07 ’ Operating Roaciors Branch 

Notification of 851209 meeting w/IDCOR,BNL BNWL & UC^S m 
^rtatntfes MD t0 d,scuss IDC0R P tan & schedule for analysis of severo accident un 

EISENI^^D Z THntfp^^w^ t Mc^ rdS Ki^ 0 i^ rd '^i at)0n Branch - 8 5/11/15, DENTON, H . 
33603:232 ,D ’ TH0MPS0N ’ H - NRC ’ No Detailed Affiliation Given. 2pp. 33603:231 

■S^^is»?Bsas 

(800428-851 124). 3pp, 33603:226-33603:221 ' ' ° ° Sa,ety rochnolo 9y 

Sffl2S2!&S^" OI - 

Division of Safety Technology (80042T8ll^f 3 'S ro 3 n 3lo^^^^ 

85 f ^®n^> 3 " BNL’wflTpeilomi 1 niilesfo^^sks^re^^OTlution^o? Genar^T Bumout 

m N Sn H 9 R°' ; l as 7 to 0 te ^Pteted1T u eT n on°mT ner,c ,ssm " ln ' 

Program.pefsE^lY-SslMT^get end date ofjJ 1986 sho 9i |ri 9 h lnCide k lnvesl| gation 
dent Investigation Team development Plan shouH S d fe established for Incn 
D1RCKS.WJ. Office of the ExecuwT n db f by Oec 1985. 

HELTEMES.C.J. AEOD, Director’s Office. 2 PP . 33MM6o"360oS6T i0nS ' 85/1 1 7 1 
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NUREG NUREG REPORTS AMD RELATED CORRESPONDENCE 


8511010008 NUREG/CR-41 66 ANALYSIS OF FLECHT-SEASET 163-ROD BLOCKED 
BUNDLE DATA USING COBRA-TF. 

PAIK.C.Y., HOCHREITER.L.E. Westinghouse Electric Corp. KELLY, J.M. Battefle Me- 
morial Institute, Pacific Northwest Laboratories. FIN B-6204. EPRI NP-4111. 85/10/ 
31. Division of Radiation Programs & Earth Sciences (post 840429). 692pp. 
33288:150-33290:121. 

8511010049 Forwards response to draft SER/FSAR Chapter 7A,ltem II.F.2 open 
items.Listed items correspond to internal list of items for completion given to NP Ka- 
dambi by ME Powell on 851008. Marked-up FSAR pages will be incorporated into 
amend. 

WISENBURG.M.R. Houston Lighting & Power Co. ST-HL-AE-1464. 85/10/24. 
KNIGHTON, G.W. Licensing Branch 3. 24pp. 33288:010-33288:033. 

8511010054 Forwards application for amend to License DPR-20, consolidating 
840917,850531 & 0621 amend requests re auxiliary feedwater sys,per TMI Action 
Stem II.E.1.1 & Generic Ltr 83-37.Fee paid. 

BERRY.K.W. Consumers Power Co. GL-83-37. 85/10/28. Office of Nuclear Reactor 
Regulation, Director (pre-851125). 2pp. 33287:305-33287:322. 

-8511010059 Application for amend to License DPR-20,consolidating previous submit- 
tals re auxiliary feedwater sys.per TMI Action Item II.E.1.1 & Generic Ltr 83-37. 

BERRY, K.W. Consumers Power Co. GL-83-37. 85/10/28. 6pp. 33287:307-33287:312. 

8511010121 Forwards “Conformance to Reg Guide 1.97, Crystal River Unit 3/’ technical 
evaluation reptResponses to open items requested by 851115. 

STOLZ.J.F. Operating Reactors Branch 4. FIN A-6483. 85/10/24. W1LGUS,W.S. Flori- 
da Power Corp. (subs, of Florida Progress Corp.). 2pp. 33304:1 13-33304:114. 

8511010154 Forwards safety evaluation supporting alternate sampling methods for 
borons & chlorides in reactor coolant samples. Methods meet criteria of NU REG- 
0737, Item II.B.3 & acceptable. 

STOLZ.J.F. Operating Reactors Branch 4. BUTCHER.E.J. Operating Reactors Branch 
3. 85/10/16. GRIFFIN, J.M. Arkansas Power & Light Co. 2pp. 33304:053-33304:056. 

—8511010164 Safety evaluation supporting alternate sampling methods for borons & 
chlorides in reactor coolant samples. Methods meet criteria of NUREG-0737,ltem II.B.3 
& acceptable. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/16. 2pp. 
33304:055-33304:056. 

8511010188 NUREG/CR-4141 CONTAINMENT PURGE AND VENT VALVE TEST PRO- 
GRAM FINAL REPORT. 

STEELE, R., WATKINS, J.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN A-6322. 
EGG-2374. 85/09/30. Division of Engineering Technology. 79pp. 33304:164- 
33304:238. 

8511010254 NUREG/CR-4321 FULL SCALE MEASUREMENTS OF SMOKE TRANS- 
PORT AND DEPOSITION IN VENTILATION SYSTEM DUCTWORK. 

MARTIN.R.A., FENTON, D.L. Los Alamos Scientific Laboratory. FIN A-7029. LA-10478- 
MS. 85/07/31. Division of Risk Analysis & Operations (post 840429). 39pp. 
33303:257-33303:301. 

8511010268 Comments on NUREG-0956 re reassessment of technical bases for esti- 
mating source terms.No regulatory changes should be made before completion of 
confirmatory research. 

HIATT.S.L. Ohio Citizens for Responsible Energy. 85/10/24. NRC - No Detailed Affili- 
ation Given. 4pp. 33286:339-33286:342. 

8511010269 NUREG-0750 V22 N02 NUCLEAR REGULATORY COMMISSION IS- 
SUANCES FOR AUGUST 1985. Pages 177-457. 

* Division of Technical Information & Document Control. 85/08/31. 286pp. 
33305:048-33305:335. 

8511010391 NUREG/CR-4253 REVIEW OF TRAC CALCULATIONS FOR CALVERT 
CLIFFS PTS STUDY. 

JO.J.H., ROHATGi.U.S. Brookhaven National Laboratory. FIN A-3266. BNL-NUREG- 
51887. 85/04/30. Division of Accident Evaluation. 1,14pp. 33300:231-33300:340. 

8511010394 NUREG/CR-4345 INVESTIGATION OF THE STABILITY OF LWR SPENT 
FUEL RODS BELOW 250 C. 

OLSEN.C.S. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN A-6309. EGG-2409. 85/09/ 
30. Division of Engineering Technology. 153pp. 33335:071-33335:222. 

8511010406 Forwards info re completeness of core damage assessment procedure, per 
NUREG-0737, Item ILB.3.2, “Post-Accident Sampling Sys." 

STOLZ.J.F. Operating Reactors Branch 4. 85/10/18. WILLIAMS.J. Toledo Edison Co. 
2pp. 33302:089-33302:267. 

8511010435 Forwards SER (NUREG-1143) re full-term OL application, including consid- 
eration of major plant mods that occurred since Provisional License DPR-21 
issued, major regulations adopted & TMI issues, Notice of availability encl.W/o SER. 
ZWOLINSKU.A. Operating Reactors Branch 5. 85/10/25. OPEKA.J.F. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). 2pp. 33301:342-33301:344, 

-8511010445 Notice of availability of SER (NUREG-1143) for full-term OL. 
ZWQUNSKU.A. Operating Reactors Branch 5. 7590-01. 85/10/25. Ip. 33301:344- 
33301:344. 

8511010462 NUREG/CR-4278 TRAC-PF1 /MODI DEVELOPMENT ASSESSMENT. 
SAHOTA.M.S., ADDESSIO.F.L. Los Alamos Scientific Laboratory. FIN A-7G16. LA- 
1 0445-MS. 85/08/31, Division of Accident Evaluation. 350pp. 33302:268-33303:256. 

8511010465 NUREG-0871 V04 N01 SUMMARY INFORMATION REPORT.Daia As Of 
June 30,1985. (Brown Book) 

* Division of Budget & Analysis. 85/10/31. 51pp. 33333:094-33333:144. 

8511010486 Discusses deficiency in Rev 20 to emergency plan re inconsistency w/ 
NUREG-0654, Section II.B.9.Ltr of agreement from Soddy-Daisy Fire Dept re offsite 
agency support exceeds biennial updating requirement. Plan mod requested. 

WALKER, R.D. Region 2, Office of Director. 85/09/12. PARRIS.H.G. Tennessee Valley 
Authority. 2pp. 33292:284-33292:285. 


8511040035 Fop.vcrds quarterly status rept for Third Quarter CY85 in response to direc- 
tion in House Reps 9? -850. Licensing delay for Shoreham & Comanche, Peak project- 
ed. 

PALLADINO.N.J. Commissioners. 85/10/18. BEVILL.T. House of Rep., Appropriations. 
14pp. 33337:068-33337:081. 

8511040050 NUREG/CR-4326 V02 EFFECTS OF CONTROL SYSTEM FAILURES ON 
TRANSIENTS AND ACCIDENTS AT A 3-LOOP WESTINGHOUSE PRESSURIZED 
WATER REACTOR.Appendices. 

BRUSKE.S.J., DAVIS.C.B., OGDEN, D.M. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN 
A-6477. EGG-2405. 85/10/31. Division of Safety Technology (800428-851124). 
233pp. 33337:327-33338:199. 

8511040054 Forwards Amend 80 to License DPR-6 & safety evaluation.Amend provides 
Tech Specs for addition of containment pressure & water level monitors, completing 
commitment for NUREG-0737 items. 

ZWOLINSKU.A. Operating Reactors Branch 5, LS05-85-1 0-036. 85/10/29. 

BERRY, K.W. Consumers Power Co. 3pp. 33336:330733336:342. 

-8511040058 Amend 80 to License DPR-6, providing Tech Specs for addition of con- 
tainment pressure & water level monitors to complete commitment for NUREG-0737 
items. 

ZWOLINSKU.A. Operating Reactors Branch 5. 85/10/29. 6pp. 33336:333-33336:338. 

8511O40056 NUREG-0797 SI 2 SAFETY EVALUATION REPORT RELATED TO THE 
OPERATION OF COMANCHE PEAK STEAM ELECTRIC STATiOM.UNITS 1 AND 
2. Docket Nos. 50-445 And 50-446. (Texas Utilities Generating Company) 

* Comanche Peak Project (Technical Review Team). 85/10/31. 2B3pp. 33338:200- 
33339:121. 

8511040062 NUREG-0910 R01 S04 NRC COMPREHENSIVE RECORDS DISPOSITION 
SCHEDULE. 

* Division of Technical Information & Document Control. 85/10/31. 9pp. 33337:091- 
33337:098. 

8511040072 Responds to NRC 850927 ltr re violations noted in Insp Rept 50-244/85- 
OS.Corrective actions:containment sump will be filled w/recirculated reactor coolant 
for LOCA greater than 8 inches & Procedures 85-6145 & 85-6238 corrected. 
KOBER.R.W. Rochester Gas & Electric Corp. 85/10/22. MURLEY.T.E. Region 1, 
Office of Director. 8pp. 33296:243-33296:250. 

8511040111 Discusses util operator training & requalification program submitted in 
FSAR Chapter 13 & listed Itrs.per requirements of App A to 10CFR55 & Item I.G.1 of 
NUREG-0737.Operators will participate in low power operation & testing. 
EDELMAN.M.R. Cleveland Electric Illuminating Co. PY-CEl/NRR-0382. 85/10/29. 
YOUNGBLOOD.B.J. Licensing Branch 1. 2pp. 33293:158-33293:159. 

8511040126 Forwards Insp Rept 50-423/85-56 on 850930-1 004.No violation 
noted.Areas requiring followup effort noted, 

MARTIN, T.T. Region 1, Office of Director. 85/10/29. OPEKA.J.F. Northeast Nuclear 
Energy Co, (subs, of Northeast Utilities). 2pp. 33294:233-33294:251. 

-8511040130 Safety Insp Rept 50-423/85-56 on 850930-1 Q04.No violation noted.Major 
areas inspected:preoperational status of solid radwast© sys & NUREG-0737 task 
items. 

WHITE.J.R., CIOFFI.J.A., SHANBAKY.M.M. Region 1, Office of Director. 85/10/29. 
17pp. 33294:235-33294:251. 

8511040131 Forwards SER based on review of util SAR & design verification audit of 
SPDS, "Technical Evaluation Rept of SPDS.Shearon Harris Nuclear Power Plant," 

KNIGHTON, G.W. Licensing Branch 3. 85/10/25. UTLEY.E.E. Carolina Power & Light 
Co. 3pp. 33337:108-33337:134. 

-8511040136 Safety evaluation re SPDS design verification audit. Addl info required 
before evaluation can be completed. 

* NRC - No Detailed Affiliation Given. 85/10/25. 24pp. 33337:111-33337:134. 

8511040178 Forwards Insp Repts 50-528/85-33 & 50-529/85-33 on 850916-27.No vio- 
lation noted. 

KIRSCH.D.F. Region 5, Office of Director. 85/10/17. VAN BRUNT.E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). Ip. 33307:113-33307:128. 

-8511040182 Insp Repts 50-528/85-33 & 50-529/85-33 on 85091 6-27.No violation or 
deviation noted.Major areas inspectedTMl action plan items, IE bulletins & 
circulars, action on inspector identified items, & temporary mods. 

SORENSEN.R.C., HON, A., MILLER.L.F. Region 5, Office of Director. 50-529/85-33. 
85/1 0/16. 1 5pp. 33307:1 14-33307:1 28. 

S51 1040185 Forwards response to draft SER or FSAR Item F 7.0-53 re Chapter 7A,ltem 
lll.D.1.1. Recirculation portions of high & low head safety injection sys could contain 
highly radioactive fluids during serious transient or accident 

WISENBURG.M.R. Houston Lighting & Power Co. ST-HL-AE-1387. 85/10/29. 
KNIGHTON.G.W. Licensing Branch 3. 7pp. 33294:209-33294:215. 

8511040208 Provides documented summary of programs & improvements re util emer- 
gency feedwater sys reliability.Review initiated due to recent industry events & 
NUREG-0737. 

WILGUS.W.S. Florida Power Corp. (subs, of Florida Progress Corp.). 3F1085-14. 85/ 
10/29. DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 
8pp. 33294:179-33294:186. 

@511040281 Forwards response to request for addl into re conformance to Reg Guide 
1.97.Util will widen indicated quench tank temp range during Cycle 8 refueling outage 
to include 50 F lower limit. 

RODRIGUEZ.R.J. Sacramento Municipal Utility District. RJR 85-521. 85/10/31. 
THOMPSON, H.L. Division of Licensing (800428-851124). 13pp. 33295:273-33295:285. 

8511040317 Responds to NRC 850919 ltr re violations noted in Insp Repts 50-269/85- 
25,50-270/85-25 & 50-287/85-25.AII requirements of 10CFR50.44(b) met.Violation 
unwarranted. Functionally operable reactor bldg hydrogen monitoring sys installed. 
TUCKER, H.B. Duke Power Co. 85/10/14. GRACE, J.N. Region 2, Office of Director. 
2pp. 33296:081-33296:082. 
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8511040351 Forwards Insp Repts 50-280/85-32 & 50-281/85-32 on 850903-1 007.No 
violation or deviation identified. 

FRO-/ "> .1:. Y .. Region 2, Office of Director. 85/10/28. STEWART.W.L. Virginia 
-'co iir ■ •- 1 ; -Jiectric & Power Co.). 2pp. 33298:078-33298:087. 


-8511040354 Insp Repts 50-280/85-32 & 50-281/85-32 on 850903-1 007.No violation 
or deviation noted.Major areas inspectedrplant oce r atic”S coe r athr' 
rocrds.Trrnt f-.^'cil'nrc emergency drill evaluation & .:em* r 

;j:i 2, Office of Director. 50-281/85-32. 85/10/28. 8pp. 




8511040400 Raises concerns re auxiliary pressurizer spray sys,(APS) & supporting sys 
due to heavy reliance on reliability of APS in NUREG-1044.Need for safety-grade APS 
should be addressed. 

THOMPSON, H.L. Division of Licensing (800428-851124). 85/10/29. SCHERER, A.E. 
Combustion Engineering, Inc. 5pp. 33309:336-33309:340. 

8511040404 Summary o? 8509' l 8 meeting w/util in Parsippany.NJ re status of facility li- 
censing ac: :,i'.s l , s;.vi:st/.rar.. , i:' > L. NRC concerns w/licensee fire protection 

program s./jmi:-;: <;■ rc 

DONOHEW.J.N. Operating Reactors Branch 5. LS05-85-1 0-037. 85/10/29. Operating 
Reactors Branch 5. 14pp. 33309:322-33309:335. 

8511040432 Summarizes ACRS 291st meeting on 84071 2-1 4.Application for River Bend 
Station reviewed w/NRC & util. Development of severe accident policy outlined in 
NUREG-1070, “NRC Policy on Future Reactor...,” discussed. 

EBERSOLEJ.C. ACRS - Advisory Committee on Reactor Safeguards. 84/07/23. 
PALLADINO.N.J. Commissioners. 2pp. 33336:243-33336:244. 

8511040438 Forwards camera-ready NUREG/CR-4430, “Current Methodologies for As- 
sessing Potential for Earthquake-Induced Liquefaction in Soils" & NRC Forms 335 & 
426A.W/0 NUREG. 

BERATAN.L.L. Earth Sciences Branch (post 840429). 85/10/16. LARKINS, P. Office 
of Administration. 4pp. 33336:236-33336:239. 

8511040439 NUREG-1157 ER n “Eraia. Cheeping Report Title to Environmental Assess- 
ment for Renewal of Source Maio’ia- License No SUB-1010.” 

* Division of Fuel Cycle & Material Safety. 85/10/23. Ip. 33336:234-33336:235. 

8511050027 Forwards response to Generic Ltr 85-12 concerning implementation of 
NUREG-0737,ltem II.K.3.5 re automatic trip of reactor coolant pumps. 

MCDONALD, R.P. Alabama Power Co. GL-85-12. 85/10/31. VARGA, S.A. Office of Nu- 
clear Reactor Regulation, Director (pre-851125). 12pp. 33319:188-33319:199. 

8511050075 Discusses Rev 2 to SER re heavy load handling inside containment.lnfo no 
longer required based on Generic Ltr 85-11. Util already provided info required by Ge- 
neric Ltr 81-07. 

STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 4410-85-L- 
0211. 85/10/31. TRAVERS, W.D. TMI Program Office. 4pp. 33318:192-33318:195. 

8511050081 Requests extension of comment period on NUREG-0956, based on time 
delays involved in securing draft proposal, lengthy & technical nature of matl & need 
for detailed & informed review. 

BUSH.B.S. Coalition f o r Responsible Energy Education. 85/10/27. Docketing & Serv- 
ices Branch. 4pp. :i2 3 “ 0. 1 4 3-155. 

8511050100 Requests that final implementation date for completion of operator training 
for SPDS be extended to 860701 .revising commitment in 850306 lir.Schedule revised 
to have concurrent training in SPDS & revised emergency operating procedures. 
WHITTIER, G.D. Maine Yankee Atomic Power Co. MN-85-188. 85/10/31. 
BUTCHER.EJ. Operating Reactors Branch 3. 2pp. 33319:003-33319:004. 

8511050117 Informs that util emergency operations facility fully functional by 850916 & 
840612 Confirmatory Order Item 5.C requirement met in advance of required date. 
CAPSTICK.R.W. Vermont Yankee Nuclear Power Corp. FVY 85-101. 85/10/30. 
VASSALLO.D.B. Operating Reactors Branch 2. 2pp. 33320:244-33320:245. 

8511050123 Forwards addl info re NUREG-Q737,ltem II.D.1 on performance testing of 
relief & safety valves.per 850920 commitment. Response to Request Numbers 
2,4,5,6b & 7 also encI.Remaining info will be submitted by 860228. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 85-61 5A. 85/10/31. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 
VARGA, S.A. Operating Reactors Branch 1. 32pp. 33327:127-33327:158. 

8511050141 Application for amend to License DPR-3, changing Tech Specs per 
NUREG-0737,ltem II.F.1.6, “Containment Hydrogen Monitor." Fee paid. 

HEIDER.L.H. Yankee Atomic Electric Co. FYR 85-119. 85/10/31. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 3pp. 33328:128-33328:133. 

-8511050146 Proposed Tech Spec changes per NUREG-0737,ltem II.F.1.6, “Contain- 
ment Hydrogen Monitors." 

* Yankee Atomic Electric Co. 85/10/31. Ip. 33328:131-33328:131. 


8511050257 Forwards clarification of use of stress criteria for high density spent fuel 
racks, in response to NRC request.Stress criteria differences between OT position 
paper & NUREG-0800 amount to same limits for rack modules. 

DALE.L.F. Mississippi Power & Light Co. AECM-85/0352. 85/11/01. DF.V' r ON H R. 
Office of Nuclear Reactor Regulation, Director (pre-851125). 3pp FJDPt /;:.)■ 
33328:252. 


SS1 1050280 Documents clarifications from 851017 meeting re manner of determining 
characteristics associated w/info & control needs of operator during function & task 
analysis portion of CRDR.oer Suopl 1 to NUREG-0737. 

OPEKA.J.F., rtr r. NcvLicas: Nuclear Energy Co. (subs, of Northeast Utilities). 
OPEKA.J.F. Northeast Utilities. A02959. 85/10/28. YOUNGBLOOD, B.J. Licensing 
Branch 1. 2pp. 33328:268-33328:269. 

8511050305 NUREG/CR-3914 PUMP AND VALVE QUALIFICATION REVIEW GUIDE. 
MILLER, B.E. Brookhaven National Laboratory. FIN A-3402. BNL-NUREG-51807. 85/ 
10/31. Division of Engineering (pre-851125). 58pp. 33339:122-33339:180. 

8511050309 NUREG/CR-4361 STEAM GENERATOR GROUP PROJECT.Annual Report 
- 1983. 

CLARK, R.A., LEWIS, M., MUSCARA.J. Battelle Memorial Institute, Pacific Northwest 
Laboratories. FIN B-2097. PNL-5017. 85/09/30. Division of Engineering Technology. 
125pp. 33339:181-33339:306. 


8511050325 Confirms mgt meeting scheduled fo- 351030 at Region I ofc in King of 
Prussia, PA, to discuss action -« NLREG-O’S/.iter- III.D.3.4, “Control Room Habitabil- 
ity.” 

COLLINS, S.J. Region 1, Office of Director. 85/10/15. JOSIGER.W. New York Power 
Authority (formerly Power Authority of the State of New York). 2pp. 33341:274- 
33341:275. 


8511060038 Forwards “Design Verification Audit of SPDS for Byron Generating Station 
Units 1 & 2,” conducted on 850724-26. Several human engineering discrepancies 
identified. 

YOUNGBLOOD, B.J. Licensing Branch 1. 85/10/30. FARRAR, D.L. Commonwealth 
Edison Co. 2pp. 33373:031-33373:032. 

--851 1010347 “Design Verification Audit of SPDS for Byron Generating Station Units 1 
& 2." 

* Science Applications International Corp. ( f o r mor!y Science Ampliations, Inc.). 85/ 
09/26. NRC - No Detailed Affiliation Given. 3 1pp. 333/:; -033 33373 063. 

8511060062 Forwards Human Factors Engineering Branch SSER re DCRDR program 
plan & summary rept & preimplementation audit of CRDR on 850603-06.SALP input & 
technical evaluation rept also end. 

KNIGHTON, G.W. Licensing Branch 3. 85/10/30. LEDDICK.R.S. Louisiana Power & 
Light Co. 2pp. 33373:001-33373:002. 

--851 1060065 SSER re DCRDR. Util will satisfy requirements of Suppl 1 to NUREG-0737 
for DCRDR w/ satisfactory completion & appropriate documentation of listed 
issues.Util should nrovide summary rept by 860401. 

* Human Factors Engineering 3-ar.ch. 85/10/30. 7pp. 33373:003-33373:009. 

-8511060068 “DCRDR for Waterford Unit 3,” technical evaluation rept. 

JOHNSON, G., MOORE, J.W. Lawrence Livermore National Laboratory. 85/09/30. 
NRC - No Detailed Affiliation Given. 18pp. 33373:010-33373:027. 

8511060107 Discusses PRA guidance documents NUREG/CR-2815 & NUREG/CR- 
3485.Recasting of documents in SRP or reg guide formats recommended upon re- 
ceipt of public comments if documents reflect agency views. 

DIRCKS.W.J. Office of the Executive Director for Operations. 85/10/28. DENTON, H. 
Office of Nuclear Reactor Regulation, Director (pre-851125). Ip. 33372:321- 
33372:321. 


8511060130 Forwards safety evaluation re response to 801222 generic ltr concerning 
control of heavy ioads.Based on NRC & Franklin Research Ctr review, guidelines of 
NUREG-061 2, Sections 5.1.1 & 5.3 satisfied. Issue resolved. 

ZWOLINSKI.J.A. Operating Reactors Branch 5. LS05-85-1 1-008. 85/11/04. 

BASKIN, K. Southern California Edison Co. 3pp. 33346:019-33346:053. 

“8511060134 Safety evaluation supporting Phase 1 for control of heavy loads per util 
listed responses to 801222 generic ltr requesting degree of compliance w/NUREG- 
0612, “Control of Heavy Loads at Nuclear Power Plants.” 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/04. 2pp. 
33346:022-33346:023. 


“8502070293 TER-C5506-392 “Control of Heavy Loads (C-10) San Onofre Nuclear 
Generating Station Unit 1,” technical evaluation rept. 

BOMBERGER.C., AHMED, N. ARVIN/CALSPAN Advanced Technology Center. NRC- 
03-81-130. TAG 08082. 85/01/31. SINGH, A. NRC - No Detailed Affiliation Given. 
30pp. 33346:024-33346:053. 


8511050234 Forwards “Final Summary Rept of Human Factors Review for Dresden Sta- 
tion Emergency Response Facilities,” per Suppl 1 to NUREG-0737, items V.a.2.a & 7 
V.c.I.a commitments. 

MASSIN.H.L Commonwealth Edison Co. 0837K. 85/10/30. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director (pre-851125). Ip. 33325:008-33325:125. 


8511060137 Notice extending public comment period for NUREG-0956, “Reassessment 
of Technical Basis for Estimating Source ‘ r cr:n s," to 150 days.Comment period ends 
on 860107. 

MINOGUE.R.B. Office of Nuclear Regulatory Research, Director. 85/10/30. 2pp. 
33345:360-33345:361. 


“8511050233 ARD-4617C "Comm Ed FinaJ Summary Rept of Human Factors Review 
for Dresden Station Emergency Response Facilities," in response to Suppl 1 to 
NUREG-0737. 

* Commonwealth Edison Co. * Advanced Resource Development Corp. ARD-4617C. 
85/10/25. 114pp. 33325:009-33325:125. 


8511050251 Forwards ARD-4551C “Final Summary Rept of Human Factors Review for 
Quad Cities Station Emergency Response Facilities” in response to Suppl 1 to 


NUREG-0737. 

MASSIN.H.L Commonwealth Edison Co. 0837K. 85/10/30. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director (pre-851125). Ip. 33321:345-33321:345. 


8511060172 Forwards Insp Repts 50-269/85-32,50-270/85-32 & 50-287/85-32 on 
85091 0-1 007.No violation or deviation identified. 

WALKER, R.D. Region 2, Office of Director. 85/10/24. TUCKER, H.B. Duke Power Co. 
Ip. 33355:277-33355:285. 

“8511060187 Insp Repts 50-269/85-32,50-270/85-32 & 50-287/85-32 on 850910- 
1007.No noncompliance or deviation noted.Major areas 
inspected:operations, surveillance, maint, offsite review committee & startup from refuel- 
ing. 

BRYANT, J.C. Region 2, Office of Director. IEB-79-05. 85/10/23. 8pp. 33355:278- 
33355:285. 


“8511050253 ARD-4551C "Final Summary Rept of Human Factors Reviews for Quad 
Cities Station Emergency Response Facilities” in response to Suppl 1 to NUREG- 

* 7 Commonwealth Edison Co. * Advanced Resource Development Corp. 85/10/25. 
111pp. 33321:346-33322:094. 


8511060278 Forwards response to 850827 request for addl info re CRDR summary 
rept, including design directives & responses to questions raised in 850716 meetina in 
Bethesda,MD. 

WAREMBOURG.D.W. Public Service Co. of Colorado. P-85384. 85/10/29 
BUTCHER.EJ. Operating Reactors Branch 3. 952pp. 33343:094-33345:325. 
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8511060292 Requests extension of public comment period on NUREG-0956, “Reas- 
sessment of Technical Basis for Estimating Source Terms,’’ from 90 to 120 
days.Extension requested due to length & highly technical nature of document. 
BACCI.B. Sisters, Servants of the Immaculate Heart of Mary. 85/10/15. Docketing & 
Services Branch. 1 p. 33346:287-33346:287. 

8511060386 Requests route approval for irradiated fuel shipments from former NFS fa- 
cility near West Valley, NY to BMI in West Jefferson, OH. Info provided re cargo descrip- 
tion, anticipated schedule & route description, oer NUREG-0561. 

DANESE.F.L. Nuclear Assurance Corp. 25961. 85/08/20. HILLMAN, C. Division of 
Safeguards. 2pp. 33369:346-33369:347. 

8511060390 Forwards fundamental nuclear matl control plan, Rev 16 to XN-12, “Nuclear 
Matl Safeguards Procedures Description for Fuel Fabrication Plants” & annex.Plan & 
annex withheld (ref 10CFR2.790(d)). 

SCHNEIDER.R.A. Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). 25895. 85/09/24. 
BROWN, W.B. Fuel Facility Safeguards Licensing Branch (Pre 850707). 2pp. 
33370:001-33370:002. 

8511060505 Ack receipt of 850614 response to NRC 850510 Itr re changes to emer- 
gency plan.Requests addl info addressing planning guidance elements of NUREG- 
0654. 

JOHNSON, E.H. Region 4, Office of Director. 85/10/28. GRIFFIN, J.M. Arkansas Power 
& Light Co. 2pp. 33355:051-33355:066. 

8511060515 Forwards topical rept evaluation of Rev 1 to CENPD-199-P, "C-E Setpoint 
Methodology." C-E must publish accepted versions of rept within 3 months from re- 
ceipt o: tr.per N JREG-0330. 

: HOMAS.C.O. Standsi'dizat.on & Special Projects Branch. 85/10/30. SCHERER.A.E. 
Combustion Engineering, Inc. 2pp. 33369:248-33369:262. 

8511070084 NUREG-0748 VOS N08 OPERATING REACTORS LICENSING ACTIONS 
SUMMARY.Data As Of August 31,1985. (Orange Book) 

* Management Support Branch. 85/10/31. 365pp. 33377:161-33378:163. 

8511070086 Forwards revised NUREG-0737,Suppl 1 integrated implementation 
plan.Status & tasks performed in last 6 months described, including control room 
design review, Reg Guide 1.97.SPDS & emergency operating procedures. 

ENOS.J.T. Arkansas Power & Light Co. 0CAN1 08507. 85/10/30. THOMPSON, H.L. Di- 
vision of Licensing (800428-851124). 4pp. 33366:165-33366:169. 

8511070092 NUREG/CR-4350 V07 PROBABILISTIC RISK ASSESSMENT COURSE 
DOCUMENTATION.Volume 7 - Environmental Transport And Consequence Analysis. 
RITCHIE.L.T. Sandia National Laboratories. FIN A-1321. SAND85-1 495/7. 85/08/31. 
Division of Risk Analysis & Operations (post 840429). 400pp. 33376:120-33377:160. 

8511070237 NUREG/CR-4383 HIGH PRESSURE INJECTION OF MELT FROM A RE- 
ACTOR PRESSURE VESSEL - THE DISCHARGE PHASE. 

PILCH, M„ TARBELL.W.W. Sandia National Laboratories. FIN A-1218. SAND85-0012. 
85/09/30. Division of Accident Evaluation. 41pp. 33380:262-33380:302. 

8511070242 NUREG/CR-4346 AEROSOL RELEASE EXPERIMENTS IN THE FUEL 
AEROSOL SIMULANT TEST FACILITY:UNDERSODIUM EXPERIMENTS. 
PETRYKOWSKI.J., LONGEST, A.W., ROCHELLE, J.M. Oak Ridge National Laboratory. 
FIN B-0121. ORNL/TM-9479. 85/09/30. Division of Accident Evaluation. 56pp. 
33383:186-33383:242. 

8511070252 NUREG/CR-4342 UNCERTAINTY AND SENSITIVITY ANALYSIS OF A 
MODEL FOR MULTICOMPONENT AEROSOL DYNAMICS. 

HELTON, J.C., IMAN.R.L., JOHNSON, J.D. Sandia National Laboratories. FIN A-1339. 
SAND84-1307. 85/09/30. Division of Risk Analysis & Operations (post 840429). 59pp. 
33380:197-33380:255. 

8511070323 Partial response to FOIA request for three categories of documents re no- 
tices & hearings for source matls licenses. Forwards App A documents & printout 
identifying current licensees.App A & B documents & printout available in PDR. 
FELTON.J.M. Division of Rules and Records. 85/11/04. BELL.N. Nuclear Information 
& Resource Service. 4pp. 33382:254-33382:289. 

-8511070341 Negative declaration re renewal of License SMB-920.Based on EIA 
(NUREG-1 027), environ impact of proposed license renewal action would not be signif- 
icant. 

PAGE.R.G. Uranium Fuel Licensing Branch. 83/12/13. Ip. 33382:292-33382:298. 

8511070334 Forwards SSER 3 (NUREG-1 048) re application for OL.Rept will be placed 
in PDR & LPDR in Pennsville,NJ.W/o end. 

BUTLER, W.R. Licensing Branch 2. 85/10/31. MITTL,R.L. Public Service Electric & 
Gas Co. of New Jersey. 5pp. 33379:001-33379:005. 

8511070345 Forwards Safety Insp Rept 50-244/85-21 on 850901-1 01 9.No violation ob- 
served. 

COLLINS, S.J. Region 1, Office of Director. 85/11/04. KOBER.R.W. Rochester Gas & 
Electric Corp. 2pp. 33368:161-33368:170. 

-8511070356 Insp Rept 50-244/85-21 on 850901-1 01 9.No violation identified. Major 
areas inspected:plant activities during routine power operations, licensee action on pre- 
vious findings, surveillance testing & offsite review committee. 

GRAMM, R.A. Region 1, Office of Director. IEB-80-21. 85/11/01. 8pp. 33368:163- 
33368:170. 

8511070469 NUREG-0936 V04 N03 NRC REGULATORY AGENDA.Quarterly 

Report,July-September 1 985. 

* Division of Rules and Records. 85/10/31. 210pp. 33384:292-33385:141. 

8511070476 NUREG-1 143 SAFETY EVALUATION REPORT RELATED TO THE FULL- 
TERM OPERATING LICENSE FOR MILLSTONE NUCLEAR POWER STATION, UNIT 
NO. 1. Docket No. 50-245. (Northeast Nuclear Energy Company) 

* Division of Licensing (800428-851124). 85/10/31. 280pp. 33384:012-33384:291. 

8511070490 NUREG-0383 V03 R05 DIRECTORY OF CERTIFICATES OF COMPLI- 
ANCE FOR RADIOACTIVE MATERIALS PACKAGES.Summary Report Of NRC Ap- 
proved Quality Assurance Programs For Radioactive Material Packages. 

* Division of Fuel Cycle & Material Safety. 85/10/31. 128pp. 33383:243-33384:011. 

8511110039 Forwards Rev 2 to “Seabrook Station Response to NRC Generic Request 
for Addl Info re NUREG-0612, ’Control of Heavy Loads,’” per NRC 850404 Request 
for Addl Info 410.56. 

DEVINCENTIS.J. Public Service Co. of New Hampshire. SBN-887. 85/10/31. 
KNIGHTON.G.W. Licensing Branch 3. 2pp. 33413:001-33413:209. 


-8511110046 Rev 2 to “Seabrook Station Response to NRC Generic Request for Addl 
Info re NUREG-0612, ’Control of Heavy Loads.”’ 

* United Engineers & Constructors, Inc. (subs, of Raytheon Co.). 85/10/31. 207pp. 
33413:003-33413:209. 

8511110043 Forwards addl info on canister handling bridge shield collar design & 
test, per NRC 851029 request.Shield collars should not be considered as heavy loads 
in context of NUREG-0612. 

STANDERFER,F.R. General Public Utilities Corp. - GPU Service Corp. 4410-85-L- 
0222. 85/11/05. TRAVERS, W.D. TMI Program Office. 4pp. 33386:032-33386:035. 

8511110068 “Oyster Creek Nuclear Station Emergency Operating Procedure Writer’s 
Guide.” W/851031 Itr. 

FIEDLER, P.B. General Public Utilities Corp. - GPU Service Corp. 85/10/31. 
ZWOLINSKI.J.A. Operating Reactors Branch 5. 37pp. 33397:152-33397:188. 

8511110116 Forwards Insp Rept 50-416/85-36 on 85091 7-1 01 0.No violation or devi- 
ation noted. 

BROWNLEE, V.L. Region 2, Office of Director. 85/10/31. RICHARD, J.B. Mississippi 
Power & Light Co. 2pp. 33386:349-33386:358. 

-8511110127 Insp Rept 50-416/85-36 on 85091 7-1 01 0.Major areas inspected: ESF 
walkdowns & TMI action items.One apparent violation re failure to submit LER within 
30 days noted. 

BUTCHER, R.C., CALDWELL, J.L., PANCIERA.V.W. Region 2, Office of Director. 85/ 
10/30. 8pp. 33386:351-33386:358. 

8511110156 Responds to 821001 & 830124 requests for addl info re containment purge 
& vent valve operability.Containment preentry & refueling purge isolation valves nor- 
mally closed during operation & open for refueling. 

DEVINCENTIS.J. Public Service Co. of New Hampshire. SBN-889. 85/11/06. 
KNIGHTON.G.W. Licensing Branch 3. 10pp. 33395:337-33395:346. 

8511110181 Forwards calculations to aid in review of util 850401 response to NUREG- 
0737,ltem II.E.4.2.(7) re containment purge & vent isolation on high radiation 
signal.Signal will not contribute to significant safety increase. 

HARRINGTON, W.D. Boston Edison Co. BECO 85-197. 85/10/31. VASSALLO.D.B. 
Operating Reactors Branch 2. 322pp. 33393:159-33394:120. 

8511110217 NUREG-0383 V01 R08 DIRECTORY OF CERTIFICATES OF COMPLI- 
ANCE FOR RADIOACTIVE MATERIALS PACKAGES.Summary Report Of NRC Ap- 
proved Packages. 

* Division of Fuel Cycle & Material Safety. 85/10/31. 477pp. 33408:043-33409:159. 

8511110290 Forwards descriptions of how alternate post-accident sampling sys will 
meet 11 NUREG-0737 criteria, discussion of items addressed in util 850212 Itr, graphs 
of analysis accuracies & one oversize P&ID. 

LUNDVALL.A.E. Baltimore Gas & Electric Co. 85/10/31. THADANI.A.C. Office of Nu- 
clear Reactor Regulation, Director (pre-851125). 23pp. 33393:056-33393:079. 

8511110310 Informs that 850422 submission of enhanced licensed operator requalifica- 
tion program acceptable, per SRP (NUREG-0800), 10CFR55,App A, TMI Action Plan 
Item II.B.4 & HR Denton 800328 Itr.Findings will be documented in SSER 8. 
YOUNGBLOOD, B.J. Licensing Branch 1. 85/11/06. EDELMAN.M.R. Cleveland Elec- 
U:C “lurnnatng Cc. 2pp. 33404:023-33404:024. 

8511110327 NUREG/CR-3937 STEAM GENERATOR TUBE RUPTURE IODINE 
TRANSPORT MECHANISMS. Task ^Experimental Studies. 

GIESEKE.J.A., FLANIGAN.L.J., COLLIER, R.P. Battelle Memorial Institute, Columbus 
Laboratories. FIN A-4063. BM1-2114. 85/10/31. Division of Accident Evaluation. 36pp. 
33412:317-33412:353. 

8511110328 Forwards Amends 145,145 & 142 to Licenses DPR-38.DPR-47 & DPR- 
55, respectively & safety evaluation.Amends revise Tech Spec Table 6.1-1 to reflect 
increase in required number of nuclear equipment operators. 

NICOLARAS.H. Operating Reactors Branch 4. 85/10/31. TUCKER, H.B. Duke Power 
Co. 2pp. 33404:011-33404:022. 

-8511110390 Amends 145,145 & 142 to Licenses DPR-38.DPR-47 & DPR-55, 
respectively, revising Tech Spec Table 6.1-1 to reflect increase in required number of 
nuclear equipment operators in conformance to NUREG-0737, Item I.A.1.3. 

STOLZ.J.F. Operating Reactors Branch 4. DPR-55 A 142. 85/10/31. 8pp. 33404:013- 
33404:020. 

-8511110393 Safety evaluation supporting Amends 145,145 & 142 to Licenses DPR- 
38.DPR-47 & DPR-55, respectively. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/10/31. 2pp. 
33404:021-33404:022. 

8511110335 NUREG/CR-4424 DROPLET SIZES.DYNAMICS AND DEPOSITION IN 
VERTICAL ANNULAR FLOW. 

LOPES, J.C., DUKLER.A.E. Houston, Univ. of, Houston, TX. FIN G-1026. 85/10/31. Di- 
vision of Accident Evaluation. 318pp. 33411:074-33412:030. 

8511110338 NUREG-0383 V02 R08 DIRECTORY OF CERTIFICATES OF COMPLI- 
ANCE FOR RADIOACTIVE MATERIALS PACKAGES.Certificates of Compliance. 

* Division of Fuel Cycle & Material Safety. 85/10/31. 633pp. 33409:160-33411:073. 

8511110360 Forwards EG&G preliminary technical evaluation rept, “Conformance to 
Reg Guide 1.97, James A Fitzpatrick Nuclear Power Plant.” Addl info requested within 
45 days of Itr receipt. 

VASSALLO.D.B. Operating Reactors Branch 2. GL-82-33. 85/11/05. BRONS.J.C. 
New York Power Authority (formerly Power Authority of the State of New York). 2pp. 
33408:023-33408:025. 

-8511110362 "Conformance to Reg Guide 1.97, James A Fitzpatrick Nuclear Power 
Plant.” 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN A-6483. TAC 51090. 85/10/ 
31. NRC - No Detailed Affiliation Given. 17pp. 33408:026-33408:042. 

8511110398 Forwards evaluation of util 850220 response to Generic Ltr 84-14 re re- 
placement & requalification training programs. Programs meet criteria of 10CFR55 & 
NUREG-0737 & acceptable. 

NOVAK, T.M. Assistant Director for Licensing. GL-84-14. 85/11/04. TUCKER.H.B. 
Duke Power Co. 15pp. 33407:318-33407:332. 
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8511110407 Forwards public version of revised emergency plan imp'-smentinc 
procedures, including table of contents & Rev 0 to E? £-0, "Reader Tnp c : Saioty 
Injection.” Privacv/ proprietary info identified in end. Related correspondence. 
SNIFFER, J.D. Pacific Gas £ Electric Co. #485 486. OL. 85/04/08. MARTIN, J.B. 
Region 5, Office of Director. 5pp. 33404:345-33406:332. 

8511110408 NUREG/CR-3774 VOS ALTERNATIVE METHODS FOR DISPOSAL OF 
LOW LEVEL RADIOACTIVE WASTE. Task 2E:Technical Requirements For Shaft Dis- 
posal Of Low Level Radioactive Waste. 

BENNETT, R.D. Army, Dept, of, Army Engineer Waterways Experiment Station. FIN D- 
1001. 85/10/31. Division of Waste Management. 105pp. 33412:031-33412:134. 

8511110415 NUREG/CR-3774 V04 ALTERNATIVE METHOD FOR DISPOSAL OF LOW 
LEVEL RADIOACTIVE WASTE. Task 2C:Technical Requirements For Earth Mounded 
Concrete Bunker Disposal Of Low Level Radioactive Waste. 

MILLER, W.O., BENNETT, R.D. Army, Dept, of, Army Engineer Waterways Experiment 
Station. FIN D-1Q01. 85/10/31. Division of Waste Management. 96pp. 33417:218- 
33417:316. 

8511110422 NUREG/CR-2000 V04 N9 LICENSEE EVENT REPORT (LER) 
COMPILATION:For Month Of September 1985. 

* Oak Ridge National Labcratcv CI N 4-9^35. ORNL/NSIC-200. 85/10/31. AEOD, Di- 
rector’s Office, iispp. ■ ' Cyfvjn 

8511110431 NUREG/CR-4388 AEROSOL BEHAVIOR MODELING (TASK 3) - SUP- 
PORT SERVICES FOR RESEARCH AND EVALUATION OF SEVERE ACCIDENT 
PHENOMENA AND MITIGATION. 

JORDAN, H„ KOGAN, V. Battelle Memorial Institute, Columbus Laboratories. FIN B- 
7499. BMI-2130. 85/10/31. Division of Accident Evaluation. 78pp. 33417:016- 
33417:092. 


8511120116 Forwards Safety Insp Rept 50-271/85-25 on 850805-0920 & notice of 
violation. Peer insp program deficiencies described in Item B appear as recurrence of 
violations in Insp Rept 50-271 /83-22.Corrective actions requested. 

WEN2INGER.E.C. Region 1, Office of Director. 85/11/05. MURPHY, W.P. Vermont 
Yankee Nuclear Power Corp. 2pp. 33413:323-33413:343. 

-8511120136 Insp Rept 50-271/85-25 on 850805-0920.Violations noted: failure to iden- 
tify discrepant results during surveillance testing & to take corrective actions to pre- 
clude recurrence of deficiencies in onsite peer insp program. 

RAYMOND, W.J., MEYER, G.W., SILKO.T.B. Region 1, Office of Director. 85/10/30. 
18pp. 33413:327-33413:343. 

8511120133 Comments on draft NUREG-1032, “Evaluation of Station Blackout Acci- 
dents at Nuclear Power Plants.” Potentially expensive backfits for station blackout 
event cannot be justified. 

SHIFFER.J.D. Pacific Gas & Electric Co. DCL-85-339. 85/11/05. DENTON, H.R. Office 
of Nuclear Reactor Regulation, Director (pre-851 125). 2pp. 33413:321-33413:322. 

8511120141 Notification of 851118 S. T m.ootrcs & ACRS in Waterford, CT to 

review M-1 integrated plant safety Tsssossr-o.:: mpvSA 75 & full-term OL-SER conver- 
sion (NUREG-1 143). Agenda end. 

SHEA.J.J. Operating Reactors Branch 5. 85/10/05. ZWOLINSKI.J.A. Operating Reac- 
tors Branch 5. 6pp. 33433:275-33433:280. 

8511120176 NUREG/CR-4430 CURRENT METHODOLOGIES FOR ASSESSING THE 
POTENTIAL FOR EARTHQUARKE-INDUCED LIQUEFACTION IN SOILS. 
KOESTER.J.P., FRANKLIN, A. G. Army, Dept, of, Army Engineer Waterways Experi- 
ment Station. FIN B-8993. 85/10/31. Division of Radiation Programs & Earth Sci- 
ences (post 840429). 69pp. 33439:087-33439:156. 


8511110437 NUREG-1048 S03 SAFETY EVALUATION REPORT RELATED TO THE 
OPERATION OF HOPE CREEK GENERATING STATION. Docket No. 50-354. (Public 
Service Electric And Gas Company, Atlantic City Electric Company) 

* Division of Licensing (800428-851124). 85/10/31. 100pp. 33416:273-33417:015. 

8511110452 NUREG/CR-3774 V02 ALTERNATIVE METHODS FOR DISPOSAL OF 
LOW LEVEL RADIOACTIVE WASTES.Task 2A:Technical Requirements For Below- 
ground Vault Disposal Of Low Level Radioactive Waste. 

WARRINER.J.B , BENNETT, R.D. Army, Dept, of, Army Engineer Waterways Experi- 
ment Station. FIN D-1001. 85/10/31. Division of w as to Miinapensr':. 93pp. 
33412:224-33412:316. 

8511110459 NUREG/CR-3774 V03 ALTERNATIVE METHODS FOR DISPOSAL OF 
LOW LEVEL RADIOACTIVE WASTES.Task 2B:Technical Requirements For Above- 

§ round Vault Disposal Of Low Level Radioactive Waste. 

ENNETT.R.D., WARRINER.J.B. Army, Dept, of, Army Engineer Waterways Experi- 
ment Station. FIN D-1001. 85/10/31. Division of Waste Management. 89pp. 
33412:135-33412:223. 


8511120180 Application for amends to Licenses DPR-58 & DPR-74, changing Tech 
Specs re installation of containment hydrogen monitors per NUREG-0737,ltem 
II.F.1. 6, Generic Ltr 83-37 & Reg Guide 1.97. 

ALEXICH.M.P. Indiana & Michigan Electric Co. GL-83-37. 85/11/04. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director (pre-851 125). 3pp. 33413:344- 
33413:351. 

8511120249 Forwards Amends 146,146 & 143 to Licenses DPR-38.DPR-47 & DPR- 
55, respectively & safety evaluation.Amends revise Tech Specs to reflect administra- 
tive program per NUREG-0737.Addl info re listed TMI items requested to complete 
review. 

NICO LARAS, H. Operating Reactors Branch 4. 85/10/31. TUCKER, H.B. Duke Power 
Co. 3pp. 33438:103-33438:118. 

-8511120256 Safety evaluation supporting Amends 146,146 & 143 to Licenses DPR- 
38.DPR-47 & DPR-55, respectively. 

* Office of Nuclear Reactor Regulation, Director (pre-851 125). GL-83-37. 85/10/31. 
5pp. 33438:114-33438:118. 


8511120026 Staff requirements memo re Commission 851022 briefing in 
Washington, DC on NUREG-0880, “Safety Goals for Nuclear Power Plants.” Info re 
staff position on averted onsite costs & core melt design objective requested. 
CHILK.S.J. Office of the Secretary of the Commission. M851022B. 85/11/05. 
DIRCKS.W.J. Office of the Executive Director for Operations. Ip. 33442:194- 
33442:194. 


8511120029 NUREG/CR-4417 LOCAL PROPERTIES OF COUNTERCURRENT 
STRATIFIED STEAM-WATER FLOW. 

KIM.H.J. Northwestern Univ., Evanston, IL. FIN G-1000. 85/10/31. Division of Acci- 
dent Evaluation. 227pp. 33440:001-33440:227. 


8511120038 NUREG/CR-4228 REVIEW OF THE VOGTLE UNITS 1 AND 2 AUXILIARY 
FEEDWATER SYSTEM RELIABILITY ANALYSIS. 

FRESCO, A., YOUNGBLOOD, R., PAPAZOGLOU.I.A. Brookhaven National Laboratory. 
FIN A-3702. BNL-NUREG-51 876. 85/10/31. Division of Safety Technology (800428- 
851124). 95pp. 33440:228-33440:322. 

8511120039 Informs that ME101 & SUPERPIPE computer codes reviewed by NRC & 
found acceptable for independent support motion response spectrum analysis.per 
NUREG-1061. 

ZWOLINSKI.J.A. Operating Reactors Branch 5. LS05-85-1 1-009. 85/11/05. 

BASKIN, K.P. Southern California Edison Co. 3pp. 33442:195-33442:197. 


8511120049 Responds to 850831 ltr re testing of prompt notification sys.Ltr referred to 
RW Krimm of FEMA for consideration under NUREG-0654/FEMA-REP-1 & FEMA 43. 
BUTLER, W.R. Licensing Branch 2. 85/11/04. PLETTINGER.H.A. Affiliation Not As- 
signed. 4pp. 33442:198-33442:201. 


8511120062 Forwards schedule for implementing remaining NUREG-0737, SuppI 1 re- 
quirements for Units 1 & 2 SPDS & Unit 2 emergency operating 

procedures.emergency response facilities & human engineering ddiscrepamces.W/ 
Reg Guide 1.97 schedule. . „ , . 

VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). ANPP-33943-EEVB. 85/11/08. KNIGHTON, G.W. Office of Nuclear Reactor Reg- 
ulation, Director (pre-851 125). 6pp. 33415:266-33415:271. 


8511120336 NUREG/CR-1 278 ERR Errata to “Handbook of Human Reliability Analysis 
W/Emphasis on Nuclear Power Plant Applications," making various corrections. 

SWAIN, A.D., GUTTMANN.H.E. Sandia National Laboratories. FIN A-1188. SAND80- 
0200. 85/10/30. 7pp. 33442:001-33442:007. 

8511130001 Forwards input for App B of AO rept to Congress for Third Quarter 
CY85.lnfo re license suspensions, orders & new generic safety issues also end. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851 125). 85/10/31. 
HELTEMES.C.J. AEOD, Director’s Office. 5pp. 33455:006-33455:024. 

-8510160384 Requests assistance to complete preparation of AO rept to Congress for 
Third Quarter CY85.Proposes listed events for reporting.Response requested by 
851018. 

HELTEMES.C.J. AEOD, Director’s Office. 85/10/07. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851 125). DAVIS, J.G. Office of Nuclear Material 
Safety & Safeguards, Director. MINOGUE.R.B. Office of Nuclear Regulatory Research, 
Director. 14pp. 33455:011-33455:024. 

8511130030 Summary of 851023 meeting w/util, Arkansas Power & Light Co & B&W re 
auxiliary feedwater sys mods. Meeting requested following 851002 inadvertent reactor 
trip necessitating initiation c- feeowaicr sys & failure of sys pump. 

KALMAN, G. Operating Reactors Branch 4. GL-83-37. 85/11/04. Operating Reactors 
Branch 4. 5pp. 33455:001-33455:005. 

8511130217 Responds to violations noted in Insp Repts 50-321/85-24 & 50-366/85- 
24.Corrective actions:Standing Order 85-45 revised as Standing Order 85-57 to be 
consistent w/Procedure 40AC-REG-002-0 re ESF actuation. 

GUCWA.L.T. Georgia Power Co. GL-83-36. 85/10/21. GRACE, J.N. Region 2, Office 
of Director. 5pp. 33434:217-33434:221. 

8511130218 Forwards modified pages specifying that DOE repts being reviewed do not 
contain abstract.Blank pages included in order that first sheet of document review 
form always appears on right hand side of biannual rept. 

SOO.P. Brookhaven National Laboratory. FIN A-3164. 2515. 85/10/15. WICK.E.A. 
High Level Waste Licensing Management Branch. 8pp. 33455:033-33455:040. 


8511120063 NUREG/CR-4414 DIRECT-CONTACT CONDENSATION OF STEAM ON 
COLD WATER IN STRATIFIED COUNTERCURRENT FLOW. 

BANKOFF.S.G., KIM.H.J. Northwestern Univ., Evanston, IL. FIN G-1000. 85/10/31. 
Division of Accident Evaluation. 81pp. 33440:323-33441:044. 

8511120075 Forwards Amend 29 to License NPF-11 & safety evaluation. Amend 
chanaes Tech Specs to incorporate mod of automatic depressurization sys logic/ 
BUTLER WR. Licensing Branch 2. 85/11/01. FARRAR, D.L. Commonwealth Edison 
Co. 3 pp. 33431:339-33431:359. 

-8511120090 Safety evaluation supporting Amend 29 to License NPF-11. 

* NRC - No Detailed Affiliation Given. 85/11/01. 5pp. 33431:354-33431:359. 

8511120083 NUREG/CR-441 6 STABILITY OF STEAM-WATER COUNTERCURRENT 

UEES£^Northwestern Univ ., Evanston, IL FIN G-1000. 85/10/31. Division of Acci- 
dent Evaluation. 242pp. 33441:045-33441:282. 

8511120087 NUREG/CR-441 5 COUNTER-CURRENT STEAM/WATER FLOW ABOVE 
A PERFORATED PLATE-VERTICAL INJECTION OF WATER 

DILBER.I. Northwestern Univ., Evanston, IL. FIN G-1000. 85/10/31. Division of Acci- 
dent Evaluation. 62pp. 33441 :283-33441 ;345. 


8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1984. App A documents available in PDR.Apps 
B & C documents partially & completely withheld,respectively,(ref Exemption 5). 
FELTON, J.M. Division of Rules and Records. 85/10/17. GILINSKY.V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

—8308290073 Forwards excerpts from SER (NUREG-Q517),in response to 830720 re- 
quest for info re basis for interim resolution of ATWS issues at time unit licensed. 
DIRCKS.W.J. Office of the Executive Director for Operations. 83/08/17. 
ASSELSTINE.J. Commissioners. 6pp. 33541:001-33541:224. 

8511130278 Application for amends to Licenses DPR-53 & DPR-69,changing Tech 
Specs re design bases for providing containment pressure signal input to reactor pro- 
tective sys.Fee paid. 

LUNDVALL.A.E. Baltimore Gas & Electric Co. 85/10/25. THADANl.A. Office of Nucle- 
ar Reactor Regulation, Director (pre-851 1 25). 14pp. 33434:256-33434:304. 

8511130328 Forwards addl info to clarify NRC concerns re NUREG-0612, Phase I con- 
trol of heavy loads.per 851022 request. 

WAREMBOURG.D.W. Public Service Co. of Colorado. P-85387. 85/11/05. 
BUTCHER, EJ. Operating Reactors Branch 3. 3pp. 33437:323-33437:325. 
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8511130332 Forwards NUREG-Q588 environ qualification summary sheets for Unit 2 
equipment different from Unit 1. Summary sheets will be included in Rev 7 to response 
to NUREG-0588.A1I harsh environs listed in response are worst case for equipment. 
TUCKER.H.B. Duke Power Co. 85/11/05. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). ADENSAM.E.G. Licensing Branch 4. 6pp. 
33434:344-33434:349. 

8511130366 Forwards comments on draft NUREG-1032, “Evaluation of Station Black- 
out Accidents at Nuclear Power Plants." Conservative assumptions elevate issue to 
unjustifiable level of concern. 

SORENSEN.G.C. Washington Public Power Suoo'y System. G03-85-654. 85/11/08. 
KNIEL.K. Division of Safety Technology :800-i?3-85 ■ \?A) 3pp. 33435:140-33435:142. 

8511140268 Forwards safety evaluation re review of 850717 submittal concerning 
NUREG-0737,ltem II.B.3, “Post- Accident Sampling Sys," open items.Open items satis- 
factorily resolved. 

ZWOLINSKI.J.A. Operating Reactors Branch 5. LS05-85-1 1-014. 85/11/07. 

BASKIN, K. Southern California Edison Co. 5pp. 33449:357-33449:361. 

8511140317 Forwards Safety Insp Repts 50-295/85-31 & 50-304/85-32 on 850904- 
1 007 & notice of violation.Written response to notice of violation requested. 
CHRISSOTIMOS.N. Region 3, Office of Director. 85/11/08. REED.C. Commonwealth 
Edison Co. 2pp. 33450:229-33450:243. 

-8511140321 Insp Repts 50-295/85-31 & 50-304/85-32 on 850904-1007. Violation 
noted:failure to meet reporting requirements of 10CFR50.72 & 50.73 for ESFAS actu- 
ations. 

HEHL.C.W. Region 3, Office of Director. 50-304/85-32. 85/11/07. 11pp. 33450:233- 
33450:243. 


8511180760 Summary of 85101 1 beefing It' DOE & Rockwell Inti re proposed approach 
for handling heavy loads in scj!.. 'ft advances fast reactor project, per NUREG-0554 & 
NUREG-0612. 

ALLEN, C.L. Division o' Safe;-- Technology (800428-851124). 85/10/30. SPEIS.T.P. Di- 
vision of Safe-v 1 ocr-'iclcg-' (3CC-28-65i 124). 5pp. 33503:140-33503:144. 

8511190052 Forwards “GIMCS Fourth Quarter FY85 Update." Fourteen of 19 generic 
issues scheduled for resolution closed out.Three NRR generic issues rescheduled 
from last guarter slipped. 

SPEIS.T.P. Division of Safety Technology (800428-851124). 85/10/09. DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director (pre-851125). 3pp. 33543:300- 
33543:302. 

-8511190055 “GIMCS Fourth Quarter FY85 Update.” 

* Office of Nuclear Reactor Regulation, Director (pre-851125). 85/09/30. 400pp. 
33543:303-33544:191. 

8511190086 Forwards 851017 preliminary results of second superheated steam cable 
test for Anaconda Flame Guard multiconductor cabie.Cable exhibited same leakage 
19-21 days into post-LOCA transient period. W/o end. 

ARLOTTO.G.A. Division of Engineering Technology. FIN A-1051. 85/10/22. 
SPEIS.T.P. Division of Safety Technology (800428-851124). Ip, 33543:224-33543:224. 

8511190099 Ack receipt of 851021 Itr informing NRC of steps taken to correct violations 
noted in insp Repts 50-321 /S5-24 & 50-366/85-24. Response acceptable.Manually 
started ESF, although considered actuation, would not be reportable. 

WALKER, R.D. Region 2, Office of Director. 85/11/12. KELLY, R.J. Georgia Power Co. 
Ip. 33511:348-33511:348. 


8511150018 Forwards application for amend to License DPR-64, changing Tech Spec 
Section 6.2 re NUREG-0737,ltem I.A.1.3, “Shift Manning.” Fee paid. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). IPN-85-33. 85/06/20. VARGA.S.A. Operating Reactors Branch 1. 2pp. 
33466:208-33466:215. 


“8511150026 Application for amend to License DPR-64, changing Tech Spec Section 
6.2 re NUREG-0737,ltem I.A.1.3, “Shift Manning." 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 85/06/20. Ip. 33466:210-33466:210. 

“8511150034 Proposed Tech Specs changes to Section 6.2 re NUREG-0737, Item 
I.A.1.3, "Shift Manning." Safety evaluation end. 

* New York Power Authority (formerly Power Authority of the State of New York). 85/ 
06/20. 5pp. 33466:211-33466:215. 

8511150045 Comments on NUREG-0956, “Reassessment of Technical Base for Esti- 
mating Source Terms." Source term assessment for Mark II design would show dimin- 
ished & more realistic values. 

LEONARD, J.D. Long Island Lighting Co. 85/11/07. CHILK.S.J. Office of the Secretary 
of the Commission. 2pp. 33466:235-33466:236. 

8511150110 Requests approval to apply ASME Code Cases N-411 & N-397 to piping 
analysis, per NUREG-1 061. Code cases will be used in snubber optimization program 
based on application of dynamic analyses methods. Fee paid. 

KEMPER, J.S. Philadelphia Electric Co. 85/11/08. STOLZ.J. Operating Reactors 
Branch 4. 2pp. 33463:013-33463:014. 


8511180100 Forwards comments on draft NUREG-1 030, “Seismic Qualification of 
Equipment in Operating Nuclear Plants” & regulatory analysis for proposed resolution 
of USI A-46. Clarification urged. 

SMITH, N.P. Seismic Qualification Utility Group. 85/11/12. KNIEL.K. Division of Safety 
Technology (800428-851124). 13pp. 33493:182-33493:194. 

8511180278 Forwards addendum to Rev 2 to control of heavy loads study. Addendum 
adds variable test weight used to calibr refueling platform interlocks. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. PY-CEI/NRR-0381. 85/11/12. 
YOUNGBLOOD, B.J. Licensing Branch 1. 6pp. 33493:206-33493:214. 


8511180584 Submits addl info re SER Confirmatory item 66 concerning implementation 
of program to address NUREG-0737 Task Action Plan Item III.D.1.1. Hydrogen recom- 
biners will be tested on refueling outage basis.Two preoperational tests performed. 
OPEKA.J.F., MROCZKA.E.D. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). OPEKA.J.F. Northeast Utilities. B11853. 85/11/06. YOUNGBLOOD, B.J. Licens- 
ing Branch 1. 3pp. 33496:152-33496:154. 


8511180625 NUREG/CR-4236 V01 PROGRESS IN EVALUATION OF RADIONUCLIDE 
GEOCHEMICAL INFORMATION DEVELOPED BY DOE HIGH-LEVEL NUCLEAR 
WASTE REPOSITORY SITE PROJECTS:REPORT FOR OCTOBER-DECEMBER 
1984. 

KELMERS.A.D., SEELEY.F.G., ARNOLD, W.D. Oak Ridge National Laboratory. FIN B- 
0290. ORNL/TM-9614. 85/10/31. Division of Waste Management. 59pp. 33504:334- 
33505:031. 


8511180634 NUREG/CP-0070 PROCEEDINGS OF THE WORKSHOP ON SEISMIC 
AND DYNAMIC FRAGILITY OF NUCLEAR POWER PLANT COMPONENTS 
HOFMAYER.C.H., BANDYOPADHYAY Brookhaven National Laboratory. FIN A-3278. 
BNL-NUREG-51 924. 85/10/31. Division of Engineering Technology. 400pp. 
33507:085-33507:362. 


8511180647 NUREG/CR-4156 OPERATING EXPERIENCE AND AGING-SEISMIC AS- 
SESSMENT OF ELECTRIC MOTORS. _ m _ 

SUBUDHI,M., BURNS, E.L., TAYLOR, J. Brookhaven National Laboratory. FIN A-3270. 
BNL-NUREG-51 861. 85/10/31. Division of Engineering Technology. 150pp. 
33506:297-33507:084. 


8511180720 Forwards SSER re open items in procedures generation package for emer- 
gency operating procedures (EOP).Program for preparing & implementing upgraded 
EOP meets Suppl 1 to NUREG-0737, Section 7 & Generic Ltr 82-33 & acceptable. 
VARGA, S.A. Operating Reactors Branch 1. GL-82-33. 85/11/05. STEWART.W.L. Vir- 
ginia Power (Virginia Electric & Power Co.). 3pp. 33503:166-33503:172. 


-8511180727 SSER concluding that util 850207 & 0531 submittals re procedures gen- 
eration package for emergency operating procedures meet requirements of Suppl 1 to 
NUREG-0737, Section 7 & Generic Ltr 82-33. , , „ A „„„„ _ 

* NRC - No Detailed Affiliation Given. GL-82-33. 85/11/05. 4pp. 33503:169- 
33503:172. 


8511190113 Forwards NUREG/CR-4158, "Compilation of Info on Uncertainties Involved 
in Deposition Modeling" & research summary of rept.W/o NUREG. 

KORNASIEWICZ.R. Earth Sciences Branch (post 840429). FIN B-0446. 85/10/31. 
CONGEL.F. Office of Nuclear Regulatory Research, Director. GAMMILL.W., 
HULMAN.L. Office of Nuclear Reactor Regulation, Director (pre-851125). 10pp. 
33543:198-33543:207. 


8511190167 Forwards response to 850607 request for addl confirmatory info re SPDS 
isolation devices used at facility per Suppl 1 to NUREG-0737.Revs to listed signals & 
respective isolation devices provided. 

ANDREWS, R.L. Omaha Public Power District. LIC-85-494. 85/11/08. BUTCHER, E.J. 
Operating Reactors Branch 3. 20pp. 33511:295-33511:314. 


8511190212 Forwards topical rept evaluation of Amend 11 to Rev 6 to NEDE-2401 1-P- 
A, “GE Std Application for Reactor Fuel” (GESTAR ll).Rept acceptable for referencing 
in licensing applications.Publication of rept.per NUREG-0390, discussed. 

THOMAS, C.O. Standardization & Special Projects Branch. 85/11/05. CHARNLEY.J.S. 
General Electric Co. 2pp. 33534:323-33534:324. 


8511190273 Forwards Insp Repts 50-250/85-30 & 50-251/85-30 on 850820-1015 & 
notice of violation. 

WALKER, R.D. Region 2, Office of Director. 85/11/12. WILLIAMS.J.W. Florida Power 
& Light Co. 2pp. 33516:165-33516:193. 

“8511190291 Insp Repts 50-250/85-30 & 50-251/85-30 on 850820-1015. Violation 
noted:failure to meet requirements of 10CFR50, App B, Criterion XVI & failure to meet 
requirements of Tech Spec 6.5.1. 6.d. 

PEEBLES.TA, BREWER, D.R., ELROD, S.A. Region 2, Office of Director. 50-251/85- 
30. 85/11/08. 24pp. 33516:170-33516:193. 


8511190302 Responds to 851024 request for addl info to support justification for excep- 
tions to Reg Guide 1.97 items & Suppl 1 to NUREG-0737 covering pressurizer 
level, pressurizer heater status & component cooling water flow to ESF sys. 
WESTAFER.G.R. Florida Power Corp. (subs, of Florida Progress Corp.). 3F1 185-17. 
85/11/15. STOLZ.J.F. Operating Reactors Branch 4. 3pp. 33515:346-33515:348. 


8511190318 Notifies of vendor mods to ammonia detectors installed in response to 
NUREG-0737, Item III.D.3.4 & subsequent to 850212 Itr describing difficulties re 
compliance.New detector heads installed to correct spurious alarms & make calibr 

WITHERS, B.D. Portland General Electric Co. 85/11/14. THOMPSON, H. Division of Li- 
censing (800428-851124). Ip. 33515:220-33515:220. 


8511190326 Responds to 850904 request for comments re NUREG-1 030, “Seismic 
Qualification of Equipment in Operating Nuclear Power Plants, USI A-46 Draft Rept for 
Comment" & “Regulatory Analysis for Proposed Resolution of USI A-46....” 

BRITT, R.W. Wisconsin Electric Power Co. VPNPD-85-519. 85/11/14. KNIEL.K. Divi- 
sion of Safety Technology (800428-851124). 4pp. 33515:340-33515:343. 


8511190341 Withdraws 840131 commitment to include requirements to prohibit handling 
of heavy loads over irradiated fuel in Tech Specs, per NUREG-0612.Error in 850211 
control of heavy loads technical evaluation rept also clarified. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). JPN-85-84. 85/11/15. VASSALLQ.D.B. Operating Reactors Branch 2. 2pp. 
33515:221-33515:222. 


8511190395 Forwards comments on draft NUREG-1 030 & regulatory analysis support- 
ing Nuclear Util Group on Equipment Qualification proposed resolution of USI A-46, 
“Seismic Qualification of Equipment in Operating Nuclear Power Plants." 

REYNOLDS, N.S. Nuclear Utility Group on Equipment Qualification. 85/11/15. 
KNIEL.K. Division of Safety Technology (800428-851124). 13pp, 33515:093- 
33515:105. 


8511190417 Confirms 851209-13 special insp to evaluate plant for compliance w/fire 
protection & safe shutdown capability guidelines of SRP Section 9.5.1 (NUREG- 
0800). Listed addl info requested by 851202. 

WALKER.R.D. Region 2, Office of Director. 85/11/12. TUCKER.H.B, Duke Power Co. 
2pp. 33515:178-33515:179. 


8511190461 Forwards "Conformance to Reg Guide 1.97, Indian Point 3 Nuclear Power 
Plant," per Suppl 1 to NUREG-0737 & Generic Ltr 82-33.Addl justification for excep- 
tions requested within 60 days of Itr receipt 

VARGA.S.A. Operating Reactors Branch 1, GL-82-33. 85/10/31, BRONS.J.C. New 
York Power Authority (formerly Power Authority of the State of New York). 3pp. 
33534:268-33534:270. 
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8511190505 NUREG/CR-4392 MEASURES OF SAFEGUARDS RISK EMPLOYING PRA 
(MOSREP).A Methodology For Estimating Risk Impacts Of Safeguards Measures. 
HORTON, W., LOBNER.P., KARIMIAN.S. Brookhaven National Laboratory. FIN A* 
3767. BNL-NUREG-51926. 85/10/31. Division of Systems Integration (811005- 
851 1 24). 257pp. 33542:1 34-33543:035. 

8511190550 NUREG/CR-4350 V03 PROBABILISTIC RISK ASSESSMENT COURSE 
DOCUMENTATION.Volume 3 - Systems Reliability And Analysis Techniques, Session 
A - Reliability. 

LOFGREN,E.V. Science Applications International Corp. (formerly Science Applica- 
tions, Inc.). * Sandia National Laboratories. FIN A-1321. SAND85-1 495/3. 85/10/31. 
Division of Risk Analysis & Operations (post 840429). 210pp. 33541:225-33542:076. 

8511190554 NUREG/CR-4350 V05 PROBABILISTIC RISK ASSESSMENT COURSE 
DOCUMENTATION.Volume 5 - Systems Reliability And Analysis Techniques.Session 
D - Quantification. 

LOFGREN.E.V. Science Applications International Corp. (formerly Science Applica- 
tions, Inc.). * Sandia National Laboratories. FIN A-1321. SAND85-1 495/5. 85/10/31. 
Division of Risk Analysis & Operations (post 840429). 215pp. 33533:029-33533:234. 

8511190556 NUREG/CR-4136 SMOKE.A Data Reduction Package For Analysis Of 
Combustion Experiments. 

RAT2EL.A.C., KEMPKA.S.N., SHEPHERD.J.E. Sandia National Laboratories. FIN A- 
1246. SAND83-2657. 85/10/31. Division of Engineering (pre-851 125). 131pp. 
33533:235-33534:003. 

8511190557 Forwards monthly operating rept for Aug 1985 & summary of shutdowns & 
power reductions inadvertently omitted from Jul 1985 monthly operating rept. Missing 
Jul data discovered during review of NUREG-0090,Vol 9. 

FIEDLER, P.B. General Public Utilities Corp. - GPU Service Corp. 85/09/13. Office of 
Resource Management, Director. 2pp. 33522:225-33522:233. 

8511190570 NUREG/CR-4432 COMPARISON OF DYNAMIC CHARACTERISTICS OF 
FUKUSHIMA NUCLEAR POWER PLANT CONTAINMENT BUILDING DETERMINED 
FROM TESTS AND EARTHQUAKES. 

SRINIVASAN.M.G., KOT.C.A., HSIEH.B.J. Argonne National Laboratory. FIN A-2217. 
ANL-85-67. 85/10/31. Division of Engineering Technology. 29pp. 33534:004- 
33534:032. 

8511200119 Corrects & clarifies 850724 request for waiver of experience requirements 
for two senior operator candidates.Rationale for waiver listed.NUREG-0737 does not 
consider case of plant w/full power license for short period of time. 

DALE.L.F. Mississippi Power & Light Co. AECM-85/0383. 85/07/29. GRACE, J.N. 
Region 2, Office of Director. 5pp. 33527:179-33527:183. 


-8504240244 Forwards proposed “Good Neighbor” policy for emergency preparedness 
planning.New rule would not require state or local participation in planning or drills, but 
would keep authorities informed.Reasons for reform listed. 

ROWSOME.F.H. Division of Safety Technology (800428-851124). 85/04/11. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851 125). 10pp. 
33583:137-33583:146. 

—8511210534 Forwards marked-up FR notice re 10CFR50 on proposed emergency 
planning & preparedness.Concurrence w/version subj to mods on marked-up 
notice. Editorial & stylistic changes appear throughout text. 

FELTON, J.M. Division of Rules and Records. 84/09/28. JAMGOCHIAN.M. Division of 
Risk Analysis & Operations (post 840429). 16pp. 33583:107-33583:122. 

8511210380 Responds to FOIA request for list of NRC project managers & resident in- 
spectors by name, plant name & ofc telephone. Forwards list of plant & project 
managers.Ofc telephone numbers, listed in NUREG/BR-0046, available through GPO. 
FELTON, J.M. Division of Rules and Records. 85/10/31. SHOLLY.S.C. MHB Technical 
Associates. Ip. 33558:347-33558:357. 

8511210500 Responds to request for addl info re unresolved items in SPDS audit 
rept, per Suppl 1 to NUREG-0737. Displaying synthesized parameter values on tertiary 
level displays will be considered during Phase II efforts. 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Northeast Utilities. A02959. 85/11/08. YOUNGBLOOD, B.J. Licensing Branch 1. 6pp. 
33552:160-33552:165. 

8511210557 Responds to FOIA request for four categories of records re nuclear & fossil 
fuel power plants.NRC has no jurisdiction over fossil fuel plants. Info re nuclear plants 
contained in NUREG-0020.NUREG may be purchased at listed address. 

FELTON.J.M. Division of Rules and Records. 85/11/06. MCBETH.H. Mid-South Tech- 
nical Services Corp. 1 p. 33559:359-33559:359. 

8511210589 NUREG-1137 SOI SAFETY EVALUATION REPORT RELATED TO THE 
OPERATION OF VOGTLE ELECTRIC GENERATING PLANT.UNITS 1 AND 
2. DOCKET Nos. 50-424 And 50-425.(Georgia Power Company, et al) 

* Division of Licensing (800428-851124). 85/10/31. 56pp. 33586:265-33586:320. 

8511210594 NUREG/CR-4257 ERR Errata to “Insp, Surveillance & Monitoring of Electri- 
cal Equipment Inside Containment of Nuclear Power Plants - W/Applications to Elec- 
trical Cables,” changing secondary rept number to ORNL/Sub/83-28915/2. 

AHMED, S., CARFAGNO.S.P. ARVIN/CALSPAN Advanced Technology Center. 85/ 
09/09. Division of Engineering Technology. 5pp. 33583:300-33583:304. 


8511200195 Forwards first draft Tech Specs.notations re Tech Spec requirements in 
SER (NUREG-0896) & SSERs 1-3 & LLL Tech Spec review notes, for review Joint 
meeting will be held in Dec 1985 to resolve differences. W/o ends. 

KNIGHTON, G.W. Licensing Branch 3. 85/11/01. HARRISON.R.J. Public Service Co. 
of New Hampshire. 4pp. 33561:355-33561:358. 

8511210037 Responds to FOIA request for documents re cost estimates of backfits to 
operating plants. Forwards App A documents. App A & B documents available in 
PDR.App C documents partially or entirely withheld (ref FOIA Exemption 5). 

FELTON, J.M. Division of Rules and Records. 85/10/22. BELL.N. Nuclear Information 
& Resource Service, 8pp. 33579:082-33579:089. 

-8511210283 Forwards Cost Analysis Group “Preliminary Review of Cost Analysis Con- 
tained in NUREG/CR-4025 Concerning Proposed Design Mods to GESSAR," support- 
ing proposed mods. 

FELD.S. Resource Analysis Branch. 85/01/16. HARDIN, W.B. Reactor Systems 
Branch. Ip. 33580:241-33580:241. 


8511210618 Accepts util 851001 response to Generic Ltr 83-27, Item II.F.1.4.NUREG- 
0737, “Containment Pressure Monitor.” Current Tech Specs adequate.Review com- 
plete. 

VARGA.S.A. Operating Reactors Branch 1. GL-83-37. 85/11/13. DOLAN.J. Indiana & 
Michigan Electric Co. DOLAN, J. American Electric Power Service Corp. 2pp. 
33583:309-33583:310. 

8511220012 NUREG-0714 V04-05 OCCUPATIONAL RADIATION EXPOSURE.Fifteenth 
And Sixteenth Annua! Reports, 1982 And 1983. 

BROOKS, B., MCDONALD.S., RICHARDSON, E. Division of Radiation Programs & 
Earth Sciences (post 840429). 85/10/31. 53pp. 33603:356-33604:050. 

8511220014 NU REG-0540 V07 N09 TITLE LIST OF DOCUMENTS MADE PUBLICLY 
AVAI LABLE.September 1-30,1985. 

* Division of Technical Information & Document Control. 85/10/31. 450pp. 
33604:248-33605:293. 


-8511210286 “Preliminary Review of Cost Analysis Contained in NUREG/CR-4025 
Concerning Proposed Design Mods to GESSAR.” 

* Division of Budget & Analysis. 85/01/31. 3pp. 33580:242-33580:244. 

8511210266 NUREG/CR-4318 V02 REACTOR SAFETY RESEARCH 
PROGRAMS.Quarterly Report, April- June 1985. 

EDLER.S.K. Battelle Memorial Institute, Pacific Northwest Laboratories. FIN B-2043. 
PNL-5516-2. 85/10/31. Division of Accident Evaluation. 25pp. 33558:070-33558:092. 

8511210279 NUREG/CR-4362 STEAM GENERATOR GROUP PROJECT.Annual Report 
- 1984. 

CLARK, R.A., LEWIS, M. t MUSCARA.J. Battelle Memorial Institute, Pacific Northwest 
Laboratories. FIN B-2097. PNL-5417. 85/09/30. Division of Engineering Technology. 
109pp. 33557:321-33558:069. 

8511210280 Informs that test conducted to verify closing of PORV valve during recent 
hot functional testing satisfied requirements of NUREG-0737, Item ll.D.Ijn response to 
recent NRC request. 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA.J.F. 
Northeast Utilities. B11867. 85/11/12. YOUNGBLOOD.B.J. Licensing Branch 1. 2pp. 
33546:099-33546:100. 


8511210285 NUREG-0020 V09 N09 LICENSED OPERATING REACTORS STATUS 
SUMMARY REPORT.Data As Of August 31,1985.(Gray Book I) 

ROSS.P.A., BEEBE, M.R. Division of Budget & Analysis. 85/10/31. 471pp. 33556:216- 
33557:320. 


8511210320 Disagrees w/util 851031 position that response to NRC 851018 request for 
addl info re heavy load handling inside containment unnecessary, per Generic Ltr 85- 
1 1 .Info required for review of util 85091 1 SER. 

TRAVERS, W.D. TMI Program Office. GL-85-11. 85/11/12. STANDERFER.F.R. Gener- 
al Public Utilities Corp. - GPU Service Corp. 3pp. 33558:341-33558:343. 


8511220060 Comments on draft NUREG-1030, “Seismic Qualification of Equipment..." 
& “Regulatory Analysis of Proposed Resolution of USI A-46....” Draft fails to justify 
generic application of expensive walkdowns & analyses. 

WILLIAMS, J.W. Florida Power & Light Co. L-85-436. 85/11/15. DENTON, H.R. Office 
of Nuclear Reactor Regulation, Director (pre-851 125). 2pp. 33568:279-33568:280. 

8511220149 NUREG/CR-4128 BWR FULL INTEGRAL SIMULATION TEST (FIST) 
PHASE II TEST RESULTS AND TRAC-BWR MODEL QUALIFICATION. 

SUTHERLAND, W.A., ALAMGIR.M., FINDLAY, J.A. General Electric Co. FIN B-3014. 
EPRI N P-3988. 85/10/31. Division of Accident Evaluation. 200pp. 33604:051- 
33604:247. 

8511220227 Forwards SSER 3 (NUREG-1031).W/o end. 

YOUNGBLOOD.B.J. Licensing Branch 1. 85/11/14. OPEKA.J.F. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 33603:219-33603:220. 

8511220228 Forwards “Audit Rept of DCRDR for Arkansas Nuclear One, Unit 1,” for 
850916-20 auditRept identifying corrective actions for human engineering discrepan- 
cies requested by 851018. 

STOLZ.J.F. Operating Reactors Branch 4. 85/11/07. GRIFFIN, J. Arkansas Power & 
Light Co. 3pp. 33603:164-33603:166. 

-8511060161 “Audit Rept of DCRDR for Arkansas Nuclear One, Unit 1,” for Oct 1985, 
* Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-82-096. 85/10/31. NRC - No Detailed Affiliation Given. 52pp. 33603:167- 
33603:218. 

8511220297 Forwards Suppl 4 to “NUREG-0737 Suppl 1 DCRDR Program Plan,” com- 
prising names & qualifications of members of DCRDR team, per 830913 commitment. 
LEBLOND.P.C. Commonwealth Edison Co. 0889K. 85/11/14. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director (pre-851 125). Ip. 33570:150-33570:169. 


8511210371 Partial response to FOIA request for documents on NRC proposed rule on 
earthquakes & emergency planning.Documents identified on App A being placed in 
PDR Documents identified on App B available in PDR.Search conti nuing. 

FELTON, J.M. Division of Rules and Records. 85/11/06. BELL.N. Nuclear Information 
& Resource Service. 4pp. 33583:102-33583:105. 


-8511210534 Forwards marked-up FR notice re 10CFR50 on proposed emergency 
planning & preparedness.Concurrence w/version subj to mods on marked-up 

notice.Editorial & stylistic changes appear throughout text, 

FELTON.J.M. Division of Rules and Records. 84/09/28. JAMGOCHIAN.M. Division of 
Risk Analysis & Operations (post 840429). 16pp. 33583:107-33583:122. 


-8511220321 Suppl 4 to “NUREG-0737 Suppl 1 DCRDR Program Plan.” 

HOWARD.R.E., DAVIS, LE. Commonwealth Edison Co. 85/11/08. 19pp. 33570:151- 
33570:169. 

8511220312 Revises 851015 request for extension until sixth refueling outage to com- 
plete Reg Guide 1.97 & SPDS commitments.Several previously identified items may 
be accomplished during fifth refueling outage.Status of commitments end. 
STEWART.W.L Virginia Power (Virginia Bectric & Power Co.). 85-683A. 85/11/14. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851 125) 
THOMPSON, H.L Division of Licensing (800428-851124). 5pp. 33570:112-33570:116 
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8511220329 NUREG/CR-4043 DATA SUMMARY REPORT FOR FISSION PRODUCT 
RELEASE TEST HI-6. 

OSBORNE, M.F., COLLINS, J.L., LORENZ.R.A. Oak Ridge National Laboratory. FIN B- 
0127. ORNL/TM-9443. 85/10/31. Division of Accident Evaluation. 65pp. 33602:318- 
33603:021. 

8511220391 Forwards NUREG-1147 “Seismic Safety Research Program Plan," & 
“FEMA FY84 Activities, Natl Earthquake Hazards Reduction Program,” in response to 
851024 Itr.W/o ends. 

MINOGUE.R.B. Office of Nuclear Regulatory Research, Director. 85/11/07. 
TRIVELPIECE.A. Energy, Dept. of. 2pp. 33600:329-33600:330. 

8511220405 Forwards safety evaluation for heavy load handling inside containment & 
fuel handling bldg.Rev 2, per review of util 850911 SER. Heavy loads can be handled 
over fuel bearing canisters w/c s : qnificant risk to public. 

TRAVERS, W.D.~ TMI Program Cf'ice. NRC/TMI 85-090. 85/11/15. 

STANDERFER.F.R. Genera’ Pun.-ic Uftlrjos Core. - GPU Service Corp. Ip. 33583:350- 
33583:350. 

-8511220413 Safety evaluation approving implementation of Rev 2 to util program for 
heavy load handling inside containment & fuel handling bldg. 

* Office of Nuclear Reactor Regulation, Director (pre-851 1 25). 85/11/15. 6pp. 
33583:351-33583:356. 

8511220439 NUREG-0910 R01S04ERR Errata to “NRC Comprehensive Records Dispo- 
sition Schedule,” making pen & ink changes. 

* Division of Technical Information & Document Control. 85/11/04. 9pp. 33587:361- 
33587:361. 

8511220444 Summary of 851024 progress review meeting w/util & State of NJ in 
Trenton.NJ re ETS & status of licensing actions.List of attendees, ETS & state organi- 
zation chart end. 

DONOHEW.J.N. Operating Reactors Branch 5. TAC 08439. 85/11/15. Operating Re- 
actors Branch 5. 21pp. 33587:329-33587:349. 

8511220456 NUREG-0430 VOS N02 LICENSED FUEL FACILITY STATUS 
REPORT.Inventory Difference Data.July 1984 - December 1984.(Gray Book II) 

* Director’s Office, Office of Inspection and Enforcement. 85/10/31. 17pp. 33601:030- 
33601:045. 

851122C4S5 NUREG-0748 V05 N09 OPERATING REACTORS LICENSING ACTIONS 
SJivi.v.ARY.Data ms Cl September 30,1985.(Orange Book) 

* Management Support Branch. 85/11/30. 200pp. 33601:046-33602:070. 

8511220508 Forwards SSER 1 accepting conformance w/criteria of Item II.B.3 of 
NUREG-0737, "Post- Accident Sampling Sys,” per util 850927 Itr. 

STOLZ.J.F. Operating Reactors Branch 4. 85/11/12. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 8pp. 33585:335-33585:342. 

8511250006 NUREG/CR-4368 NDE OF STAINLESS STEEL AND ON-LINE LEAK MON- 
ITORING OF LWRs: Semiannual Report October 1984 - March 1985. 
KUPPERMAN.D.S., CLAYTOR.T.N., MATHIESON.T. Argonne National Laboratory. FIN 
A-2250. ANL-85-46. 85/10/31. Division of Engineering Technology. 38pp. 33620:225- 
33620:263. 

8511250032 Forwards SSER 3 (NUREG-1031).W/o end. 

YOUNGBLOOD, B.J. Licensing Branch 1. 85/11/18. OPEKA,J.F. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 3pp. 33619:330-33619:332. 

8511250037 Ack receipt of 850920 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-313/85-19 & 50-368/85-20. 

JOHNSON, E.H. Region 4, Office of Director. 85/10/31. GRIFFIN, J.M. Arkansas Power 
& Light Co. Ip. 33618:046-33618:049. 

-8511250042 Responds to NRC 850822 Itr re violation noted in Insp Repts 50-313/85- 
19 & 50-368/85-20.Corrective actions:post-accident sampling sys installed & capabili- 
ties functional & isolation valves repaired. 

ENOS.J.T. Arkansas Power & Light Co. 0CAN098508. 85/09/20. DENISE.R.P. Region 
4, Office of Director. 3pp. 33618:047-33618:049. 

8511250058 Forwards slides/handout used at 821110 presentation of NUREG/CR-2239 
re Sandia siting or consequences study. Transcript of meeting in PDR did not include 
slides. 

BERNERO.R.M, Division of Systems Integration (811005-851124). 85/11/18. 
SHELBURNE, E. Public Document Branch. 26pp. 33620:092-33620:117. 

8511250076 Comments on draft NUREG-1030, “Seismic Qualification of Equipment in 
Operating Nuclear Power Plants,” & regulatory analysis for proposed resolution of USI 
A-46. Plant equipment rugged & not susceptible to seismic damage. 

HUFHAM.J.W. Tennessee Valley Authority. 85/11/15. KNIEL.K. Division of Safety 
Technology (800428-851124). 2pp. 33592:018-33592:019. 

8511250106 NUREG/CR-4351 SUMMARY REPORT FOR LOFT ANTICIPATED TRAN- 
SIENT EXPERIMENT SERIES L6-8. 

NALEZNY.C.L., CHEN,T. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN A-6344. EGG- 
2406. 85/11/30. Division of Accident Evaluation. 109pp. 33619:346-33620:091. 


8511250304 Forwards Radiological Safety Insp Rept 50-293/85-27 on 850916-20 & 
notice of deviation. Review determined that protective conduit for detector cables of 
high-range containment sys not installed. 

MARTIN, T.T. Rcdcr 1. Office c* Director. 85/11/13. HARRINGTON, W.D. Boston 
Edison Co. 2p p 3"C : 8:CG6- 336' 6: ■ 35. 

-8511250309 Insp Rept 50-293/85-27 on 85091 6-20.Deviation noted:20 to 30 ft of re- 
dundant dn-.vo!' detector cable not installed in conduit. 

NN/7Z,R.L.. CHEUNG.: .S , PASCIAK.W.J. Region 1, Office of Director. 85/11/07. 
37pp. 33618:099-33618:135. 

8511260053 NUREG-0304 VI 0 N03 REGULATORY AND TECHNICAL 

REPORTS.Compilation For Third Quarter 1985, July - September. 

* Division of Technical Information & Document Control. 85/10/31. 72pp. 33639:193- 
33639:265. 

8511260118 Endorses comments submitted by Nuclear Util Group on Equipment Qualifi- 
cation dtd 851101 & by Seismic Qualification Util Group dtd 851112 re NUREG-1030, 
“Seismic Qualification of Equipment in Operating Nuclear Power....’’ 

ALEXANDER, G. Commonwealth Edison Co. 091 8K. 85/11/20. KNIEL.K. Division of 
Safety Technology (800428-851124). Ip. 33616:322-33616:322. 

8511260132 Forwards add! info re DCRDR in response to NRC 851029 
request. Expresses concern that NRC evaluating results of review against SRP Section 
18 instead of util program plan prepared to satisfy Suppl 1 to NUREG-0737, Item 
I.D.I.b. 

HINTZ.D.C. Wisconsin Public Service Corp. NRC-171-85. 85/11/20. THOMPSON.H.L. 
Division of Licensing (800428-851124). 9pp. 33609:354-33609:362. 

8511260159 Advises that isolation capability of Control Room Normal Ventilation Sys 
CB-2 adequate.No mods required to meet intent of NUREG-0737,Action Item III.D.3.4, 
“Control Room Habitability” & GDC 19 based on listed reasons. 

WITHERS.B.D. Portland General Electric Co. 85/11/21. BUTCHER, E.J. Operating Re- 
actors Branch 3. 4pp. 33609:316-33609:319. 

8511260170 Forwards addl info to support 850428 & 840801 requests for exemptions 
from NUREG-0737,ltems II.F.1 & II.F.1-2 re upper range of noble gas concentration 
monitoring & design basis shielding envelope for radioiodine sampling. 

TAYLOR, J.W. Dairyland Power Cooperative. LAC-11234. 85/11/08. ZWOLINSKI.J. 
Operating Reactors Branch 5. 10pp. 33606:319-33606:328. 

8511260218 Forwards revised response to 820121 submittal on NUREG-0612, “Control 
of Heavy Loads." Info based on analysis performed by Impell confirming that.subj to 
lift height restrictions, support structures would not fail. 

ANDREWS, R.L. Omaha Public Power District. LIC-85-411. 85/11/14. BUTCHER, E.J. 
Operating Reactors Branch 3. 62pp. 33607:306-33608:192. 

8511260267 Informs that 850624 Rev 6 to radiological emergency plan inconsistent w/ 
annual training requirement of NUREG-0654. Rev changes frequency of training from 
annual to once every 2 years. Response requested within 45 days of Itr date. 

WALKER, R.D. Region 2, Office of Director. 85/11/12. TUCKER, H.B. Duke Power Co. 
2pp. 33641:046-33641:047. 

8511260278 Forwards revised response to Reg Guide 1.97 per commitment included w/ 
830415 response to NUREG-0737, Suppl 1 re emergency response capability. 
FIEDLER, P.B. General Public Utilities Corp. - GPU Service Corp. 84/06/13. 
EISENHUT,D.G. Division of Licensing (800428-851124). Ip. 33608:210-33608:280. 

8511260335 Forwards addl info resolving outstanding Meteorology & Effluent Treatment 
Branch issues.including NUREG-0737, Item II.F.1 re accident monitoring instrumenta- 
tion & Rev 4 to Emergency Plan Implementing Instruction OM158:EPI-B7b. 
EDELMAN.M.R. Cleveland Electric Illuminating Co. PY-CEI/NRR-0399. 85/11/19. 
YOUNGBLOOD, B.J. Licensing Branch 1. 9pp. 33609:069-33609:147. 

8511260350 Responds to FOIA request for Kaman Instrumentation Corp & Westing- 
house documents re qualification of in containment radiation & equipment, instruments 
or devices under Reg Guide 1.97.App A documents end. Documents also available in 
PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 85/11/14. LIEBERMAN.M.S. Zuckert, 
Scoutt, Rasenberger & Johnson. 2pp. 33633:177-33635:097. 

-8511260363 Requests review of rept of design, mfg & qualification testing of high-range 
containment areas monitoring sys to requirements of NUREG-0737 & Reg Guide 1.97. 
JOHNSTON, W.W. Kaman Co. MKT-GEN-85-019. 85/04/11. MURLEY.T.E. Region 1, 
Office of Director. 2pp. 33633:215-33635:009. 

8511260414 Forwards Rev 1 to 841119 & 850205 applications for amend to License 
DPR-20, revising proposals re fire protection, control room habitability & insp & testing 
of fire protection devices. 

BERRY.K.W. Consumers Power Co. 85/11/21. Office of Nuclear Reactor Regulation, 
Director (pre-851 1 25). 1 p. 3361 3:042-3361 3:060. 


8511250142 Advises that Rev 7 to corporate emergency mgt plan continues to meet 
planning stds of NUREG-0654. 

VERRELLI.D.M. Region 2, Office of Director. 85/11/13. NAUMAN.D.A. South Carolina 
Electric & Gas Co. 2pp. 33618:034-33618:035. 


8511260483 Comments on draft NUREG-0956, "Reassessment of Technical Bases for 
Estimating Source Terms.” Rept generally well conceived & well written. 

ENOS.J.T. Arkansas Power & Light Co. 0CAN1 08503. 85/10/31. Docketing & Serv- 
ices Branch. 5pp. 33616:212-33616:216. 


8511250146 Forwards SSER 1 (NUREG-1137).Copies also sent to parties to 
proceeding.W/o end. Related correspondence. ^ „ 

BORDENICK.B.M. Hearing Branch 3. #485 263. OL. 85/11/20. MARGULIES.M.B., 
PARIS.O.H., LINENBERGER.G. Atomic Safety and Licensing Board Panel. Ip. 
33591:157-33591:157. 


8511270028 Requests technical deviation from NUREG-0737, Item II.F.1-3 criterion re 
monitoring widely separated spaces within containmentBasis for belief that existing 
monitor locations acceptable & installation details provided. Fee paid. 

MURPHY, W.P. Vermont Yankee Nuclear Power Corp. FVY 85-110. 85/11/22. 
VASSALLO.D.B. Operating Reactors Branch 2. 14pp. 33626:076-33626:089. 


8511250153 Forwards response to Questions 1-6 of 850822 request for addl info re 
NUREG-0737, Item II.D.1 concerning performance testing of relief & safety valves. 
CAREY,J.J. Duquesne Light Co. 85/11/15. VARGA, S.A. Operating Reactors Branch 
1. 9pp. 33591:179-33591:187. 

8511250163 Provides revs to commitments in response to 850628 Generic Ltr 85-11 on 
NUREG-0612 re control of heavy loads. Installation of rail stops for intake gantry 
crane unnecessary. 

WESTAFER.G.R. Florida Power Corp. (subs, of Florida Progress Corp.). 3F1 185-20. 
85/11/19. DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851 125). 
2pp. 33592:296-33592:297. 


8511270156 Forwards Safety Insp Rept 50-219/85-29 on 850923-1 020,No violation 
noted. 

KISTER,H.B. Region 1, Office of Director. 85/11/14. FIEDLER, P.B. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 33709:307-33709:333. 

-8511270171 Insp Rept 50-219/85-29 on 850923-1 020.No violation noted. Major areas 
inspected:plant operations, physical security, radiation control,housekeeping, equipment 
surveillances & preparations for upcoming 1 -month outage. 

BAUNACK.W.H., KISTER,H.B. Region 1, Office of Director. IEB-79-02. 85/11/12. 
25pp. 33709:309-33709:333. 
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ORG CORRESPONDENCE WITH OTHER ORGANIZATIONS 


8510250539 IE Bulletin 85-001, “Steam Binding of Auxiliary Feedwater Pumps.” Svc list 
end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/10/29. Con- 
solidated Edison Co. of New York, Inc. 139pp. 33358:139-33358:277. 

8510250543 IE Info Notice 85-083, “Potential Failures of GE PK-2 Test Blocks.” Svc list 
end. 

JORDAN, E.L. Division of Emergence Preparedness & Enaineering Response (Post 
830103). 85/10/30. Consolidated Edison Co. of New York. Inc. 135 d'j. 33358:003- 
33358:138. 

8510250546 IE Info Notice 85-084, “Inadequate Inservice Testing of MSIVs.” Svc list 
end. 

JORDAN, E.L. Division c f E m ercenr".' D reparedness & Encineerinc Response (Post 
830103). 85/10/30. ■Cp-.-sc:' Co. of New York. inc. I37up. 33357:200- 
33357:336. 

8510290039 IE info Notice 85-085, “Sys Interaction Event Posulf'ir: ^coctor Sys 
Safety Relief Valve Opening Following Fire Protection Delucr. Svs ” Svc 

list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/10/31. Consolidated Edison Co. of New York, Inc. 135pp. 33357:063- 
33357:199. 

8511010020 IE Info Notice 85-086, "Lightning Strikes at Nuclear Power Generating Sta- 
tions.” Svc list end. 

JORDAN.E.L. Division o f Fme-gency Preparedness & Engineering Response (Post 
830103). 85/11/05. Oor'i.o’.i.'a'.cc Edison Co. of New Y"-C rc. i'c-Scc 33385:198- 
33385:335. 

8511010253 Request for OM8 review & supporting statements re NRC 21 2A, “Qualifi- 
cations Investigation & Secretarial /Clerical. ” Estimated respondent burden is 500 h. 
NORRY.P.G. Office of Administration. 3150-0034. 85/10/28. 5pp. 33303:319- 
33303:323. 

8511010405 Request for OMB review & supporting statements re NRC 212, “Qualifica- 
tions Investigation & Prof.” Estimated respondent burden is 500 h. 

NORRY.P.G. Office of Administration. 85/10/28. 5pp. 33301:232-33301:236. 

8511060329 Forwards SW Speck 851008 memo transmitting results of FEMA regional 
assistance committee review of Rev 5 to offsite transition plan & RW Krimm 851024 
memo containing correction to Page 49 of evaluation.Six inadequacies remain in Rev 

BUTLER, W.R. Licensing Branch 2. 85/10/30. LEONARD.J.D. Long Island Lightinq Co. 
4pp. 33371:106-33371:191. 

8511060401 Forwards ANL draft “Handbook for Cost Estimating, Suppl, Method for De- 
veloping Quick Estimates,” for review & comment by 851 1 12.Subcommittee views on 
! ’stod questions re approach 8, opportunities for improvement requested. 

5ESE o. Sa:V»' Program Evaluation Branch. 85/10/23. TIPTON.T. Atomic Industrial 
Forum. Ip 33355. 579-33358. 279. 

-8511060402 Draft “Handbook for Cost Estimating.Suppi, Method for Developing Quick 
Estimates." 

BALL.J.R. Argonne National Laboratory. 85/10/30. Division of Safety Technology 
(800428-851124). 124pp. 33358:280-33359:043. 

8511070145 Request for OMB review & supporting statements re NRC Form 314, “Cer- 
tificate of Disposition of Matls." Estimated respondent burden is 100 h. 

NORRY.P.G. Office of Administration. 3150-0028. 85/11/01. 6pp. 33381:064- 
33381:069. 

8511070220 Request for OMB review & supporting statement re 10CFR21 concerning 
reporting of defects & noncompliances.Estimated respondent burden is 72,000 h. 
NORRY.P.G. Office of Administration. OMB 3150-0035. 85/11/04. 9pp. 33380:305- 
33380:313. 

8511070385 Forwards FEMA 851029 itr to NRC re proposed offsite emergency re- 
sponse plan exercise at facility. Related correspondence. 

BORDENICK.B.M. Hearing Branch 3. #485 075. OL-3. 85/11/05. ROSENTHAL, A.S., 
EDLES.G.J., WILBER.H.A. Atomic Safety and Licensing Appeal Panel. 3pp. 
33368:065-33368:067. " 

8511130083 Forwards complete copy of “Exercise Evaluation, 850605, Exercise of Radi- 
ological Emergency Response Plans for State of MO & Counties of 
CalTaway.Gasconade, Montgomery & Osage...." Rept previously submitted w/o Pages 
22-29. 

SHAFER, W.D. Region 3, Office of Director. 85/11/06. SCHNELL.D.F. Union Electric 
Co. Ip. 33426:080-33426:127. 

—8511130092 Errata to “Exercise Evaluation, 850605, Exercise of Radiological Emergen- 
cy Response Plans for State of MO & Counties of Calloway.Gasconade, Montgomery 
& Osage for Union Electric Co, Calloway Nuclear Power Plant....” 

BREHENY.P.J. Federal Emergency Management Agency. 85/07/22. 47pp. 
33426:081-33426:127. 

8511130441 IE Bulletin 85-003, “Motor-Operated Valve Common Mode Failures During 
Plant Transients Due to Improper Switch Settings.” Svc list end. 

TAYLOR, J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. Con- 
solidated Edison Co. of New York, fnc. 138pp. 33713:253-33714:031. 

8511140289 Responds to 850620 request to proceed w/FEMA exercise to test offsite 
preparedness capabilities.Definitive exercise scope requested by 851115 to avoid pro- 
hibitive costs. 

SPECK, S.W. Federal Emergency Management Agency. 85/10/29. DIRCKS.W.J. 
Office of the Executive Director for Operations. 2pp. 33450:291-33450:292. 

8511150025 Comments on 851029 itr to W Dircks re proposal to schedule exercise of 
Rev 5 to emergency plan.Proposal for exerdse of Rev 5 should be immediately 
withdrawn.Related correspondence. 

LANG.M. Southampton, NY, #485 172. OL 85/1 1/12. SPECK.S.W. Federal Emergen- 
cy Management Agency. 2pp. 33466:216-33466:217. 


851 1 150086 Requests that all proposals for exercise of facility emergency plan be 
rejected. Plan ruled illegal & not implementable by State of NY Supreme Court.Suffolk 
County 851 112 Itr to FEMA & Certificate of Svc end. 

AS U ARE. .V . H . Sl:“o' ! : Cyjr-h. \'Y. #485 166. OL-3. 85/11/12. PALLADINO.N.J., 
RC:3E : "‘.~S.T :v-.. r .53” LS < Commissioners. 7pp. 33463:024-33463:030. 

8511150089 Suppl 1 to IE Info Notice 85-058, “Failure of GE Type AK-2-25 Reactor 
Trip Breaker.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated ^aisou Co. of New York, Inc. 134pp. 33713:123- 
33713:252. 

8511150098 IE Info Notice 85-087, “Hazards of Inerting Atrror.oho'or " S'T ,: nt end. 
JORDAN.E.L Division of Emergency Preparedness & i'ri. yis,.:r.no ' i. . (Post 
830103). 85/11/18. Consolidaiec Edison Co. of New VoL, r.:; r»3;T31:001- 

33631:017. 

8511150107 IE Info Notice 85-088, "Licensee Control of Contracted Svcs Providing 
Training.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/18. Consolidated Edison Co. of New York, Inc. 130pp. 33631:018- 
33631:151. 

8511150114 IE Info Notice 85-089, “Potential Loss of Solid-State Instrumentation Fol- 
lowing Failure of Control Room Cooling.” Svc list end. 

JORDAN.E.L. Division of Emo'cc-nm - Preparedness & Engineering Response (Post 
830103). 85/11/19. Co :!?:?!: da.en Ed so r Co. of New York, Inc. 133pp. 33712:214- 
33712:346. 

8511150120 IE Info Notice 85-090, “Use of Sealing Compounds in Operating Sys.” Svc 
list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/11/19. Consolidated Edison Co. of New York, Inc. 135pp. 33713:001- 
33713:122. 

8511180044 Forwards NRC/FEMA 25th joint quarterly status rept on emergency pre- 
paredness for nuclear power plants for Jul-Sept 1985. Rept includes latest 
schedules.Minor revs in OL review schedule dates listed in Table 1. 

PALLADINO.N.J. Commissioners. MORRIS, R.H. Federal Emergency Management 
Agency. 85/10/31. SIMPSON, A.K. Senate, Environment & Public Works. 48pp. 
33504:001-33504:048. 

8511180672 Notifies that BP Cassidy will be taken off svc list unless Div of Licensing 
notified of desire to continue receiving NRC correspondence re operation of 
facility. Documents will continue to be available in NRC PDR & LPDRs. 

YOUNGBLOOD, B.J. ! ice-sirp Branch 1. CASSIDY, B.P. Federal Emergen- 

cy Management Agency. !p. 3K5CC-:2S5 33533:235 

8511180692 Responds to 851022 comments on NRC seventh semiannual evaluation of 
status of NPRDS.NPRDS objective not achieved. Substantial numbers of reportable 
component failures not entered into sys. 

DIRCKS.W.J. Office of the Executive Director for Operations. 85/11/06. PATE.Z.T. in- 
stitute of Nuclear Power Operations. 4pp. 33503:359-33503:362. 

8511190225 Forwards FEMA 851031 Itrs to States of NE & MO re 851016 offsite radio- 
logical emergency exercise.Timely resolution of six noted deficiencies requested. 
MARTIN, L.E. Region 4, Office of Director. 85/11/14. PILANT.J.M. Nebraska Public 
Power District. 7pp. 33515:330-33515:336. 

8511190346 Forwards exercise rept for 850424-25 exercise of offsite radiological emer- 
gency preparedness plans. 

KRIMM, R.W. Federal Emergency Management Agency. 85/11/06. JORDAN.E.L. Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). Ip. 

33511:204-33511:241. 

-8511190350 “VC Summer Nuclear Station Exercise Conducted on 850424-25.” 

* Federal Emergency Management Agency. 85/05/31. 39pp. 33511:205-33511:241. 

8511190365 Forwards "Oconee Nuclear Station Partial Participation Exercise Conduct- 
ed on 850619-20." One deficiency observed. Approval granted per 44CFR350 re- 
mains in effect. 

KRIMM, R.W. Federal Emergency Management Agency. 85/11/06. JORDAN.E.L. Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). Ip. 

33515:223-33515:244. 

-8511190366 “Oconee Nuclear Station Partial Participation Exercise Conducted on 
850619-20.” 

* Federal Emergency Management Agency. 85/07/03. 22pp. 33515:224-33515:244. 

8511190399 Forwards exercise rept for 850710 exercise of offsite radiological emergen- 
cy preparedness pian.One deficiency noted can be corrected through training & addl 
resources. Approval granted on 820317 remains in effect. 

KRIMM, R.W. Federal Emergency Management Agency. 85/11/06. JORDAN.E.L. Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). Ip. 

33515:106-33515:128. 

-8511190403 “Brunswick Nuclear Power Plant Exerdse Conducted on 850710." 

* Federal Emergency Management Agency. 85/07/31. 22pp. 33515:107-33515:128. 

8511190406 Forwards “Watts Bar Nuclear Plant Exercise Conducted on 850725.” 
Areas requiring corrective action can be corrected through training & addl 
resources.Offsite radiological emergency preparedness adequate. 

KRIMM, R.W. Federal Emergency Management Agency. 85/11/06. JORDAN.E.L. Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). Ip. 

33515:131-33515:171. 

—8511190407 “Watts Bar Nuclear Plant Exercise Conducted on 850725.” 

* Federal Emergency Management Agency. 85/08/14. 41pp. 33515:132-33515:171. 

8511190411 Ack receipt of scenario for annual emergency preparedness exercise 
scheduled for Nov 1985.lnfo re whether plant has high range containment monitors 

MARTIN, LE. Region 4, Office of Director. 85/11/14. KOESTER.G.L. Kansas Gas & 
Electric Co. 5pp. 33515:172-33515:176. 
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8S1 1210371 Partial response to FOIA request for documents on NRC proposed rule on 
earthquakes & emergency pianning.Documents identified on App A being placed in 
PDR. Documents identified on App B available in PDR.Search continuing. 

FELTON, J.M. Division of Ruies and Records. 85/11/06. BELL.N. Nuclear Information 
& Resource Service. 4pp. 33583:102-33583:105. 

“8410040524 Requests comments on proposed amend to 10CFR50,App E re consider- 
ation^ earthquakes in context of emergency preparedness.Response requested by 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 84/09/26. KRIMM.R.W. Federal Emergency Management Agency. Ip. 
33583:106-33583:106. 

8511220237 Forwards response to questions posed to P Rabidean & R Priebe re emer- 
gency response data sys project. Method is improvement over voice communicated 
data.Likelihood for transmission of inaccurate info minimized. 

ROE.J.W. Office of the Executive Director for Operations. 85/11/15. KERRIGAN, M. 
Office of Management & Budget. 11pp. 33603:145-33603:155. 

8511220239 Forwards 851104 interim finding on offsite radiological emergency pre- 
paredness (REP) plans.Rept based on FEMA Region V Regional Assistance Commit- 
tee review of preliminary site-specific REP plan.Plan currently inadequate. 

KRIMM.R.W. Federal Emergency Management Agency. 85/11/20. JORDAN, E.L. Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). 17pp. 
33568:244-33568:260. 

8511260466 Forwards “Exercise Evaluation:850724 Exercise of Radiological Emergency 
Response Plans of State of NE, Washington & Dodge Counties & State of IA, Harrison 
& Pottawattamie Counties for Fort Calhoun Nuclear Station.” 

KRIMM.R.W. Federal Emergency Management Agency. 85/11/20. JORDAN, E.L. Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). 2pp. 
33616:061-33616:112. 

“8511260473 “Exercise Evaluation:850724 Exercise of Radiological Emergency Re- 
sponse Plans of State of NE, Washington & Dodge Counties & State of IA, Harrison & 
Pottawattamie Counties for Fort Calhoun Nuclear Station." 

* Federal Emergency Management Agency. 85/09/18. 50pp. 33616:063-33616:112. 
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8511010204 Comments on proposed rules 10CFR30.31 ,32,35 & 40 re medical uses of 
byproduct matl.Radiation safety requirements should be incorporated into one coher- 
ent document.Licensee should not change radiation safety program w/o regulatory 
review. 

BLAZEK.M.L Oregon, State of. 50FR30616 017. 85/10/24. Docketing & Services 
Branch. 3pp. 33287:302-33287:304. 

8511010263 Comments on proposed rules 1 0CFR70.72.73 & 74 re changes to safe- 
guards reporting requirements.Extending reporting period to 30 days could assure that 
perpetrator would have enough time to convert matl to bomb. 

LEWIS, M.l. Lewis, M. 50FR34708 002. 85/10/28. Office of the Secretary of the Com- 
mission. Ip. 33286:355-33286:355. 

8511050016 Comments on proposed rules 1QCFR30,31,32,35 & 40 re medical use of 
byproduct matls.On-the-job training must include rigorous educational course work 
plus reasonable amount of practical experience. 

KEYS.D.J. Northwest Radiation Oncology, St. Louis, MO. 50FR30616 018. 85/10/29. 
Docketing & Services Branch. 3pp. 33318:287-33318:289. 

8511060025 Comments on proposed rules 10CFR30,40,61,70 & 72 re financial respon- 
sibility for cleanup of accidental releases. Rule supported.Consideration should be 
given to hazard classification of matl. 

BORCHERT.H.R. Nebraska, State of. 50FR23960 141. 85/10/28. Docketing & Serv- 
ices Branch. Ip. 33346:103-33346:103. 

8511060052 Comments on proposed rules 10CFR30,40,50,51,70 & 72 re decommis- 
sioning criteria for nuclear facilities.Recommends provisions of financial assurance be 
modified w/o ref to specific decommissioning cost estimates. 

PILAUS, L.E. Affiliation Not Assigned. 50FR5600 142. 85/10/27. CHILK.SJ. Docketing 
& Services Branch. 5pp. 33345:326-33345:330. 

8511060066 Comments on proposed rules 10CFR30, 31 ,32,35 & 40.Overall changes 
reasonable.Retention of misadministration rept & allowing minor amend changes w/o 
NRC notification favored. NRC unduly concerned re tests on dose calibrator. 
EVDOKIMOFF.V. Boston Univ. Medical Center, Boston, MA. 50FR30616 020. 85/10/ 
28. Docketing & Services Branch. 2pp. 33345:331-33345:332. 

8511060071 Comments on proposed rules 10CFR30,31,32,35 & 40.Rules do not de- 
scribe persons able to work under supervision of authorized user.Lower survey meter 
range of 200 m/h suggested.Release rate for permanent implants excessive. 
ARNOTT.C. Tennessee, State of. 50FR30616 021. 85/10/28. Docketing & Services 
Branch. 2pp. 33345:333-33345:334. 

8511060139 Comments on proposed rule 10CFR50 re removal of weapons- grade U 
from campus reactors.Supports rule. 

SIKES, R. Affiliation Not Assigned. 49FR27769 162. 85/10/29. PALLADINO.N. Com- 
missioners. 2pp. 33346:092-33346:093. 

8511060209 Comments on proposed rules lOCFRSO^O.eiJO & 72 re financial respon- 
sibility requirements applicable to NRC licensees for cleanup of accidental & unex- 
pected releases of radioactive matls.Supports rule. 

LASH.T.R. Illinois, State of. 50FR23960 142. 85/10/31. Docketing & Services Branch. 
5pp. 33346:054-33346:058. 

8511060221 Comments on proposed rules 10CFR30, 31 ,32,35 & 40.Use of untrained 
personnel more evident in private sector than in closely regulated hosp situation. 
MOWER, H.W. Danbury Hosp., Danbury, CT. 50FR30616 019. 85/10/29. Docketing & 
Services Branch. 6pp. 33346:059-33346:064. 

8511110019 Comments on proposed rules 10CFR30, 31, 32,35 & 40 re training require- 
ments for physicians using radioisotopes in cardiovascular applications.Disagrees that 
6-month training requirement necessary. 

PARMLEY.W.W., RYAN.T.J., SCHLANX.R.C. American College of Cardiology. 
50FR30616 022. 85/11/04. Office of the Secretary of the Commission. 2pp. 
33396:004-33396:005. 


8511110087 Comments on proposed rules 10CFR7O,72,73 3. 74 re changing safeguards 
reporting i-equiremenis. Rules endorsed. Requiring all security log entries to be reported 
each cuarta: will slaniiicarsiiv increase implementation cost. 

BERRY, K/W. Consumers Fewer Co. 5CFR3-"-7C3 0C3. 85/11/05. CHILK.SJ. Office of 
the Secretary of the Commission. 2pp. 33387:279-33387:280. 

8511110090 Comments on proposed rules 10CFR30,40,61,70 & 72 re licensee financial 
responsibility for cleanup of accidental releases of radioactive matls.Rule opposed 
based on listed masers, inclcdinrr deeav cf matls before cleanup completed. 

PUCCINI, L.L ;■■■ i-:d: Physics, ,nz." 5G=R23B50 146. 85/11/04. Docketing & Services 
Branch. 2pp. 33387:231-33387:232. 

8511110130 Comments on proposed rules 10CFR30,40,61,70 & 72 re financial 

responsibility.Licensee financial responsibility is myth & farce.Costs for 
violations, stoppages or spills passed on to taxpayers & stockholders. 

LEWIS.M.I. Lewis, M. 50FR23960 147. 85/11/08. Office of the Secretary of the Com- 
mission. 8pp. 33387:185-33387:192. 

8511110192 Comments on proposed rules 10CFR30, 40,61, 70 & 72 re financial 

responsibility.Rule opposed due to low health hazards associated w/Perkin-Elmer 
Corp Ni-63 detector.Mfg has never received rept of rupture.Health study end. 
SUTTON, W.C. IRECO, Inc.,. 50FR23960 143. 85/11/05. Docketing & Services 
Branch. 12pp. 33387:302-33387:313. 

8511110200 Submits addl comments on proposed rules 1 0CFR30,40,61 ,70 & 72.Since 
earlier comments, insurance company notified author that payment for damages due to 
accidental release of matls would be avoided. 

LEWIS, H.Z. Thermo-Scan Engineering, Inc. 50FR23960. 85/11/04. Docketing & Serv- 
ices Branch. Ip. 33397:281-33397:281. 

8511110230 Comments on proposed rules 10CFR70,72,73 & 74 re reporting safeguards 
events.Extension for comment period to coincide w/ comment period on draft Rev 1 to 
Reg Guide 5.62 requested.Proposed App G to 10CFR73.71 too vague. 

SILBERGJ.E. Shaw, Pittman, Potts & Trowbridge. 85/11/04. Docketing & Services 
Branch. 3pp. 33397:315-33397:317. 

8511110248 Comments on proposed rules 10CFR30,4Q,61,70 & 72 re financial respon- 
sibility requirements.Troxler gauges should be exempt from proposed rules due to lack 
of cleanup problems & no releases of radioactive matl from devices. 

LEONARD, R.J. Alpha-Omega Geotech, Inc. 50FR23960 144. 85/11/04. Docketing & 
Services Branch. Ip. 33387:301-33387:301. 

8511120171 Comments on proposed rules 10CFR30,40,61,70 & 72 re financial respon- 
sibility requirements applicable to licensees for cleanup of accidental & unexpected 
releases of radioactive matl.Supports rules.Supporting info end. 

HIRSCH.A. Environmental Protection Agency. 50FR23960 145. 85/11/07. CHILK.S. 
Office of the Secretary of the Commission. 576pp. 33414:001-33415:216. 

8511150037 Comments on proposed rules 10CFR30,31,32,35 & 40 re medical use of 
byproduct matl.Wording should be changed to read representative of nursing sve ad- 
ministration instead of someone to speak for nursing svc. 

GLOVER.J. Affiliation Not Assigned. 50FR30616 026. 85/11/06. Docketing & Services 
Branch. Ip. 33465:359-33465:359. 

8511150053 Requests that comment period for proposed rule 10CFR73.71 re safe- 
guards reporting requirements be extended to 851231. 

BOWMAKER.N.J. Baltimore Gas & Electric Co. 50FR34708. 85/11/08. Docketing & 
Services Branch. 2pp. 33465:360-33465:361. 

8511150056 Comments on proposed rules 10CFR30,40,61,70 & 72 re requiring custom- 
ers to demonstrate financial capability to pay for cleanup of accidental releases of ra- 
dioactive matl. Rule opposed since burdensome & unnecessary to industry. 

SMITH, G.M. Berthold Systems, Inc. (affiliate of Lab of Dr. Berthold, Wildbad, GDR). 
50FR23960 149. 85/11/07. Docketing & Services Branch. Ip. 33466:109-33466:109. 

8511150061 Comments on proposed rules 1 0CFR30, 31 ,32,35 & 40 re medical use of 
byproduct matl.Supports rules. 

RAO, P.S. University Hosps. of Cleveland, Cleveland, OH. 50FR30616 029. 85/11/12. 
Docketing & Sen/ices Branch. 3pp, 33466:105-33466:107. 

8511150072 Comments on proposed rules 10CFR30,31,32,35 & 40 & rev to Reg Guide 
10.8, “Guide for Preparation of Applications....’’ Incorporation of radiation safety re- 
quirements into revs supported.ltems considered to be program changes opposed. 
SPELL, W.H. Louisiana, State of. 50FR30616 027. 85/11/07. Docketing & Services 
Branch. 2pp. 33465:318-33465:319. 

8511150079 Comments on proposed rules 1 0CFR30,40,61 ,70 & 72 re financial respon- 
sibility for cleanup of accidental releases of matls licensees.Rule opposed.Small busi- 
ness could not get financial backing for bonding procedure. 

HULLER.L. Trutom (U.S.), Ltd 50FR23960 153. 85/11/08. BUNTING, J. Policy & Pro- 
gram Control Branch (Post 831001). Ip. 33463:015-33463:016. 

“8511150088 Requests comments on end advanced notice of proposed rulemaking on 
financial responsibility of accidental releases of certain matls licensees.Comments due 
by 851007.W/O end. 

BUNTING, J.O. Policy & Program Control Branch (Post 831001). 85/06/20. Affiliation 
Not Assigned. I p. 33463:016-33463:016. 

8511150083 Comments on proposed rules 10CFR30,31,32,35 & 40 re medical use of 
byproduct matl.Thyroid burden measurement for 1-131 should be limited to liquid 
doses. 

ZICKGRAF,E. St. Francis Hosp., Evanston, IL. 50FR30616 025. 85/11/07. Docketing 
& Services Branch. 2pp. 33463:022-33463:023. 

8511150095 Package of two comments on proposed rules 10CFR30,40,61,70 & 72 re 
financial responsibility for cleanup of accidental releases of matls licensees. Each li- 
censee should be considered on case-by-case basis. 

PRADELJ. France, Govt, of, EURE.J.A. Iowa, State of. 85/11/13. BUNTING J.O. 
Office of Nuclear Material Safety & Safeguards, Director. 5pp. 33459:003-33459:007. 

8511150101 Comments on proposed rules 10CFR30,40,61,70 & 72 re financial respon- 
sibility requirements applicable to licensees, for cleanup of accidental & unexpected 
releases of matls.Full responsibility will impose extreme hardship. 

COUSINS,D.H, ConTest Lab, Inc. 50FR23960 148. 85/11/05. Office of the Secretary 
of the Commission. Ip. 33463:007-33463:007. 
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8511150105 Comments on proposed rules 10CFR30,31,32,35 & 40 & rev to Reg Guide 
10.8 re medical use of byproduct matl.Commenting on two closely related documents 
not worthwhile since changes to rule would also apply to guide. 

RICHARD, M.L Indiana Univ. Medical Center, ind.anapolls, IN. 50FR30616 028. 85/ 
11/06. Docketing & Services Branch. 7pp. 33462:280-33462:286. 

8511150118 Comments on proposed rules 10CFR30,40,61,7Q & 72 re requiring certain 
persons licensed to possess nuclear mails to demonstrate adequate financial means 
to pay for cleanup of accidental releases of radioactive matls.Rules supported. 
HOLT.D.E. Affiliation Not Assigned. 50FR23960 150. 85/11/06. Docketing & Services 
Branch. Ip. 33465:320-33465:320. 

8511150122 Comments on proposed rules 10CFR30.3 1,32,35 & 40 re significant 
changes in operation & radiation safety procedures. Relaxation of rigid licensing proce- 
dures will create confusion re regulatory control. 

GRAVES, J.C. Tennessee, State of. 50FR30616 023. 85/10/31. Docketing & Services 
Branch. 2pp. 33463:008-33463:009. 

8511150128 Comments on proposed rules 10CFR30,31,32,35 & 40 re medical use of 
byproduct matl.NRC misadministration reporting & record keeping requirements ac- 
ceptable & should not be made more stringent. 

STRONG, T.R. Washington, State of. 50FR30616 024. 85/11/06. Docketing & Serv- 
ices Branch. 2pp. 33459:014-33459:015. 

8511200109 “Index to Regulatory History for Proposed Amends to 10CFR2 - 
Ad]udications;Speciaf Procedures foroResoIving Conflicts re Disclosure or Nondisclo- 
sure of Info.” 

* NRC - No Detailed Affiliation Given. AB78-1 01. 85/11/15. 9pp. 33560:183- 
33561:233. 

-8410300382 Advises that work initiated on rulemaking to establish special procedures 
for resolving conflicts re disclosure or nondisclosure of info.per Commission 840910 
request. Predecisional regulatory analysis will not be prepared. 

OLMSTEAD.WJ. Regulations Division. AB78-1 05. 84/10/12. MINOGUE.R.B. Office 
of Nuclear Regulatory Research, Director. 1 p. 33560:209-33560:224. 

-8410300385 Statement of policy re investigations, insps & adjudicatory proceedings. 
CHILK.SJ. Office of the Secretary of the Commission. AB78-1 02. 84/09/07. 12pp. 
33560:192-33560:208. 

-8411080623 Comments on draft FR notice of proposed rulemaking to amend 
10CFR2.Rule provides mechanism for resolving conflicts on whether to disclose info 
re investigation or insp or provided by confidential source. 

PERKINS, K.E. Incident Response Branch. AB78-1 09. 84/10/29. OLMSTEAD.W.J. 
Regulations Division. 1 p. 67592:005-67592:005. 

-8411270426 Forwards draft FR notice of proposed rulemaking containing proposed 
amends to 10CFR2 which would establish procedures for resolving conflicts re disclo- 
sure of info concerning investigation or insp. 

OLMSTEAD.WJ. Regulations Division. AB78-1 06. 84/10/22. DENTON.H.R. Office of 
Nuclear Reactor Regulation, Director (pre-851125). DEYOUNG, R.C., PERKINS.K.E. 
Director’s Office, Office of Inspection and Enforcement. 25pp. 33560:225-33560:249. 

-8412060721 Provides no comments on proposed amends to 10CFR2 to establish pro- 
cedures re disclosure or nondisclosure of info, in response to 841022 request. 

INGRAM, F. Office of Public Affairs. AB78-1 10. 84/10/30. OLMSTEAD.W.J. Regula- 
tions Division. Ip. 33560:258-33560:258. 

-8412170441 Forwards draft Commission paper re proposed amends to 10CFR2 estab- 
lishing special procedures for resolving conflicts re disclosure & nondisclosure of 
info.Requests review by 841212. 

CUNNINGHAM.G.H. Office of the Executive Legal Director. AB78-1 25. 84/12/05. 
DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 
DAVISJ.G. Office of Nuclear Material Safety & Safeguards, Director. MINOGUE.R.B. 
Office of Nuclear Regulatory Research, Director. 30pp. 33560:354-33561:021. 

-8412280496 Responds to 841205 memo re procedures for resolving conflicts concern- 
ing disclosure of info.NRR concurs in draft FR notice of proposed rulemaking to 
amend 10CFR2. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). AB78-1 
29. 84/12/14. CUNNINGHAM.G.H. Office of the Executive Legal Director. 1pp. 

, 33561:025-33561:025. 

-8502070369 SECY-85-020 ERR Correction notice to SECY 85-020,forwarding draft 
staff requirements memo (Enel 2) re unauthorized disclosure of info. 

* Office of the Secretary of the Commission. AB78-1 33. 85/01/31. 3pp. 33561:112- 
33561:116. 

-8502260413 Forwards replacement Pages 19-20 of Enel 1 to SECY-85-20 re proposed 
amends to 10CFR0 & 2, establishing special exparte in camera procedures for investi- 
gations/insps & adjudications. 

DIRCKS.WJ. Office of the Executive Director for Operations. AB78-1 34. 85/02/08. 
CHILK.SJ. Office of the Secretary of the Commission. Ip. 33561:117-33561:120. 

-8502260418 SECY-85-020 ERR Errata to SECY-85-020 re relationship between inves- 
tigations/insps & adjudications,consisting of replacement Pages 19-20. 

* Office of the Executive Director for Operations. AB78-1 35. 85/02/08. 3pp. 
33561:118-33561:120. 

-8502280318 SECY-85-020 Requests Commission approval of end proposed amends 
to 10CFR50 & 2 & Commission action on end draft staff requirements memo re dis- 
closure or nondisclosure of info. 

DIRCKS.WJ. Office of the Executive Director for Operations. AB78-1 32. 85/01/17. 
35pp. 33561:075-33561:111. 

-8505280264 Forwards proposed amends to Commission rules of practice, establishing 
special procedures for resolving conflicts concerning disclosure or nondisclosure of 
info re investigation or insp not yet concluded. 

CUNNINGHAM.G.H. Office of the Executive Legal Director. AB78-1 37. 85/05/16. 
UDALL.M.K. House of Rep., Interior & Insular Affairs. SIMPSON.A.K. House of Rep., 
Environment & Public Works. MARKEY.EJ. House of Rep., Energy & Commerce. 
29pp. 33561:124-33561:160. 

-8508050086 Recommends that 850718 request for 30-day extension of comment 
period for proposed rule 10CFR2 re special procedures for adjudications be 
aranted.Notice end for signature & transmittal to FR for publication. 

OLMSTEAD.WJ. Regulations Division. AB78-1 40. 85/07/19. CHILK.SJ. Office of the 
Secretary of the Commission. 2pp. 33561:165-33561:176. 


-8511200128 Comments on statement of policy in confidential info. Commission may 
not want to require in camera conference. Board decision on request for confidential- 
ity constitutes ruling by Board, not disagreement betweeen Board & NRC staff. 
EDLES.G.J. Atomic Safety and Licensing Appeal Panel. AB78-1 07. 84/10/23. 
OLMSTEAD.WJ. Regulations Division. 6pp. 33560:250-33560:255. 

-8511200133 Offers no comment on NRC statement of policy on investigations, insps & 
adjudicatory proceedings - initiation of rulemaking to establish special procedures for 
resolving conflicts re disclosure or nondisclosure of info. 

KERR.G.W. Office of State Programs, Director. AB78-1 08. 84/10/24. 

OLMSTEAD.W.J. Regulations Division. Ip. 33560:256-33560:256. 

-8511200153 Comments on proposed amends to 10CFR2. Mechanics of how proposed 
rule dovetails w/FOIA unclear. 

MARTIN, R.D. Region 4, Office of Director. AB78-1 11. 84/11/07. OLMSTEAD.WJ. 
Regulations Division. 2pp. 33560:259-33560:260. 

-8511200158 Advises that NRC statement on policy in investigations, insps & adjudica- 
tory proceedings is good beginning on difficult issue. Marked-up statement end. 
LIEBERMAN.J. NRC - No Detailed Affiliation Given. AB78-1 12. 84/11/08. 

OLMSTEAD.B. NRC - No Detailed Affiliation Given. Ip. 33560:261-33560:309. 

-8511200162 Comments on proposed rulemaking to establish procedures for resolving 
conflicts re disclosure or nondisclosure of info. Written statement of concurrence or 
objection to presiding officer decision should be made. 

BERSON.B.A. Region 3, Office of Director. AB78-1 13. 84/11/08. OLMSTEAD.W.J. 
Regulations Division. Ip. 33560:310-33560:310. 

—8511200164 Comments on proposed amend to 10CFR2 re handling in camera 
matl.Questions how parties to proceeding can submit intelligent briefs to Commission 
w/o access to info. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). AB78-1 
14. 84/11/08. OLMSTEAD.W.J. Regulations Division. Ip. 33560:311-33560:311. 

-8511200167 Comments on proposed rule 10CFR2 re adding procedures on disclosure 
or nondisclosure of info.Reasons for making transcript of in camera presentations 
should be spelled out. 

FELTON, J.M. Division of Rules and Records. AB78-1 15. 84/11/09. OLMSTEAD.WJ. 
Regulations Division. 23pp. 33560:312-33560:334. 

-8511200169 Offers no comments on NRC statement of policy on investigations, insps 
& adjudicatory proceedings - initiation of rulemaking to establish special procedures 
for resolving conflicts re disclosure or nondisclosure of info. 

O’REILLYJ.P. Region 2, Office of Director. AB78-1 16. 84/11/09. OLMSTEAD.WJ. 
Regulations Division. 1 p. 33560:335-33560:335. 

-8511200171 Comments on rulemaking for procedures to resolve disclosure disputes 
involving investigations, insps & adjudicatory proceedings.W/listed exceptions, draft 
regulations establish basic procedural framework envisioned by policy statement. 
LAZO.R.M. Atomic Safety and Licensing Board Panel. AB78-1 17. 84/11/09. 
OLMSTEAD.WJ. Regulations Division. 2pp. 33560:336-33560:338. 

-8511200175 Offers no comments on statement of policy on investigations, insps & ad- 
judicatory proceedings - initiation of rulemaking to establish special procedures for re- 
solving conflicts re disclosure or nondisclosure of info. 

BLAHA.J.L. Program Support & Analysis Staff. AB78-1 18. 84/11/14. 

OLMSTEAD.WJ. Regulations Division. Ip. 33560:339-33560:339. 

-8511200177 Comments on proposed rule 10CFR2 re disclosure or nondisclosure of 
info. Public release of info should not be necessary criterion in making licensing or re- 
lated regulatory decision. 

DAVISJ.G. Office of Nuclear Material Safety & Safeguards, Director. AB78-1 19. 84/ 
11/14. OLMSTEAD.WJ. Regulations Division. 2pp. 33560:340-33560:341. 

-8511200180 Comments on rulemaking for procedures to resolve disclosure 
disputes.Simplified version of proposed 10CFR2.795a, capturing all requirements of 
Commission policy statement & recommendations of task force end. 

LAZO.R.M. Atomic Safety and Licensing Board Panel. AB78-1 20. 84/11/14. 
OLMSTEAD.WJ. Regulations Division. 5pp. 33560:342-33560:346. 

-8511200182 Comments on proposed rule re disclosure or nondisclosure of 
info.Proposed rule contains imprecise language causing ambiguity which would lead to 
interpretations other than intended by framers of interim policy. 

HAYES, B.B. Office of Investigation. AB78-1 21. 84/11/19. OLMSTEAD.W.J. Regula- 
tions Division. 3pp. 33560:347-33560:349. 

-8511200184 Comments on proposed rule re disclosure or nondisclosure of info.Ref to 
delegation of authority should be clarified. 

CONNELLY, S.R. Office of Inspector & Auditor. AB78-1 22. 84/11/21. 

OLMSTEAD.WJ. Regulations Division. 2pp. 33560:350-33560:351. 

-8511200186 Comments on conforming amends re proposed nondisclosure 
regulations.Scope of discovery subj to limitation by presiding officer. 

COTTER, B.P. Atomic Safety and Licensing Board Panel. AB78-1 23. 84/12/03. 
MAPESJ.R. Regulations Division. Ip. 33560:352-33560:352. 

-8511200190 Concurs in proposed amends to 10CFR2 re disclosure or nondisclosure 
of info.w/stipulation of no NRC employee knowingly disclosing info sealed as ex parte 
in camera matt. 

CONNELLY.S.R. Office of Inspector & Auditor. AB78-1 24. 84/12/05. 

OLMSTEAD.WJ. Regulations Division. Ip. 33560:353-33560:353. 

-8511200192 Concurs w/ 841 205 memo on proposed amends to 10CFR2 establishing 
ex parte in camera procedures for resolving conflicts re disclosure or nondisclosure of 
info. 

KERR.G.W. Office of State Programs, Director. AB78-1 26. 84/12/10. 

CUNNINGHAM.G.H. Office of the Executive Legal Director. Ip. 33561:022-33561:022. 

-8511200196 Advises that NRR does not expect to have major comments on proposed 
amend to 10CFR2. Review will not be completed until 841214. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). AB78-1 
27. 84/12/11. CUNNINGHAM.G.H. Office of the Executive Legal Director. Ip 
33561:023-33561:023. 
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-8511200198 Concurs w/proposed amends to 10CFR2 adding procedures on disclo- 
sure or nondisclosure of info in adjudicatory proceedings. 

FELTON, J.M. Division of Rules and Records. AB78-1 28. 84/12/12. 
CUNNINGHAM, G.H. Office of the Executive Legal Director. Ip. 33561:024-33561:024. 

“8511200209 Suggests listed paragraphs on 10CFRO (conduct of employees) be insert- 
ed in cover memo to Commission on proposed rule on procedures for resolving con- 
flicts re disclosure or nondisclosure of info. 

FITZGERALD, J. A. Office of the General Counsel. AB78-1 30. 85/01/10. MAPES.J. 
Office of the Executive Legal Director. 6pp. 33561:026-33561:031. 

-8511200213 Forwards, for concurrence, draft Commission paper on proposed amends 
to 1 0CFR2 establishing ex parte in camera procedures re disclosure or nondisclosure 
of info. 

CUNNINGHAM, G.H. Office of the Executive Legal Director. AB78-1 31. 85/01/14. 
DIRCKS.W.J. Office of the Executive Director for Operations. 43pp. 33561:032- 
33561:074. 

-8511200255 Staff requirements memo re Commission approval for publication notice 
of proposed amend to 10CFR0 & 2 establishing ex parte in camera on nondisclosure 
of info. 

CHILK.S.J. Office of the Secretary of the Commission. AB78-1 36. 85/05/02. 
DIRCKS.W.J. Office of the Executive Director for Operations. 3pp. 33561:121- 
33561:123. 


8511260175 Comments on proposed rules 10CFR30, 31, 32,35 & 40 & proposed rev to 
Reg Guide 10.8 re preparation of applications for medical programs.Stricter require- 
ments or clarifications of “all paraphernalia” required. 

RUTLEDGE, B.G. Georgia, State of. 50FR30616 057. 85/11/12. Docketing & Services 
Branch. 2pp. 33606:344-33606:345. 

8511260183 Comments on proposed rules 10CFR30, 31, 32,35 & 40.Rule no longer re- 
quiring NRC review of many radiation safety program changes opposed.Adequacy of 
procedures will not be evaluated until insp, which is after fact. 

GODWIN, A. V. Alabama, State of. 50FR30616 035. 85/11/12. Docketing & Services 
Branch. 7pp. 33616:281-33616:287. 

8511260197 Comments on proposed rules 10CFR30,31,32,35 & 40 & proposed Rev 2 
to Reg Guide 10.8 re preparation of applications for medical programs.No recordkeep- 
ing guidance issued in reg guide. 

ABLE, A. M. Mid-Atlantic Radiation Physics, Inc. 50FR30616 061. 85/11/13. Docketing 
& Services Branch. 2pp. 33606:360-33606:361. 

8511260204 Comments on proposed rules 10CFR30, 31, 32,35 & 40 re license applica- 
tion preparation.Rule commendable.FR notice dtd 850726 reveals spelling 
errors.Omission of 99 mTc albumin colloid under Subpart E assumed unintentional. 
WOODARD, R.E. Affiliation Not Assigned. 50FR30616 033. 85/11/07. Office of the 
Secretary of the Commission. Ip. 33609:353-33609:353. 


-8511200256 Comments on proposed rule on disclosure of investigatory info in adjudi- 
catory proceedings. 

JOHNSON, G.E. NRC - No Detailed Affiliation Given. AB78-1 38. 85/05/30. MAPES.J. 
NRC - No Detailed Affiliation Given. 2pp. 33561:161-33561:162. 

“8511200258 Discusses regulator/ history procedures. Documents of central relevance 
to rulemaking should be maintained & identified for source of access & index should 
be compiled.Entire history should be placed on Document Centre! Sys 
PHILIPS, J. Division of Rules and Records. AB78-1 39. 85/05/31. .v.APbS.J. Regula- 
tions Division. 2pp. 33561:163-33561:164. 

--851 1200261 Confirms 850612 telcon recommendations re proposed amends on ex 
parte in camera presentations.Sections 2.795b, 2.795c(b)(5) & 2.795d(b) should be re- 
vised as listed. 

SMITH.I.W. Atomic Safety and Licensing Board Panel. AB78-1 43. 85/06/13. 
MAPES.J. R. Regulations Division. Ip. 33561:177-33561:233. 

8511250349 Forwards index to regulatory history for final rule to amend 
10CFR50.55a.AII relevant documents compiled & transmitted to document control 
desk. 

MILLMAN.G.C. Division of Engineering Technology. AA83-02 01. 85/11/19. 
PHILIPS, J. Division of Rules and Records. 2pp. 33619:188-33619:243. 

-8511250350 Forwards guidance for preparing regulatory history, per EDO 850405 
memo, for final rule to amend 10CFR50 by incorporating revised ASME Boiler & Pres- 
sure Vessel Code, Sections III & Xl.lndex requested by 851121. 

PHILIPS, J. Division of Rules and Records. AA83-02 02. 85/10/07. MILLMAN.G.C. Di- 
vision of Engineering Technology. 5pp. 33619:194-33619:198. 

-8504240237 Outlines individual ofc responsibilities for implementation of regulatory his- 
tory procedures. Procedures applicable to proposed or final rule submitted to FR for 

B ublication after date of 850215 memo. 

IRCKS.W.J. Office of the Executive Director for Operations. AA83-02 03. 85/04/05. 
MINOGUE.R.B. Office of Nuclear Regulatory Research, Director. 6pp. 33619:199- 
33619:204. 


8511260212 Comments on proposed rules 10CFR30, 31 ,32,35 & 40 & proposed Rev 2 
to Reg Guide 10.8 re preparation of applications for medical programs.Radiation 
safety procedures should be addressed by regulation rather than license guide. 
MERKIN.J.J. Bio-Med Associates, Inc. 50FR30616 060. 85/11/13. Office of the Sec- 
retary of the Commission. 4pp. 33609:326-33609:329. 

8511260224 Comments on proposed rules 10CFR30,31,32,35 & 40 re medical use of 
byproduct matl.Explicit statement re training requirements for qualified teletherapy 
calibr experts suggested.Clarification re supervision also recommended. 

GILLIN.M.T. Medical College of Wisconsin, Milwaukee, Wl. 50FR30616 034. 85/11/ 
11. Docketing & Services Branch. 2pp. 33609:351-33609:352. 

8511260246 Comments on proposed rules 10CFR30,31,32,35 & 40. Written notification 
of misadministration should not be required by NRC.Review of documentation could 
be performed during insp. Use of syringe shield should remain optional procedure. 
MATTVULLER.S.R. St. Johns Mercy Medical Center, St. Louis, MO. 50FR30616 038. 
85/1 1 /0-J. Office o* the Secretary of the Commission. 8pp. 33606:346-33606:353. 

8511260260 Comments on proposed rules 10CFR30, 31 ,32,35 & 40 re medical use of 
byproduct matl.Rule supported overall. Requirement that radiation safety committee 
must review each method of use for matl unnecessarily restrictive. 

SEIGEL.B.A. Mallinckrodt Institute of Radiology. 50FR30616 036. 85/11/12. Docket- 
ing & Services Branch. 5pp. 33609:344-33609:348. 

8511260280 Comments on proposed rules 10CFR30,40,61,70 & 72 re financial respon- 
sibility for cleanup of accidental & unexpected releases of radioactive matls.Chances 
of large-scale cleanup from beta gauges almost nonexistent 

POTTER, J. John Potter Associates. 50FR23960 154. 85/11/12. Docketing & Services 
Branch. 2pp. 33616:338-33616:339. 

8511260317 Comments on proposed rules 10CFR30,31,32,35 & 40 re medical use of 
byproduct matl.Supports rule. 

TALIAFERRO, C.W. Norfolk General Hosp., Norfolk, VA. 50FR30616 039. 85/09/23. 
Docketing & Services Branch. 3pp. 33609:271-33609:273. 


-8511250352 Forwards final rule 10CFR50 & Itrs to Congress re final rule to amend 
10CFR50.55a, “Codes & Stds,” by incorporating revised ASME Boiler & Pressure 
Vessel Code.Final rule should be published in FR. 

MINOGUE.R.B. Office of Nuclear Regulatory Research, Director. AA83-02 04. 85/09/ 
17. FELTON, J.M. Division of Rules and Records. Ip. 33619:205-33619:220. 

-8511250353 “Codes & Stds for Nuclear Power Plants,” 10CFR50 final rule. Regula- 
tions amended to incorporate revised ASME Boiler & Pressure Vessel Code re const 
of LWR components & requirements for inservice insp of components. 

DIRCKS.W.J. Office of the Executive Director for Operations. AA83-02 05. 85/09/04. 
8pp. 33619:206-33619:213. 

“8511250355 Forwards notice of final rule amending 10CFR50.55a to incorporate re- 
vised ASME Boiler & Pressure Vessel Code re const & insp of specified reactor com- 
ponents & sys.FR notice published on 850517. 

MINOGUE.R.B. Office of Nuclear Regulatory Research, Director. AA83-02 06. 85/11/ 
20. UDALL.M.K. House of Rep., Interior & Insular Affairs. MARKEY.E.J. House of 
Rep., Energy & Commerce. SIMPSON, A. Senate, Environment & Public Works. 7pp. 
33619:214-33619:220. 


“8511250356 Forwards FR notice, for approval, of final rule to amend 

10CFR50,55a, incorporating revised ASME Boiler & Pressure Vessel Code re const & 
insp of specified reactor components & sys.Regulatory analysis & draft Itrs to Con- 

mTnOGUE.R.B. Office of Nuclear Regulatory Research, Director. AA83-02 07. 85/08/ 
29. DIRCKS.W.J. Office of the Executive Director for Operations. 14pp. 33619:221- 
33619:242. 


“8511250359 Requests incorporation of listed ASME Boiler & Pressure Vessel Code 
Sections III & XI provisions into “Codes for Stds of Nuclear Power Plants," 10CFR50 
final rule.Section XI provisions end for filing.W/o end. 

FELTON, J.M. Division of Rules and Records. AA83-02 08. 85/08/28. BYRNE, J. Office 
of the Federal Register. Ip. 33619:243-33619:243. 


8511260137 Comments on proposed rules 10CFR30,31,32,35 & 40 & proposed Rev 2 
to Reg Guide 10.8 re preparation of applications for medical programs.Annuaf operat- 
ing budget irrelevant to radiation safety program & should be deleted. 

BRADBURY, C., LAVOIE, M. Central Maine Medical Center, Lewiston, ME. 50FR30616 
058. 85/11/11. Docketing & Services Branch. 6pp. 33616:307-33616:312. 


8511260148 Corrects 851107 comments on proposed rules 10CFR30,40,61,70 & 72 re 
financial responsibility for cleanup of accidental & unexpected releases of radioactive 
matls.Last sentence of Paragraph 2 should read 10-15 mrem/h of surface radiation. 
SMITH, G.M. Berthold Systems, Inc. (affiliate of Lab of Dr. Berthold, Wildbad, GDR). 
50FR23960. 85/11/13. Docketing & Services Branch. Ip. 33606:362-33606:362. 


8511260321 Comments on proposed rules 10CFR30,31,32,35 & 40.Effort 
commended.Disposal of de minimis radioactivity via trash should be permitted for max 
of 10 exempt quantities per day. Deregulation of 0.05 uCi/g of listed matls suggested. 
WETTERAU.L.W., BLAHD.W.H. Veterans Admin. Wadsworth Medical Center, Los An- 
geles, CA. 50FR30616 037. 85/11/12. Docketing & Services Branch. 2pp. 33608:355- 
33608:356. 

8511260371 Comments on proposed rules 10CFR30,31,32,35 & 40 re medical use of 
byproduct matls.Current position of NRC is intrusion on practice of 

medicine.lnterpretation & prescription of course of care should be permitted w/o an- 
other physician. 

MOKOTOFF.D.M. Affiliation Not Assigned. 50FR30616 067. 85/11/20. Office of the 
Secretary of the Commission. Ip. 33614:112-33614:112. 

8511260377 Comments on proposed rules 10CFR30, 31 ,32,35,40 & Reg Guide 10.8 re 
radiation protection program changes.Rules supported because licensing process sim- 
plified & user flexibility increased. 

DONOVAN, L. Air Force, Dept. of. 50FR30616 081. 85/11/18. Docketing & Services 
Branch. 7pp. 33612:231-33612:237. 

8511260382 Comments on proposed rules 10CFR30,31,32,35 & 40.Revs needed & long 
overdue.Necessary radiation safety procedures should be addressed by 
regulations.Cost of installing fume hood should be considered in 10CFR35.90. 
MERKIN.J.J. Bio-Med Associates, Inc. 50FR30616 030. 85/11/11, Docketing & Serv- 
ices Branch. 4pp. 33612:225-33612:228. 

8511260395 Package of four comments opposing proposed rules 10CFR30, 31 ,32,35 & 
40 re nuclear cardiology licensing changes. 

STEINGART.R.M. Montefiore Hosp. & Medical Center, Bronx, NY. KELLY, M.E., HA- 
MEEDI Affiliation Not. Assigned. 50FR30616. 85/11/20. Office of the Secretary of the 
Commission. 5pp. 33613:020-33613:024. 

8511260399 Comments on proposed rules 10CFR30,31,32,35 & 40 re medical use of 
licensed matl.Proposed regulation will result in operational flexibility for licensees & 
regulatory efficiencies for agency. 

BUSH.J.D. 3M Co., Minnesota Mining & Manufacturing Co. 50FR30616 065. 85/11/ 
13. Docketing & Services Branch. 2pp. 33614:110-33614:111. 

8511260407 Comments on proposed rules 10CFR3Q,31,32,35 & 40 re medical use of 
byproduct matl & proposed revs to Reg Guide 1 0.8, “Guide for Preparation of Applica- 
tions for Medical Programs.” 

LACKER, D.K. Texas, State of. 50FR30616 086. 85/11/18. Docketing & Services 
Branch. 2pp. 33615:261-33615:266. 
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851 1260411 Comments on proposed rules 10CFR30,40,61,70 & 72 re financial respon- 
sibility requirements applicable to licensees for cleanup of accidental releases of ra- 
dioactive mat!. Rule opposed as mail owned does not pose public threat 
LYMAN, L. Lycott Environmental Research, Inc. 50FR23960 155. 85/11/08. Office of 
the Secretary of the Commission. 2pp. 33612:283-33612:284. 

8511260412 Comments on proposed rules 10CFR30, 31, 32,35 & 40 re use of byproduct 
matls.Fieid of nuclear cardiology should be given separate consideration for licensing 
& training requirements in subspecialitv of nuclear medicine. 

CANOSA.R.P. Erie Nuclear Cardiology Center, Erie, PA. 5QFR30616 066. 85/11/15. 
Office of the Secretary of tne Commission. 3pp. 33613:065-33613:067. 

8511260417 Comments on proposed rules 10CFR30.3 1,32,35 & 40 re medical use of 
licensed matl.Rule should continue to require licensee to submit radiation safety pro- 
cram changes for agency approval. 

MOUNT, D K. North Dakota, State of. 50FR30616 084. 85/11/14. Docketing & Serv- 
ices Branch. 2pp. 33615:294-33615:295. 

8511260424 Comments on proposed rules 10CFR30, 31 ,32,35 & 40 re proposed nuclear 
cardiology licensing changes N'..'c ! ea r cardiology procedures should be listed as spe- 
cific support of ' X-'rJ:.; 

ORTIZ, J. Columbia Univ., New York, NY. 50FR30616 073. 85/11/19. Office of the 
Secretary of the Commission. Ip. 33613:025-33613:025. 

8511260427 Comments on proposed rules 10CFR30,31,32,35 & 40 re medical use of 
licensed matl.Majority of medical licensees do not have specific expertise to ade- 
quately evaluate safety & health aspects of changes. 

LASH.T.R. Illinois, State of. 50FR30616 083. 85/11/19. Docketing & Services Branch. 
4pp. 33612:276-33612:279. 

8511260435 Comments on proposed rules 10CFR30,31,32,35 & 40 re licensing proce- 
dure for nuclear physicians.Changes will not reduce paperwork nor costs, but will allow 
NRC to expand authority beyond interest. 

KiEPFER.R. American College of Nuclear Cardiology. 50FR30616 064. 85/11/12. 
Office of the Secretary of the Commission. 9pp. 33613:103-33613:111. 

8511280448 Comments on proposed rules 10CFR30,31,32,35,40 & rev to Reg Guide 
10.8 re review of dose calibrator checks.area surveys & wipe tests.Rules opposed as 
superfluous for hosps w/consultant radiation safety officer. 

ROBINSON, W.L. Walter L. Robinson & Associates, Lancaster, PA. 50FR30616 082. 
85/11/15. Docketing & Services Branch. 2pp. 33613:061-33613:062. 

8511260449 Comments on proposed rules 10CFR30,31,32,35 & 40 re medical use of 
byproduct matls.Physicians practicing in limited areas of nuclear medicine should be 
identified separately & separate criteria used for training & licensing. 

KLEINER, J.P. Affiliation Not Assigned. 50FR30616 063. 85/11/15. Office of the Sec- 
retary of the Commission. Ip. 33613:041-33613:041. 

8511260450 Comments on proposed rules 10CFR30, 31, 32,35 & 40 re medical use of 
byproduct matl.Term "dose" should be eliminated to avoid confusion. 

SAENGER.E.L. Cincinnati, Univ. of, Medical Center, Cincinnati, OH. 50FR30616 078. 
85/11/15. Docketing & Services Branch. 3pp. 33614:099-33614:101. 

8511260457 Comments on proposed rules 10CFR30,31,32,35 & 40 & proposed rev to 
Reg Guide 10.8 re medical use of byproduct matl. Protests proposed revs which do 
net consider subscecte'itv of nuclear cardiology. 

SCnENSFN : S.G.'CM. Scronsor, MD & Associates. 50FR30616 076. 85/11/15. 
Office of the Secretary of the Commission. Ip. 33612:080-33612:080. 

8511260461 Comments on proposed rules 10CFR30,31,32,35 & 40 re medical use of 
byproduct matl.lmposition of requirement on small hosps would have deleterious 
effect on practice of nuclear medicine.Supporting documentation end. 

STRUTTMAN.LG. Mallinckrodt, Inc. 50FR30616 080. 85/11/18. Docketing & Services 
Branch. 3pp. 33612:132-33612:224. 

-8511260469 “Ultravent Radioaerosol Delivery Sys," product background rept. 
STRUTTMAN.LG. Mallinckrodt, Inc. 50FR30616. 85/07/01. 53pp. 33612:135- 
33612:187. 

-8511260476 “Syntevent Aerosol Delivery Sys, Radiation Safety Study Summary Rept.” 

* Radiation Service Organization. 50FR30616. 84/05/30. 37pp. 33612:188-33612:224. 

8511260467 Package of two comments on proposed rules 10CFR30, 31 ,32,35 & 
40.Regulaticn nCFH;M.92G infringes on practicing physician. NRC should make nec- 
essary efforts to facilitate timely review of license amend requests. 

EICHLING.J. Washington Memorial Hosp., Turnersville, NJ. REDDY, C.G. Tower Cardi- 
ology Service, Columbus, OH. 50FR30616. 85/11/14. Docketing & Services Branch. 
5pp. 33616:113-33616:117. 

8511260479 Comments on proposed rules 10CFR30,31,32,35 & 40 re medical use of 
byproduct matl.Uniform codification will enhance operation of nuclear medicine prac- 
tice. 

MCKUSICK.K.A. American College of Nuclear Physicians. GOLDSMITH.S.J. Society of 
Nuclear Medicine. 50FR30616 079. 85/11/18. Docketing & Services Branch. 4pp. 
33616:057-33616:060. 

8511260488 Comments on proposed rules 10CFR30,31,32,35 & 40 re medical use of 
byproduct matls.Fee should not be required to amend licenses to modify label/pack- 
inserts 

ZLOTNICKi.J.M. Amersham Corp. 50FR30616 087. 85/11/19. Docketing & Services 
Branch. 1 8pp. 3361 2:062-3361 2:079. 

8511260489 Comments on proposed rules 10CFR30.3 1,32,35 & 40 re medical use of 
byproduct matl.Reservations expressed concerning radiation safety program changes 
by licensees w/o license amend. 

TEDFORD.C.F. Arizona, State of. 50FR30616 074. 85/11/18. Docketing & Services 
Branch. 2pp. 33616:055-33616:056. 

8511260493 Comments on proposed rules 10CFR30,31,32,35 & 40 re medical use of 
byproduct matl.NRC failed to give evidence of excessive radiation exposure to pa- 
tients or medical personnel.More detailed procedures not needed. 

WHITTON.J.B. St. Joseph’s Hosp., Milwaukee, Wl. 50FR30616 075. 85/11/17. Dock- 
eting & Services Branch. 5pp, 33612:123-33612:127. 

8511260495 Comments on proposed rules 10CFR30,31,32,35 & 40 re medical use of 
byproduct matls.Cardiologists should be allowed to use byproduct matl when under- 
standing of danger demonstrated or necessary safety courses taken. 

CLARK, W.H. Affiliation Not Assigned. 50FR30616 062. 85/11/14. Office of the Secre- 
tary of the Commission. 2pp. 33612:121-33612:122. 


8511260497 Package of five comments opposing proposed rules 10CFR30,31, 32,35 & 
40 re medical use of byproduct mat!. 

BORCHERT.H.R. Nebraska, State of. SMITH, W.R. Valley Heart Associates, Modesto, 
CA. TRINKO.P. Shawano Community Hosp., Shawano, WL 50FR30616. 85/11/18. 
Docketing <& Services Branch. 15pp. 33612:081-33612:095. 

8511260507 Comments on proposed rules 10CFR3Q,31,32,35 & 40 re medical use of 
byproduct matls. Proposed ventilation sys & calculations must be reviewed prior to au- 
thorizing Xe-133 use due to potential airborne radiation hazards. 

COLEMAN.C. Kentucky, Commonwealth of. 50FR30616 085. 85/11/18. Docketing & 
Services Branch. 2pp. 33616:053-33616:054. 

8511260508 Package of 12 comments on proposed rules 10CFR30, 31 ,32,35 & 40 re 
medical use of byproduct matl. 

VILLFORTH.J.C. Food & Drug Administration. WITT.R.M. Veterans Admin. Medical 
Center, Indianapolis, IN. VETTER, RJ. Mayo Clinic, Rochester, MN. 50FR30616. 85/ 
11/18. Docketing & Services Branch. 33pp. 33616:020-33616:052. 

8511260516 Comments on proposed rules 10CFR30,31,32,35 & 40 re nuclear cardiolo- 
gy licensing changes.Nuclear cardiology procedures should be listed as subpart of 
10CFR35. 

BLAKE, J.W. Affiliation Not Assigned. 50FR30616 071. 84/11/14. Office of the Secre- 
tary of the Commission. Ip. 33616:133-33616:133. 

8511260523 Comments on proposed rules 10CFR30,31,32,35 & 40 re medical use of 
byproduct matl.NRC should adhere to congressional statements & not infringe on 
practice of medicine. 

STINE, R.A. NDC Medical Center, Norfolk, VA. 50FR30616 077. 85/11/18. Office of 
the Secretary of the Commission. Ip. 33615:297-33615:297. 

8511260543 Comments on proposed rules 10CFR30,31,32,35 & 40 re medical use of 
byproduct matl & proposed Rev 2 to Reg Guide 10.8. Supports early implementation 
of both refs. 

SMARSH.J.D. Naval Regional Medical Center, Long Beach, CA. 50FR30616 059. 85/ 
11/15. Docketing & Services Branch. 2pp. 33620:264-33620:265. 


PROJ PROJECTS - PREDOCKET LICENSING 


8511010332 Forwards comments on “Topical SAR for Nuclear Assurance Corp Stor- 
age/Transport Cask for Use at ISFSI," docketed on 841219. 

ROUSE, L.C. Advanced Fuel & Spent Fuel Licensing Branch. 85/10/25. 

WOODHALL.C.B. Nuclear Assurance Corp. 34pp. 33301:033-33301:066. 

8511040121 Forwards “Research Plan for Investigation Radionuclide Migration at West 
Valley Facility Disposal Area." W/o end. 

CLARK, A.T. Advanced Fuel & Spent Fuel Licensing Branch. 85/10/21. 

HANNUM.W.H. Energy, Dept, of, Idaho Operations Office. 2pp. 33337:165-33337:166. 

8511060521 Forwards Task 2 Itr rept, “Research Plan for Investigating Radionuclide Mi- 
gration at West Valley Facility Disposal Area.” Changes from draft include first chapter 
revs to incorporate NRC & DOE comments & raising cost estimates. 

CLAPP, R.B. Oak Ridge National Laboratory. FIN B-0292. 25790. 85/10/04. 

CLARK, A.T. Advanced Fuel & Spent Fuel Licensing Branch. 2pp. 33370:025- 
33370:025. 

-8511060523 “Research Plan for Investigating Radionuclide Migration at West Valley 
Facility Disposal Area,” Task 2 Itr rept 

CLAPP, R.B., HERBE3.S.E. Oak Ridge National Laboratory. FIN B-0292. 85/10/31. 
Office of Nuclear Material Safety & Safeguards, Director. 178pp. 33370:026-33370:203. 

8511110146 Forwards response to 850925 request for addl info on QA program de- 
scribed in draft Section 11.0 of Rev 1 to NUH-001 re NUTECH modular storage sys 
for irradiated nuclear fuel. 

MASSEY, J.V. NUTECH Engineers, Inc. JVM-85-186. 85/11/04. SPRAUL.J.G. NRC - 
No Detailed Affiliation Given. 31pp. 33386:312-33386:342. 

8511110470 Summary of 851101 meeting w/General Nuclear Sys, Inc & VEPCO in 
Silver Spring, MD re status of damage analysis of nonstructural weld cracks in 
CASTOR V/21 basket at unlicensed demonstration exceeding cask design basis. 
ROBERTS.J.P. Advanced Fuel & Spent Fuel Licensing Branch. 85/11/06. 
ROUSE, L.C. Advanced Fuel & Spent Fuel Licensing Branch. 3pp. 33404:006- 
33404:008. 

8511140106 Part 21 & deficiency rept re indications observed on top end of CAST OR 
V/21 fuel basket. Condition does not constitute 10CFR21 defect, per analysis of design 
heat load capacity & actual test program heat load. 

KINGSLEY, K.R. General Nuclear Systems, Inc. 25887. 85/10/10. Advanced Fuel & 
Spent Fuel Licensing Branch. 5pp. 33492:166-33492:170. 

8511200197 Forwards Rev 1 to NUH-001, “Topical Rept for NUTECH Horizontal Modu- 
lar Storage Sys for irradiated Nuclear Fuel.” Rept describes design of horizontal stor- 
age module & dry shielded canister. 

MASSEY, J.V. Nutec, Inc. 26040. 85/11/11. ROUSE, L.C. Advanced Fuel & Spent Fuel 
Licensing Branch. 8pp. 33554:019-33555:150. 

-8511200205 NUH-001 R01 Rev 1 to “Topical Rept for NUTECH Horizontal Modular 
Storage Sys for irradiated Nuclear Fuel.” 

. * Nutec, Inc. 26040. 85/11/30. 400pp. 33554:027-33555:150. 

8511210088 Forwards addl info re topical SAR for Westinghouse MC-10 cask for ISFSI 
(dry storage) per 850925 request concerning QA program. Responses to four ques- 
tions & proposed changes to pages of rept included. 

RAHE.E.P. Westinghouse Electric Corp. 26002. 85/10/31. ROUSE, L.C. Advanced 
Fuel & Spent Fuel Licensing Branch. 8pp. 33558:138-33558:145. 


PT21 NONCOMPLIANCE REPORTS AND RELATED CORRESPONDENCE 


8511010545 Part 21 & final Deficiency Rept DER 85-25 re auxiliary feedwater pump tur- 
bine quick start failure.Steam traps inspected & serviced, turbine manual drain valves 
realigned, governor ramp time increased & time delay reduced. 

VAN BRUNT, E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). AN PP-33720-TDS/. 85/10/15. KIRSCH.D.F. Region 5, Office of Director. 6pp. 
33292:324-33292:329. 
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8511110115 Part 21 rept re defect in valve stems bearing Heat Number 3876.Entire 
stem/disc assembly will be replaced upon requestRepiacement stem assembly will 
be supplied under unique Part Number 106626-10. 

ABBOTT, P.F. Yarway Corp. 85/10/08. PERLUKE.C. Pennsylvania Power & Light Co. 
3pp. 33387: 1 94-33387: 1 96. 

8511110155 Part 21 rept re cracked stem assembly detected in 3/4-inch Yarway wel- 
bond valve at non-nuclear facility. Investigation revealed leakage caused by void in bar 
stock.Valves sold to nuclear facilities contained stems.Review continuing. 
PESZKA.F.W. Yarway Corp. 85/09/26. MURLEY.T.E. Region 1, Office of Director. 
4pp. 33386:300-33386:303. 

8511110243 Part 21 & deficiency rept re 12 of 16 Rockwell Edward valves exceeding 
leak rate criteria as specified by procurement documentation. Initially reported on 
850705. Valves returned to vendor for cause determination. 

DIETZ.C.R. Carolina Power & Light Co. BSEP/85-1850. 85/10/18. GRACE, J.N. 
Region 2, Office of Director. 2pp. 33397:253-33397:255. 

8511110300 Part 21 rept re inoperable seismic supports.Supports declared inoperable 
based on requirements of IE Bulletin 79-02.Part 21 determination delayed due to par- 
allel evaluation conducted by AE involved. 

MORGAN.R.E. Carolina Power & Light Co. IEB-79-02. 85/10/28. GRACE, J.N. Region 
2, Office of Director. Ip. 33385:345-33385:345. 

8511110345 Final deficiency & Part 21 rept re Westinghouse circuit breakers in 125-volt 
dc distribution switchboards supplied by Hatch, Inc.Initiaily reported on 851 002. Insert 
will be secured to termination plate. 

GOLDBERG, J.H. Houston Lighting & Power Co. ST-HL-AE-1479. 85/11/01. 
MARTIN.R.D. Region 4, Office of Director. 5pp. 33401:229-33401:233. 

8511120103 Part 21 rept re potential defect in DSR or DSRV standby diesel generator 
intake & exhaust valve springs mfg by Betts Spring Co. Users recommended to inspect 
engines for broken springs & identify original mfg. 

GUNTRUM.B.C. Transamerica Delaval, Inc. 85/11/06. Director’s Office, Office of In- 
spection and Enforcement. 5pp. 33413:293-33413:297. 

8511120185 Part 21 & eighth interim deficiency rept re failure of butterfly valve seats 
mfg by BIF.Initially reported on 820511. All damaged valve seats replaced. Next rept 
will be submitted by 860103. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/09. GRACE, J.N. Region 2, Office of 
Director. 3pp. 33428:061-33428:063. 

8511120201 Part 21 & final deficiency rept re incorrect response spectra in Gilbert-Com- 
monwealth piping analysis.lnitially reported on 820426.Const mods to affected hang- 
ers scheduled for completion by 851129. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/09. GRACE, J.N. Region 2, Office of 
Director. 2pp. 33428:043-33428:044. 

8511120225 Part 21 & second interim deficiency rept, Item 215 re Westinghouse safety 

t rade core exit thermocouples. Initially reported on 850528.Vendor will establish cause 
recommend mods.Final rept will be submitted by 860101, 

WATSON ,R.A. Carolina Power & Light Co. NRC-393. 85/10/10. GRACE.J.N. Region 
2, Office of Director. 4pp. 33422:083-33422:086. 

8511120232 Part 21 & interim deficiency reptjtem 218 re main transfer panels - Series 
31 latching switch relaysJnitially reported on 85091 0.Relays returned to Electro Switch 
Corp for contact & blade replacement.Final rept will be submitted by 851 220. 
WATSON, R.A. Carolina Power & Light Co. NRC-395. 85/10/10. GRACE.J.N. Region 
2, Office of Director. 5pp. 33422:073-33422:077. 

8511120236 Part 21 & final Deficiency Repts NCR 2086 & NCR 2087 re raw cooling 
water chiller unit flow valve mfg by Metrex Valve Corp.lnitially reported on 
821 126.0riginal valve stem nut on Unit 1 valves replaced. 

HUFHAM.J.W. Tennessee Valley Authority. NCR 2086. 85/10/01. GRACE.J.N. Region 
2, Office of Director. 3pp. 33422:069-33422:071. 

8511120241 Part 21 & first interim Deficiency Rept NRC W-267-P re failure of GE Type 
PK test block terminal studs.lnitially reported on 85091 8.GE contacted re corrective 
actions.Next rept will be submitted by 851125. 

HUFHAM.J.W. Tennessee Valley Authority. NRC W-267-P. 85/10/17. GRACE.J.N. 
Region 2, Office of Director. 2pp. 33422:057-33422:058. 

8511120395 Final Part 21 & deficiency reptjtem 188 re natural frequencies of ITT-Grin- 
nell air-operated diaphragm valves. Initially reported on 840926.Valves reclassified as 
flexible. 

WATSON.R.A. Carolina Power & Light Co. NRC-391. 85/09/30. GRACE.J.N. Region 
2, Office of Director. 3pp. 33423:001-33423:003. 

8511130132 Supplemental Part 21 & final deficiency rept re Westinghouse CRD mecha- 
nism heavy drive rod guide screw. initially reported on 841220.Westinghouse repaired 
or replaced all affectea rod assemblies as necessary. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/25. GRACE.J.N. Region 2, Office of 
Director. 3pp. 33443:001-33443:003. 

8511130268 Followup Part 21 & deficiency rept re signal failure potential in safety injec- 
tion recirculation path.lnitially reported on 850724.Contro! logic for valves will be 
changed. 

FAY.C.W. Wisconsin Electric Power Co. NRC-85-116. 85/10/30. KEPPLER.J.G. 
Region 3, Office of Director. 2pp. 33427:289-33427:290. 

8511140001 Part 21 & second deficiency reptjtem 213 re undetectable failure of 
ESFASJnitially reported on 850424.Westrnghouse redesigned circuitry being installed 
& tested. Final rept expected by 851216. 

WATSON.R.A. Carolina Power & Light Co. NRC-390. 85/09/25. GRACE.J.N. Region 
2, Office of Director. 4pp. 33467:260-33467:263. 

8511140003 Final Part 21 & Deficiency Rept DER 85-28 re C-E instrument rack conduit 
installations. Bechtel installed Anaconda flex conduit for Unit 1 instead of Svc Air flex 
conduit to order to meet test schedule. 

VAN BRUNT, E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). DER 85-28. 85/10/28. KIRSCH.D.F. Region 5. Office of Director. 5pp. 
33467:267-33467:271. 

8511140106 Part 21 & deficiency rept re indications observed on top end of CAST OR 
V/21 fuel basketCondition does not constitute 10CFR21 defect, per analysis of design 
heat load capacity & actual test program heat load. 

KINGSLEY, K.R. General Nuclear Systems, Inc. 25887. 85/10/10. Advanced Fuel & 
Spent Fuel Licensing Branch. 5pp. 33492:166-33492:170. 


8511140261 Final Part 21 & Deficiency Rept DER 85-34 re override feature on diesel 
generator.New DCP issued for Unit 2 to modify diesel generator output breaker circuit 
to prevent initiation of trip signal. 

VAN BRUNT, E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). DER 85-34. 85/10/28. KIRSCH.D.F. Region 5, Office of Director. 4pp. 
33467:194-33467:197. 

8511140384 Part 21 & final deficiency reptjtem 183 re potential overpressurization of 
component cooling water sys.lnitially reported on 84081 3. Westinghouse revised sys 
design by deleting surge tank vent valve. 

WATSON.R.A. Carolina Power & Light Co. 183. 85/10/21. GRACE.J.N. Region 2, 
Office of Director. 4pp. 33456:321-33456:324. 

8511140387 Part 21 & first interim deficiency reptjtem 217 re incorrect bolting matls 
used in Mercury instrument racks. Initially reported on 850909. Hardware will be re- 
placed w/ seismically tested hardware.Final rept by 851216. 

WATSON, R.A. Carolina Power & Light Co. 217. 85/10/09. GRACE, J.N. Region 2, 
Office of Director. 4pp. 33456:274-33456:277. 

8511200086 Part 21 & deficiency rept re Rev B to Rosemont Instruction Manual 4302 
not addressing zero shift due to process pressure in Model 1153 alphaline nuclear 
pressure transmitter. 

RODRIGUEZ, R.J. Sacramento Municipal Utility District. RJR 85-546. 85/11/08. 

MARTI N.J.B. Region 5, Office of Director. 2pp. 33527:305-33527:306. 

8511200110 Part 21 & deficiency rept re unreliable porthole oil level gauge for auxiliary 
feedwater pumps supplied by B&W.Metal insert behind sight glass trapped oil causing 
false level indication. Metal insert removed. 

RODRIGUEZ, R.J. Sacramento Municipal Utility District. RJR 85-545. 85/11/08. 

MARTI N.J.B. Region 5, Office of Director. 2pp. 33527:185-33527:186. 

8511200199 Deficiency & Part 21 rept re length of keyway on low speed shaft that 
drives speed increaser lube oil pump mfg by Nuttall Gear Corp.Key replaced w/!onger 
key & keyway staked to prevent movement of key. 

WITHERS, B.D. Portland General Electric Co. 85/11/04. MARTIN, J.B. Region 5, Office 
of Director. 7pp. 33527:346-33527:352. 

8511210567 Revised final deficiency & Part 21 rept re deficient catalyst bed in 
Comsipjnc hydrogen analyzers. Initially reported on 84051 8. Existing containment cata- 
lyst beds removed & replaced w/catalyst beds of new configuration. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/31. GRACE.J.N. Region 2, Office of 
Director. 3pp. 33577:001-33577:003. 

8511210603 Supplemental final deficiency & Part 21 rept re leaking steam generator hy- 
draulic snubbers. Initially reported on 830927.Repts for snubbers not received from 
Paul-Munroe Hydraulics.Corrective actions will be completed by 860330. 

HUFHAM.J.W. Tennessee Valley Authority. 85/10/24. GRACE.J.N. Region 2, Office of 
Director. Ip. 33576:358-33576:358. 

8511270237 LER 85-01 5-0O:on 85 1022, discovered that EGM control box not receiving 
voltage required per HPCI turbine controller min voltage specs.Caused by design defi- 
ciency in GE HPCI control circuitry. Deficiency reportable per Part 21.W/851119 Itr. 
JONES, S.B., LEWIS, R.L. Tennessee Valley Authority. 85/11/19. 3pp. 33646:267- 
33646:269. 


QA999 QUALITY ASSURANCE INSPECTIONS 


8511040045 Forwards tnsp Rept 99900081/85-01 on 850708-12 & notice of nonconfor- 
mance. 

ZECH.G.G. Vendor Program Branch. 85/10/31. VOLMER.C.J. Exxon Nuclear Co., Inc. 
(subs, of Exxon Corp.). 2pp. 33293:174-33293:198. 

-0511040049 Notice of nonconformance from insp on 850708-12. 

* NRC - No Detailed Affiliation Given. 85/10/31. 2pp. 33293:176-33293:177. 

-8511040060 tnsp Rept 99900081/85-01 on 850708-1 2.Noncompliance noted: licens- 
ing & safety engineering personnel engaged in performing safety-related computer 
code calculations not formally indoctrinated 

PETTIS, R.L, CRAIG, J.W. Vendor Program Branch. 85/10/28. 21pp. 33293:178- 
33293:198. 

8511040160 Comments on QA program insp.Requests clarification of issues re method 
of returning nonconforming matl to normal routing & use of white-out on QA insp doc- 
uments for nuclear products. 

ANDERSON.M.G. Dieterich Standard Corp. 85/10/25. ZECH.G.G. Division of QA, 
Vendor & Technical Training Center Programs (Post 850212). 2pp. 33294:216- 
33294:217. 

8511040263 Forwards QA Program Insp Rept 99900209/85-01 on 85081 9-23.No non- 
compliance noted. 

ZECH.G.G. Vendor Program Branch. 85/11/01. FAULKNER.C.E, Bergen-Paterson 
Pipe Support Corp. 2pp. 33295:350-33295:361 , 

-8511040268 QA Program Insp Rept 99900209/85-01 on 85081 9-23.No noncompli- 
ance noted.Major areas inspectedrmfg deficiencies in hydraulic shock & sway 
arrestors, mfg svcs to nuclear power plants & status of previous insp findings. 
OLLER.R.E., MERSCHOFF.E.W. Vendor Program Branch. 85/10/31. 10pp. 

33295:352-33295:361. 

8511040375 Responds to nonconformance noted during insp on 850528-31. Corrective 
actions:spec requirements from SEI-PIM-1 now included in Hake procedures & Hake 
contract amended to include Level A storage. 

SPEAR, R.W. Pooled Equipment Inventory Co. 85/10/22. ZECH.G.G. Vendor Program 
Branch. 4pp. 33297:346-33297:349. 

8511050138 Responds to NRC 851003 Itr re violation noted in Insp Rept 99901007/85- 
01 .Corrective actions.encl Rev 0 to Procedure QC-P21-09 re 10CFR21 established to 
evaluate deviations for reportability & posted at listed locations. 

OIKNINE.J. Prescon Corp. 85/10/31. ZECH.G.G. Vendor Program Branch. Ip. 
33328:063-33328:077. 

-8511050140 Rev 0 to Procedure QC-P21-09, “10CFR21 Explanation & Reporting Re- 
quirements." 

WILLIAMS.H.E. Prescon Corp. 85/08/22. 5pp. 33328:064-33328:077. 
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8511050147 Revises response to NRC 850930 Itr re nonconformance noted in Insp 
Rept 99900905/85-01. Corrective aciions:ambiguiiies of QA Manual 380,Rev 
E.redefined.Notice of deviation should have been written. 

HOUSTEAU.L Wyle Laboratories. 85/10/30. ZECH,G.G. Vendor Program Branch 
5pp. 33328:315-33328:319. 

8511050182 Forwards Insp Rept 99900334/85-01 on 850603-07 & notice of 
nonconformance. Need for improvement in Part 21 review & evaluation activities dis- 
cussed. 

ZECH.G.G. VcnrL-r nrzrr-:~ B.*".:h. 85/10/28. MATHEWS, C.S. Transamerica Dela- 
val, Inc. 2pp. J:i22" ?.'.z -7:222 ' z?'j 

-8511050185 Notice of nonconformance from insp on 850603-07. 

* Vendor Program Branch. 85/10/28. Ip. 33327:287-33327:287. 

“8511050262 Insp Rept 99900334/85-01 on 850603-07. Noncompliance noted: produc- 
tion route sheet for Operation 95 neither stamped nor initialed by quality inspector to 
indicate acceptance. 

TROTTIER.E.H., MERSCHOFF.E.W. Vendor Program Branch. 85/10/18. 33pp 
33327:288-33327:320. 

8511120235 Confirms QA program insp at Columbia, SC plant on 851112-15, per 
851104 telcon. M 

ZECH.G.G Yc~.dc' “'ccram S'anch. 85/1J/06. SLEMBER.R. Westinghouse Electric 
Corp. Ip. 0/2 33-!2/.:72 

8511140087 Confirms QA program insp at St Louis, MO plant on 851120-21, per 851106 
telcon. 

ZECH.G.G. Vendor Program Branch. 85/11/12. GUTHRIE, R. Valley Steel Products 
Co. (subs, of Valley Industries). Ip. 33449:266-33449:266. 

8511140163 Confirms QA program insp at Huntsville plant on 851118-22, per 851104 
telcon. 

ZECH.GG. Vender D'c ram Branch. 85/11/12. HOLBROOK, W.W. Wyle Laboratories. 

8511140241 Forwards Insp Rept 99900773/85-01 on 8505 13- 14. Appropriate corrective 
action taken or initiated on each id-~~-ti x: ed problem. 

ZECH.G.G. Vendor Program ciS'i V13. HINCKS.H.A. Siemens-Allis, Inc. 2pp 

33449:185-33449:192. 

“8511140245 Insp Rept 99900773/85-01 on 85051 3-14. No noncompliance noted. Major 
areas inspected:imp!ementation of QA program, corrective action taken on 10CFR21 
defects & other nonconformances identified on 6.9 kV switchgear. 

NAIDU.K.R., MERSCHOFF.E.W. NRC - No Detailed Affiliation Given. 85/11/05 6dd 
33449:187-33449:192. 

8511140299 Forwards Insp Rept 99901024/85-01 on 85061 9-20.No noncompliance 
noted.Reactor trip breakers from Rancho Seco in acceptable operating condition prior 
to shipment to B&W in Lynchburg.VA. 

ZECH.G.G. Vendor Program Branch. 85/11/13. RIDER, J. General Electric Co 2dd 
33450:269-33450:274. 


“8511140303 Insp Rept 99901024/85-01 on 85061 9-20.Reactor trip breakers from 
Rancho Seco in acceptable operating condition prior to shipment to B&W in 
Lyrchbu'C.VA.Msjo- p-cas rscected:QA records re refurbishment of breakers 
N4 DJ.K ■■■ ’,iE-.SC:-C=r.E -A Region 2, Office of Director. 85/10/30. 5pp. 

3245>2' J 1 -33-i=:.27-:. 


8511140337 Forwards insp Rept 99900911/85-01 on 850603-13 & notice of 
nonconformance.Procedures governing content of environ qualification repts not fol- 
lowed in two instances. Corrective actions requested within 30 days. 

ZECH.G.G. Vendor Program Branch. 85/11/13. HATCH, F. General Electric Co. 2pp. 
33450:179-33450:202. 

“8511140338 Notice of nonconformance from insp on 850603-13. 

* NRC - No Detailed Affiliation Given. 85/11/13. Ip. 33450:181-33450:181. 

“8511140340 Insp Rept 99900911/85-01 on 850603-07 & 10-1 3. Nonconformance 
noted:product analysis repts did not contain justification for utilization of radiation ex- 
posure data. 

ALEXANDER, S.D., DANDINI.V. Vendor Program Branch. 85/10/24. 21pp. 33450:182- 


8511140344 Forwards Insp Rept 99901022/85-01 on 850612-14 & notice of nonconfor- 
mance. 

ZECH.G.G. Vendor Program Branch. 85/11/13. HATCH, A. E. Hatch, Inc. 2pp 
33450:167-33450:178. 


—8511140347 Notice of nonconformance from insp on 850612-14. 

* NRC - No Detailed Affiliation Given. 85/11/13. 2pp. 33450:169-33450:170. 

“8511140354 Insp Rept 99901022/85-01 on 85061 2-1 4.Noncompliance noted: Weld 
Procedure Specs 1 & 2 qualified to AWS D-1.1 instead of AWS D-1.3 & Weld Proce- 
dure Specs 3,4 & 5 approved w/o specifying thickness. 

NAIDU.K.R., BURNS, T.F. Vendor Program Branch. 85/11/13. 8pp. 33450:171- 


8511140360 Ack receipt of 850920 itr informing NRC of steps taken to correct noncon- 
formance noted in Insp Rept 99900003/85-01. Implementation of appropriate generic 
corrective actions re procedures supported. 

ZECH.G.G. Vendor Program Branch. 85/11/13. LEES, E A General Electric Co. 2pp. 
33450:070-33450:071. 

8511140366 Forwards Insp Rept 99900835/85-01 on 850724-26. Insp indicated that ap- 
propriate corrective actions either taken or initiated on each identified problem 
ZECH.G.G. Vendor Program Branch. 85/11/13. D’ANTONIO.F.M. Brown Boveri Corp 
(subs, of Brown Boveri & Co., Ltd.). 2pp. 33450:059-33450:067 


8511190090 Confirms QA program insp at Ceramic Matls Dept on 851120-22, per 
851114 telcon. 

ZECH.G.G. Vendor Program Branch. 85/11/15. NITARDY.W. 3M Co., Minnesota 
Mining & Manufacturing Co. Ip. 33511:350-33511:350. 

8511190250 Responds to 850603 request that names of Robert-James Sales custom- 
ers referenced in Insp Rept 99901002/85-01 on 850509 not be disclosed.lnsp 
rept, cover Itr & encis.w/names of customers deleted, will be released & placed in 
PDR. 

ZECH.G.G. Vendor Program Branch. 85/11/15. GORMLEY.J.W. Damon & Morey. Ip. 
33513:354-33513:354. 

8511200061 Forwards Insp Rept 99900902/85-02 on 85091 7-1 9.No noncompliance 
noted. 

ZECH.G.G. Vendor Program Branch. 85/11/18. HIGHT.G.H. Wyle Laboratories. 2pp. 
33527:309-33527:314. 

“8511200064 Insp Rept 99900902/85-02 on 85091 7-1 9. No noncompliance noted. Major 
areas inspected:full-flow testing of Dresser Industries main steam safety valves re- 
moved from Davis Besse. 

OLLER.R.E. Director’s Office, Office of Inspection and Enforcement. 
MERSCHOFF.E.W. Vendor Program Branch. 85/10/30. 4pp. 33527:311-33527:314. 

8511200222 Forwards Insp Rept 99900404/85-02 on 850826-30 & notice of nonconfor- 
mance. 

ZECH.G.G. Vendor Program Branch. 85/11/18. GALLAGHER, J.L. Westinghouse Elec- 
tric Corp. 4pp. 33530:001-33530:004. 

“8511200224 Notice of nonconformance from insp on 850826-30. 

* Vendor Program Branch. 85/11/18. Ip. 33530:005-33530:005. 

“8511200235 insp Rept 99900404/85-02 on 850826-30.Noncompliance noted: decision 
not to refer potential safety issue re error in analytical procedure for dropped rod anal- 
ysis not documented & filed. 

MILANO, P.D., CRAIG, J.W. Vendor Program Branch. 85/11/14. 19pp. 33530:006- 

'a'acion-noo rr 


8511200225 Informs of clerical error in bill of matl which resulted in Viton seat matl 
being used instead of ethylene propylene on Catalog NP 206-381 -6RU solenoid 
valve. Customers w/valves contacted. 

NAUMANN.H.R. Automatic Switch Co. 85/11/14. ZECH.G.G. Vendor Program 
Branch. Ip. 33527:353-33527:353. 

8511250020 Forwards Insp Rept 99900902/85-03 on 850930 & 1001-04.No noncompli- 
ance noted. 

ZECH.G.G. Vendor Program Branch. 85/11/21. HOLBROOK, W.W. Wyle Laboratories. 
2pp. 33592:036-33592:048. 

-8511250023 Insp Flept 99900902/85-03 on 850930 & 1001-04.No noncompliance 
noted.Major areas inspected:technica! evaluation of equipment qualification test activi- 
ties for safety-related equipment & test witnessing. 

MOIST, R.N., POTAPOVS, U. Vendor Program Branch. 85/11/07. Ilpp 33592*038- 


8511250069 Responds to nonconformance noted in Insp Rept 99901 01 5/85-01 .Correc- 
tive actions:QA manual revised to add vice president of engineering & QA.Personnel 
skill review will be completed by 851201. 

STEVENS, D.W. Exo Sensors, Inc. 85/11/18. ZECH.G.G. Vendor Program Branch. 
13pp. 33592:107-33592:119. 

8511250124 Ack receipt of 850830 Itr informing NRC of steps taken to correct noncon- 
formance & violation noted in Insp Rept 99900343/85-01. 

ZECH.G.G. Vendor Program Branch. 85/11/21. DALTON, P.R. Gulfalloy. Ip. 
33592:035-33592:035. 


REGGD REGULATORY GUIDES 


8510100020 Comments on draft reg guide, “Guide for Preparation of Application for Nu- 
clear Pharmacy Licenses.” Nuclear pharmacy term should be expanded to include nu- 
clear pharmacies licensed by state boards of pharmacy. 

ICE.R.D. Benedict Nuclear Pharmaceutical, Inc. 85/10/03. Docketinq & Services 
Branch. 3pp. 32960:179-32960:181. 


8511010004 Notification of 851104 meeting w/util in Bethesda.MD to discuss integrated 
schedule & Reg Guide 1.97 schedule re core exit thermocouples upgrade 
CHAN.T.L. Operating Reactors Branch 1. 85/10/28. VARGA, S.A. Operating Reactors 
Branch 1. 2pp. 33305:041-33305:042. 


8511010121 Forwards “Conformance to Reg Guide 1.97, Crystal River Unit 3,” technical 
evaluation rept.Responses to open items requested bv 851 115. 

STOLZ.J.F. Operating Reactors !3:unch 4. FIN A-6^83. 85/10/24. WILGUS.W.S Flori- 
da Power Corp. (subs, of Florida Progress Corp.). 2pp. 33304:113-33304:114. 


“8507080402 “Conformance to Reg Guide 1.97, Crystal River, Unit 3.” 

STOFFEL.J.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN A-6483. TAC 51083. 85/ 
05/31. NRC - No Detailed Affiliation Given. 21pp. 33304:115-33304:135. 


8511010126 Forwards response to draft SER/FSAR Items Q430.108,re Reg Guide 
1.63, Rev 2 on defense against effects of fires. Marked-up pages will be included in 
future amend to FSAR. ‘ ~ 

WiSENBURG.M.R. Houston Lighting & Power Co. ST-HL-AE-1462 85/10/24 
KNIGHTON, G.W. Licensing Branch 3. 5pp. 33288:135-33288:139. 


-8511140369 Insp Rept 99900835/85-01 on 850724-26. Major areas inspected: imple- 
mentation of 10CFR50,App B, corrective action taken on deficiencies identified at 
Shearon Harris & action on D art 21 defects. 

NAIDU.K.R., MERSCHOFF.E.W. Vendor Program Branch. 85/10/31. 7pp. 33450*061- 


8511010236 Forwards “Conformance to Reg Guide 1 .97,Davis-Besse Nuclear Power 
Station, Unit 1,” reviewing util 840628 submittal. Response to open items reauested 
within 70 days of Itr date. 

STO^F. Operating Reactors Branch 4. 85/10/16. WILLIAMS, J. Toledo Edison Co. 
2pp. 33303:324-33303:351 . 


8511150047 Confirms QA program insp at Research Triangle Park plant on 851209- 
1 3,per 851 1 06 telcon. 

ZECH.G.G. Vendor Program Branch. 85/11/14. YOW.J.R. Corporate Consulting & De- 
velopment Co, Ltd. Ip. 33466:115-33466:115. 


-8511010245 “Conformance 
Station, Unit 1.” 


to Reg Guide 1 .97,Davis-Besse Nuclear Power 

UDY,A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN A-6483. 85/05/31 NRC - No 
Detailed Affiliation Given. 26pp. 33303:326-33303:351. ° 
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851 1040033 Forwards “Assessment of Crystal River 3 Reactor Coolant Leak Detection 
Sys," action item labeled in 850201 request for exemption from 10CFR50,App A, GDC 
4 re RCS leakage detection sys capability. 

WESTAFER.G.R. Florida Power Corp. (subs, of Florida Progress Corp.). 3F1 085-13. 
85/10/29. DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851 125). 
2pp. 33294:044-33294:063. 


8511120180 Application for amends to Licenses DPR-58 & DPR-74, changing Tech 
Specs re installation of containment hydrogen monitors per NUREG-0737, Item 
II.F.1.6,Generic Ltr 83-37 & Reg Guide 1.97. 

ALEXICH.M.P. Indiana & Michigan Electric Co. GL-83-37. 85/11/04. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director (pre-851 125). 3pp. 33413:344- 
33413:351. 


8511040281 Forwards response to request for addl info re conformance to Reg Guide 
1.97. Util will widen indicated quench tank temp range during Cycle 8 refueling outage 
to include 50 F lower limit. 

RODRIGUEZ, R.J. Sacramento Municipal Utility District. RJR 85-521. 85/10/31. 
THOMPSON.H.L. Division of Licensing (800428-851124). 13pp. 33295:273-33295:285. 

8511040404 Summary of 850918 meeting w/util in Parsippany.NJ re status of facility li- 
censing actions.Attendance list.viewgraphs & NRC concerns w/licensee fire protection 
program in 850412 submittal end. 

DONOHEW.J.N. Operating Reactors Branch 5. IEB-80-11. 85/10/29. Operating Reac- 
tors Branch 5. 14pp. 33309:322-33309:335. 


8511130008 Concurs w/850930 response to Generic Ltr 85-15 that no extension neces- 
sary re environ qualification.! nfo concerning when boric acid charging flow meter & 
radioactive concentration monitor will be installed requested. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851 125). GL-85-15. 
85/11/07. SHIFFER.J.D. Pacific Gas & Electric Co. 2pp. 33455:329-33455:330. 

8511130113 Responds to questions raised in 851030 telcon re classification of Comsip 
analyzers.Analyzers currently classified as Category 111 monitoring Type D 
variable.Final decision on classification to be made in Feb 1986. 

MASSIN.H.L. Commonwealth Edison Co. 0849K. 85/11/04. DENTON.H.R. Office of 
Nuclear Reactor Regulation, Director (pre-851 125). Ip. 33425:108-33425:108. 


8511050074 Forwards Reg Guide 1.97 review committee progress rept re instrument 
qualifications necessary to monitor plant conditions during & following accident.per 
850628 commitment Next orocress rent will be forwarded in May 1 986. 

H N" Z,D C v/isccns.-. Public Service Corp. TAC M5100. 85/10/31. VARGA.S.A. Op- 
erating Reactors Branch 1. 63pp. 33319:021-33319:083. 

8511050204 Forwards response to draft SER/FSAR Items 3.10-11 & 3.10-10 re Section 
3. 9. 3.2 on pump & valve operability & response to question on Reg Guide 1.148 & 
ANSI stds, respectively. 

WISENBURG.M.R. Houston Lighting & Power Co. ST-HL-AE-1510. 85/10/31. 
KNIGHTON, G.W. Licensing Branch 3. 16pp. 33324:354-33325:007. 


8511050266 Forwards revised info for antitrust review for OL, updating response to 
questions in Reg Guide 9.3. 

CAREY.J.J. Duquesne Light Co. 2NRC-5-142. 85/10/24. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (pre-851 125). 234pp. 33322:101-33322:334. 


8511050274 Forwards “Single Failure Analysis for Neutron Monitoring & Process Radi- 
ation Monitoring Sys” per Reg Guide 1.75, to close SER Confirmatory Issue 18 & in 

response to action item to 850924-26 audit. 

MITTL.R.L. Public Service Electric & Gas Co. of New Jersey. 85/10/30. BUTLER, W. 
Licensing Branch 2. 2pp. 33328:333-33328:345. 


-8511050286 “Single Failure Analysis for Neutron Monitoring & Process Radiation Mon- 
itoring Sys." 

* Public Service Electric & Gas Co. of New Jersey. 85/ 10/15. 11 pp. 33328:335- 
33328:345. 


8511060094 Forwards Readiness Review Module 3A, Initial Test Program, Preopera- 
tional Test Phase Insp Rept 50-424/85-30 on 850514-0906.Program acceptable w/ 
stated exceptions. Deficiencies noted. 

GRACE JN Region 2. Office of Director. 85/10/21. KELLY, R.J. Georgia Power Co. 
3pp. 33355:22 : -33355:2-12. 


8511130195 Forwards evaluation of need for addl Reg Guide 1.97 info at Dresden & 
Quad Cities emergency response facilities.! nfo inadvertently omitted from 851030 
Itr.Addl variables not recommended for Dresden. 

WOJNAROWSKI.J. Commonwealth Edison Co. 0850K. 85/11/04. DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director (pre-851 125). 12pp. 33434:142- 
33434:153. 

8511140031 Forwards evaluation of need for addl Reg Guide 1.97 info at Dresden & 
Quad Cities emergency response facilities. Info inadvertently omitted from 851030 
transmittal.Addl variables not recommended for Quad Cities. 

WOJNAROWSKI.J. Commonwealth Edison Co. 0850K. 85/11/04. DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director (pre-851 125). 12pp. 33450:029- 
33450:040. 

8511150072 Comments on proposed rules 10CFR30,31,32,35 & 40 & rev to Reg Guide 
10.8, “Guide for Preparation of Applications....” Incorporation of radiation safety re- 
quirements into revs supported. Items considered to be program changes opposed. 
SPELL.W.H. Louisiana, State of. 50FR30616 027. 85/11/07. Docketing & Services 
Branch. 2pp. 33465:318-33465:319. 

8511150105 Comments on proposed rules 10CFR30,31,32,35 & 40 & rev to Reg Guide 
10.8 re medical use of byproduct matl.Commenting on two closely related documents 
not worthwhile since changes to rule would also apply to guide. 

RICHARD, M.L. Indiana Univ. Medical Center, Indianapolis, IN. 50FR30616 028. 85/ 
11/06. Docketing & Services Branch. 7pp. 33462:280-33462:286. 

8511180091 Summary of CRGR Meeting 81 on 850925.G Arlotto (RES) briefed CRGR 
on existing & forthcoming decommissioning rule guidance & Rev 2 to Reg Guide 1.99 
re radiation damage to reactor vessel matTs.List of attendees encl.W/o Ends 2,3,4 & 
5. 

STELLQ.V. Committee to Review Generic Requirements. 85/11/04. DIRCKS.W.J. 
Office of the Executive Director for Operations. 3pp. 33502:270-33502:272. 


-8511060125 Readiness Review Module 3A, Initial Test Program, Preoperational Test 
Phase Insp Rept 50-424/85-30 on 850514- 0906.Corrective actions not complete & 
commitment to Reg Guide 1 .95 not included in Module 3A. 

JAPE,F., SINKULE.M.V. Region 2, Office of Director. CLAYTON, H.B. Procedures & 
Systems Review Branch. 85/10/17. 19pp. 33355:224-33355:242. 


8511190302 Responds to 851024 request for addl info to support justification for excep- 
tions to Reg Guide 1.97 items & Suppl 1 to NUREG-0737 covering pressurizer 
level.pressurizer heater status & component cooling water flow to ESF sys. 
WESTAFER.G.R. Florida Power Corp. (subs, of Florida Progress Corp.). 3F1185-17. 
85/11/15. STOLZ.J.F. Operating Reactors Branch 4. 3pp. 33515:346-33515:348. 


8511060214 Comments on draft reg guide, Task FC 410-4, “Guide for Preparation of Ap- 
plications for Nuclear Pharmacy Licensees." Recommends guide be adopted. 

JONES, C.W. Utah, State of. 85/10/28. Docketing & Services Branch. Ip. 33346:089- 
33346:089. 

8511060300 Requests info re std for determining effectiveness of sorbents used as 
sampling media for trapping cut radioactive iod:no & methyl iodide gas species used in 
air sampling equipment. 

FRUSTAEL.D. Scott Aviation. 85/10/29. Docketing & Services Branch. Ip. 
33346:286-33346:286. 

8511070086 Forwards revised NUREG-0737, Suppl 1 integrated implementation 
plan.Status & tasks performed in last 6 months described, including control room 
design review, Reg Guide 1 .97.SPDS & emergency operating procedures. 

ENOS,J.T. Arkansas Power & Light Co. GL-82-33. 85/10/30. THOMPSON.H.L. Divi- 
sion of Licensing (800428-851124). 4pp. 33368:165-33368:169. 

8511070352 Forwards review of Integrated Safety Assessment Program Topic 1.09, 
“Reg Guide 1.97 Instrumentation," per 850517 commitment. 

OPEKA.J.F., BISHOP, R.W. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
OPEKA.J.F. Northeast Utilities. B11838. 85/10/25. GRIMES, C.l. Systematic Evalua- 
tion Program Branch. 31pp. 33368:309-33368:339. 

8511070394 Approves use of ASME Code Case N-397, “Alternate Rules to Spectral...” 
& Code Case N-411, “Alternative Damping Values...," per 850821 request.Use of 
ASME Code cases must be documented in future amend to FSAR. . . ^ 

KNIGHTON, G.W. Licensing Branch 3. 85/10/28. UTLEY, E.E. Carolina Power & Light 
Co. 4pp. 33378:293-33378:296. 

8511110360 Forwards EG&G preliminary technical evaluation rept, “Conformance to 
Reg Guide 1.97, James A Fitzpatrick Nuclear Power Plant." Addl info requested within 

45 days of ltr receipt. , _ „ , _ 

VASSALLO.D.B. Operating Reactors Branch 2. GL-82-33. 85/11/05. BRONS,J.C. 
New York Power Authority (formerly Power Authority of the State of New York). 2pp. 
33408:023-33408:025. 


8511190461 Forwards "Conformance to Reg Guide 1.97, Indian Point 3 Nuclear Power 
Plant," per Suppl 1 to NUREG-0737 & Generic Ltr 82-33.Addl justification for excep- 
tions requested within 60 days of ltr receipt. 

VARGA, S.A. Operating Reactors Branch 1. GL-82-33. 85/10/31. BRONS.J.C. New 
York Power Authority (formerly Power Authority of the State of New York). 3pp. 


33534:268-33534:270. 


“8511010246 “Conformance to Reg Guide 1.97,lndian Point Three Nuclear Power 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN A-6483. TAC 51099. 85/10/ 
31. NRC - No Detailed Affiliation Given. 20pp. 33534:271-33534:290. 


8511200141 Responds to 851029 request for package registration per 
10CFR71 1 2.Approval of QA program necessary prior to obtaining registration as 
user.Reg Guide 7.10 & sample QA program end to assist w/preparing application. W/ 
o ends 

MACDONALD, C.E. Transportation Certification Branch. 85/11/13. TULLIS.F.L. 
Brigham Young Univ., Provo, UT. Ip. 33563:037-33563:037. 


8511200154 Further response to FOIA request for repts listed in Board Notification 84- 
149 & documents re rept release.Forwards documents listed in App B.Portions of App 
C withheld (ref FOIA Exemptions 6 & 7). App D withheld (ref Exemption 5). 

FELTON, J.M. Division of Rules and Records. 85/10/25. GARDE, B.P. Government Ac- 
countability Project. 10pp. 33581:144-33582:318. 


-8511200193 Reg Guide 1.54 (N101.4-1972), “QA Requirements for Protective Coat- 
ings Applied to Water-Cooled Nuclear Power Plants." Log book entries end for start 
of new rebar cutting detail. 

* Atomic Energy Commission, 85/10/25. 45pp. 33581:160-33581:205. 


8511200173 Forwards addl technical data required by Reg Guide 1.84 to support invo- 
cation of ASME III Code Cases N-192 & N-192-2. Proprietary design repts withheld 
(ref 1 0CFR2.790(a)(4)). ' 

MANGAN.C.V. Niagara Mohawk Power Corp. (NMP21 0531). 85/11/14. BUTLER, W. 
Licensing Branch 2. 9pp. 33529:053-33529:061. 


-8511110362 “Conformance to Reg Guide 1.97, James A Fitzpatrick Nuclear Power 


UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN A-6483. TAC 51090. 85/10/ 
31. NRC - No Detailed Affiliation Given. 17pp. 33408:026-33408:042. 


8511120062 Forwards schedule for implementing remaining NUREG-0737, Suppl 1 re- 
quirements for Units 1 & 2 SPDS & Unit 2 emergency operating 

procedures, emergency response facilities & human engineering discrepancies.W/Reg 
Guide 1 .97 schedule. _ 

VAN BRUNT, E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). ANPP-33965-EEVB. 85/11/08. KNIGHTON.G.W. Office of Nuclear Reactor Reg- 
ulation, Director (pre-851 125). 6pp. 33415:266-33415:271. 


8511200331 Advises that, based on licensee 850927 position re Comsip, Inc.hydrogen- 
oxygen analyzers acceptable on interim basis until Aug 1986. Acceptance conditioned 
on successful qualification of protective isolation devices by 851130. 

BUTLER, W.R. Licensing Branch 2. 85/11/06. FARRAR, D.L. Commonwealth Edison 
Co. 5pp. 33561:237-33561:241. 

8511210037 Responds to FOIA request for documents re cost estimates of backfits to 
operating plants.Forwards App A documents. App A & B documents available in 
PDR.App C documents partially or entirely withheld (ref FOIA Exemption 5). 

FELTON, J.M. Division of Rules and Records. 85/10/22. BELL.N. Nuclear Information 
& Resource Service. 8pp. 33579:082-33579:089. 
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-8511210259 Forwards Cost Ana'vsis Group “Review of Cost Analysis Contain in Value 
impact Analysis for Rev 2 of Reg 1.99," per 840927 memo. Industry operating 

cost overstated by BNWL. 

TRINER.E.G. Division a* Budget ft 84/10/11. SERPAN.C.2. Materials Engi- 
neering Branch. Ip. BGf: 2/1 

-8511210264 "Review of Cost Analysis Contained in Value Impact Analysis for Rev 2 of 
Reg Guide 1.99.” 

* Division of Budget ft Analysis. 84/10/31. 6pp. 33580:223-33580:228. 

-8511210270 Proposes that Cost Analysis Group develop cost estimate for Rev 2 to 
Rsc Guide 1.99 ; capturing replacement energy cost penalty associated w/112 of 141 
re actors identified in 5^:023 memo. 

DON NELLY, LJ. Resou-ce ■* rc-Iyais: 84/10/30. SERPAN.C.2. Materials Engi- 

neering Branch. 3pp. GG :: P- G.'i C r? C 79 ■ 

-8511210276 Forwards Cost Analysis Group “Plant-Specific Replacement Energy Cost 
Estimate for Reg Guide 1.99,Rev 2 Vr. 1 : :-! meet Ars’vsi?” -r msr.onse to 841023 
request. Resulting cost estimate 60% r.rz. 

DONNELLY, L.J. Resc.rcc -riys: n S: :-ry\ 2-‘ m s S2---N.C.2. Materials Engi- 
neering Branch. Ip. -385v':282 

-8511210278 “Plant-Specific Replacement Energy Cost Estimates for Reg Guide 
1.99, Rev 2 Vp. , ..o-’~pa:t .V.slys’s ” 

* Division of Bunge.. ft ira',-5 3-. ‘ '/30. 8pp. 33580:233-33580:240. 

“8511210360 Comments on “CRGR Review of Proposed Reg Guide 1.99, Rev 2, ’Radi- 
ation Damage to Reactor Vessel Matls,'” per Cost Analysis Group review. Concurs w/ 
memo providing that end addendum be attached to Enel 7 of memo.W/related info. 
TRINER.E.G. Division of Budget ft Analysis. 85/05/15. MINOGUE.R.B. Office of Nu- 
clear Regulatory Research, Director. 11pp. 33580:315-33580:325. 

“8511210292 Forwards FR notice.for signature. proposing amends to 10CFR73.71, “Re- 
rertire Rcqd-cmfints *0" Safeguard Events.” Revised reg guide, regulatory analysis & 
■jrait c.;L.:c arircuncom ..'cnoru.-isicfai !ir & staff notes also end. 

CaV.S J 3 G:::cc of Nuclear ’a: Safety & Safeguards, Director. 85/03/09. 
EiBC-vS ‘.Y j. O* :::= o: ! ~o Ex :>cu-!'-s Director for Operations. 22pp. 33580:245- 
.:3c3C:2n5. 

-8511210296 Proposed Rev 1 to Reg Guide 5.62, “Reporting of Physical Security 
Events." 

4 NRC - No Detailed Affiliation Given. 85/03/08. 13pp. 33580:267-33580:279. 


3511220236 Reg Guide 1.1 52, Task 1C 127-5, "Criteria fqr Digital Com- 
puter Svs Software in Snf.r"- S *= r* Nuclear :: y. 

* Office of Nuclear Director. 85/11/30. 4pp. 33603:025- 

33603:028. 


8511220312 Revises 851015 request for extension until sixth refueling outage *c com- 
plete Reg Guide 1.97 ft SPDS commitments.Several previously r..: kvt-i may 
be accomclished Juri.no firth -r.f::c-rc cuts no StJStu? cf commitments e n d 


STEWAFT.Y/.L. Vircnra Pow:: ■ (‘.'..g- -: Z " 
DZNTGN.H.R. Or?:ce o: Nuclear Reactc 
THOMPSON, H.L. Division of Licensing 


85/11/14. 
■tic". Director (pre-851 125). 
■:pp. 33570:112-33570:116. 


8511260054 FOIA request for qualification rept for in containment radiation monitoring 
or similar document ft info re qualification of equipment, instruments or other devices 
designed to meet requirements of Reg Guide 1.97, Rev 3. 

LIEBERMAN.M.S. Zuckert, Scoutt. R :=se n be r g i e r ft Johnson. 85/09/24. FELTON.J.M. 
Office of Administration. 2pp. tkvi-S- IJ5 285- 1*. ' S3 


S51 1260060 Partial response to FOIA request for qualification rept for in containment 
radiation ft info re qualification of equipment, instruments or other devices under re- 
quirements of Reg Guide 1.97.Forwards App A documents. 

GRIMSLEY.D.H. Division of Rules and Records. 85/11/14. LIEBERMAN.M.S. Zuckert, 
Scoutt, Rasenberger & Johnson. 2pp. 33642:037-33642:176. 

8511260137 Comments on proposed rules 10CFR30, 31, 32,35 & 40 & proposed Rev 2 
to Reg Guide 10.8 re preparation of applications for medical programs.Annual operat- 
ic budget rrn levant to radiation safety program & should be deleted. 

C«r:::a- ' 4a: medical Center, Lewiston, ME. 50FR30616 058. 85/11/ 
11. Docketing & Services Branch. 6pp. 33616:307-33616:312. 


8511260175 Comments on proposed rules 10CFR30, 3 1,32,35 ft 40 & proposed rev to 
Reg Guide 10.8 re preparation of applications for medical programs.Stricter require- 
ments or clarifications of “all paraphernalia" required. 

RUTLEDGE, B.G. Georgia, State of. 50FR30616 057. 85/11/12. Docketing & Services 
Branch. 2pp. 33606:344-33606:345. 

8511260197 Comments on proposed rules 10CFR30,31,32,35 & 40 & proposed Rev 2 
to Reg Guide 10.8 re preparation of applications for medical programs.No recordkeep- 
ing guidance issued in reg guide. 

ABLE.A.M. Mid-Atlantic Radiation Physics, Inc. 50FR30616 061. 85/11/13. Docketing 
& Services Branch. 2pp. 33606:360-33606:361. 


-8511210301 Regulatory analysis of proposed Rev 1 to Reg Guide 5.62, “Reporting of 
Physical Security Events.” Proposed action would reduce burden to industry & provide 
more detailed data analysis sys. 

* NRC - No Detailed Affiliation Given. 85/03/08. 12pp. 33580:280-33580:291. 

8511210172 Forwards response to SER open items identified in NRC 850425 Itr re Reg 
Guide 1.97 ft Rev 1 to “Emergency Evaluation of Instrumentation Sys for Reg Guide 
1 .97, Rev 3" for Units 1 ft 3,respective!y. 

WILLIAMS, J.W. Florida Power ft Light Co. L-85-417. 85/11/18. BUTCHER, EJ. Oper- 
ating Reactors Branch 3. 10pp. 33546:136-33546:291. 

-8511210179 “St Lucie Plant Unit 1 Engineering Evaluation of Instrumentation Sys for 
Reg Guide 1.97,Rev 3." 

* Florida Power ft Light Co. 85/10/31. 73pp. 33546:146-33546:218. 

-8511210182 “St Lucie Plant Unit 2 Engineering Evaluation of Instrumentation Sys for 
Reg Gudie 1.97, Rev 3." 

* Florida Power ft Light Co. 85/10/31. 73pp. 33546:219-33546:291. 

8511210367 Forwards Safety Insp Repts 50-443/85-25 ft 50-444/85-02 on 850828- 
1 01 8 ft notice of deviation. 

COLLINS, S.J. Region 1, Office of Director. 85/11/15. HARRISON.R.J. Public Service 
Co. of New Hampshire. 2pp. 33552:188-33552:212. 

-8511210385 Insp Repts 50-443/85-25 ft 50-444/85-02 on 850828-1018. Deviation 
noted:QA program requirements for tubing installation not commensurate w/Reg 
Guide 1.97 requirements. 

BEALUJ.E. Region 1, Office of Director. 50-444/85-02. 85/11/12. 22pp. 33552:191- 
33552:212. 

8511210401 Comments on proposed Rev 1 to Reg Guide 5.62, Section 2.6, item 11 re 1 
h notification of suspicious vehicles ft Section 2.6, Item 12 re mechanical 
breakdowns.Decision on notification shouid be left to discretion of shipper. 
RUTENKROGER.E. Tri-State Transit Co. (subs, of Georgia Pacific Co.). 85/11/07. 
Office of Administration. 3pp. 33552:169-33552:171. 


8511260212 Comments on proposed rules 10CFR30, 31 ,32,35 ft 40 & proposed Rev 2 
to Reg Guide 10.8 re preparation of applications for medical programs.Radiation 
safety procedures should be addressed by regulation rather than license guide. 
MERKIN.J.J. Bio-Med Associates, Inc. 50FR30616 060. 85/11/13. Office of the Sec- 
retary of the Commission. 4pp. 33609:326-33609:329. 

8511260230 Forwards revised response to Reg Guide 1.97. Range for RCS pressure in- 
dication changed from 0-1,500 psig to 0-1,200 psig to increase accuracy of instru- 
ments. 

HUFHAM.J.W. Tennessee Valley Authority. 85/11/20. VASSALLO.D.B. Operating Re- 
actors Branch 2. 9pp. 33608:314-33608:322. 

8511260278 Forwards revised response to Reg Guide 1.97 per commitment included w/ 
830415 response to NUREG-0737,Suppl 1 re emergency response capability. 
FIEDLER.P.B. General Public Utilities Corp. - GPU Service Corp. 84/06/13. 
EISENHUT.D.G. Division of Licensing (800428-851124). Ip. 33608:210-33608:280. 


-8511260287 TDR 528 R01 Rev 1 to “Oyster Creek Response to NRC Reg Guide 1.97 
(Rev 2).” 

* General Public Utilities Corp. - GPU Service Corp. GL-82-33. 84/06/13. 70pp. 
33608:211-33608:280. 


8511260346 FOIA request for Kaman Instrumentation Corp or Westinghouse documents 
re qualification for containment radiation monitoring ft qualification of 
equipment.instruments or devices designed to meet requirements of Reg Guide 1.97. 
LIEBERMAN.M.S. Zuckert, Scoutt, Rasenberger & Johnson. 85/10/07. FELTON.J.M. 
Office of Administration. 2pp. 33633:175-33633:176. 

8511260350 Responds to FOIA request for Kaman Instrumentation Corp ft Westing- 
house documents re qualification of in containment radiation ft equipment.instruments 
or devices under Reg Guide 1 .97.App A documents encl.Documents also available in 
PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 85/11/14. LIEBERMAN.M.S. Zuckert, 
Scoutt, Rasenberger & Johnson. 2pp. 33633:177-33635:097. 


8511210476 Responds to FOIA request for all documents re incident described in IE 
Bulletin 75-07 during 750625-760301. Forwards documents listed in app.Documents 
also available in PDR. 

FELTON.J.M. Division of Rules and Records. IEB-75-07. 85/11/04. BARNES.C. Affili- 
ation Not Assigned. 2pp. 33559:002-33559:019. 

-8511210480 Forwards Investigation Rept 70-1193/75-09 re nitric acid reaction during 
waste shipmentDiv of Matls ft Fuel Cycles should be notified of problem. Listed posi- 
tion in Reg Guide 3.12 should be made license condition.Related info end. 

HIND.J.A. Region 3, Chicago, Office of the Director. 75/08/15. THORNBURG, H.D. 
Office of Inspection & Enforcement, Office of the Director. 2pp. 33559:005-33559:006. 

8511220033 Forwards safety evaluation of util 831230 ft 850422 responses to Generic 
Ltr 82-33 re conformance to Rev 2 to Reg Guide 1 .97.Reasonabie justification provid- 
ed for deviation from guidance re post-accident monitoring variable. 

VASSALLO.D.B. Operating Reactors Branch 2. GL-82-33. 85/11/18. MUSOLF.D.M. 
Northern States Power Co. 2pp. 33603:273-33603:274. 

“8511220034 Safety evaluation re util conformance to Reg Guide 1.97. Based on 
review of EG&G Idaho technical evaluation rept ft util 831 230 ft 850422 responses to 
Generic Ltr 82-33, design acceptable. 

* Office of Nuclear Reactor Regulation, Director (pre-851 125). GL-82-33. 85/11/18. 
2pp. 33603:275-33603:276. 

“8511220035 “Conformance to Reg Guide 1.97,Monticelio Nuclear Generating Plant.” 
VANDERBEEK.R. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN A-6483. TAC 51108. 
85/09/30. NRC - No Detailed Affiliation Given. 17pp. 33603:277-33603:293. 


-8511260363 Requests review of rept of design, mfg & qualification testing of high-range 
containment areas monitoring sys to requirements of NUREG-0737 & Reg Guide 1.97. 
JOHNSTON, W.W. Kaman Co. MKT-GEN-85-019. 85/04/11. MURLEY.T.E. Region 1, 
Office of Director. 2pp. 33633:215-33635:009. 

8511260353 Reviews licensee 850531 semiannual ALARA audit rept for Nov 1984 - 
May 1 985.Licensee adheres to ALARA philosophy of Reg Guide 8.31. 
KONWINSKI.G.R., PETTENGILL,H.J. Uranium Recovery Field Office. 85/11/07. Urani- 
um Recovery Field Office. 4pp. 33645:181-33645:184. 

8511260377 Comments on proposed rules 10CFR30, 3 1,32,35, 40 & Reg Guide 10.8 re 
radiation protection program changes.Rules supported because licensing process sim- 
plified & user flexibility increased. 

DONOVAN, L Air Force, Dept of. 50FR30616 081. 85/11/18. Docketing & Services 
Branch. 7pp. 33612:231-33612:237. 

8511260389 Comments on proposed Rev 2 to Reg Guide 10.8.Table 2 on Page 15 too 
confusing to follow.App L re safely opening packages containing radioactive matl im- 
provement over previous app. 

EVDOK!MOFF,V. Boston Univ. Medical Center, Boston, MA. 85/11/14. Office of the 
Secretary of the Commission. 2pp. 33613:031-33613:032. 

8511260407 Comments on proposed rules 1 0CFR30, 31 ,32,35 & 40 re medical use of 
byproduct matl & proposed revs to Reg Guide 10.8, "Guide for Preparation of Applica- 
tions for Medical Programs.” 

LACKER, D.K. Texas, State of. 50FR30616 086. 85/11/18. Docketing & Services 
Branch. 2pp. 33615:260-33615:265. 
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8511260418 Comments on proposed Rev 2 to Reg Guide 1 0.8. Regulations good 
overall, however.some conditions need to be reworked for practical application in hosp 
setting. App G program requires too much emphasis on radiation safety officer. 
CONDON, D.S' Alexandria -icso.. Alexandria, VA. 85/11/12. Docketing & Services 
Branch. 2pp. ■.'VO? 5. 

8511260448 Comments on proposed rules 10CFR30.31 ,32,35,40 & rev to Reg Guide 
1 0.8 re review of dose calibrator checks, area surveys & wipe tests.Rules opposed as 
superfluous for hosps w/consultant radiation safety officer. 

ROBINSON, W.L. Walter L. Robinson & Associates, Lancaster, PA. 50FR30616 082. 
85/11/15. Docketing & Services Branch. 2pp. 33613:061-33613:062. 

8511260452 Forwards 47879-02, “Test Rept on Electrical Separation Verification Test- 
ing for CP&L for Use in Shearon Harris Nuclear Power Plant,” in compliance w/Rev 1 
to Reg Guide 1.75 & Section 5. 1.1. 2 of IEEE Std 384-1974. 

ZIMMERMAN, S.R. Carolina Power & Light Co. NLS-85-401. 85/11/21. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director (pre-851 125). 11pp. 33613:112- 
33614:098. 

8511260457 Comments on proposed rules 10CFR30,31,32,35 & 40 & proposed rev to 
Reg Guide 10.8 re medical use of byproduct matl. Protests proposed revs which do 
not consider subspeciality of nuclear cardiology. 

SORENSEN, S.G. C.M. Sorenson, MD & Associates. 50FR30616 076. 85/11/15. 
Office of the Secretary of the Commission. Ip. 33612:080-33612:080. 

8511260543 Comments on proposed rules 10CFR30, 31, 32,35 & 40 re medical use of 
byproduct matl & proposed Rev 2 to Reg Guide 10.8. Supports early implementation 
of both refs. 

SMARSH.J.D. Naval Regional Medical Center, Long Beach, CA. 50FR30616 059. 85/ 
11/15. Docketing & Services Branch. 2pp. 33620:264-33620:265. 


REVIEW GRP NRC RESEARCH REVIEW GROUPS 

8511010467 Board Notification 85-089:suppls Board Notification 85-043 re CYGNA on- 
going review of facility design adequacy. N Williams 850813 Itr to J Beck forwarding 
revs to mechanical sys & cable tray supports review issues end. 

NOONAN,V.S. Comanche Peak Project (Technical Review Team). 85/10/30. PALLA- 
DINO, ROBERTS, ASSELSTINE Commissioners. 3pp. 33347:012-33347:134. 

8511040056 NUREG-0797 S12 SAFETY EVALUATION REPORT RELATED TO THE 
OPERATION OF COMANCHE PEAK STEAM ELECTRIC STATION, UNITS 1 AND 
2. Docket Nos. 50-445 And 50-446. (Texas Utilities Generating Company) 

* Comanche Peak Project (Technical Review Team). 85/10/31. 283pp. 33338:200- 
33339:121. 

8511040143 Further response to FOIA request for documents re Comanche Peak Task 
Force established in Mar 1984. Forwards App A documents. Documents also available 
in PDR.App A documents not end undergoing further review. 

FELTON, J.M. Division of Rules and Records. 85/10/16. GARDE, B.P. Government Ac- 
countability Project. 8pp. 33470:001-33491:281. 

--85 11 070052 Forwards NRC 840523 Itr to util re special insp of coatings program at 
plant for concurrence.per 840417 discussion. Concurrence will be assumed if re- 
sponse not received within 2 days. 

BANGART.R.L. Region 4, Office of Director. 84/05/22. IPPOLITO.T. Comanche Peak 
Project (Technical Review Team). Ip. 33480:062-33480:064. 

“8511070066 Forwards response to addl questions re Protective Coating Allegations 
15,31 & 33, per NRC 840727 memo.Response to all addl questions complete. 
FIKAR.L.F. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). TXX- 
4262. 84/08/21. IPPOLITO.T.A. Comanche Peak Project (Technical Review Team). 
10pp. 33481 .008-33481:017. 


8511270005 Comments on draft Rev 2 to Reg Guide 10.8, “Guide for Preparation of 
Application for Medical Programs.” Ra-226 should be discontinued as calibr source. 
GLASSER.H. Victoreen, Inc., Nuclear Associates Div. 85/1 1/05.- Docketing & Services 
Branch. 17pp. 33626:097-33626:113. 

8511270036 Responds to FOIA request for procedures, rules & regulations in effect in 
1973-1976 re radiation exposure at plant. App A documents end. Documents listed in 
App A & B also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 85/11/19. KAPLAN.J.M. Karlan & 
Fleischer. 3pp. 33645:290-33645:312. 

-8109080492 Reg Guide 8.14, Revision 1, “Personnel Neutron Dosimeters.” 

* Office of Standards Development, Director. 77/08/31. 15pp. 33645:290-33645:292. 

8511270083 Forwards “Conformance to Reg Guide 1.97, Nine Mile Point Nuclear 
Station.Unit 2.” Rept identifies unjustified exceptions & ref to unreviewed & unap- 
proved BWR Group rept. Response requested by 86011 5. 

BUTLER, W.R. Licensing Branch 2. 85/11/15. HOOTEN.B.G. Niagara Mohawk Power 
Corp. 3pp. 33646:011-33646:030. 

-8510280474 “Conformance to Reg Guide 1.97, Nine Mile Point,Unit 2." 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN A-6493. 85/10/31. NRC - No 
Detailed Affiliation Given. 18pp. 33646:014-33646:030. 


RES RESEARCH AND TECHNJCAL ASSISTANCE REPORTS 

8508220264 RIL-142 Research Info Ltr 142, “Reliability Analysis of Stiff vs Flexible 
Piping.” Flexible piping provides easier access for plant maint & reduces radiation ex- 
posure & thermal stresses during operation. 

MINOGUE.R.B. Office of Nuclear Regulatory Research, Director. 85/08/21. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851 125). 3pp. 
33300:185-33300:187. 

8511190086 Forwards 851017 preliminary results of second superheated steam cable 
test for Anaconda Flame Guard multiconductor cable.Cable exhibited same leakage 
19-21 days into post-LOCA transient period. W/o end. 

ARLOTTO.G.A. Division of Engineering Technology. FIN A-1051. 85/10/22. 
SPEIS.T.P. Division of Safety Technology (800428-851 1 24). Ip. 33543:224-33543:224. 

8511220294 Authorizes recipient to proceed w/Subtask IB of Contract NRC-04-85- 
106, per 851015 request.Preliminary work on Task 2 w/ available funds & funds to be 
appropriated in future also authorized w/exception of actual field work. 
ZURFLUEH.E.G. Earth Sciences Branch (post 840429). NRC-04-85-106. 85/11/07. 
GLOVER, L Virginia Polytechnic Institute & State Univ., Blacksburg, VA. Ip. 
33603:022-33603:022. 


8511040418 Notification of 851119 & 20 meetings w/CASE in Bethesda.MD to discuss 
SSERs 7-11. 

VIETTI-COOK.A. Comanche Peak Project (Technical Review Team). 85/10/30. 
NOONAN, V.S. Comanche Peak Project (Technical Review Team). 5pp. 33309:312- 
33309:316. 


8511050277 Informs of mgt appointments.AB Scott appointed as vice president of nu- 
clear operations & J Kuykendall appointed vice president within nuclear organization. 
COUNSIL.W.G., BECK.J.W. Texas Utilities Electric Co. (formerly Texas Utilities Gener- 
ating Co.). TXX-4608. 85/10/28. NOONAN, V.S. Comanche Peak Project (Technical 
Review Team). 6pp. 33328:327-33328:332. 

8511060472 Comments on Sections 042,043,044,052 & 053 of revised draft Manual 
Chapter MC-514 dtd 85l010.Definition of backfitting contained in 10CFR50.109(a)(1) 
preferred over expanded version in Section 052. 

DENTON, H.R. Office o' Nuc'ea' Reactor Regulation, Director (ire-851 125) 85/10/29 
STELLO.V. Roc-ora Cpcm tiers & Generic Requirements. Ip 331-33:29: -32369:33' 

“8510170379 Forwards revised draft Manual Chapter 0514, “NRC Program for Mgt of 
Plant-Specific Backfitting of Nuclear Power Plants.” Enel rev conforms to 850920 final 
backfit rule & incorporates changes identified since 850501 implementation. 
STELLO.V. Regional Operations & Generic Requirements. 85/10/11. DAVIS, J.G. 
Office of Nuclear Material Safety & Safeguards, Director. 36pp. 33369:292-33369:329. 


8511070555 Forwards, for comment, “Rept of Review & Evaluation of Allegations of In- 
timidation & Harassment of Employees at Comanche Peak Steam Electric 


oiauuri.uimu i at c. 

NOONAN, V.S. Comanche Peak Project (Technical Review Team). 85/11/04. 
COUNSIL.W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
5pp. 33381:324-33382:159. 


-8511070569 Forwards “Rept of Review & Evaluation of Allegations of Intimidation & 
Harassment of Employees at Comanche Peak Steam Electric Station.Units 1 & 2.” 
Mgt practices not conducive to good job performance existed. 

GAGLIARDO.J.E. Comanche Peak Project (Technical Review Team). 85/10/18. 
NOONAN,V.S. Comanche Peak Project (Technical Review Team). 2pp. 33381:329- 
33382:062. 


“8511070581 “Rept of Review & Evaluation of Allegations of Intimidation & Harassment 
of Employees at Comanche Peak Steam Electric Station.Units 1 & 2.” 

* Comanche Peak Project (Technical Review Team). 85/10/31. 9pp. 33381:331- 
33382:062. 


8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1 984.App A documents available in PDR.Apps 
B & C documents partially & completely withheld, respectively, (ref Exemption 5). 
FELTON, J.M. Division of Rules and Records. 85/10/17. GILINSKY.V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 


8511220387 Forwards response to questionnaire for “FY86 Federal Plan for Water Data 
Acquisition.” Low level waste mgt studies covered groundwater flow & solute trans- 

R ort in unsaturated zone & related site monitoring techniques. 

IICHOLSON,TJ. Earth Sciences Branch (post 840429). 85/11/04. IMHOFF.E.A. 
Commerce, Dept, of, Natl. Oceanographic & Atmospheric Administration. 9pp. 
33600:331-33600:348. 

8511250487 Requests that Waste Mgt Review Group meeting be scheduled for review 
& approval of research project on salt sealing & support.HJ Miller review 
comments, revised statement of work & summary sheet end. 

BERATAN.L.L Earth Sciences Branch (post 840429). FIN D-1192. 85/11/07. 
BUNTING, J.O. Policy & Program Control Branch (Post 831001). Ip. 33619:023- 
33619:046. 

-8511250490 8511250487 Forwards comments on research project re salt sealing & 
support, in response to 850614 request. 

MILLER,H.J. Repository Projects Branch (Post 831001). FIN D-1192. 85/07/09. 
COSTANZl.F. Waste Management Branch (post 840429). 23pp. 33619:024- 
33619:046. 

-8509200210 8511250487 Forwards documentation re RES need to maintain essentia! 
research capability established at academic & nonprofit institutions in high level waste 
research programmer 850821 discussion. 

CONTI, E.F. Division of Radiation Programs & Earth Sciences (post 840429). 85/09/ 
17. MORTON, K. Technical Assistance Contracts Branch. 33pp. 33619:047-33619:080. 


“8303240272 Forwards approved draft staff requirements memo re interim guidance on 
backfitting decisions.NRR.IE & NMSS concurred in memo.Change limiting application 
of rule to currently licensed plants is critical. 

STELLO.V. Regional Operations & Generic Requirements. 83/03/16. 

TOURTELLOTTE.J. Regulatory Reform Task Force. 3pp. 33537:323-33537:325. 

“8511180608 Forwards, for notation vote, draft staff requirements memo on 
backfitting.W/o stated V Stello memo indicating NRC concurrence w/draft w/excep- 
tion that directive be limited to operating reactors. 

TOURTELLOTTE.J. Regulatory Reform Task Force. 83/03/18. PALLADINO, Gl- 
LINSKY, AHEARNE Commissioners. 4pp. 33537:047-33537:050. 

8511150065 Forwards response to NRC questions from insp which identified indications 
of misdrilled holes on three cable tray supports in cable spreading room.Sampling & 
insp methodology end. 

FIKAR.L.F. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). TXX- 
4259. 84/08/13. BANGART.R.L. Comanche Peak Project (Technical Review Team). 
5pp. 33466:249-33466:253. 

8511180091 Summary of CRGR Meeting 81 on 850925.G Arlotto (RES) briefed CRGR 
on existing & forthcoming decommissioning rule guidance & Rev 2 to Reg Guide 1 .99 
re radiation damage to reactor vessel matls.List of attendees encl.W/o Ends 2,3,4 & 
5 . 

STELLO.V. Committee to Review Generic Requirements. 85/11/04. DIRCKS.W.J. 
Office of the Executive Director for Operations. 3pp. 33502:270-33502:272. 
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8511180100 Forwards comments on draft NUREG-1030, “Seismic Qualification of 
Equipment in Ooe r <? firi o Muc'ear Plants” & regulatory analysis for proposed resolution 
of USI A-46. I'.;-’ ■ 

SMITH.N.P. S-.vs ■ ■: Utility Group. 85/11/12. KNIEL,K. Division of Safety 

Technology (800428-851124). 13pp. 33493:182-33493:194. 

8511200005 Submits agenda for CRGR Meeting 83 on 851127 in Bethesda.MD. W/o 
stated ends. 

STELLO.V. Committee to Review Generic Requirements. 85/11/18. BERNERO,R. 
Office of Nuclear Reactor Regulation, Director (pre-851125). JORDAN.E.L. Director’s 
Office, Office of Inspection and Enforcement. CUNNINGHAM.R.E. Office of Nuclear 
Material Safety & Safeguards, Director. 2pp. 33527:110-33527:111. 

8511210389 Further response to FOIA request for documents re repts listed in Board 
Notification 84-149 & release of repts. Forwards App E documents.Documents also 
available in PDR.App F document withheld (ref FOIA Exemption 5). 

FELTON, J.M. Division of Rules and Records. 85/11/01. GARDE, B.P. Government Ac- 
countability Project. 4pp. 33559:218-33559:330. 

-8511210441 Forwards "Comanche Peak Special Review Team Rept" from review on 
840403-1 3. Review evaluated r.rr.-nt T'c-on ? sVcr of applicant mgt control of const 
insp & test programs. Review ::c 1 ■ e:: ~ enforcement actions. 

IPPOLITO.T.A. Comanche Peak Project (Technical Review Team). 84/07/06. 
EISENHUT.D.G. Division of Licensing (800428-851124). 71pp. 33559:250-33559:329. 

-8511210448 Requests that technical review team be made aware of intervenor allega- 
tions re adequacy of QC/QA documentation concerning liner plate 
travelers. Assistance in preparing hearing session commencng on 841126 also re- 
quested. 

TREBY.S.A. Hoarrc Branch 1. 84/11/02. NOONAN.V. Comanche Peak Project 
(Technical Ftavicv 7V?ar?: ; Ip. 33559:330-33559:330. 

8511210540 Forwards summary of CRGR activities for Sept-Oct 1985. Summary will be 
included in weekly rept to Commission for wk 85" J 15. 

SN’EZEKJ. Rode"'-' Operations & Generic Roc. 85/11/15. Committee to 
Rc-icw Gor - o' c'Roq.j 5pp. 33566:330-33566:334. 

8511220264 Responds to FOIA request that Ofc of Inspector & Auditor rept entitled, 
“Review of CRGR,” be placed in PDR. Rept placed in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 85/11/13. GRABER.L. NUS Corp. Ip. 
33600:221-33600:267. 

-8511220283 “Review of CRGR.” 

MESSENGER.G.H. Office of Inspector & Auditor. 84/03/31. 46pp. 33600:222- 
33600:267. 

8511250046 Discusses implementation of NRC 850605 conditions for use of ASME 
Code Case N-397 re alternative method for spect-s! Srrcdeiinc ft N-.-ill re alternative 
damping factors. Expeditious approval for use of Cede Gsses r c(:.-::s:cc. 
COUNSIL.W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
TXX-4610. 85/11/18. NOONAN, V.S. Comanche Peak Project (Technical Review 
Team). 5pp. 33592:003-33592:007. 

8511250079 Forwards responses to NRC 850809 & 0930 Itrs re evaluation of Coman- 
che Peak Response Team program plan.Rev 3 to plan will be submitted in Dec 1985. 
COUNSIL.W.G. Texas Utilities "Electric Co. (formerly Texas Utilities Generating Co.). 
CPRT-113. 85/11/22. NOONAN.V.S. Comanche Peak Project (Technical Review 
Team). 300pp. 33589:055-33590:069. 

8511260205 Summary of CRGR Meeting 82 on 851023 re proposed final insider safe- 
guards rules & proposed IE bulletin concerning motor-operated valve common mode 
failure during plant transients.EncIs 2,3 & 4 withheld.List of attendees end. 

STELLO.V. Committee to Review Generic Requirements. 85/11/12. DIRCKS.W.J. 
Office of the Executive Director for Operations. 3pp. 33620:272-33620:274. 

8511270050 Provides results of review of ccnbngs rcr-cor^o-ranco repts where use-as- 
is was disposition.Description of program rrcvsar.c in a :u pcncvnance evaluation for 
containment coatings over life of plant re ~m\c .rrj cr.c . 

COUNSIL.W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
TXX-461 3. 85/11/18. NOONAN.V.S. Comanche Peak Project (Technical Review 
Team). 1 2pp. 33625:349-33625:361 . 


SECY POSITION PAPERS BEFORE THE COMMISSION 

8511070109 Partial response to FOIA request for documents re U mill tailings 
regulations.EncI App Q & portions of App R in PDR. Portions of App R withheld (ref 
FOIA Exemption 5).App S withheld (ref FOIA Exemption 5). 

FELTON.J.M. Division of Rules and Records. 85/10/18. BERICK.D. Environmental 
Policy Institute. 6pp. 33380:045-33380:172. 

-8511070169 SECY-83-450 Discusses suit filed by three U millers on 831014 against 
EPA & NRC.Attachment A concerns EPA failure to meet 831001 deadline for promul- 
gating stds for U mill i f T.‘irrj3.Por::c’'s deictad 

SLAGGIE.E.L. Office -r :he Goner-. Cc.nsd. 83/11/03. 46pp. 33380:058-33380:104. 

8511130254 Response to FOIA request for all documents in NRC custody upon expira- 
tion of term as Commissioner in June 1984.App A documents available in PDR.Apps 
B & C documents part:a"v & completely withheld, respectively, (ref Exemption 5). 
FSI.’CN.j.M. D.v:s cr c' Rules and Records. 85/10/17. GILINSKY.V. Affiliation Not 
Assigned. 31pp. 33535:002-33535:068. 

“8511130358 SECY-83-032C Provides Commission w/fourth quarterly status rept on im- 
plementation of QA initiatives identified in SECY-82-352. 

DIRCKS.W.J. Office of the Executive Director for Operations. 83/10/20. 20pp. 
33535:043-33535:062. 

“8307080297 SECY-83-244 Requests approval of proposed Itrs to Speaker of the 
House & President of Senate re Section 208 rept to Congress for First Quarter CY83 
on AOs. 

DIRCKS.W.J. Office of the Executive Director for Operations. 83/06/21. 62pp. 
33537:251-33537:311. 

“8310270004 SECY-83-349 Informs Commission of NRC plans & schedule for develop- 
ing proposed rule on high enriched U fuel at domestic research reactors.Technical 
impact assessment should be complete in early Nov 1983. 

DIRCKS.W.J. Office of the Executive Director for Operations. 83/08/19. 4pp. 
33537:229-33537:232. 


8511200109 “Index to Regulatory History for Proposed Amends to 10CFR2 - 
Adjudications;Special Procedures for Resolving Conflicts re Disclosure or Nondisclo- 
sure of Info.” 

* NRC - No Detailed Affiliation Given. AB78-1 01. 85/11/15. 9pp. 33560:183- 
33561:233. 

-8502070369 SECY-85-020 ERR Correction notice to SECY 85-020, forwarding draft 
staff requirements memo (Enel 2) re unauthorized disclosure of info. 

* Office of the Secretary of the Commission. AB78-1 33. 85/01/31. 3pp. 33561:1 1 2- 
33561:116. 

-8502280318 SECY-85-020 Requests Commission approval of end proposed amends 
to 10CFR50 & 2 & Commission action on end draft staff requirements memo re dis- 
closure or nondisclosure of info. 

DIRCKS.W.J. Office of the Executive Director for Operations. AB78-1 32. 85/01/17. 
35pp. 33561 :075-33561 :1 11. 

8511260074 Responds to FOIA request for SECY-85-150 “Final Policy Statement on 
Engineering Expertise on Shift” & suppls. SECY-85-150 available in PDR. No suppls 
exist. 

FELTON.J.M. Division of Rules and Records. 85/11/08. DAY.P. NUS Corp. Ip. 
33637:091-33637:184. 

-8505290349 SECY-85-1 50 Requests approval to publish end final policy statement on 
engineering expertise on shift in FR. 

DIRCKS.W.J. Office of the Executive Director for Operations. 85/04/26. 93pp. 
33637:092-33637:184. 

8511270026 Responds to FOIA request for SECY-85- 120, “Public Availability of Data in 
NPRDS.” Forwards document.Document also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 85/11/19. PEDRO, J. NUS Corp. Ip. 
33645:314-33645:325. 

-8505020567 SECY-85-120 Advises Commission of staff position on release of NPRDS 
data to NRC.NPRDS sys is voluntary program for reporting reliability data associated 
w/ numerous components in nuclear plants. 

DIRCKS.W.J. Office of the Executive Director for Operations. 85/04/05. 3pp. 
33645:315-33645:317. 


STATE PROG STATE PROGRAMS 


8511010191 Forwards “Multi-Jurisdictional Radiological Emergency Response 
Plan.Browns Ferry Nuclear Power Plant.” 

DOMER.J.A. Tennessee Valley Authority. 85/10/24. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). Ip. 33283:250-33284:070. 

-8511010205 “Multi-Jurisdictional Radiological Emergency Response Plan, Browns 
Ferry Nuclear Power Plant." 

* Tennessee, State of. 85/10/03. 150pp. 33283:251-33284:070. 

8511010198 Forwards HB Tucker 851011 Itr & H Thompson draft Itrs & environ assess- 
ment re Duke Power Co request for approval of procedure for disposal of radioaefively 
contaminated wood, for review.W/o end. 

ADENSAM.E.G. Licensing Branch 4. 85/10/30. BROWN, D. North Carolina, State of. 
Ip. 33303:354-33303:354. 

8511010204 Comments on proposed rules 10CFR30, 3 1,32,35 & 40 re medical uses of 
byproduct matl. Radiation safety requirement should be incorporated into one coherent 
document. Licensee should not change radiation safety program w/o regulatory 
review. 

BLAZEK,M.L. Oregon, State of. 50FR30616 017. 85/10/24. Docketing & Services 
Branch. 3pp. 33287:302-33287:304. 

8511010454 Requests addl info on cancer mortality & morbidity study presented at Ad- 
visory Panel on TMI-2 851016 meeting. 

MASNIK.M.T. TMI Program Office. 85/10/30. MULLER, H.A. Pennsylvania, Common- 
wealth of. Ip. 33301:329-33301:329. 

8511050159 Advises that no adverse findings identified.based on review of util 851022 
proposed Tech Spec amend to License NPF-11, involving reload licensing package 
for Cycle 2. 

PARKER, M.C. Illinois, State of. DOE-85-157. 85/10/31. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (pre-851125). Ip. 33328:201-33328:201. 

8511050186 Ack receipt of status of Readiness Review Program.Council remains sup- 
portive of NRC efforts during period of suspended const. All parties must remain cogni- 
zant of region concern that costs be kept to min. 

ESCHELS.C. Washington, State of. 85/10/28. MARTIN, J.B. Region 5, Office of Direc- 
tor. 1 p. 33330:007-33330:007. 

8511060025 Comments on proposed rules 10CFR30,40,61,70 & 72 re financial respon- 
sibility for cleanup of accidental releases. Rule supported.Consideration should be 
given to hazard classification of matl. 

BORCHERT,H.R. Nebraska, State of. 50FR23960 141. 85/10/28. Docketing & Serv- 
ices Branch. Ip. 33346:103-33346:103. 

8511060071 Comments on proposed rules 10CFR30, 31 ,32,35 & 40.Rules do not de- 
scribe persons able to work under supervision of authorized user. Lower survey meter 
range of 200 m/h suggested.Release rate for permanent implants excessive. 
ARNOTT.C. Tennessee, State of. 50FR30616 021. 85/10/28. Docketing & Services 
Branch. 2pp. 33345:333-33345:334. 

8511060209 Comments on proposed rules 10CFR30, 40,61 ,70 & 72 re financial respon- 
sibility requirements applicable to NRC licensees for cleanup of accidental & unex- 
pected releases of radioactive matls.Supports rule. 

LASH.T.R. Illinois, State of. 50FR23960 142. 85/10/31. Docketing & Services Branch. 
5pp. 33346:054-33346:058. 

8511060214 Comments on draft reg guide, Task FC 410-4, “Guide for Preparation of Ap- 
plications for Nuclear Pharmacy Licensees.’’ Recommends guide be adopted. 

JONES, C.W. Utah, State of. 85/10/28. Docketing & Services Branch. Ip. 33346:089- 
33346:089. 
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8511110078 Forwards proposed schedule for yard storm drain & storm water discharge 
characterization repts.Best mgt practice will be implemented to minimize potential re- 
lease toxic pollutants.Diablo Creek study final rept expected by 870630. 
THORNBERRY.R.C. Pacific Gas & Electric Co. 85/10/31. JONES, K.R. California, 
State of. 95pp. 33389:217-33389:310. 

8511120425 Forwards performance & payment bonds for Argee Corp for UMTRAP Co- 
operative Agreement DE-FC04-81AL16309 between DOE & State of UT. 

HOYAL.J.G. Energy, Dept. of. 85/10/29. HIGGINBOTHAM, L. Low-Level Waste & Ura- 
nium Recovery Projects Branch. 9pp. 33433:266-33433:274. 

8511140042 Responds to 850904 Itr re state participation in NRC High Level Waste Mgt 
Program.Comments re project decisions schedule & pending NRC approval should be 
forwarded to DOE. 

BUNTING, J.O. Policy & Program Control Branch (Post 831001). 1191. 85/09/20. 
SPURGIN.P.D. Utah, State of. 2pp. 33469:353-33469:354. 

8511140353 Forwards “ENVIROSTONE & Portland Cement Encapsulation of Radioac- 
tive Filter Elements.” Comments within 45 days of receipt of Itr requested.W/o end. 
NUSSBAUMER.D.A. Assistant Director for State Agreements Programs. 85/10/21. 
KIRNER.N.P. Washington, State of, Dept, of Social & Health Services. Ip. 33492:235- 
33492:235. 

8511150072 Comments on proposed rules 10CFR30.3 1,32,35 & 40 & rev to Reg Guide 
10.8, “Guide for Preparation of Applications....” Incorporation of radiation safety re- 
quirements into revs supported.ltems considered to be program changes opposed. 
SPELL, W.H. Louisiana, State of. 50FR30616 027. 85/11/07. Docketing & Services 
Branch. 2pp. 33465:318-33465:319. 

8511150095 Package of two comments on proposed rules 10CFR30,40,61,70 & 72 re 
financial responsibility for cleanup of accidental releases of matls licensees.Each li- 
censee should be considered on case-by-case basis. 

PRADEL.J. France, Govt. of. 85/11/13. BUNTING, J.O. Office of Nuclear Material 
Safety & Safeguards, Director. 5pp. 33459:003-33459:007. 

8511150122 Comments on proposed rules 10CFR30, 31 ,32,35 & 40 re significant 
changes in operation & radiation safety procedures.Relaxation of rigid licensing proce- 
dures will create confusion re regulatory control. 

GRAVES, J.C. Tennessee, State of. 50FR30616 023. 85/10/31. Docketing & Services 
Branch. 2pp. 33463:008-33463:009. 

8511150128 Comments on proposed rules 10CFR30,31,32,35 & 40 re medical use of 
byproduct matl.NRC misadministration reporting & record keeping requirements ac- 
ceptable & should not be made more stringent. 

S"RC\G,ts. Washington, State of. 50FR30616 024. 85/11/06. Docketing & Serv- 
ices Branch. 2pp. 33459:014-33459:015. 

8511180104 Confirms 851025 discussion W/RJ Doda following review of State of ND 
radiation control program.Program adequate. Comment on enforcement procedures re 
radiation control program end. 

MARTIN, R.D. Region 4, Office of Director. 85/11/13. WENTZ, R.M. North Dakota, 
State of. 4pp. 33493:110-33493:113. 

8511180128 Requests that JM Flenner be removed from mailing list & that EH Rails- 
back be added. 

RAILSBACK.E.H. Arizona, State of. A02251. 85/11/08. Licensing Branch 3. Ip. 
33493:177-33493:177. 

8511180373 Forwards Director’s Decision DD-85-17 under 10CFR2.206 re State of ME 
840626 comments on equipment qualification deficiencies at facility.Alleged deficien- 
cies satisfactorily addressed. 

EISENHUT.D.G. Office of Nuclear Reactor Regulation, Director (pre-851125). #485 
191. 2.206. 85/11/12. STERN, P. Maine, State of. Ip. 33493:345-33494:007. 

8511180569 Requests to be informed within 1 month re receipt of documents concern- 
ing OL proceeding.Documents filed by licensee & NRC correspondence will be avail- 
able at NRC & LPDRs. 

YOUNGBLOOD, B.J. Licensing Branch 1. 85/11/13. PETERSON, C.E. Kansas, State 
of. Ip. 33503:186-33503:186. 

8511180620 Advises that correspondence re facility operation continue to be available 
in PDR & LPDRs.Arrangements can be made to continue receiving copies of corre- 
spondence. 

YOUNGBLOOD, B.J. Licensing Branch 1. 85/11/13. FILLMORE, R.M. Kansas, State of. 
Ip. 33503:313-33503:313. 

8511180662 Notifies that T Sculley will be taken off svc list unless Div of Licensing noti- 
fied of desire to continue receiving NRC correspondence re operation of 
facility. Documents will continue to be available in NRC PDR & LPDRs. 

YOUNGBLOOD, B.J. Licensing Branch 1. 85/11/13. SCULLEY, T. Kansas, State of. Ip. 
33503:241-33503:241. 

8511180730 Forwards State of SC 851018 Itr re topical rept, “RADLOK High Integrity 
Container.” 

NUSBAUMER.D.A. Assistant Director for State Agreements Programs. 85/10/23. 
GREEVES.J. Engineering Branch (Post 831001). HIGGINBOTHAM, L. Low-Level 
Waste & Uranium Recovery Projects Branch. Ip. 33503:164-33503:165. 

-8511180748 Advises of no addl comments re RADLOK high integrity container topical 
rept, per NRC 851001 request 

AUTRY, V.R. South Carolina, State of. 85/10/18. NUSSBAUMER,D.A. Assistant Direc- 
tor for State Agreements Programs. Ip. 33503:165-33503:165. 

8511190225 Forwards FEMA 851031 Itrs to States of NE & MO re 851016 offsite radio- 
logical emergency exercise.Timely resolution of six noted deficiencies requested. 
MARTIN, L.E. Region 4, Office of Director. 85/11/14. PILANT.J.M. Nebraska Public 
Power District. 7pp. 33515:330-33515:336. 

8511190312 Informs that AS Cauger to be replaced by CR Rogers as assistant general 
counsel for State of MO PSC. 

ROGERS, C.R. Missouri, State of. 85/11/15. YOUNGBLOOD, B.J. Licensing Branch 1. 
Ip. 33515:329-33515:329. 

8511190346 Forwards exercise rept for 850424-25 exercise of offsite radiological emer- 
gency preparedness plans. 

KRIMM.R.W. Federal Emergency Management Agency. 85/1 1 /06. JORDAN, E.L. Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). Ip. 
33511:204-33511:241. 


-8511190350 “VC Summer Nuclear Station Exercise Conducted on 850424-25." 

* Federal Emergency Management Agency. 85/05/31. 39pp. 33511:205-33511:241. 

8511190365 Forwards “Oconee Nuclear Station Partial Participation Exercise Conduct- 
ed on 850619-20.” One deficiency observed. Approval granted per 44CFR350 re- 
mains in effect. 

KRIMM.R.W. Federal Emergency Management Accrcy. 35/11/06. JORDAN, E.L. Divi- 
sion of Emergency Preparedness & Lr.jrofnnc Rcsoenso (Post 830103). Ip. 
33515:223-33515:244. 

-8511190366 “Oconee Nuclear Station Partial Participation Exercise Conducted on 
850619-20.” 

* Federal Emergency Management Agency. 85/07/03. 22pp. 33515:224-33515:244. 

8511190406 Forwards “Watts Bar Nuclear Plant Exercise Conducted on 850725.” 
Areas requiring corrective action can be corrected through training & addl 
resources.Offsite radiological emergency preparedness adequate. 

KRIMM.R.W. Federal Emergency Management Agency. 85/11/06. JORDAN, E.L. Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). Ip. 
33515:131-33515:171. 

-8511190407 “Watts Bar Nuclear Plant Exercise Conducted on 850725.” 

* Federal Emergency Management Agency. 85/08/14. 41pp. 33515:132-33515:171. 

8511200067 Solicits State of HI continued participation in NRC State Liaison 
Program.New individual should be appointed to succeed MK Koizumi as State of HI 
liaison officer. 

PALLADINO.N.J. Commissioners. 85/11/01. ARIYOSHI.G.R. Hawaii, State of. Ip. 
33562:303-33562:303. 

8511200295 Advises that 1985 facility dress rehearsal will be held on 850927. Partici- 
pants will include util, County of San Luis Obispo & State of CA.Participants at emer- 
gency response facilities & field monitoring teams will start in-place. 

FUJIMOTO.W.H. Pacific Gas & Electric Co. 85002715. 85/09/09. KEARNS, J.J. Cali- 
fornia, State of. 1 p. 33555:298-33555:298. 

8511210288 Informs that author will present oral argument on behalf of Commonwealth 
of PA on 851204 re appeals of ASLB fourth partial initial decision.Related correspond- 
ence. 

FERKIN.Z.G. Pennsylvania, Commonwealth of. #485 253. OL. 85/11/15. 

SHOEMAKER, C.J. Atomic Safety and Licensing Appeal Panel. Ip. 33547:260- 
33547:260. 

8511210584 Forwards revised "Remedial Action Insp Plan (RAIP),” for Clive UMTRAP 
site, for concurrence by 8511 08.List of changes made to RAIP,per agreements at 
851002 meeting among State of UT officials, DOE & D Gillen of NRC.encl. 
THEMELIS.J.G. Energy, Dept. of. 85/10/16. HIGGINBOTHAM, L. Low-Level Waste & 
Uranium Recovery Projects Branch. 46pp. 33587:143-33587:188. 

8511220233 Informs that 851111 submittal of financial info satisfies requirements of 
10CFR1 40.21 that each licensee maintain approved guarantee of payment of deferred 
premiums for each operating reactor owned over 100 MWe. 

SALTZMAN.J. Assistant Director for State & Licensee Relations. 85/11/18. 
FIRESTONE, L. Ohio Edison Co. Ip. 33603:163-33603:163. 

8511220243 Responds to end 851101 memo re NRC vs Agreement State jurisdiction 
over waste disposal concerning reactor decommissioning.Need to resolve issue re ju- 
risdiction over low level waste mgt practices at util site exists. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/18. 
KERR.G.W. Office of State Programs, Director. Ip. 33603:142-33603:142. 

-8511180429 Responds to 850807 & 0913 memos concerning Agreement State juris- 
diction over waste disposal re reactor decommissioning. Suggests NRR prepare state- 
ment of policy re NRC jurisdiction over decommissioning. 

KERR.G.W. Office of State Programs, Director. 85/11/01. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (pre-851125). 2pp. 33603:143-33603:144. 

8511220444 Summary of 851024 progress review meeting w/util & State of NJ in 
Trenton.NJ re ETS & status of licensing actions.List of attendees, ETS & state organi- 
zation chart end. 

DONOHEW.J.N. Operating Reactors Branch 5. TAG 08439. 85/11/15. Operating Re- 
actors Branch 5. 21pp. 33587:329-33587:349. 

8511250460 Responds to 850924 inquiry re shipment of spent fuel from plant to GE 
Morris operations facility in late June 1985. Investigations did not reveal 
violations.Appropriate actions will be taken should insps disclose violations. 
TAYLOR,J.M. Director’s Office, Office of Inspection and Enforcement. 85/11/15. 
STROHL.J. Wisconsin, State of. 6pp. 33619:081-33619:086. 

-8310070096 Submits background info on planned removal of spent fuel from West 
Valley to facilities in State of Wl.Schedules for return to fuel not firmly established. 
DIRCKS.W.J. Office of the Executive Director for Operations. 83/09/27. EARL.A.S. 
Wisconsin, State of. 4pp. 33619:087-33619:168. 

3511260124 Advises of review of proposed Tech Spec amend re leak detection 
requirements, inservice insp program & correction for typos.No adverse findings deter- 
mined. 

PARKER, M.C. Illinois, State of. DOE-85-194. 85/11/13. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (pre-851125). Ip. 33608:361-33608:361. 

8511260183 Comments on proposed rules 10CFR30, 3 1,32,35 & 40.Rule no longer re- 
quiring NRC review of many radiation safety program changes opposed. Adequacy of 
procedures will not be evaluated until insp, which is after fact. 

GODWIN, A.V, Alabama, State of. 50FR30616 035. 85/11/12. Docketing & Services 
Branch. 7pp. 3361 6:281 -3361 6:287. 

8511260219 Ack receipt of First Interstate Bank Receipt 20504 for guaranteed mort- 
gage backed securities as replacement bonding instruments for US Treasury Bill 
CuSIP 91 2794JA3. Agreement between Wyoming Financial Security & Uniwest Trust 
Co end. 

BRYAN.V.J. Wyoming, State of. 00962. 85/10/03. FERGUSON, J.C. American Nuclear 
Corp. 15pp. 33639:287-33639:301. 

8511260236 Responds to 850930 Itr re installation of three addl monitor wells.Separate 
permit for wells not required by State of WY, Water Quality Div. 

LAUDON.KJ. Wyoming, State of. 052. 85/10/28. PETTENGILL,H. Uranium Recovery 
Field Office. Ip. 33639:285-33639:285. 
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8511260242 Forwards insp rept for Permit 21 SC to be added to permit file. 

■VCC.-P^Y C. '.Vy:m:rp, State of. 031. 85/10/09. MUELLEN.E. Exxon Corp. 5pp. 

8511260268 Forwards application forms & new regulations re renewal of self-bonding 
programs. NRC agreed that Itrs of credit may be issued to State of WY in lieu of li- 
censee se;f bond. 

BRYAN.V.J. Wyoming, State of. 041. 85/10/22. PENNINGTON,! Pathfinder Mines 
Corp. 2pp. 33645:143-33545:144. 

8511260386 Advises that itr of credit & amend, issued by Bank of Tokyo Trust 
Co.effective 851 130, will be acceptable replacement bond for Itr of credit which ex- 
pired. 

BRYAN.V.J. Wyoming, State of. 040. 85/10/24. SHANNON,! Exxon Corp. 6pp. 


8511260401 Forwards “Agreement of Exchange & Plan of Reorganization, ” omitted 
from 851007 Itr. 

BLOOMENTHAL.H. Roath & Brega, P.C. 009. 85/10/08. ENDMAN.J. Wyoming, State 
Of. 46pp. 33635:175-33635:220. 

8511260407 Comments on proposed rules 10CFR30, 31,32, 35 & 40 re medical use of 
byproduct mat! & proposed revs to Reg Guide 10.8, “Guide for Preparation of Applica- 
tions for Medical Programs." 

LACKER, D.K. Texas, State of. 50FR30616 086. 85/11/18. Docketing & Services 
Branch. 2pp. 33615:260-33615:265. 

8511260417 Comments on proposed rules 10CFR30,3!32,35 & 40 re medical use of 
licensed matl.Rule should continue to require licensee to submit radiation safety pro- 
gram chances for agency approval. 

MOUNT, D.K. North Dakota, State of. 50FR30616 084. 85/11/14. Docketing & Serv- 
ices Branch, 2pp. 33615:293-33615:294. 

8511260427 Comments on proposed rules 10CFR30, 3 1,32,35 & 40 re medical use of 
licensed mail. Majority of medical licensees do not have specific expertise to ade- 
quately evaluate safety & health aspects of changes. 

LASH.T.R. Illinois, State of. 50FR30616 083. 85/11/19. Docketing & Services Branch. 
4pp. 33612:276-33612:279. 

8511260466 Forwards “Exercise Evaluation:850724 Exercise of Radiological Emergency 
Response Plans of State of NE W 2 « K! nnfcn & Dcdqe Counties & State of lA.Harrison 
& Pottawattamie Counties for :: ct Ca'-.jjr. Nudriar 'S:«: cn ” 

KRIMM.R.W. Federal Emergency Management Agency. 85/11/20. JORDAN, E.L. Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). 2pp. 
33616:061-33616:112. 

—8511260473 “Exercise £valuation:850724 Exercise of Radiological Emergency Re- 
sponse Plans of State of NE, Washington & Dodge Counties & State of lA.Harrison & 
Pottawattamie Counties for Fort Calhoun Nuclear Station.” 

* Federal Emergency Management Agency. 85/09/18. 50pp. 33616:063-33616:112. 

8511260489 Comments on proposed rules 10CFR30, 31,32, 35 & 40 re medical use of 
byproduct matl.Reservations expressed concerning radiation safety program changes 
by licensees w/o license amend. 

TEDFORD.C.F. Arizona, State of. 50FR30616 074. 85/11/18. Docketing & Services 
Branch. 2pp. 33616:055-33616:056. 

8511260497 Package of five comments opposing proposed rules 10CFR30.31, 32,35 & 
40 re medical use of bvoroduct matl. 

BORCHERT.H.R. Nebraska, Slate of. LANGLEY, M„ WEGERT.S. Jay County Hosp., 
Portland, IN. 50FR30616. 85/11/18. Docketing & Services Branch. 15pp. 33612:081- 
33612:095. 

8511260507 Comments on proposed rules 10CFR30.3 1,32,35 & 40 re medical use of 
byproduct matls.Proposed ventilation sys & calculations must be reviewed prior to au- 
thorizing Xe-133 use due to potential airborne radiation hazards. 

COLEMAN, C. Kentucky, Commonwealth of. 50FR30616 085. 85/11/18. Docketing & 
Services Branch. 2pp. 33616:053-33616:054. 


-8510090004 “PWR Safety & Relief Valve Adequacy Rept for Georgia Power Co, Alvin 
W Vogtie Unit 1 & Unit 2,Original issue." 

* Wesiinghouse Electric Corp. 85/05/31. 41pp. 33155:044-33155:084. 

-8510090005 "Structural Analysis of Pressurizer Safety & Relief Line for Alvin W Vogtie 
Nuclear Plant, Unit 1." 

* Westinghouse Electric Corp. 85/09/16. 45pp. 33155:085-33155:169. 

8511010225 Summary of 851004 meeting w/B&W Owners Group Transient Assessment 
& Availability Committees in Bethesda.MD re operating experience of operating reac- 
tors & plans to improve experience.Viewgraphs end. 

VISSING.G.S. Operating Reactors Branch 4. 85/10/17. Operating Reactors Branch 4. 
94pp. 33304:239-33304:33! 

-8511010240 BAW-1890 “Justification for Raising Setpoint for Reactor Trip on High 
Pressure,” Transient Assessment Program. 

PEGRAM.J.W., TALLY, C.W., WEIMER.J.A. Babcock & Wilcox Co. 77-1159095-00. 85/ 
09/30. 47pp. 33304:332-33305:019. 

8511010334 Notification of 851030 meeting w/C-E in Bethesda.MD to discuss axial 
power shape analyses for large break LOCAs. 

JONES, R.C. Reactor Systems Branch. 85/10/30. SHERON.B.W. Reactor Systems 
Branch. 2pp. 33301:031-33301:032. 

8511040195 Submits info re closure of Subtask 6.26 “Evaluate TVA Igniter Spray 
Tests.” Sandia tests demonstrated operability of shielded glowplug igniters in Mark III 
containment w/ containment sprays in operation. 

HOBBS, S.H. Hydrogen Control Owners Group. HGN-058. 85/10/3! BERNERO.R. 
Office of Nuclear Reactor Regulation, Director (pre-851125). 12pp. 33294:119- 
33294:130. 

8511040217 Ack receipt of 850529 Itr expressing concern re requirement for remittance 
of application fee w/each topical rept submitted for review. Payment of amount based 
on anticipated submittal of repts during period suggested as alternative. 

MILLER, W.O. License Fee Management Branch. 85/10/3! TAYLOR, J.H. Babcock & 
Wilcox Co. Ip. 33337:099-33337:099. 

8511040310 Forwards Rev 4 to Hydrogen Control Program Plan. Acceptance Criterion 6 
under Task 2 revised to eliminate ref to most probable hydraulic grade 
elevation.Owners group will document bases presented in 850903 meeting. 

HOBBS, S h. Hydrogen Control Owners Group. HGN-06! 85/10/3! BERNERO.R. 
Office of Nuclear Reactor Regulation, Director (pre-851125). 2pp. 33297:035- 
33297:094. 

-8511040311 Rev 4 to Hydrogen Control Program Plan. 

* Hydrogen Control Owners Group. 85/10/29. 58pp. 33297:037-33297:094. 

8511040413 Forwards proprietary & nonproprietary context & slides of Westinghouse/ 
NRC 850920 video telcon re WCAP-8575, “Augmented Startup & Cycle 1 Physics 
Program." Proprietary version withheld (ref 10CFR2.790). 

RAHE.E.P. Westinghouse Electric Corp. NS-NRC-85-3069. 85/10/0! THOMAS.C.O. 
Standardization & Special Projects Branch. 2pp. 33298:103-33298:106. 

-8511040414 Requests proprietary slides of Westinghouse/NRC 850920 video telcon 
re WCAP-8575, “Augmented Startup & Cycle 1 Physics Program," be withheld (ref 
10CFR2.790).Previous requests for withholding & affidavit end. 

WIESEMANN.R.A. Westinghouse Electric Corp. AW-85-070. 85/10/0! THOMAS.C.O. 
Standardization & Special Projects Branch. 2pp. 33298:105-33298:106. 

-7810260157 Requests that proprietary info in 781004 Anderson-Stolz Itr re WCAP- 
8575 be withheld from public disclosure. 

WIESEMANN.R.A. Westinghouse Electric Corp. AW-78-72. 78/10/04. STOLZ.J.F. 
Light Water Reactors Branch ! Ip. 33298:107-33298:107. 

-7810260158 Requests that proprietary info in 770923 Eicheldinger-Stolz Itr re WCAP- 
8575 be withheld from public disclosure. 

WIESEMANN.R.A. Westinghouse Electric Corp. AW-77-40. 78/09/23. STOLZ.J.F. 
Light Water Reactors Branch ! Ip. 33298:108-33298:118. 


8511260508 D ack 2 ge cY !? comments on proposed rules 10CFR30, 3 1,32,35 & 40 re 
mi-oiON- _jsc c ! b>pmdusi msfl. 

VU.FCFl H.J.C. Food & Dr.,g Administration. SILVER,! Northeast Cardiology Associ- 
ates, Bangor, ME. SCHUBERT, A.L. Florida, State of. 50FR30616. 85/11/18. Docket- 
ing & Services Branch. 33pp. 33616:020-33616:052. 

8511260613 Informs that water well located 1,000 ft southeast of Collins Draw Project 
well fields being pumped to produce water for oil & gas well drilling purposes.State of 
WY well permit & statement of completion end. 

LOUDERBACK.T.E. Cleveland-Cliffs Iron Co. 043. 85/10/25. HILDENBRAND.P. Urani- 
um Recovery Field Office. SHAFFER, R. Wyoming, State of. 11pp. 33631:152- 
33631:162. 

8511260650 Confirms conclusions reached in 851101 meeting in Cheyenne, WY re 
recent events surrounding Bison Basin in situ U project.State of WY will proceed w/ 
bond forfeiture as soon as possible. 

MARTIN, R.D. Region 4, Office of Director. 85/11/08. WOOD.R. Wyoming, State of. 
Ip. 33633:137-33633:137. 


TOPREP VENDOR REPORTS AND RELATED CORRESPONDENCE 


8407090352 Forwards TDI Owners Group Phase II rept specific to Shoreham.Rept 
final.subj to confirmatory QA review by util. 

STROUPE,O.L. Hunton & Williams. DSB 094. OL. 84/06/29. BRENNER, L Atomic 
Safety and Licensing Board Panel. Ip. 33571:030-33576:246. 

-8511220306 "TDI Diesel Generator Design Review & Quality Revalidation Rept,” Vols 
1-9. 

COLEMAN, W.E., RAY.C.L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/06/29. 
4,000pp. 33571:031-33576:246. 

8510090003 Forwards “PWR Safety & Relief Valve Adequacy Rept..” & “Structural 
Analysis of Pressurizer Safety & Relief Line...,’’ documenting analysis to support clos- 
ing of SER Confirmatory Item 12 re Item U.D.! 

BAILEY, J.A. Georgia Power Co. BAILEY, J.A. Southern Co. Services, Inc. GN-706. 85/ 
09/16. ADENSAM.E.G. Licensing Branch 4. Ip. 33155:043-33155:169. 


-8511040420 Nonproprietary context & slides of Westinghouse/NRC 850920 video 
telcon re WCAP-8575, “Augmented Startup & Cycle 1 Physics Program." 

* Westinghouse Electric Corp. 85/09/20. 14pp. 33298:119-33298:132. 

8511040476 Grants 840917 request for schedular exemption from portion of GDC 4 of 
tOCFR50,App A re need to analyze large primary loop pipe ruptures as structural 
design basis. Exemption becomes effective on issuance date. 

YOUNGBLOOD.B.J. Licensing Branch ! 85/10/28. FARRAR, D.L. Commonwealth 
Edison Co. 4pp. 33336:259-33336:262. 

-8511010117 Topical rept evaluation of WCAP 10456, “Effects of Thermal Aging on 
Structural Integrity of Cast Stainless Steel Piping for Westinghouse NSSS." Proposed 
mode! may be used to predict cast stainless steel matl embrittlement heat. 

* NRC - No Detailed Affiliation Given. 85/10/28. 10pp. 33336:278-33336:287. 

8511040499 Forwards revised NEDO-30778, “...SAR" & proprietary NEDE-30779, 
“...Stress Rept” per 850417 request for addl info re GE Model 2000 shipping 
container. Proprietary rept withheld (ref 10CFR2.790). 

CUNNINGHAM, G.E. General Electric Co. 25955. 85/10/22. MACDONALD, C.E. Trans- 
portation Certification Branch. 13pp. 33335:232-33336:228. 


-8511040501 NEDO-30778 “GE Model 2000 Radioactive Matl 
SAR.” 


Transport Package 


POMARES.R.J., SKOKOWSKI.P.E., PETERSON, P.A. General Electric Co. 84/10/3! 


344pp. 33335:245-33336:228. 


8511050265 Application for amend to License DPR-29, modifying MAPLHGR limit curves 
for various fuel types.New MAPLHGR limits based on end Errata & Addenda 14 to 
N EDO-24 146 A, “LOCA Analysis Rept for Dresden Units 2 & 3 & Quad Cities....” Fee 
paid. 

WOJNAROWSKI.J. Commonwealth Edison Co. 081 9K. 85/10/29. DENTON H R 
Office of Nuclear Reactor Regulation, Director (pre-851125). 2pp. 33333:073- 


—8511050275 NEDO-24146A ERR 14 Errata & Addenda Sheet 14, replacing Pages v/ 
vi, 3-2,4-3,4-10, 4-15 & 4-16 to, “LOCA Analysis Rept for Dresden Units 2,3 & Quad 
Cities 1,2 Nuclear Power Stations.” 

* General Electric Co. 85/08/3! 11pp. 33333:084-33333:093. 
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8511060008 Forwards SSER re reliability of standby emergency diesel generators.TDI 
diesel generators provide reliable source of standby onsite power in accordance w/ 
GDC 17. 

CRUTCHFIELD, D. Assistant Director for Safer-- Assessment. 85/10/28. NOVAK.T.M. 
Assistant Director for Licensing. 2pp. ".'if; 72 -26 ' .>32 -M 2-32 

-8511060010 SER suppoTir:: of TDI standby emergency diesel 

oeremto-s '/ : e\"o r 3o h f> & cr-i*: Specs end. 

.'IRC ■ \c -zC Given. 85/10/28. 60pp. 33373:263-33373:322. 

8511060115 Forwards 850513 bill for partial review of 10 topical repts, per 10CFRl70.lf 
payment of principal.interest & penalty not received within 15 days from date of 
itr.action will be taken. 

MILLER, W.O. License ^ee Management Branch. 85/10/23. RAHE.E.P. Westinghouse 
Electric Corp. 5pp. 309. 

8511060'MS Ido-ms of changes to local & commercial telephone number prefixes at 
Ro:: ::r. I. dc.C-.angos o.r.ivo 851112. 

K.P. r.oz 01 ? Cir.co c; Director. 85/10/25. LEES.E.A. General Electric Co. Ip. 

8511060258 Informs of completion of program re superheated blowdowns outside 
containmentTemp envelopes for each plant to be established within min of 90 
days.List of ecuicmod octentidly affected by envelopes expected within 60 days. 
CERMAK.J.C. , i'»es::nghouso Operating Plants Owners Group. WOG-HELB/SBOC-O. 
85/10/28. 'A IGGIN i'ON.D.L. Office of Nuclear Reactor Regulation, Director (pre- 
85 1 1 25). 1 p. 33346: 1 84-33346: 184. 

8511060272 Forwards BAW-1890, “Justification for Raising Setpoint for Reactor Trip on 
High Pressure" & BAW-1893, “Basis for Raising Arming Threshold for Anticipatory 
Reactor Trip on Turbine Trip." 

TAYLOR, J.H. Babcock & Wilcox Operating Plants Owners Group. 85/11/04. 
THOMAS.C.O. Standardization & Special Projects Branch. 2pp. 33346:106-33346:183. 

-8511060275 BAW-1893 “Basis for Raising Arming Threshold for Anticipatory Reactor 
Trip on Turbine Trip,” transient assessment program. 

TALLY.C.W. Babcock S. Wilcox Operai.ra Plants Owners Group. 77-1159289-00. 85/ 
10/31. 33pp. 33346:154-33346:183. 

8511060405 Forwards evaluation of WCAP-10665-P, “Ex-Core Axial Power Monitor.” 
Rept acceptable for referencing in license applications. Proprietary & nonproprietary 
versions should oe pudishoo within 3 months of Itr receipt. 

THOMAS.C.O. Standardization & Soecia! Projects Branch. 85/10/28. RAHE.E.P. Wes- 
tinghouse Electric Corp. 2pp. 383/ 0.20-2-333 *0:205. 

-8511060412 Topical rept evaluation of WCAP-10665-P, “Ex-Core Axial Power Moni- 
tor." Algorithms & calibr processes acceptable. Addl operational info required for 
burnup correlation matrix. 

* NRC - No Detailed Affiliation Given. 85/10/28. 9pp. 33370:206-33370:214. 

8511060515 Forwards topical rept evaluation of Rev 1 to CENPD-199-P, “C-E Setpoint 
Methodology." C-E must publish accepted versions of rept within 3 months from re- 
ceipt of Itr, per NUREG-0390. 

THOMAS.C.O. Standardization & Special Projects Branch. 85/10/30. SCHERER, A.E. 
Combustion Engineering, Inc. 2pp. 33369:248-33369:262. 

-8511060517 Topical rept evaluation accepting Rev 1 to CENPD-199-P, “C-E Setpoint 
Methodology" submitted on 820413 for referencing in licensing submittals. 

* NRC - No Detailed Affiliation Given. TAC 03912. 85/10/30. 13pp. 33369:250- 
33369:262. 

8511070001 Forwards Rev 1 to “TDI Diesel Generator Design Review & Quality Revali- 
dation Rept," Vols 1-4.Proposed plan for implementation of design review & quality 
revalidation maint & surveillance recommendations submitted on 850621. 

TUCKER.H.B. Duke Power Co. 85/11/04. DENTON, H.R. Office of Nuclear Reactor 
Requlation, Director (pre-851 125). ADENSAM.E.G. Licensing Branch 4. Ip. 
33360:001-33362:047. 

-8511070009 Rev 1 to “TDI Diesel Generator Design Review & Quality Revalidation 
Rept,” Vols 1-4. 

DEESE.R.J., RAY.C.L. TDI (Transamerica Delaval, Inc.) Owners Group. 85/02/28. 
766pp. 33360:002-33362:047. 

8511070034 Forwards evaluation of GE 850731 addendum to Suppl 2 to NEDE-22290, 
“Advanced Longer-Life Control Rod,” re exemption of tubing from IE Bulletin 79- 
26.Proprietary & nonproprietary repts should be published within 3 months. 
THOMAS.C.O. Standardization & Special Projects Branch. IEB-79-26. 85/10/22. 
KLAPPROTH.J.F. General Electric Co. 3pp. 33381:102-33381:104. 

8511070151 Forwards info needed to determine fee for review of WCAP-10665-P, “Ex- 
Core Axial Power Monitor,” per 790921 memo. 

THOMAS.C.O. Standardization & Special Projects Branch. TAC 57106. 85/10/28. 
SOLANDER.L. Planning & Resource Analysis Branch. 3pp. 33381:059-33381:061. 

8511070213 Forwards proprietary Rev 0 to XN-NF-85-74(P), “RODEX2A (BWR) Fuel 
Rod Thermal-Mechanical Evaluation Model," for review. Affidavit requesting proprie- 
tary rept be withheld also end. Rept withheld (ref 1 0CFR2.790). 

WARD.G.N. Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). GNW:092:85. 85/11/05. 
THOMAS.C.O. Standardization & Special Projects Branch. 5pp. 33366:214-33366:218, 

8511070240 Forwards info for determining fee for review of Suppls 1,2 & 3 to WCAP- 
8575(P), “Augmented Startup & Cycle 1 Physics Program,” per 790921 memo. 
THOMAS.C.O. Standardization & Special Projects Branch. TAC 01882. 85/10/30. 
SOLANDER.L Planning & Resource Analysis Branch. 3pp. 33380:259-33380:261. 

8511070245 Forwards info for determining fee for review of Rev 1 to CENPD-199-P, "C- 
E Setpoint Methodology," per 790921 memo. 

THOMAS.C.O. Standardization & Special Projects Branch. FIN A-3407. TAC 03912. 
85/10/30. SOLANDER.L. Planning & Resource Analysis Branch. 3pp. 33380:256- 
33380:258. 

8511070253 Notification of 851 Q31 proprietary meeting w/C-E & C-E Owners Group in 
Bethesda,MD to discuss post-test analysis for Semiscale Test SU-T-8 for CEN-203, 
“Small Break LOCA Model.” 

BERNARD, H.R. Standardization & Special Projects Branch. 85/10/30, THOMAS.C.O. 
Standardization & Special Projects Branch. 3pp. 33380:194-33380:196. 


8511070274 Forwards o-oorictr-'y response to 850415 request for addl info re Part 3 of 
WCAP-10266 HAS-- i iix.v ii:-::-!; LOCA Analysis Model.” including discussion of 
BASH compliance w/App K. Response withheld (ref 1GCFR2.7PQ). 

RAHE.E.P. Westinghouse Electric Corp. NS-NRC-3074. 85/10/08. THOMAS.C.O. 
Standardization & Special Projects Branch. 2pp. 33368:055-33368:064. 

-8511070284 Requests that proprietary response to 850415 request for addl info re 
Part 3 of WCAP-1026C. ‘T-ASHJ.i-vjr: Break LOCA Analysis Model,” be withheld from 
public disclosure (ref ■QC 17 -/ ,'DG- 

WIESEMANN.R.A. Westinghouse Electric Corp. AW-85-014. 85/10/08. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director (pre-851 125). 8pp. 33368:057- 
33368:064. 

8511110020 Forwards proprietary CENPD-273-P, “Topical SAR for C-E Dry-Cap Cask 
f cr IS C SI (Dr/ Storage) ” Review requested. Affidavit also end. Fee paid. Rept withheld 
;■■:»! ICCFRP •■■JO) 

5:C-i. HER, A C'jrLLStion Engineering, Inc. LD-85-056. 85/11/06. ROUSE, L.C. Ad- 
vanced Fuel & Spent Fuel Licensing Branch. 5pp. 33392:052-33392:056. 

8511110084 Advises that Westinghouse will provide responses to remainder of ques- 
tions on WCAP-9226 (P) & WCAP-92 27 (NP) re steam line break methodology by 
860401. 

RAHE.E.P. Westinghouse Electric Corp. NS-NRC-85-3077. 85/10/29. 

THOMPSON, H.L. Division of Licensing (800428-851124). Ip. 33387:044-33387:044. 

8511110139 Requests NRC approve' tc change Section 3.2.9 & Exception/ Interpreta- 
tion 15a as Rev 5 to CPC-2A,per C .TF-.c:: u LCnanc-rs will ailow small organizational 
units flexibility in accomplishing assigned tasks. 

BERRY.K.W. Consumers Power Co. 85/10/21. KEPPLER.J.G. Region 3, Office of Di- 
rector. 6pp. 33386:343-33386:348. 

8511110146 Forwards response to 850925 request for addl info on QA program de- 
scribed in draft Section 11.0 of Rev 1 to NUH-001 re NUTECH modular storage sys 
for irradiated nuclear fuel. 

MASSEY, J.V. NUTECH Engineers, Inc. JVM-85-186. 85/11/04. SPRAUL.J.G. NRC - 
No Detailed Affiliation Given. 31pp. 33386:312-33386:342. 

8511110209 Forwards proprietary WCAP-10825, “Design & Licensinq Description of 
Westinghouse 1,000 MWe NSSS.” Rept withheld (ref 10CFR2.790). 

RAHE.E.P. Westinghouse Electric Corp. NS-NRC-85-3070. 85/10/01. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director (pre-851 125). 2pp. 33389:040- 
33389:041. 

8511110220 Forwards IE Info Notice 85-80, “Timely Declaration of Emergency 
Class, Implementation of Emergency Plan & Emergency Notifications.” Notice informs 
of event which resulted in emergency condition not declared in timely manner.W/o 
end. 

STOHR.J.P. Region 2, Office of Director. IEIN-85-080. 85/11/05. TETRAULT.R.E. 
Babcock & Wilcox Co. Ip. 33387:233-33387:233. 

8511110223 Accepts WCAP-8575(P) & Suppls 1-3, "Augmented Startup & Cycle 1 
Physics Program” submitted on 750825,760719,770923 & 810715 for referencing in 
license applications.Evaluation end. 

THOMAS.C.O. Standardization & Special Projects Branch. 85/10/30. RAHE.E.P. Wes- 
tinghouse Electric Corp. 2pp. 33404:062-33404:074. 

-8511110299 Topical rept evaluation accepting WCAP-8575(P) & Suppls 1-3, "Aug- 
mented Startup & Cycle 1 Physics Program,” for referencing in licensing submittals re 
verification of design methods used to calculate transient peaking factors. 

* Core Performance Branch. 85/10/30. 11pp. 33404:064-33404:074. 

8511120074 Forwards SER re reliability of TDI standby emergency diesel generators 
(SER Confirmatory Issue 64).Util required to document actions & commitments corre- 
sponding to licensing conditions & Tech Spec & operating procedure changes. 
YOUNGBLOOD, B.J. Licensing Branch 1. 85/11/05. EDELMAN.M.R. Cleveland Elec- 
tric Illuminating Co. 45pp. 33431:278-33431:338. 

-8511120081 Safety evaluation re reliability of TDI standby emergency diesel genera- 
tors for application at domestic nuclear plants.Diesel generators will provide reliable 
standby source of onsite power, w/listed license conditions. 

* NRC - No Detailed Affiliation Given. 85/11/05. 16pp. 33431:296-33431:338. 

8511120086 Responds to 840511 request for addl info re YAEC-1300P, “RELAP5YA- 
Computer Program for LWR Sys Thermal-Hydraulic Analysis.” Figures VI.9-1 to VI.9- 
9, inadvertently omitted from 851101 response, end. 

PAPANIC.G. Yankee Atomic Electric Co. FYR 85-127. 85/11/05. ZWOLINSKI.J.A. Op- 
erating Reactors Branch 5. 7pp. 33415:244-33415:250. 

8511120103 Part 21 rept re potential defect in DSR or DSRV standby diesel generator 
intake & exhaust valve springs mfg by Betts Spring Co.Users recommended to inspect 
engines for broken springs & identify original mfg. 

GUNTRUM.B.C. Transamerica Delaval, Inc. 85/11/06. Director's Office, Office of In- 
spection and Enforcement. 5pp. 33413:293-33413:297. 

8511120143 Forwards monthly status rept for TDI Diesel Generator Owners Group tech- 
nical program as of 840620.Next rept will be issued by 840718. 

RAY.C.L. TDI (Transamerica Delaval, Inc.) Owners Group. RAY.C.L. Duke Power Co. 
OGTP-86. 84/06/20. DENTON, H.R. Office of Nuclear Reactor Regulation, Director 
(pre-851 1 25). 1 p. 33433:281 -33433:291 . 

-8511120145 “TDI Diesel Generator Owners Group, Monthly Status Rept." 

RAY.C.L. TDI (Transamerica Delaval, Inc.) Owners Group. RAY.C.L Duke Power Co. 
84/06/20. 10pp. 33433:282-33433:291. 

8511120282 Discusses adequacy of emergency diesel generators mfg by TDI.Requests 
info re why NRC stopped providing documents on TDI issue to licensing boards & par- 
ties & what documents not sent to boards which bear upon resolution of issue. 
BELL.N. Nuclear Information & Resource Service. 84/06/26. BERLINGER.C. Office of 
Nuclear Reactor Regulation, Director (pre-851 125). 2pp. 33442:031-33442:032. 

8511120286 Discusses distribution of info re TDI emergency diesel generators.NRC 
should provide Nuclear Info & Resource Svc w/each document produced by TDI 
Owners Group, NRC & consultants. 

BELL.N. Nuclear Information & Resource Service. 84/09/25. BERLINGER.C. Division 
of Licensing (800428-851124). 2pp. 33442:037-33442:038. 
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8511130076 Offers info r-: : f -T Rev O pistons in R5-V12 engines at 

loads higher than in R- . .. . \:> include beefed-up structure as does 

piston used for Failure - 3 *'■ - tiv.:' gauge test work. 

MATHEWS, C.S. Transamerica Delaval, Inc. 84/07/11. BERLINGER.C.H. Division of 
Licensing (800428-851124). 2pp. 33450:318-33450:319. 

8511130078 Forwards draft marked-up “Guidelines for Permanent BWR Hydrogen 
Water Chemistry Installations,” providing basis for licensees to proceed w/permanent 
installations to minimize resource burden on licensees & NRC. 

NEILS, G.H. BWR Owners Group. NEILS, G.H. Northern States Power Co. 85/10/21. 
DENTON, H. Office of Nuclear Reactor Regulation, Director (pre-851 125). 71pp. 
33426:286-33426:357. 

8511130271 Endorses conclusions & recommendations contained in A!F Subcommittee 
on Tech Spec Improvements 851001 rept re regulatory impact on Tech Specs.Owners 
group topical rept re Tech Spec criteria will be submitted by end of 1986. 

GILL.R.L. Babcock & Wilcox Or,-r "'fir Owners Group. 85/11/04. 
DENTON, H.R. Office of Nuclear "or:, v Director (pre-851 125). 2pp. 

33427:287-33427:288. 

8511130298 Forwards for re ,,; 0 ‘.*' A "Axial Power Distribution Sensitivity 

Study for C-E NSSS," to F ...-cp . M . : ' I. - ' ■ - re evaluation model for large break 
LOCA analysis. Enel withheld (ref 10CFR2.790). 

SCrEr-R.A = Combustion T-hrc'-: LD-85-050. 85/11/05. THOMAS, C.O. 

Standardization & Special ■: r «njn . : .rn 33434:326-33434:327. 

8511130315 Requests exemption from requirements of 10CFR50(a),GDC 4 & forwards 
nonproprietary WCAP-10928, “Technical Bases for Eliminating Large Primary Loop 
Pipe Rupture as Structural Design Basis for Prairie Island Unit 2” & WCAP-10930. 
MUSOLF.D. Northern States Power Co. 85/10/21. Office of Nuclear Reactor Regula- 
tion, Director (pre-851 1 25). 3pp. 33437:067-33437:247. 

-8511130321 WCAP-10928 "Technical Bases for Eliminating Large Primary Loop Pipe 
Rupture as Structural Design Basis for Prairie Island Unit 2.” 

WITT.F.J., SWAMY.S.A., LEE.Y.S. Westinohouse Electric Corp. 85/09/30. 58pp. 
33437:116-33437:174. 

-8511130324 WCAP-10930 “Toughness Criteria for Thermally Aged Cast Stainless 
Steel.” 

WITT.F.J., KIM.C.C., CHIRIGOS.J.N. Westinghouse Electric Corp. 85/09/30. 73pp. 
33437:175-33437:247. 

8511130331 Forwards proprietary slide presentation from 851030 meeting w/NRC to 
rt:~c;;ss method r/ snlectmg axial power shapes for use in vendor large break LOCA 
mane” r : N'icav". </icl.Encl withheld (ref 10CFR2.790). 

F-uFER./ - kc ID-85-055. 85/11/05. KNIGHTON.G.W. 

Licensing Branch 3. 6pp. A'- 335 

8511130360 Forwards proprietary errata to WCAP-10858, “AMSAC Generic Design," re- 
vt me d-c-cmirnd “m- dr?\r.y £ -esponse time definition & adding figures to Section 5 
c (ref 10CFR2.790). 

BUTTERFIELD, L '.‘.'osti-g^ojsc Operating Plants Owners Group. BUTTERFIELD, L. 
Commonwealth Eds;:; 1 Cc .TC- 85/10/24. THOMAS, C.O. Standardization & Spe- 
cial Projects Branch. 2pp. 33434:334-33434:336. 

--851 1130364 Requests that errata to WCAP-10858, “AMSAC Generic Design," be 
treated as proprietary info per 1GCFR9.5(4) 

WIESEMANN.R.A. Westinghouse Electric Corp. AW-85-074. 85/10/24. THOMAS, C.O. 
Standardization & Special Projects Branch. Ip. 33434:336-33434:336. 

8511130385 Forwards nonproprietary response to NRC Request 3 for addl info on Ge- 
neric Steam Line Break Topical Rept WCAP-9226-P/ WCAP-9227-N-P, “Reactor Core 
Response to Excessive Secondary Steam Releases." 

n AHF cD Warehouse Electric Corp. NS-NRC-85-3079. 85/11/05. THOMAS, C.O. 
S:anr!i:!".i.z'i:o': i Hpci: a Projects Branch. 7pp. 33435:333-33435:339. 

8511140322 Forwards proprietary WCAP-10929, “Technical Bases for Eliminating Large 
Primary Loop Pipe Rupture as Structural Design Bases for Prairie Island Unit 2” & 
WCAP-1 0931 , , ‘ T ouc , 'nesf- Crifsrp ” Repts withheld (ref 1 0CFR2.79O). 

MUSOLF.D. Nor-iorr S!:-:os Pew:: r Co. 85/11/05. Office of Nuclear Reactor Regula- 
tion, Director (pre-851 125). 2pp. 33450:041-33450:058. 

—8511140334 Requests that proprietary WCAP-10929, “Technical Bases for Eliminating 
Large Primary Loop Pipe Rupture...” & WCAP-1 0931, “Toughness Criteria..." be with- 
held from public disclosure per 10CFR2.790. 

WIESEMANN.R.A. Westinghouse Electric Corp. CAW-85-061. 85/09/27. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851 125). 7pp. 
33450:043-33450:049. 

8511140373 Centralizes commitments re TDI diesel generators to allow issuance of final 
SER. Necessary input for license conditions provided. Info will be included in SSER 8 
(per NRC 851105 request) & in FSAR App IB. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. PY-CEI/NRR-0385. 85/11/11. 
YOUNGBLOOD, B.J. Licensing Branch 1. 9pp. 33450:050-33450:058. 

8511140517 Forwards Rev 2 to STD-R 05-007, "Cement Solidified Waste to Meet Sta- 
bility Requirements of 10CFR61.” Response to NRC comments on rept 
end. Document STD-R-05-006 withheld. 

PHILLIPS, J.W. Westinghouse Hittman Nuclear, Inc. HN-E-843. 85/11/01. 
PETERSON, C.H. Office of Nuclear Reactor Regulation, Director (pre-851 125). 18pp. 
33468:219-33468:281. 

—8511140518 STD-R-05-007 R02 Rev 2 to “Cement Solidified Waste to Meet Stability 
Requirements of 10CFR61.” 

Fr ; LIPS, J.W. Westinghouse Hittman Nuclear, Inc. 85/11/01. 45pp. 33468:237- 
33-r.ee.2c- 

8511150108 Application for amends to Licenses NPF-9 & NPF-1 7, changing Tech Specs 
to remove resistance temp detector (RTD) bypass manrfold.Nonproprietary & proprie- 
tary “RTD...Rept” & affidavit end. Proprietary rept withheld (ref 10CFR2.790). 

TUCKER H.B. Duke Power Co. 85/10/29. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851 1 25). ADENSAM.E.G. Licensing Branch 4. 4pp. 
33463:042-33463:099. 

-8511150115 Requests proprietary “Resistance Temp Detector Bypass Elimination Li- 
censing Rept for McGuire Units 1 & 2" be withheld (ref 10CFR2.790). 
WIESEMANN.R.A. Westinghouse Electric Corp. CAW-85-062. 85/09/19. 

“"NTON.KR Ofvce of Nuclear Reactor Regulation, Director (pre-851 125). 9pp. 
34 63 :j-'6-33‘‘ ; 63:054 . 


-8511150123 Nonproprietary “Resistance Temp Detector Bypass Elimination Licensing 
Rept for McGuire Units 1 Si 2.” 

* Westinghouse Electric Corp. 85/10/29. 32pp. 33463:069-33463:099. 

8511180120 Forwards nonproprietary topical rept evaluation of HAFA 1 35(F), “Instru- 
mented Insp Technique as Alternative to Hydrostatic Testing Requirements for ASME 
Class 1,2 & 3 Sys & Components.” Rept acceptable for referencing. 

THOMAS, C.O. Standardization & Special Projects Branch. 85/11/07. ASKWITH.H.H. 

H. A.F.A. Inti., Inc. 2pp. 33504:302-33504:31 3. 

—851 1 180129 Nonproprietary topical rept evaluation of HAFA 135(N), “Instrumented 
Insp Technique as Alternative to Hydrostatic Testing Requirements for ASME Class 

I, 2 & 3 Sys & Components.” Technique acceptable as testing method. 

* Standardization & Special Projects Branch. 85/04/30. 10pp. 33504:304-33504:313. 

8511180157 Forwards data on fees for completed topical repts for use in determining 
fees to be assessed for review of HAFA 135(P), “Instrumented Insp Technique as Al- 
ternative to Hydrostatic Testing Requirements for ASME Class 1,2 & 3 Sys....” 

T 1 ‘CMAS.C.G. Standardization & Special Projects Branch. 85/11/07. SOLANDER.L. 

P ennine a. Resource Analysis Branch. 3pp. 33504:267-33504:269. 

8511180170 Forwards data on fees for completed topical rept for use in determining fee 
to be assessed for review of Amend 11 to Rev 6 of NEDE-24011-P-A, “GE Std Appli- 
cation for Reactor Fuel.” 

THOMAS.C.O. Standardization & Special Projects Branch. TAC 56996. 85/11/05. 
SOLANDER.L. Planning & Resource Analysis Branch. 3pp. 33504:270-33504:272. 

8511180366 Notifies of 851120 meeting w/NRC to discuss status of scoping & produc- 
tion test programs, as well as recent submittals. Proposed meeting agenda end. 

HOBBS, S.H. Hydrogen Control Owners Group. HGN-069. 85/11/14. BERNERO.R. 
Office of Nuclear Reactor Regulation, Director (pre-851 125). 2pp. 33493:009- 
33493:010. 

8511180375 Discusses submittal of Hydrogen Control Program Plan for expeditious 
NRC review & approval. Prompt review & acceptance of info necessary to ensure con- 
tinuing progress toward resolution of hydrogen control issue. 

HOBBS.S.H. Hydrogen Control Owners Group. HGN-068. 85/11/14. BERNERO.R. 
Office of Nuclear Reactor Regulation, Director (pre-851 125). 4pp. 33493:003- 
33493:006. 

8511180382 Forwards proprietary NEDE-30996P, “Safer Model for Evaluation of LOCAs 
for Jet Pump & Non-Jet Pump Plants.” Affidavit encI.Rept withheld (ref 1 0CFR2.79O). 
PFEFFERLEN.H.C. General Electric Co. MFN-135-85. 85/11/07. THOMAS.C.O. 
Standardization & Special Projects Branch. 6pp. 33493:339-33493:344. 

8511180472 Forwards WCAP-1 081 4, “Analysis of Capsule U From South Carolina Elec- 
tric & Gas Co, Virgil C Summer Unit 1, Reactor Vessel Radiation Surveillance Pro- 
gram.” Results of review & Tech Spec change request will be forwarded by 860201. 
NAUMAN.D.A. South Carolina Electric & Gas Co. 85/11/08. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director (pre-851 125). Ip. 33495:096-33495:192. 

--8511180477 WCAP-1 081 4 “Analysis of Capsule U From South Carolina Electric & Gas 
Co, Virgil C Summer Unit 1, Reactor Vessel Radiation Surveillance Program.” 

BOGGS, R.S., FERO.A.H., KAISER.W.T. Westinghouse Electric Corp. 85/06/30. 96pp. 
33495:097-33495:192. 

8511180489 Forwards Rev 1 to BAW-1847, “Leak-Before-Break Evaluation of Margins 
Against Full Break for RCS Primary Piping of B&W-Designed Nuclear Steam Sys.” 
TAYLOR, J.H. Babcock & Wilcox Operating Plants Owners Group. 85/10/22. 

THOMAS.C.O. Standardization & Special Projects Branch. 2pp. 33497:184-33497:283. 

-8511180499 BAW-1847 R01 Rev 1 to “Leak-Before-Break Evaluation of Margins 
Against Full Break for RCS Primary Piping of B&W-Designed Nuclear Steam Sys.” 

* Babcock & Wilcox Co. 85/10/22. 102pp. 33497:186-33497:283. 

8511180501 Forwards proprietary BAW-1889P, “Piping Matl Properties for B&W Owners 
Group Leak-Before-Break Analysis of RCS Main Piping,” in support of NRC review of 
Rev 1 to BAW-1 847.Rept withheld (ref 10CFR2.790). 

TAYLOR, J.H. Babcock & Wilcox Operating Plants Owners Group. 85/10/22. 

THOMAS.C.O. Standardization & Special Projects Branch. 7pp. 33496:145-33496:151. 

8511180650 Requests remittance of fee, within 15 days of Itr receipt, for Addendum 1 to 
WCAP-1 0054, “Westinghouse Small Break ECCS Evaluation Model Using NOTRUMP 
Code for C-E NSSS.” 

MILLER, W.O. License Fee Management Branch. 85/11/06. RAHE.E.P. Westinghouse 
Electric Corp. Ip. 33503:268-33503:268. 

8511180730 Forwards State of SC 851018 Itr re topical rept, "RADLOK High Integrity 
Container.” 

NUSBAUMER.D.A. Assistant Director for State Agreements Programs. 85/10/23, 
GREEVES.J. Engineering Branch (Post 831001). HIGGINBOTHAM.L. Low-Level 

Waste & Uranium Recovery Projects Branch. Ip. 33503:164-33503:165. 

“8511180748 Advises of no addl comments re RADLOK high integrity container topical 
rept,per NRC 851001 request. 

AUTRY,V.R. South Carolina, State of. 85/10/18. NUSSBAUMER.D.A. Assistant Direc- 
tor for State Agreements Programs. Ip. 33503:165-33503:165. 

8511190025 PNO-ll-85-108:on 851 1 07, emergency diesel generator overspeed 

occurred.Util & TDI disassembling & inspecting for damage. Cause under review.Link 
pin bushing & main bearing cracked. 

CARROLL, R., PANCIERA,V. Region 2, Office of Director. 85/11/12. 2pp. 33510:163- 
33510:164. 

8511190212 Forwards topical rept evaluation of Amend 11 to Rev 6 to NEDE-24011-P- 
A, “GE Std Application for Reactor Fuel” (GESTAR ll).Rept acceptable for referencing 
in licensing applications.Publication of repiper NUREG-0390, discussed. 

THOMAS.C.O. Standardization & Special Projects Branch. 85/11/05. CHARNLEY.J.S. 
General Electric Co. 2pp. 33534:323-33534:324. 

-8511190220 Topical rept evaluation of Amend 11 to Rev 6 to NEDE-24011-P-A, “GE 
Std Application for Reactor Fuel” (GESTAR IJ).Rept acceptable for referencing in li- 
censing applications. 

* NRC - No Detailed Affiliation Given. 85/11/05. 3pp. 33534:325-33534:327. 
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8 511190213 Forwards LILCO second set of interrogatories & request for production of 
documents to TDJ. 

ROLFE.R.M. Hunton & Williams. ROLFE.R.M. Long Island Lighting Co. 84/11/07. 
SMITH, R.E. Rosenman, Colin, Freund, Lewis & Cohen. MILLSTEIN.I.M., QUINN, J.W. 
Weil, Gotshal & Manges. 9pp. 33513:299-33513:307. 

8511190259 Forwards proprietary BAW-1867P, “Fracture Toughness Test Results From 
Capsule TE1-B,” per 10CFR50 App H, Section IV. Affidavit of JH Taylor for withholding 
also encI.Rept withheld (ref 1 0CFR2.790) 

WILLIAMS, J. Toledo Edison Co. 1206. 85/11/08. DENTON, H.R. Office of Nuclear Re- 
actor Regulation, Director (pre-851125). 9pp. 33510:100-33510:108. 

8511190288 Draft Rev C to “Guidelines for Permanent BWR Hydrogen Water Chemistry 
Installations.” 

* BWR Owners Group. 85/10/11. 72pp. 33534:083-33534:156. 

8511190307 Forwards estimated costs associated w/eiimination of hydroxide to contain- 
ment spray additive sys.in response to request for info. 

BUTTERFIELD, L. Westinghouse Operating Plants Owners Group. BUTTERFIELD, L. 
Commonwealth Edison Co. OG-164. 85/11/08. HULMAN.L.G. Accident Evaluation 
Branch. 4pp. 33515:349-33515:352. 

8511190347 Application to amend License DPR-23, revising Tech Specs to delete re- 
quirement re maint of high borated water inventory in boron injection tank.per Generic 
Ltr 85-1 6.Proprietary XN-NF-85-17(P) encI.Rept withheld (ref 1 0CFR2.790).Fee paid. 
CUTTER, A.B. Carolina Power & Light Co. GL-85-16. 85/11/13. VARGA.S.A. Operat- 
ing Reactors Branch 1. 5pp. 33515:281-33515:312. 

8511190371 Comments on IE Bulletin 85-002, “Undervoltage Trip Attachments of Wes- 
tinghouse DB-50 Type Reactor Trip Breakers.” Bulletin inapplicable to plants w/DS- 
416 reactor trip breakers. 

RAHE.E.P. Westinghouse Electric Corp. NS-NRC-85-3080. 85/11/08. TAYLOR, J.M. 
Director’s Office, Office of Inspection and Enforcement. 2pp. 33511:266-33511:272. 

8511190377 Forwards WCAP-10867, "Analysis of Capsule U From Duquesne Light Co 
Beaver Valley Unit 1 Reactor Vessel Radiation Surveillance Program." Results provide 
basis for rev to RCS heatup & cooldown curves.Tech Spec change will be initiated. 
CAREY, J.J. Duquesne Light Co. 85/11/12. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). Ip. 33509:188-33509:290. 

-8511190379 WCAP-10867 “Analysis of Capsule U From Duquesne Light Co Beaver 
Valley Unit 1 Reactor Vessel Radiation Surveillance Program." 

BOGGS.R.S., ANDERSON, S.L., KAISER.W.T. Westinghouse Electric Corp. 85/09/30. 
101pp. 33509:189-33509:290. 

8511190380 Forwards proprietary XN-NF-85-64(P), “Plant Transient Analysis for DC 
Cook Unit 2 W/10% Steam Generator Tube Plugging.” Rept withheld (ref 
10CFR2.790(h)). 

COPELAND, R.A. Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). RAC:070:85. 85/11/ 
15. DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 5pp. 
33511:001-33511:005. 

8511190382 Forwards proprietary errata to Vol 1 to XN-NF-84-105(P), “XCOBRA- 
T:Computer Code for BWR Transient Thermal-Hydraulic Core Analysis." Errata with- 
held (ref 1 0CFR2.790). 

WARD.G.N. Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). GNW:1 00:85. 85/11/12. 
THOMAS, C.O. Standardization & Special Projects Branch. Ip. 33515:339-33515:339. 

8511200197 Forwards Rev 1 to NUH-001, “Topical Rept for NUTECH Horizontal Modu- 
lar Storage Sys for Irradiated Nuclear Fuel.” Rept describes design of horizontal stor- 
age module & dry shielded canister. 

MASSEY.J.V. Nutec, Inc. 26040. 85/11/11. ROUSE, L.C. Advanced Fuel & Spent Fuel 
Licensing Branch. 8pp. 33554:019-33555:150. 

“8511200205 NUH-001 R01 Rev 1 to “Topical Rept for NUTECH Horizontal Modular 
Storage Sys for Irradiated Nuclear Fuel.” 

* Nutec, Inc. 26040. 85/11/30. 400pp. 33554:027-33555:150. 

8511210062 Forwards NEDO-24011-A-7, "GE Std Application for Reactor Fuel” & 
NEDO-24011-A-7-US, "GE Std Application for Reactor Fuel (Suppl for US).” 

CHAR N LEY, J.S. General Electric Co. MFN-139-85. 85/11/13. THOMAS, C.O. Stand- 
ardization & Special Projects Branch. 1 p. 33547:289-33550:305. 


8511250030 Forwards clarification of concerns re rev to NEDQ-30638 on QA of com- 
mercial grade devices.GE proposal to modify rept by addition of matl in attachment as 
Subparagraph 1 .7. 

SHIRLEY, N.C. General Electric Co. MFN# 137-85. 85/11/11. THOMAS, C.O. Stand- 
ardization & Special Projects Branch. 2pp. 33592:187-33592:188. 

8511250195 Decision ALAB-824, affirming ALAB 850614 partial initial decision that TDI 
emergency diesel generators installed at facility satisfy GDC 17 requirements for first 
fuel cycle. Served on 851121. 

SHOEMAKER, C.J. Atomic Safety and Licensing Appeal Panel. #485 264. OL. 85/11/ 
21. 15pp. 33590:328-33590:342. 

8511250357 Responds to request for addl info re 850913 application for amends to Li- 
censes DPR-57 & NPF-5, allowing 60 s closure time limit for scram discharge vol vent 
& drain valves.Figure 6.2.2 from GE NEDO-24342 re scram sys pipe breaks end. 
GUCWA.L.T. Georgia Power Co. SL-85-11 . 85/11/18. STOLZ.J.F. Operating Reactors 
Branch 4. 3pp. 33595:360-33595:362. 

8511260229 Informs that 850930 application for withholding GE 850301 & 0924 repts 
on setpoint methodology from public disclosures per 10CFR2.790 approved. 
YOUNGBLOOD, B.J. Licensing Branch 1. 85/11/08. CAROLAN.J.F. LRG Instrumenta- 
tion Setpoint Methodology Group. 4pp. 33639:308-33639:311. 

8511260314 Forwards Safety Insp Rept 50-322/85-39 on 851001-31.No noncompliance 
noted. 

KISTER.H.B. Region 1, Office of Director. 85/11/20. LEONARD, J.D. Long Island 
Lighting Co. 5pp. 3361 7:035-3361 7:055. 

“8511260323 Insp Rept 50-322/85-39 on 851 001 -31. No unacceptable conditions 
noted. Major areas inspected: Part 21 diesel generator notification from American Air 
Filter re TDI diesels & 5% power ascension test program. 

BERRY, J.A., CONNER, E.L., STROSNIDER.J.R. Region 1, Office of Director. 85/11/ 
14. 16pp. 33617:040-33617:055. 

8511260387 Forwards memorandum supporting defendant motion to dismiss util com- 
plaint against TDI for failure to state c'aim & stay discovery. 

ROLFE.R.M. Hunton & Wiliams. 65. 1 1:20 CAR- SC, R. NRC - No Detailed Affiliation 
Given. 91pp. 33612:285-33613:013. 

8511260397 Forwards proprietary errata to Page A-5 of Rev 0 to XN-NF-85-74(P), 
“RODEX2A,(BWR) Fuel Rod Thermal-Mechanical Evaluation Model," correcting 
typo. Errata withheld (ref 10CFR2.790). 

WARD.G.N. Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). GNW:101;85. 85/11/12. 
THOM AS, C.O. Standardization & Special Projects Branch. Ip. 33614:109-33614:109. 

8511260439 Forwards Exxon Nuclear Co XN-NF-85-117, “St Lucie Unit 1 Revised 
LOCA-ECCS Analysis W/15% Steam Generator Tube Plugging,” in support of 851017 
proposed license amend re LHGR limits. 

WILLIAMS, J.W. Florida Power & Light Co. L-85-430. 85/11/08. BUTCHER, E.J. Oper- 
ating Reactors Branch 3. Ip. 33615:296-33616:001. 

-8511260444 XN-NF-85-117 “St Lucie Unit 1 Revised LOCA-ECCS Analysis W/15% 
Steam Generator Tube Plugging." 

JENSEN, S.E., HOLM.J.S., WARD.G.N. Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). 
85/11/05. 68pp. 33615:298-33616:002. 

8511260501 Forwards Rev 1 to 290004-001, “QA Topical Rept for Dry Spent Fuel Stor- 
age/Transport Casks Mfg in Federal Republic of Germany for Use in US.” Response 
to 850813 request for addl info also end. 

KINGSLEY, K.R. General Nuclear Systems, Inc. C8511-01. 85/11/13. ANKRUM.G.T. 
Division of QA, Vendor & Technical Training Center Programs (Post 850212). 5pp. 
33611:213-33612:061. 

“8511260504 29004-001 R01 Rev 1 to “QA Topical Rept for Dry Spent Fuel Storage/ 
Transport Casks Mfg in Federal Republic of Germany for Use in US." 

BONIFACIO, A.B., kuNGSLEY.K.R., BARNHART.V.J. General Nuclear Systems, Inc. 
85/10/10. 200pp. 33611:218-33612:061. 


“8511210066 NEDO-24011-A-7 “GE Std Application for Reactor Fuel.” 
SHERWOOD, G.G. General Electric Co. 85/08/31. 750pp. 33547:290-33550:019. 


-8511210069 NEDO-24011-A-7-US “GE Std Application for Reactor Fuel (Suppl for 
SHERWOOD, G.G. General Electric Co. 85/08/31. 300pp. 33550:020-33550:305. 


8511210379 Forwards proprietary NEDC-3096P, “BWR Owners Group Tech Spec Im- 
provement Methodology (W/Demonstration for BWR ECCS Actuation 
Instrumentation), Part 1." Affidavit also end. Rept withheld (ref 10CFR2.790). 

FULTON, J.M. BWR Owners Group. FULTON, Xm. Boston Edison Co. BWROG-8540. 
85/11/14. THOMAS, C.O. Office of Nuclear Reactor Regulation, Director (pre-851125). 
5pp. 33552:172-33552:176. 


8511220050 Notification of 851203 meeting w/B&W Owners Group in Bethesda,MD to 
discuss issues of current interest between B&W Owners Group analysis committee & 
NRC. Agenda end. 

PAULSON, W. Operating Reactors Branch 4. 85/11/14. STOLZ.J.F. Operating Reac- 
tors Branch 4. 3pp. 33603:263-33603:266. 

8511220328 Forwards proprietary Rev 1 to Suppl 4 to XN-NF-82-06(P), “Qualification of 
Exxon Nuclear Fuel for Extended Burnup (BWR),” & Rev 1 to Suppl 5, “Qualification 
of Exxon... for Extended Burnup (PWR). Repts withheld (ref 10CFR2.790). 

WARD.G.N. Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). GNW:093:85. 85/11/20. 
THOMAS, C.O. Standardization & Special Projects Branch. 2pp. 33570:099-33570:100. 

8511220331 Board Notification 85-090:forward$ TDI 851106 Part 21 rept re potential 
problem w/emergency diesel generator engine intake & exhaust valve springs fur- 
nished by Betts Springs Co. Issue resolved. 

THOMPSON.H.L. Division of Licensing (800428-851124). 85/11/21. PALLADINO 
Commissioners. 5pp. 33614:116-33614:125. 


8511270053 Notification of 851210 meeting w/B&W Owners group in Bethesda.MD to 
discuss Tech Spec program. 

PAULSON, W.A. Operating Reactors Branch 4. 85/11/21. STOLZ.J.F. Operating Reac- 
tors Branch 4. 3pp. 33646:039-33646:041, 

8511270080 Notification of 851212 meeting w/B&W Owners Group in Bethesda.MD to 
discuss reactor trip breaker test interval. 

PAULSON, W.A. Operating Reactors Branch 4. 85/11/21. STOLZ.J.F. Operating Reac- 
tors Branch 4. 3pp. 33645:357-33645:360. 

8511270105 Memorandum & order granting applicant 850731 request for motion for 
summary disposition of Contention 14 re TDI emergency diesel generators.Contention 
dismissed.Served on 851 125. 

MARGULIES.M.B., LINENBERGER.G., PARIS, O.H. Atomic Safety and Licensing 
Board Panel. #485 321. OL. 85/11/25. Georgia Power Co. 7pp. 33625:001- 
33625:007. 


WASTE MGT NUCLEAR WASTE MANAGEMENT 


8501300068 Forwards “Remedial Action Plan for Stabilization of Inactive U Mill Tailings 
Site at Shiprock.NM” & Shiprock remedial action plan & site conceptual design, NRC 
840906 & 1004 comments & DOE 841207 responses. 

THEMELIS.J.G. Energy, Dept. of. 84/12/14. HIGGINBOTHAM, L. Low-Level Waste & 
Uranium Recovery Projects Branch. 56pp. 28672:013-28672:339. 

“8501300070 “Remedial Action Plan for Stabilization of Inactive U Mill Tailings Site at 
Shiprock, NM.” 

* Energy, Dept. of. 84/12/31. 250pp. 28672:070-28672:339. 


8511220333 Board Notification 85-091 :submits info re Grand Gulf TDI emergency diesel 
generator overspeed condition on 851106. Probably caused by malfunction of Wood- 
ward governor mechanism.Damage being assessed & evaluated. 

THOMPSON, H.L. Division of Licensing (800428-851124). 85/11/21. PALLADINO 
Commissioners. 2pp. 33614:126-33614:127. 


8501300086 Responds to 840629 request to withhold topical rept re ENVIRALLOY high 
integrity containers from public disclosure. Proprietary matl will be withheld during 
course of review (ref 10CF2.790). 

BARRETT.LH. Engineering Branch (Post 831001). 84/10/11. HAELSIG.R.T. Nuclear 
Packaging, Inc. 3pp. 28684:263-28684:266. 
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-8501300089 Concurs w/draft Itr to R Haelsig re request for withholding info re ENVIR- 
ALLOY high integrity container from public disclosure subj to substitution of second 
full paragraph on first page w/paragraph listed. 

SHOMAKER.E.C, Operations & Administrative Division. 84/10/11. TOKAR.M. Engi- 
neering Branch (Post 831001). Ip. 28684:266-28684:266. 

8501300141 Forwards addl info needed & deficiencies noted in 841119 memo to deter- 
mine that TFC Nuclear Assoc NUHIC high integrity containers package meets Type A 
packaging requirements. 

MACDONALD, C.E. Transportation Certification Branch. 85/01/10. BARRETT, LH. En- 
gineering Branch (Post 831001). 2pp. 28684:232-28684:233. 

8511050311 Requests recipient study feasibility of failed high level waste fuel canister 
as heat engine for redistributing radioactive mat! in environ.NRC needs program to es- 
timate interactions. 

SHEWMON.P. ACRS - Advisory Committee on Reactor Safeguards. 85/10/26. 
CATTON,!. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 33339:314- 
33339:315. 

8511110163 Forwards subcontract documents & Vols l-IV of calculations to 
“UMTRAP.Lakeview.OR.” Bid work anticipated around Feb 1986 for const start 
approx May 1 986.Comments requested by 851122. 

HOPKINS, R.E. Morrison-Knudsen Engineers, Inc. 85/10/22. HAWKINS, E.F. Uranium 
Recovery Field Office. 4pp. 33418:005-33421:133. 

-8511110168 “UMTRAP Lakeview.OR.Subcontract Documents, Preliminary Design for 
Review.” 

* Morrison-Knudsen Engineers, Inc. 85/10/31. 214pp. 33418:009-33418:222. 

-8511110172 Vols l-IV to "UMTRAP Lakeview.OR, Calculations, Preliminary Design for 
Review." 

* Morrison-Knudsen Engineers, Inc. 85/10/31. 1,000pp. 33418:223-33421:133. 

8511110475 "Technical Assistance for Assessment of Repository Siting & Design,” 
quarterly progress rept for Jul-Sept 1985. 

AMEY.E.B. Interior, Dept, of, Bureau of Mines. FIN B-6934. 2524. 85/11/01. 
FLEENOR.C. Division of Contracts. 2pp. 33404:009-33404:010. 

8511120012 “Evaluation & Compilation of DOE Waste Package Test Data," monthly 
progress Itr rept for June 1985. 

INTERRANTE.C.G. Commerce, Dept, of, National Bureau of Standards. FIN A-4171. 
2525. 85/10/11. WICK.E.A. Engineering Branch (Post 831001). 2pp. 33442:192- 
33442:193. 

8511 120198 Reviews DOE response re seismotectonic characterization as concurrence 
condition in Shiprock remedial action plan. Info superseded by Sept 1985 seismic haz- 
ards assessment chapter of DOE UMTRAP design manual. 

KNAPP, M.R. Geotechnical Branch (Post 831001). 85/10/17. HIGGINBOTHAM.L. 
Low-Level Waste & Uranium Recovery Projects Branch. 5pp. 33433:329-33433:333. 

8511120277 Forwards listing of documents requested from NRC High Level Waste Site 
Project correspondence log completed by R Cook. Date for Document 00774, “Cur- 
rent BWIP Project Issues for Discussion W/Davis," should be changed to 840416. 
RUSSELL, C.F. NRC - No Detailed Affiliation Given. 1586. 85/09/10. HALFMOON, R.T. 
Nez Perce Tribal Council. 5pp. 33442:024-33442:028. 

8511120280 Comments on progress Itr for FIN A-3164, "Review of DOE Waste Pack- 
age Program," & FIN A-3167 Review of Waste Package Verification Tests.” Progress 
to date satisfactory. 

WICK.E.A. Engineering Branch (Post 831001). FIN A-3164. 2522. 85/10/04. SOO.P. 
Brookhaven National Laboratory. 2pp. 33442:029-33442:030. 

8511120285 Forwards onsite const review of Shiprock project.Review of testing records 
indicated that of more than 300 moisture/density tests performed to date, 2/3 resulted 
in moisture contents which deviated from specs. 

HIGGINBOTHAM.L. Low-Level Waste & Uranium Recovery Projects Branch. 85/10/ 
18. THEMELIS.J.G. Energy, Dept. of. 4pp. 33442:033-33442:036. 

8511120288 Forwards request for addl info re erosion protection design at 
Shiprock, NM. Insufficient info provided in 850906 Itr to substantiate DOE claim that 
cost of erosion protection for PMF excessive & proposed design meets EPA criteria. 
HIGGINBOTHAM.L. Low-Level Waste & Uranium Recovery Projects Branch. 85/10/ 
15. THEMELIS.J.G. Energy, Dept. of. 2pp. 33442:039-33442:040. 

8511120290 Ack receipt of minutes from 850907 meeting.Emendations listed. 

AVERY, R.E. Operations & Administrative Division. FIN D-1035. 2537. 85/10/25. 
SMITH, T.H. EG&G Idaho, Inc. (subs, of EG&G, Inc.). 2pp. 33442:041-33442:042. 

8511120294 Responds to Sept 1985 monthly progress rept dtd 851007, “Lab Evalua- 
tion of DOE Radionuclide Solubility Data & Selected Retardation 
Parameters, Experimental Strategies, Lab Techniques & Procedures." Progress satis- 
factory. 

BRADBURY, J.W. Geotechnical Branch (Post 831001). FIN B-0290. 2542. 85/10/25. 
JACOBS, G.K. Oak Ridge National Laboratory. 2pp. 33442:056-33442:057. 

8511120300 Responds to Aug 1985 monthly progress rept dtd 850913 re technical as- 
sistance under Contract NRC-02-82-046.Progress to date satisfactory. 

POHLE.J.A. Geotechnical Branch (Post 831001). FIN B-7377. 2505. 85/10/04. 
WILLIAMS.R.E. Williams & Associates. Ip. 33442:061-33442:061. 

8511120305 Responds to Aug 1985 monthly progress rept dtd 850915 re status of tech- 
nical assistance under Contract NRC-02-82-047. Progress to date satisfactory. 
POHLE.J.A. Geotechnical Branch (Post 831001). FIN B-7378. 2504. 85/10/04. 
BUSS.D.R. GeoTrans, Inc. Ip. 33442:062-33442:062. 

8511120310 Ack receipt of 850822-31 monthly rept, “Technical Assistance for Design 
Reviews." Statement of actual costs for reporting period requested. 

TIKTINSKY,D.H. Engineering Branch (Post 831001). FIN D-1016. 2509. 85/10/04. 
HART.R. ITASCA Consulting Group, Inc. Ip. 33442:063-33442:063. 

8511120362 Forwards revised final draft, “Seismic Studies,” for review. Wording 
changes discussed in Sept 1985 meeting incorporated & marked-up Section 4.0 re 
seismic acceleration at site added. 

RAGER.R. Jacobs Engineering Group, Inc. 85/10/18. JAGANATH.B. Low Level 
Waste Licensing Branch. 1 1 pp. 33442:008-33442:01 8. 

8511120377 “Reviewing Hydrogeologic Investigations of Nevada Test Site- Project C,” 
final monthly progress rept for Sept 1985. 

WILLIAMS.R.E. Williams & Associates. FIN B-7377-2. 2495. 85/10/08. POHLE.J. Divi- 
sion of Waste Management 4pp. 33439:057-33439:060. 


8511120391 Forwards comments on TAR 85860, “Project Surveillance & Maint Plan.” 
Comments submitted on 850517 not addressed. Concerns remain re premature devel- 
opment of compliance procedures before generic license requirements developed. 
KNAPP.M.R. Geotechnical Branch (Post 831001). 85/10/23. HIGGINBOTHAM.L 
Low-Level Waste & Uranium Recovery Projects Branch. 4pp. 33439:078-33439:081. 

8511120422 Submits NNWSI site rept for 851001-18. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 796. 85/10/21. 

BROWNING, R.E. Division of Waste Management. 205pp. 33439:157-33439:361. 

8511120425 Forwards performance & payment bonds for Argee Corp for UMTRAP Co- 
operative Agreement DE-FC04-81AL163Q9 between DOE & State of UT. 

HOYAL.J.G. Energy, Dept. of. 85/10/29. HIGGINBOTHAM.L Low-Level Waste & Ura- 
nium Recovery Projects Branch. 9pp. 33433:266-33433:274. 

8511120427 Provides course of action agreed upon to facilitate approval of supplemen- 
tal stds at Firehouse 1 .per conversation w/ D Soilenberger.Concurrence on supple- 
mental stds for property requested. 

THEMELIS.J.G. Energy, Dept. of. 85/10/18. HIGGINBOTHAM.L. Low-Level Waste & 
Uranium Recovery Projects Branch. 2pp. 33433:264-33433:265. 

8511120440 Notifies that no DOE/TAC/ state comments received on radiological & engi- 
neering assessment for Location SLC 070. Review form end. 

PEPIN, J. Morrison-Knudsen Engineers, Inc. 85/10/21. SENA.R. Energy, Dept. of. 2pp. 
33433:251-33433:252. 

8511120443 Summary of States & Indian Tribes/ DOE quarterly 850808-09 meetings in 
Denver, Co.Agenda, list of meeting attendees & viewgraphs end. 

MATTSON, D.R. Policy & Program Control Branch (Post 831001). 85/09/19. 
BUNTING, J.O. Policy & Program Control Branch (Post 831001). 79pp. 33438:154- 
33438:232. 

8511120446 Forwards draft outline for technical evaluation rept re review of proposed 
Lakeview remedial action.Outline provides general guidance re specific issues to be 
covered within each technical area. 

GARCIA, P.J. Uranium Recovery Field Office. 85/11/04. HAWKINS, E.F. Uranium Re- 
covery Field Office. 2pp. 33438:233-33438:234. 

8511120448 Notifies that no DOE/TAC/Tribe comments received for Shiprock radiologi- 
cal engineering assessment for Location SH-13.Review forms end. 

PEPIN, J. Morrison-Knudsen Engineers, Inc. 85/10/21. SENA.R. Energy, Dept. of. 3pp. 
33433:358-33433:360. 

8511120452 Trip rept of attendance at workshop, “Site Characterization for Risk Analy- 
sis of Hazardous & Toxic Waste Sites," at Army Engineering Waterways Experiment 
Station in Vicksburg, MS. 

WALKER, W. Repository Projects Branch (Post 831001). 85/10/16. MILLER.H.J. Re- 
pository Projects Branch (Post 831001). 2pp. 33438:152-33438:153. 

8511120453 Trip rept of 850923-25 visit to Reno,NV for Second US Mine Ventilation 
Symposium.Symposium organized to promote better communication among prof com- 
munity & to provide forum for exchange of technical developments. 

TANIOUS.N.S. Engineering Branch (Post 831001). 85/10/23. GREECES.J.T. Engi- 
neering Branch (Post 831001). 9pp. 33438:235-33438:243. 

8511120454 Comments on LLL 850915 Monthly Mgt Ltr 29 re progress under FIN A- 
0294 for Aug 1985. Progress to date appears satisfactory.Trip rept for R Purcell Sept 
visit to NNWSI site during Oct. 

BLACKFORD, M.E. Geotechnical Branch (Post 831001). FIN A-0294. 2510. 85/10/03. 
CHUNG, D. Lawrence Livermore National Laboratory. Ip. 33438:244-33438:244. 

8511120455 Notifies of 851022-25 initial meeting w/Williams & Assoc Inc, in Silver 
Spring, MD for planning & organizational purposes. Pertinent DOE documents for all 
high level waste sites not in recipient ref library should be identified. 

POHLE.J.A. Geotechnical Branch (Post 831001). FIN D-1020. 2501. 85/10/11. 
WILLIAMS.R.E. Williams & Associates. Ip. 33438:245-33438:245. 

8511130004 “Review of DOE Waste Package Program” & “Review of Waste Package 
Verification Tests," monthly mgt Itr for Sept 1985. 

KATO.W.Y. Brookhaven National Laboratory. FIN A-3167. 2543. 85/10/18. WICK.E.A. 
Uranium Fuel Licensing Branch. 24pp. 33456:030-33456:053. 

8511130005 Forwards draft Rev 1 to WPR-85(581 2-04)-2, “Operating Plan for Licensing 
Info Mgt & Open Item Tracking Sys Pilot Project Demonstration Program.” 

JOHNSON, R.L. Aerospace Corp. FIN A-4167. 2541. 85/11/01. BENDER, A. Policy & 
Program Control Branch (Post 831001). Ip. 33455:333-33455:333. 

“8511130006 WPR-85(581 2-04)-2 R1 Draft Rev 1 to “Operating Plan for Licensing Info 
Mgt & Open Item Tracking Sys Pilot Project Demonstration Program,” Subtask 1 to 
Task Order 004, “Programmatic Sys Studies & Analyses." 

* Aerospace Corp. FIN A-4167. 85/10/31. Policy & Program Control Branch (Post 
831001). 60pp. 33455:334-33456:029. 

8511130019 Forwards compiled comments on DOE 850607 Itr & suggested draft Itr 
from Linehan to Vieth re exploratory shaft const & sealing to be used to forward com- 
ments to DOE. 

GUPTA, D. Engineering Branch (Post 831001). 791. 85/10/17. STABLEIN.K. Reposi- 
tory Projects Branch (Post 831001 ). 1 5pp. 33455:271 -33455:31 7. 

8511130021 Forwards monthly update & schedule for Site & Engineered Barriers Dept 
activities in precharacterization phase. 

OLSON, O.L Energy, Dept. of. 1612. 85/10/24. HUSSEMAN.T. Washington, State of. 
POWER, M.S. Evergeen State College, Olympia, WA. JIM.R.R. Yakima Indian Nation, 
6pp. 33454:355-33454:360. 

8511130024 Forwards DOE comments & radiological assessment coordinator resolu- 
tions for Durango Site DU-221 radiological environ assessment. Boreholes 35 & 36 
clean & part of sidewalk demolition may be avoided. 

PEPIN, J. Morrison-Knudsen Engineers, Inc. 85/10/18. SENA.R, Energy, Dept of. 2pp. 
33450:360-33450:361. 

8511130029 Forwards DOE comments & radiological assessment coordinator resolu- 
tions for Salt Lake City Site SL-206 radiological environ assessmentSoil data indicat- 
ed that SL-206 clean & required no remedial action. 

PEPIN, J. Morrison-Knudsen Engineers, Inc. 85/10/18. SENA.R. Energy, Dept. of. 2pp. 
33450:358-33450:359. 
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8511130034 Forwards info from Western Field Operations Ctr & Minerals Availability 
Field Ofc supporting issues discussed during 851011 teicon. 

REUSS.J.L. interior, Dept, of, Bureau of Mines. FIN D-1010. 2494. 85/10/15. LEE.R. 
Geotechnical Branch (Post 831001). 14pp. 33450:340-33450:353. 

8511130039 Forwards summary of 851002 kickoff meeting w/CorSTAR Research.lnc in 
Silver Spring, MD to discuss, “Benchmarking of Computer Codes & Licensing Assist- 
ance." 

BROOKS, P.P. Repository Projects Branch (Post 831001). NRC-Q2-81-026. 2533. 85/ 
10/11. MILLER, H.J. Repository Projects Branch (Post 831001). Ip. 33450:325- 
33450:339. 

-8511130050 Summary of 851002 kickoff meeting w/CorSTAR Research.lnc in Silver 
Spring, MD to discuss, “Benchmarking of Computer Codes & Licensing Assistance.” 
List of attendees & viewgraphs end. 

BROOKS.P.P. Repository Projects Branch (Post 831001). FIN B-6985. NRC-02-81- 

026. 85/10/07. Repository Projects Branch (Post 831001). 14pp. 33450:326- 
33450:339. 

8511130079 Forwrds comments on revised program plan dtd 850831 & Aug 1985 
progress rept for FIN A-4165.Comment§ address closed-form analytical performance 
model, NRC uncertainty research & view of REPREL computer code. 

CHANG.K.C. Engineering Branch (Post 831001). FIN A-4165. 2508. 85/10/02. 
STEPHENS, K.W. Aerospace Corp. 4pp. 33450:314-33450:317. 

8511130085 Forwards DOE/TAC/State comments & radiological coordinator resolutions 
for Salt Lake City Site SL-061 radiological & engineering assessment. 

PEPIN, J.G. Morrison-Knudsen Engineers, Inc. 85/10/25. SENA,R. Energy, Dept. of. 
3pp. 33450:309-33450:311. 

8511130087 Ack receipt of Aug 1985 monthly progress repts dtd 850913. Work per- 
formed during Aug satisfactory. Separate comment sections for Projects A1166.A1158 
& A1 757 provided. 

COLEMAN, N.M. Geotechnical Branch (Post 831001). FIN A-1757. 2511. 85/10/02. 
CRANWELL.R. Sandia National Laboratories. 3pp. 33450:306-33450:308. 

8511130089 Forwards suggested table of contents for interim & final repts under con- 
tract DR-85-1701. 

JORDAN, J.S. John S. Jordan & Associates, Inc. FIN D-1036. 2532. 85/10/24. 
BENDER, A. Policy & Program Control Branch (Post 831001). 3pp. 33450:303- 
33450:305. 

8511130090 Forwards DOE comments & radiological assessment coordinator resolu- 
tions for Salt Lake City Site SL-071 radiological & engineering assessment. 

PEPIN, J. Morrison-Knudsen Engineers, Inc. 85/10/31. SENA.R. Energy, Dept. of. 5pp. 
33450:298-33450:302. 

8511130094 Slide presentation entitled, “BWIP Exploratory Drift Heat From Fissure 
Water." 

* Raymond Kaiser Engineers, Inc. * Parsons, Brinkerhoff, Quada & Douglas, Inc. 
1589. 85/10/07. 57pp. 33454:257-33454:313. 

8511130095 Forwards update to 850806 list of NRC contacts established under NRC/ 
DOE site-specific procedural agreement for QA. Change in telephone number & in 
NRC point of contact for waste package also noted. 

LINEHAN.J.J. Repository Projects Branch (Post 831001). 1190. 85/09/17. NEFF.J.O. 
Energy, Dept. of. 2pp. 33450:294-33450:295. 

8511130099 Advises that data base training rescheduled from 851029-31 to 851125- 

27. Change due to large number of schedule conflicts identified by training participants. 
NEFF.J.O. Energy, Dept. of. 85/10/18. LINEHAN.J.J. Repository Projects Branch 
(Post 831 001). Ip. 33450:293-33450:293. 

8511130101 Forwards DOE comments/radiological assessment coordinator resolutions 
for Riverton radiological & engineering assessmentReview form end. 

REPIN, J. Morrison-Knudsen Engineers, Inc. 85/10/18. SENA.R. Energy, Dept. of. 4pp. 
33454:351-33454:354. 

8511130104 Forwards comments & concerns re CNSI-FRP-14571-01, “Fiberglass Rein- 
forced Plastic High Integrity Containers.” Revised schedule for completion of review 
also end. Ends withheld. 

TIKTINSKY.D. Engineering Branch (Post 831001). 85/10/18. POPPE.L.K. Chem-Nu- 
clear Systems, Inc. Ip. 33454:343-33454:343. 

8511130107 Forwards formal comments from review of topical rept “Envirostone & 
Portland Cement Encapsulation of Radioactive Filter Elements.” Response requested 
before 851213,W/o end. 

CHANG, K. Engineering Branch (Post 831001). 85/10/10. BURNUM.S.T. Pacific Nu- 
clear Sys, Inc. Ip. 33454:342-33454:342. 

8511130108 Forwards proposed agenda for 851016 program review of FINs B-0287, 
“Technical Assistance in Geochemistry" & B-0290, “Lab Evaluation of Retardation 
Parameters." 

JACKSON, K.C. Geotechnical Branch (Post 831001). FIN B-0290. 2497. 85/10/08. 
NICHOLSON, T. Office of Nuclear Regulatory Research, Director. 3pp. 33454:339- 
33454:341. 

8511130116 Forwards review comments on Pacific Nuclear Sys & Svcs generic topical 
rept, "Envirostone & Portland Cement Encapsulation of Radioactive Filter Elements." 
W/o ends. 

HIGGINBOTHAM, L. Low-Level Waste & Uranium Recovery Projects Branch. 85/10/ 
17. NUSSBAUMER.D.A. Assistant Director for State Agreements Programs. Ip. 
33454:336-33454:336. 

8511130118 Forwards “NRC Comments on Jul 1985 Draft Project Decision Schedule 
DOE Ofc of Civilian Radwaste Mgt.” Comments on activities during & after FY88 
listed as well as general comments. 

PALLADINO.N.J. Commissioners. 85/10/24. RUSCHE.B.C. Energy, Dept. of. 13pp. 
33454:323-33454:335. 

8511130119 Forwards trip rept of attendance at 850926 sorption workshop in Los 
Alamos, NM.Tandetron, using mass & charge analysis, coupled w/nuciear reaction 
analysis,selected as analytical equipment. 

MARGENSTEIN.M. Desert Research Institute. 85/10/24. STABLEIN.K. NRC - No De- 
tailed Affiliation Given. 9pp. 33454:314-33454:322. 


8511130128 Forwards draft “Remote Sensing Analysis of Southern Walker Line W/Em- 
phasis on Yucca Mountain Area." Study continuing. 

CHUNG.D.H. Lawrence Livermore National Laboratorv. FIN A-0294. 2534. 85/10/24. 
BLACKFORD, M.E. Geotechnical Branch (Post 831001). Ip. 33455:201-33455:270. 

-8511130139 Draft “Remote Sensing Analysis of Southern Walker Line W/ Emphasis 
on Yucca Mountain Area.” W/two oversize maps. 

WALKER, N.D. Lawrence Livermore National Laboratory. FIN A-0294. 85/10/23. NRC 
- No Detailed Affiliation Given. 68pp. 33455:202-33455:270. 

8511130158 Submits followup comments on BWIP/NRC 850522 hydrology workshop re 
changes in testing plans since Dec 1 984, including reduced scale hydraulic stress test 
at RRL-2 cluster prior to exploratory shaft drilling. 

GORDON, M., COLEMAN, N. Geotechnical Branch (Post 831001). LINEHAN.J.J. Re- 
pository Projects Branch (Post 831001). 1592. 85/07/02. OLSON, O.L. Energy, Dept. 
Of. 7pp. 33455:159-33455:200. 

8511130162 Responds to Aug 1985 month 1 '/ progress -ept Approaches to minimize 
delays due to sys congestion under :r.vos: g : i!!cr.. No!/ caucn of workable approach 
will be sent within wk. 

BROOKS.P.P. Repository Projects Branch (Post 831001). FIN B-6985. 2503. 85/10/ 
07. VOGT.D.K. CorSTAR Research, Inc. Ip. 33447:360-33447:360. 

8511130163 Monthly progress rept for Contract NRC-02-85-002 for Sept 1985. 

HART.R.D. ITASCA Consulting Group, Inc. FIN D-1016. 2517. 85/10/11. 

TIK i INSKY, D. Division of Waste Management. 4pp. 33454:253-33454:256. 

8511130171 “Technical Assistance in Seismo-Tectonic Impacts in Repositories," 
Monthly Mgt Ltr 30 for Sept 1985. 

CHUNG.D.H., CUMMINGS, G.E. Lawrence Livermore National Laboratory. FIN A-0294. 
2516. 85/10/15. BLACKFORD, M.E. Geotechnical Branch (Post 831001). 3pp. 
33447:357-33447:359. 

8511130185 Requests review of data on porosity & thickness of Topopah Spring 
member contained in listed documents.Variograms should be developed & feasibility 
of applying geostatistics to parameters such as porosity & thickness analyzed. 
TIKTINSKY.D.H. Engineering Branch (Post 831001). FIN B-7328. 2498. 85/10/04. 
SINGH, M. Engineers International, Inc. 2pp. 33447:355-33447:356. 

8511130202 Document reviews of BMI/DNWI-536, “Salt Repository Seal 
Matls:Synopsis of Early Cementation Matls Development" & DWNI-243, “Technical 
Basis for Establishing Salt Test Facility.” 

MUKHERJEE.A. Engineers International, Inc. FIN B-7328. 1085-10-21. 85/10/14. 
TIKTINSKY.D. High Level Waste Technical Development Branch. 14pp. 33447:341- 
33447:354. 

8511130207 Forwards TAC comments & RAC resolutions for Salt Lake City radiologic 
environ assessment for Location SL024.Submittal constitutes final, approved radiologic 
environ assessment. 

PEPIN, J. Morrison-Knudsen Engineers, Inc. 85/10/29. SENA.R. Energy, Dept. of. 6pp. 
33447:335-33447:340. 

8511130218 Forwards modified pages specifying that DOE repts being reviewed do not 
contain abstract.Blank pages included in order that first sheet of document review 
form always appears on right hand side of biannual rept. 

SOO.P. Brookhaven National Laboratory. FIN A-3164. 2515. 85/10/15. WICK.E.A. 
High Level Waste Licensing Management Branch. 8pp. 33455:033-33455:040. 

8511130257 Comments on rept summarizing activities for FIN A-1755 for Aug 
1985. Rept sufficiently addresses details necessary to effectively monitor contract.Ack 
receipt of K Wahi progress rept re analysis of thermal stresses. 

NATARAGA.M.S. Engineering Branch (Post 831001). FIN A-1755. 2499. 85/10/02. 
CRANWELL.R. M. Sandia National Laboratories. 2pp. 33447:333-33447:334. 

8511130270 Submits upcoming events for BWIP. 

COOK.F.R. NRC - No Detailed Affiliation Given. 1587. 85/10/10. BROWNING, R.E. 
NRC - No Detailed Affiliation Given. 2pp. 33447:330-33447:331. 

8511130275 Trip rept of 850917-19 visits to Yucca Mountain to examine results of 
recent trenching & to Las Vegas, NV for briefing on core handling procedures utilized 
by NNWSi project. 

TRAPP, J. Geotechnical Branch (Post 831001). 810. 85/10/03. KNAPP, M. Geotechni- 
cal Branch (Post 831001). 7pp. 33447:323-33447:329. 

8511130393 Requests listed info re seismicity of Palo Duro basin to determine charac- 
teristics of seismic monitoring stations operated by DOE & historic & instrumental 
seismic data base presently available within basin. 

LINEHAN.J.J. Repository Projects Branch (Post 831001). 1189. 85/10/07. NEFF.J.O. 
Energy, Dept. of. Ip. 33447:302-33447:302. 

8511130395 “Benchmarking Computer Codes & Licensing Assistance,” monthly ltr 
progress rept for Sept 1985. 

VOGT.D.K. CorSTAR Research, Inc. FIN B-6985. 2496. 85/10/10. BROOKS, P. Divi- 
sion of Waste Management. 18pp. 33447:284-33447:301. 

8511130396 Requests performance of listed tasks under Task Order 001 of “Technical 
Assistance for Design Reviews of High Level Waste Geologic Repositories.” No 
changes to costs or delivery of products authorized. 

TIKTINSKY.D.H. Engineering Branch (Post 831001). FIN D-1016. 2507. 85/10/09. 
HART.R. ITASCA Consulting Group, Inc. 2pp. 33447:282-33447:283. 

8511130399 Forwards “Application of Geostatistics to Nevada Nuclear Waste Site Char- 
acterization." 

KIM.Y.C. Arizona, Univ. of, Tucson, AZ. FIN B-7328. 2535. 85/10/25. GREEVES.J. 
NRC - No Detailed Affiliation Given. Ip. 33447:231-33447:281. 

“8511130406 “Application of Geostatistics to Nevada Nuclear Waste Site Characteriza- 
tion." 

KIM.Y.C. Arizona, Univ. of, Tucson, AZ. FIN B-7328. 85/10/22. NRC - No Detailed 
Affiliation Given. 50pp. 33447:232-33447:281. 

8511130400 Confirms conversation w/V Rajaram during wk of 850916 re performing 
listed work under Task Order 011 of "Technical Assistance for Design Reviews.” No 
changes to cost or delivery of contracted work authorized. 

TIKTINSKY.D.H. Engineering Branch (Post 831001). FIN B-7328. 2500. 85/10/03. 
SINGH, M. Engineers International, Inc. Ip. 33447:230-33447:230. 
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8511130411 Forwards 850828 Itr describing results of surface area measurements for 
Topooah Spring tuff sample. 

JACOBS, G.K. ’Oak Ridge National Laboratory/. FIN B-0290. 2536. 85/10/22. 
BRADBURY.J.W. Geotechnical Branch (Post 831001). 11pp. 33447:219-33447:229. 

8511140013 Comments on "Examples for Discussion NRC/DOE Meeting on Perform- 
ance Allocation.Sept 1985." Barriers to be relied upon & level of performance sought 
from barriers should be specified. 

WILLIAMS, R.E. Williams & Associates. FIN D-1020. 2530. 85/10/17. KNAPP.M. Geo- 
technical Branch (Post 831001). 6pp. 33492:140-33492:145. 


8511140140 Submits addl info re shear stress coefficients used in calculations for ero- 
sion protection design for triangular & trapezoidal ditches for Shiprock site.Figures 10 
& 12 end. 

WATHEN.T.R. Morrison-Knudso-r Erdnccrs. Ire. 85/11/05. JOHNSON, T. NRC - No 
Detailed Affiliation Given. 3pp. 

8511140141 Forwards notice cf ;;cco m : r-c meetings w/DOE re NRC high level waste 
rrd ror- *sVcc will :c unc filed 

rli.'r 1 Pore; & P'3£;r.m Con.i 2 . Brnnc-- (Post 831001). 1618. 85/09/16. Af- 

iite-on Asf.-g.nrc 4pp :-:’3--32 :i;2-23 - 


8511140025 Informs that listed NNWSI/NRC 850827-28,0923-26 & 1001-04 meetings 
should be held in Silver Spring,MD,per 850710 Itr. Confirms that 850916-17 meetings 
on exploratory shaft test plan will be held in Las Vegas, per 850713 Itr. 

LINEHAN.J .J. Repository Projects Branch (Post 831001). 793. 85/08/21. VIETH.D.L. 
Energy, Dept. of. 2pp. 33492:130-33492:131. 

8511140027 Requests that listed work be performed under Contract NRC-02-82-030, 
"Technical Assistance for Design Reviews,” Task Orders 10 & 11. Draft comments on 
Task Order 10 requested by 851024. 

TIKTINSKY.D.H. Division of Waste Management. FIN B-7223. 2521. 85/10/09. 
SINGH, M. Engineers International, Inc. 2pp. 33492: 126-35^92:1 22. 

8511140029 Comments on Ofc of Geologic Repositories QA plant for siting & site char- 
acterization of high level radwaste respositories dtd Sept 1984. Request for addl info 
re QA plan end. 

MILLER, H.J. Repository Projects Branch (Post 831001). 85/10/11. PURCELL, W.J. 
Energy, Dept. of. 7pp. 33492:121-33492:127. 

8511140030 Forwards rainfall duration curve for determining peak runoff rates to be 
used in design of rock armor for mil! tailings slopes & diversion ditches, where time of 
concentration may be very short. 

HIGGINBOTHAM, L. Low-Level Waste & Uranium Recovery Projects Branch. 85/10/ 
18. THEMELIS.J.G. Energy, Dept. of. 3pp. 33469:360-33469:362. 

8511140032 Forwards meeting notes for NNWSI Project/NRC Exploratory Shaft Design 
850827-28 meetings in Silver Serine. MD 'or sir-nature 

LINEHAN.J.J. Repository =-c ~-:.n::-' (Pcs’. iili'XI, 792. 85/09/18. VIETH.D.L. 

Energy, Dept. of. 31pp. 33492:001-33492:031. 

8511140034 Comments on monthly progress rept for Sept 1985, dtd 851004. List of ac- 
quired ref documents satisfactory. 

RQSS.F.W. Geotechnical Branch (Post 831001). FIN B-7389. 2512. 85/10/17. 
WILLIAMS, R.E. Williams & Associates. Ip. 33469:359-33469:359. 

8511140036 Informs that NRC unable to endorse values, project northwest per 850828 
request. Direct relevance of project to regulatory responsibilities re high level radwaste 
mgi unclear. 

BUNTING, J.O. Policy & Program Control Branch (Post 831001). 1594. 85/09/20. 
RUSSO, K. Lummi Indian Business Council. 2pp. 33469:357-33463:356. 


8511140038 Requests performance of work under interagency agreement between 
Bureau of Mines & NRC.Review of listed documents, as preparation for upcoming 
BWIP technical meetino on exploraton/ shaft desian & const, reouested. 
TIKTINSKY.D.H. NRC" No Detailed Affiliation Given. FIN 3-633---. 2506. 85/10/09. 
CORP.E. Interior, Dept, of, Bureau of Mines. 2pp. 33469:355-33469:356. 

8511140040 Forwards draft comments on STD-R-03-008, "Hittman Radlok High Integri- 
ty Containers.” Comments withheld. 

TIKTINSKY.D. Engineering Branch (Post 831001). 85/09/10. LEDUC.RJ. Westing- 
house Hittman Nuclear, Inc. Ip. 33469:344-33469:344. 

8511140042 Responds to 850904 Itr re state participation in NRC High Level Waste Mgt 
Program.Comments re project decisions schedule & pending NRC approval should be 
forwarded to DOE. 

BUNTING, J.O. Policy & Program Control Branch (Post 831001). 1191. 85/09/20. 
SPURGIN.P.D. Utah, State of. 2pp. 33469:353-33469:354. 

8511140044 Forwards comments on STD-R-03-008, "Hittman Radlok High Integrity 
Containers" & revised schedule for completion of review of topical reptComments 
withheld. 

TIKTINSKY.D. Engineering Branch (Post 831001). 85/10/18. LEDUC.R.J. Whittaker 
Corp. 1 p. 33469:352-33469:352. 

8511140046 Ack receipt of “Statistical Evaluation Of Addl Hydrochemical Data from 
Saddle Mountains, Wanapum, & Grande Ronde Basalts, BWIP.Hanford Site." Techni- 
cal progress deemed satisfactory after review of Sept progress rept. 

WEBER, M.F. Geotechnical Branch (Post 831001). FIN B-7372. 2513. 85/10/21. 
WILLIAMS, R.E. Williams & Associates. Ip. 33492:214-33492:214. 


8511140047 Expresses appreciation for comments re solubility technical position.NRC 
continuing to support efforts to reduce pH determination uncertainties in buffered hy- 
drothermal solutions. 

KNAPP.M.R. Geotechnical Branch (Post 831001). 1593. 85/09/16. JIM.R. Yakima 
Indian Nation. Ip. 33492:215-33492:215. 


8511140051 Notifies of initial meetings on 851022-25 in Silver Spring, MD x cr planning & 
organizational purposes.No detailed technical discussions of hign iO’-e' *as:a sites an- 

P0H 8 LEJ.A. Geotechnical Branch (Post 831001). FIN D-1021. 2502. 85/10/11. 
BROWN, A. Nuclear Waste Consultants, Inc. 2pp. 33492:212-33492:213. 


8511140075 Forwards notice of upcoming meeting w/DOE re NRC high level waste mgt 
oroqram. Notice will be updated weekly. 

BUNTING.J.O. Policy & Program Control Branch (Post 831001). 1620. 85/10/28. Af- 
filiation Not Assigned. 3pp. 33492:225-33492:227. 


8511140121 Forwards notice of upcoming meeting w/DOE re NRC high level waste mgt 
program. Notice will be updated weekly. 

BUNTING, J.O. Policy & Program Control Branch (Post 831001). 1617. 85/10/21. Af- 
filiation Not Assigned. 4pp. 33492:158-33492:161. 


8511140130 Summary of 36th DOE-NRC coordination meeting on 851016 re status of 
DOE institutional planning process & extent that NRC should be involved. Meeting min- 
utes & list of attendees end. 

BECKWITH,C.A. Office of Resource Management, Director. 85/11/04. DIRCKS.W., 
REHM.T. Office of the Executive Director for Operations. SOLANDER.L. Office of Nu- 
clear Reactor Regulation, Director (pre-851125). 9pp. 33492:149-33492:157. 


8511140195 Discusses 851021-24 meetings in Silver Spring, MD re kick-off for 
contract Suernstcd resolution of Site Technical Position 1.1 & suggestions re ques- 
■ioriii :r?:i inoj.c be answered during document reviews will be forwarded. 

WILLI AMS, R.E. Williams & Associates. FIN D-1020. 2540. 85/10/31. POHLE.J. Divi- 
sion of Waste Management. 2pp. 33498:049-33498:050. 

8511140204 “Determining Probabilities of Gedodc Events & Processes.” 

HUNTER, R.L. Sandia National Laboralcnos. CRAN'A EU ,R :vi. Illinois, Univ. of, 
Urbana, IL FIN A-1165. 2523. 85/10/21. NRC - No Detailed Affiliation Given. 3pp. 
33498:079-33498:081. 

8511140212 Forwards “Estimates of Max Permissable Fractional Number of Container 
Failures & Failure Rates That Allow Post- Containment Radionuclide Release Criteria 
To Bo Mot During Dcnta'-nment Period" & P Soo Itr re FIN A-3164.W/0 Itr. 

SL-UkAMT Brockhawc.f National Laboratory. FIN A-3167. 2520. 85/10/16. 
WICK.E.A. High Level Waste Licensing Management Branch. Ip. 33498:056- 
33498:078. 

-8511140230 “Estimates of Max Permissable Fractional Number of Container Failures 
& Failure Rates That Allow Post-Containment Radionuclide Release Criteria To Be 
Met Du-rc Contalrmont Period.” 

SU. . r,A NT.M. BrooVv-ven National Laboratory. FIN A-3167. 85/10/31. Office of Nu- 
clear Material Safety & Safeguards, Director. 21pp. 33498:057-33498:078. 

8511140222 Forwards radiological & engineering assessment review form for Durango 
DU-048. 

PEPIN, J. Morrison-Knudsen Engineers, Inc. 85/10/21. SENA.R. Energy, Dept. of. 2pp. 
33498:082-33498:083. 

8511140226 Forwards notice of upcoming meetings w/DOE re NRC high level waste 
mgt program.Notice will be updated weekly. 

BUNTING.J.O. Policy & Program Control Branch (Post 831001). 1619. 85/10/15. Af- 
filiation Not Assigned. 6pp. 33498:084-33498:089. 

8511140247 Provides M Gordon comments on review of hydrologic aspects of BWIP 
draft final rept re Hanford site disqualifying condition - preliminary position for reposi- 
tory water inflow under high pressure. 

KNAPP.M.R. Geotechnical Branch (Pcs! 831001). 85/09/30. GREEVES.J. Engineer- 
ing Branch (Post 831001). 3pp. Ii3--SS.001-33^98::j' , -R. 

-8511140254 “Analytical Groundwater Modeling, 82081 6-20" from Inti Groundwater 
Modeling Ctr short courses in ground water modeling. 

WALTON, W.C. Butler Univ., Holcomb Research Institute, Indianapolis, IN. 82/08/16. 
9pp. 33498:040-33498:048. 

8511140256 Forwards handwritten response to Waste Mgt Branch comments on gener- 
ic technical position (GTP) on waste packaging reliability analysis.Comments beneficial 
in increasing clarity of GTP. 

SULLIVAN, T. Brookhaven National Laboratory. FIN A-3167. 2527. 85/11/04. 
WICK.E.A. High Level Waste Licensing Management Branch. 19pp. 33492:322- 
33492:340. 

8511140351 Basalt waste isolation upcoming events. 

COOK.F.R. NRC - No Detailed Affiliation Given. 1588. 85/10/03. 2pp. 33492:292- 
33492:292. 

8511140352 BWIP accession list for period ending 850925. 

* Energy, Dept. of. 1585. 85/10/21. 59pp. 33492:236-33492:291 . 

8511140353 Forwards “ENVIROSTONE & Portland Cement Encapsulation of Radioac- 
tive Rlter Elements.” Comments within 45 days of receipt of Itr requested.W/o end. 
NUSSBAUMER.D.A. Assistant Director for State Agreements Programs. 85/10/21. 
KIRNER.N.P. Washington, State of, Dept, of Social & Health Services. Ip. 33492:235- 
33492:235. 

8511140365 Responds to 851007 request for seismicity data of Palo Duro 
Basin.Forwards T-33 “Historical Seismicity of Texas Panhandle From Exam of Lub- 
bock Station Records” & T-34 “Palo Duro Microearthquake Network....” W/o ends. 
NEFF, J.O. Energy, Dept. of. 1192. 85/10/22. LINEHAN.J.J. Repository Projects 
Branch (Post 831001). 2pp. 33492:232-33492:233. 

8511140368 Responds to request for opinion on location of salt waste pkg 
workshops.Rationale for selecting Columbus.OH rather than Washington, DC dis- 

MCNEIUM. Earth Sciences Branch (post 840429). 1207. 85/10/31. VOGLEWEDE.J. 
Engineering Branch (Post 831001). Ip. 33492:224-33492:224. 

8511140371 Forwards geotechnical engineering observations on DOE responses to 
NRC comments on Phase II const specs for Shiprock Remedial Action 
Plan.Responses re radon barrier mat! & relocation & compaction of slimes need clari- 
fication. 

GREEVES.J. Engineering Branch (Post 831001). 85/10/11. HIGGINBOTHAM, L. Low- 
Level Waste & Uranium Recovery Projects Branch. 3pp. 33492:221-33492:223. 

8511140396 Forwards agenda for 851008 training session re terminal access to CRP 
data base & electronic mail.Similar training offered to CRP states during wk of 
85091 6.CPO staff should contact author by 850930 re attendance. 

BENDER, M. Energy, Dept. of. 85/09/24. Energy, Dept. of. 2pp. 33469:349-33469:350. 

8511140397 Discusses 851023-25 visit to NRC in Silver Spring, MD & Washington, DC re 
briefings given to ACRS Combined Subcommittees on Waste Mgt & Metal Compo- 
nents. 

HUNTER, R.L Sandia National Laboratories. FIN A-1165. 2538. 85/10/28. 

EL2EFTAWY.A. Repository Projects Branch (Post 831001). Ip. 33469:348-33469:348. 
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8511140411 Forwards review of ONWI/SUB/84/E51 2-05000-730, “Structural Review of 
Northern Palo Duro Basin." 

MCKAGUE.H.L. Lawrence Livermore National i.nboratcr. HN A-0294. 2539. 85/10/ 
29. BLACKFORD, M.E. Geotechnical Branch ;~os: 16pp. 33469:187- 

33469:202. 

8511140436 Forwards “Rept of Panel on Evaluation of Groundwater Flow in Fractures 
at Palo Duro Basin.” 

TRACY, J.V. Battelle Memorial Institute. 1208. 85/07/08. NAYMIKJ.G. Battelie Memo- 
rial Institute. 3pp. 33469:291-33469:318. 

-8511140438 “Rept of Panel on Evaluation of Groundwater Flow in Fractures at Palo 
Duro Basin." 

* Battelie Memorial Institute. 85/07/08. 26pp. 33469:292-33469:318. 

8511140514 Summary of 850827-28 meetings w/listed organizations, including 
Sandia, Engineers Inti, DOE & Univ of Arizona in Silver Spring.MD re NNWSI/NRC 
cro;oct exploratory shaft design/const. Viewgraphs end. 

STABLE: GREEVES.J.T. Division of Waste Management. VIETH.D.L. Energy, 

Dep-. o\ 8.3. 85/08/28. Division of Waste Management. 200pp. 33468:282- 
33469:111. 

8511140517 Forwards Rev 2 to STD-R 05-007, “Cement Solidified Waste to Meet Sta- 
bility Requirements of 10CFR61.” Response to NRC comments on rept 
encl.Document STD-R-05-006 withheld. 

PHILLIPS, J.W. Westinghouse Hittman Nuclear, Inc. HN-E-843. 85/11/01. 
PETERSON, C.H. Office of Nuclear Reactor Regulation, Director (pre-851125). 18pp. 
33468:219-33468:281. 

-8511140518 STD-R-05-007 R02 Rev 2 to “Cement Solidified Waste to Meet Stability 
Requirements of 10CFR61.” 

PHILLIPS, J.W. Westinghouse Hittman Nuclear, Inc. 85/11/01. 45pp. 33468:237- 
33468:281. 

8511180249 Responds to request to review repts re seismicity of candidate area & site 
& preliminary assessment of seismic hazard of Nevada Test Site region. Differences in 
repts described. 

CHUNG, D.H. Lawrence Livermore National Laboratory. FIN A-0294. EG-85-121. 85/ 
10/16. BLACKFORD, M.E. Geotechnical Branch (Post 831001). 2pp. 33503:316- 
33503:317. 

8511180318 Forwards EWA, Inc repts, “NRC Position on Oxidation-Reduction Conditions 
of Basalt Groundwater at Hanford Site,” “Assessment of Conducting Large Shaft 
Demonstration Test Utilizing Geodril 32..." & “Review of Packing...." 

JIM,R. Yakima Indian Nation. 1582. 85/10/15. RUSSELL, C. Division of Waste Man- 
agement. 2pp. 33504:169-33504:266. 

”8511180325 “NRC Position on Oxidation-Reduction Conditions of Basalt Groundwater 
at Hanford Site." 

NGUYEN, V.V., RYAN.J. EWA, Inc. 85/07/15. 24pp. 33504:171-33504:194. 

-8511180331 “Assessment of Conducting Large Shaft Demonstration Test Utilizing 
Geodril 32,Morrison-Knudson Co, Inc, 840920." 

NGUYEN.V.V., ABI-GHANEM.G.V., HEAPS, D. EWA, Inc. 85/07/15. 13pp. 33504:195- 
33504:207. 

”8511180379 “Review of Packing Matl Performance." 

NGUYEN, V., ABI-GHANEM,G., VILLARS.M. EWA, Inc. 85/07/15. 25pp. 33504:208- 
33504:234. 

”8511180386 “EWA Review of BWIP Program for Collection & Analysis of Hydrochemi- 
Ca | ’ * 

RYAN.J., NGUYEN, V., CRERAR.D. EWA, Inc. 85/07/15. 14pp. 33504:235-33504:248. 

“8511180390 Review of "Hydrochemical Data Base for Hanford Site, Washington.” 
NGUYEN, V., SIEDLECKI.M. EWA, Inc. 85/07/31. 1 7pp. 33504:249-33504:266. 

8511180716 Submits list of upcoming NRC/DOE high level waste prelicensing meetings 
& data reviews.List will be updated weekly. 

MILLER.HJ. Repository Projects Branch (Post 831001). 1595. 85/09/10. 

BROWNING, R.E. Division of Waste Management. 2pp. 33503:189-33503:190. 

8511180730 Forwards State of SC 851018 Itr re topical rept, “RADLOK High Integrity 
Container.” 

NUSBAUMER.D.A. Assistant Director for State Agreements Programs. 85/10/23. 
GREEVES.J. Engineering Branch (Post 831001). HIGGINBOTHAM, L. Low-Level 
Waste & Uranium Recovery Projects Branch. Ip. 33503:164-33503:165. 

“8511180748 Advises of no addl comments re RADLOK high integrity container topical 
rept, per NRC 851 001 request. 

AUTRY, V.R. South Carolina, State of. 85/10/18. NUSSBAUMER.D.A. Assistant Direc- 
tor for State Agreements Programs. Ip. 33503:165-33503:165. 

8511200189 Summary of 851029-30 meetings w/listed organizations 
including, DOE, Battelle, State of UT, Sandia, NezPerce Tribe, Aerospace Corp & State of 
LA in Washington, DC re site characterization plan, Section 8.3.Viewgraphs end. 
LINEHAN.J.J. Division of Waste Management. ALEXANDER, D.H. Energy, Dept. of. 
85/10/31. Division of Waste Management. 100pp. 33562:121-33562:243. 

8511210565 Forwards WPR-86(6810-01)-1, "Preparation of Engineering Analysis for 
High Level Waste Packages in Geologic Repositories," revised FY86 program 
plan, incorporating NRC comments. 

STEPHENS, K.W. Aerospace Corp. FIN A-4165. 2528. 85/11/04. CHANG, K.C. NRC - 
No Detailed Affiliation Given. 1 p. 33583:1 72-33583:209. 

-8511210566 WPR-86(6810-01)-1 “Preparation of Engineering Analysis for High Level 
Waste Packages in Geologic Repositories,” revised program plan. 

* Aerospace Corp. FIN A-4165. 85/10/16. Office of Nuclear Material Safety & 
Safeguards, Director. 37pp. 33583:173-33583:209. 

8511210570 Submits list of upcoming NRC/DOE high level waste prelicensing meetings 
& data reviews. List will be updated weekly. 

MILLER, H.J. Repository Projects Branch (Post 831001). 1596. 85/09/16. 

BROWNING.R.E. Division of Waste Management. 2pp. 33583:314-33583:315. 

8511210574 Forwards annotated outline of rationale for seismo-tectonic investigations 
for licensing nuclear waste repository.for transmittal to DOE. 

KNAPP, M.R. Geotechnical Branch (Post 831001). 85/10/08. MILLER.H.J. Repository 
Projects Branch (Post 831001). 5pp. 33583:294-33583:298. 


8511210579 Advises of review of revised DOE UMTRAP surveillance & maint plan, per 
850925 request.DOE should include statement re restoring pile to condition to assure 
long-term compliance w/EPA stds. 

GREEVES.J.T. Engineering Branch (Post 831001). 85/10/16. HIGGINBOTHAM, L. 
Low-Level Waste & Uranium Recovery Projects Branch. Ip. 33583:299-33583:299. 

8511210584 Forwards revised “Remedial Action Insp Plan (RAIP),” for Clive UMTRAP 
site, for concurrence by 851 108. List of changes made to RAIP, per agreements at 
851002 mc-otmc a more State of UT officials, DOE & D Gillen of NRC.encl. 

THEMEL S j G" Frwj;-". Dept. of. 85/10/16. HIGGINBOTHAM, L. Low-Level Waste & 
Uranium Recovery Projects Branch. 46pp. 33587:143-33587:188. 

8511260603 Forwards comments on final remedial action plan & disposal site character- 
ization rept for mill tailings site at Lakeview, OR. Review of final processing site charac- 
terization rept delayed until 851130. 

SMITH.R.D. Uranium Recovery Field Office. 85/11/12. THEMELIS.J. Energy, Dept. of. 
14pp. 33645:153-33645:166. 

8511260651 Summary of 851101 meeting w/U Recovery Field Ofc (URFO).DOE & 
Jacobs-Weston in Denver, CO re URFO comments on final remedial action plan for 
Lakeview, OR UMTRAP site.No action will be taken re goundwater cleanup stds. 
WASTLER.S.L., HAWKINS, E.F. Uranium Recovery Field Office. 85/11/08. Uranium 
Recovery Field Office. 3pp. 33633:135-33633:136. 


WASTE RES WASTE MANAGEMENT RESEARCH REPORTS 


8511110475 “Technical Assistance for Assessment of Repository Siting & Design," 
quarterlv r? r og r ess r ept fo r Jul-Sept 1985. 

AiVEY.Eii. irjonor Dcps of, Bureau of Mines. FIN B-6934. 2524. 85/11/01. 
FLEENOR,C. Division of Contracts. 2pp. 33404:009-33404:010. 

8511120012 “Evaluation & Compilation of DOE Waste Package Test Data," monthly 
progress Itr rept fo- June 1985. 

INTERRANTE.C.G. Commerce, Dept, of, National Bureau of Standards. FIN A-4171. 
2525. 85/10/11. WICK.E.A. Engineering Branch (Post 831001). 2pp. 33442:192- 
33442:193. 

8511120280 Comments c" progress 't- for FIN A-3164, "Review of DOE Waste Pack- 
age Program," & FIN a -.! 15.' of Waste Package Verification Tests." Progress 

to date satisfactory. 

WICK.E.A. Engineering Branch (Post 831001). FIN A-3164. 2522. 85/10/04. SOO.P. 
Brookhaven National Laboratory. 2pp. 33442:029-33442:030. 

8511120290 Ack receipt of minutes from 850907 meeting.Emendations listed. 

AVERY, R.E. Operations & Administrative Division. FIN D-1035. 2537. 85/10/25. 
SMITH, T.H. EG&G Idaho, Inc. (subs, of EG&G, Inc.). 2pp. 33442:041-33442:042. 

8511120294 Responds to Sept 1985 monthly progress rept dtd 851007, “Lab Evalua- 
tion of DOE Radionuclide Solubility Data & Selected Retardation 
Parameters, Experimental Strategies, Lab Techniques & Procedures.” Progress satis- 
factory. 

BRADBURY, J.W. Geotechnical Branch (Post 831001). FIN B-0290. 2542. 85/10/25. 
JACOBS, G.K. Oak Ridge National Laboratory. 2pp. 33442:056-33442:057. 

8511120300 Responds to Aug 1985 monthly progress rept dtd 850913 re technical as- 
sistance under Contract NRC-02-82-046.Progress to date- satisfy rtorv. 

POHLE.J.A. Geotechnical Branch (Post FIN = 73 ’ : 2505. 85/10/04. 

WILLIAMS, R.E. Williams & Associates. Ip. 33442:061-33442:061. 

8511120305 Responds to Aug 1985 month'y prepress root 850915 re status of tech- 
nical assistance under Oo'iirac: NRC-CP-GPC-A F-ogms;: u? date satisfactory. 
POHLE.J.A. Geotechnical Bmrcr (P os: 33i:;ri. I ! \ F T-“5. 250-: H:v 
BUSS.D.R. GeoTrans, Inc. Ip. 33442:062-33442:062. 

8511120310 Ack receipt of 850822-31 monthly rept, “Technical Assistance for Design 
Reviews." Statement of actual costs for reporting period requested. 

TIKTINSKY.D.H. Engineering Branch (Post 831001). FIN D-1016. 2509. 85/10/04. 
HART.R. ITASCA Consulting Group, Inc. Ip. 33442:063-33442:063. 

8511120377 “Reviewing Hydrogeologic Investigations of Nevada Test Site- Project C,” 
final monthly progress rept for Sept 1985. 

WILLIAMS, R.E. Williams & Associates. FIN B-7377-2. 2495. 85/10/08. POHLE.J. Divi- 
sion of Waste Management. 4pp. 33439:057-33439:060. 

8511120454 Comments on LLL 850915 Monthly Mgt Ltr 29 re progress under FIN A- 
0294 for Aug 1985.Progress to date appears satisfactory .Trip rept for R Purcell Sept 
visit to NNWSI site during Oct. 

BLACKFORD, M.E. Geotechnical Branch (Post 831001). FIN A-0294. 2510. 85/10/03. 
CHUNG, D. Lawrence Livermore National Laboratory. Ip. 33438:244-33438:244. 

8511120455 Notifies of 851022-25 initial meeting w/Williams & Assoc Inc, in Silver 
Spring.MD for planning & organizational purposes.Pertinent DOE documents for all 
high level waste sites not in recipient ref library should be identified. 

POHLE.J.A. Geotechnical Branch (Post 831001). FIN D-1020. 2501. 85/10/11. 
WILLIAMS, R.E. Williams & Associates. Ip. 33438:245-33438:245. 

8511130004 “Review of DOE Waste Package Program" & “Review of Waste Package 
Verification Tests,” monthly mgt Itr for Sept 1985. 

KATO.W.Y. Brookhaven National Laboratory. FIN A-3164. 2543. 85/10/18. WICK.E.A. 
Uranium Fuel Licensing Branch. 24pp. 33456:030-33456:053. 

8511130005 Forwards draft Rev 1 to WPR-85(5812-04)-2, "Operating Plan for Licensing 
Info Mgt & Open Item Tracking Sys Pilot Project Demonstration Program.” 

JOHNSON, R.L. Aerospace Corp. FIN A-4167. 2541. 85/11/01. BENDER, A. Policy & 
Program Control Branch (Post 831001). Ip. 33455:333-33455:333. 

-8511130006 WPR-85(5812-04)-2 R1 Draft Rev 1 to "Operating Plan for Licensing Info 
Mgt & Open Item Tracking Sys Pilot Project Demonstration Program," Subtask 1 to 
Task Order 004, “Programmatic Sys Studies & Analyses.” 

* Aerospace Corp. FIN A-4167. 85/10/31. Policy & Program Control Branch (Post 
831001). 60pp. 33455:334-33456:029. 
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8511130034 Forwards info from Western Field Operations Ctr a Minerals Availability 
Field Ofc supporting issues discussed during 851011 telcon. CD 

REUSS.J.L. Interior, Dept, of, Bureau of Mines. FIN D-1010. 2494. 85/10/15. 
Geotechnical Branch {Post 831001). 14pp. 33450:340-33450:353. 


-8511130406 ; ;; ...... 

lion." ' 

KJM.Y.C. Arizona, Univ.of. Jucson, az. finj 


S.:;; Characteriza- 
B ' 7328 - 85/10/22. NRC - No Detailed 


8511130039 Forwards summary j: WX* ;■ c!;o: J Tf.?:rr 'Co'STAR Research, Inc in 
Silver Spring, MD to discuss, r. of Co-^pi. Cooes *1 Licensing Assist- 

ance.” 

BROOKS, P.P. Repository Projects Branch (Post 831001). FIN B-6985. 2533. 85/10/ 
11. MILLER, H.J. Repository Projects Branch (Post 831001). Ip. 33450:325-33450:339. 

--8511130050 Summary of 851002 kickoff meeting w/CorSTAR Research, Inc in Silver 
Spring, MD to discuss, “Benchmarking of Computer Codes & Licensing Assistance. 
List of attendees & viewgraphs end. 

BROOKS, P.P. Repository Projects Branch (Post 831001). FIN B-6985. NRC-02-81- 
026. 85/10/07. Repository Projects Branch (Post 831001). 14pp. 33450:326- 
33450:339. 

8511130079 Forwrds comments on revised program plan dtd 850831 & Aug 1985 
progress rept for FIN A-4165.Comments address closed-form analytical performance 
model. NRC urcertamtv research & view of REPREL computer code. 

C-A\3,K.C. Engineering Branch (Post 831001). FIN A-4165. 2508. 85/10/02. 
STEPHENS, K.W. Aerospace Corp. 4pp. 33450:314-33450:317. 

8511130087 Ack receipt of Aug 1985 monthly progress repts dtd 850913. Work per- 
formed during Aug satisfactory.Separate comment sections for Projects A1 166.A1 1 58 
& A 1757 provided. 

COLEMAN, N.M. Geotechnical Branch (Post 831001). FIN A-1757. 2511. 85/10/02. 
CRANWELL.R. Sandia National Laboratories. 3pp. 33450:306-33450:308. 

8511130089 Forwards suggested table of contents for interim & final repts under con- 
tract DR-85-1701. 

JORDAN, J.S. John S. Jordan & Associates, Inc. FIN D-1036. 2532. 85/10/24. 
BENDER, A. Policy & Program Control Branch (Post 831001). 3pp. 33450:303- 
33450:305. 

8511130108 Forwards proposed agenda for 851016 program review of FINs B-0287, 
“Technical Assistance in Geochemistry” & B-0290, “Lab Evaluation of Retardation 
Parameters.” 

JACKSON, K.C. Geotechnical Branch (Post 831001). FIN B-0287. 2497. 85/10/08. 
NICHOLSON, T„ O’DONNELL, E., CONTI, E. Office of Nuclear Regulatory Research, Di- 
rector. 3pp. 33454:339-33454:341. 

8511130128 forwards draft “Remote Sensing Ana'vs's of Southern Walker Line W/Em- 
phasis on Yucca k'cursta.n Arc-. Sr.jcy ccranuirc 

CHUNG, D.H. .. -uvr-.r.ce -ivernc-:! National . uyuraten*. FIN A-0294. 2534. 85/10/24. 
BLACKFORD, M.E. Geotechnical Branch (Post 831001). Ip. 33455:201-33455:270. 

“8511130139 Draft “Remote Sensing Analysis of Southern Walker Line W/ Emphasis 
O' 1 Yucca Mcurtriir Aroa." W/two oversize maps. 

•A'A: KER.N ■). .awro^co Livermore National Laboratory. FIN A-0294. 85/10/23. NRC 
- No Detailed Affiliation Given. 68pp. 33455:202-33455:270. 


0511130400 re- 
listed work . ■ i 


' y 850916 re performing 
•' design Reviews.” No 

'• =- 7 328. 2500. 85/10/03. 

:■ id 

surface area measurements for 


ltr Scribing results of 

:v ; "IN B-0290. 2536. 85/10/2 2. 

11pp. 33447:219-33447:229. 

8511140013 Comments on "Examples for 

’■ v ” *■" 1 ■ r.-." : % - .7 ;;; \ ICE Meeting 

’ ■ ■'I !• :.‘i .... :. . “ '■ ■- .. £.c of perform 


on Perform- 
performance sought 


:■ ■■■ vv. ■■■■ “ ; V Vr. ..'.'‘f: .g- : - :C/17. KNAPP, M. Geo- 

8511140027 Requests that listed work h« , 

"Technical Assistance for., Contract NRC-02-82-030, 

Task Order 10 requested t, '7 c. 11 .Draft comments on 

T'KTINSKY.D.H. D:vis s cn of WasY> 

SING: I.M tr'n-jccrsinio-national ,: t aJWjSf 11 - RN --7328. 2521. 85/10/09. 
1 co-192. 1 28-33432:1 29. 

85111 40034 Comments on monthly praams fQnl , P 
quirod ref documents satisfactory. y b rep for Se P* 1 985, dtd 851004. List of ac- 
ROSS.F.W, Geotechnical Branch (Post fnirvm - 
WILLIAMS.H.E.WilltemsS Associate®. 33«i 9 .3^ 69 B .3 7 | 9 89 - ^ 8S/10/17 - 

agreement between 
for upcoming 




2506. 85/10/09. 
;:f 3- "-334 63:3 56. 


i! Data from 
Techni- 


851 1 140051 :\;S :i '• 

organization ■■ l \ -j 

tioipntori 

; || ; .■ ■!:, -.u.'cHc'? 1 ° r n"-h >n. 


Sr/mfi, MD for planning & 
CiiSCus&ions of nigh level waste sites an- 

7--021. 2502. 85/10/11. 
; = ^432-2!2-3:i492:2l3. 


8511130162 Responds to Aug 1985 monthly progress rept. Approaches to minimize 
delays due to sys congestion under investigation. Notification of workable approach 
will be sent within wk. 

BROOKS, P.P. Repository Projects Branch (Post 831001). FIN B-6985. 2503. 85/10/ 
07. VOGT.D.K. CorSTAR Research, Inc. Ip. 33447:360-33447:360. 


contract Suggested resolution of Site Technical 1 Pniition re - klck ’ off * or 

ques - 

sion off\'..*,:--'v,-r:-: »v^p 4 °. 85/10/31. POHLE.J. Divi- 


8511130163 Monthly progress root f cr Contract NRC-02-85-002 for Sept 1985. 
HART.R.D. TASCA CcrsL’img G-'otp, inc. FIN D-1016. 2517. 85/10/11. 
TIKTINSKY.D D.vs cn oi Was:o Manage.reri. 4pp. 33454:253-33454:256. 

8511130171 "Technical Assistance in Seismo-Tectonic Impacts in Repositories," 
Monthly Mat Ltr 30 for Sept 1985. 

CHUNG, D.H., CUMMINGS, G.E. Lawrence Livermore National Laboratory. FIN A-0294. 
2516. 85/10/15. BLACKFORD.M.E. Geotechnical Branch (Post 831001). 3pp. 
33447:357-33447:359. 

8511130185 Requests review of data on porosity & thickness of Topopah Spring 
member contained in listed documents. Variograms should be developed & feasibility 
of applying geostatistics to parameters such as porosity & thickness analyzed. 
TIKTINSKY.D.H. Engineering Branch (Post 831001). FIN B-7328. 2498. 85/10/04. 
SINGH, M. Engineers International, Inc. 2pp. 33447:355-33447:356. 

8511130202 Document reviews of BMI/DNWI-536, "Salt Repository Seal 

Matls:Synopsis of Early Cementation Matls Development" & DWNI-243, “Technical 
Basis for Establishing Salt Test Facility." 

!* lU S ! " ERJiLE - A - Engineers International, Inc. FIN B-7328. 1085-10-21. 85/10/14. 

. IKTINSKY.D. nigh Level Waste Technical Development Branch. 14pp. 33447:341- 
33447:354. 


8511130218 Forwards modified pages specifying that DOE repts being reviewed do not 
contain abstract.Blank pages included in order that first sheet of document review 
form always appears on right hand side of biannual rept. 

SOO.P. Brookhaven National Laboratory. FIN A-3164. 2515. 85/10/15. WJCK,E.A. 
High Level Waste Licensing Management Branch. 8pp. 33455:033-33455:040. 


8511130257 Comments on rept summarizing activities for FIN A-1755 for Aug 
1985.Rept sufficiently addresses details necessary to effectively monitor contract Ack 
receipt of K Wahi progress rept re analysis of thermal stresses. 

NATARAGA.M.S. Engineering Branch (Post 831001). FIN A-1755. 2499. 85/10/02 
CRANWELL.R. M. Sandia National Laboratories. 2pp. 33447:333-33447:334. 


8511130395 “Benchmarking Computer Codes & Licensing Assistance," monthly ltr 
progress rept for Sept 1985. J 

VOGT.D.K. CorSTAR Research, inc. FIN B-6985. 2496. 85/10/10. BROOKS P Divi- 
sion of Waste Management. 1 8pp. 33447:284-33447:301 . 


8511130396 Requests performance of listed tasks under Task Order 001 of "Technical 
Assistance for Design Reviews of High Level Waste Geologic Repositories ” No 
changes to costs or delivery of products authorized. 

TIKTINSKY.D.H. Engineering Branch (Post 831001). FIN D-1016. 2507. 85/10/09 

HART.R. ITASCA Cnnsnllinn OSfrti in Inn 9nn l i t iAA 7 -OQO.OOAAy.'iO'i 


: !i i i ! s ■. . Sr:,: V:: .a::-*— 

.1 I-I, i:.:. ■■M. i.lino.s, Umv. of, 

‘ ' ;c ucia.cd AMiliabcr; Given. 3pp. 


. »■() / : < -3 j-'.9o:C:i i . 


Container 
lease Criteria 


rr-j:: :".a’ .Nu.Tbor of 

SULLIVAN, T. BrookhavOii iNtilionsi Laborstorv FIN A^iR7 oroo 
S:078. H ' Sh WaSl8 UCenSh9 Branch. 25 1p°’ 33498?056- 

“8511140230 "Estimates of Max Permissabie P^cticna! Ny-bc' Container Failures 

& Failure Rates That Allow Post-Containmcn: Rad-ca, ^Criteria To II 

Met During Containment Period." nceas< ' Aliena 10 He 

SULLIVAN, T.M. Brookhaven National Laboratoiy. FIN A-3167 85/10/31 Offire nf Nu 
clear Material Safety & Safeguards, Director. 21pp » 3349s1o57:33498:078; 

8511140256 Forwards handwritten response to Waste Mat Branch cornmnnK nn 
In K2SS."" WaS ‘ e PaCka9 ' n9 reliabili ^ ^Ws-Comments beneficial 

FIN A ’ 3167 - 25Z7 - 85/11/04. 
^DK,|A High Level Waste Licensing Management Branch. 19pp. 33492:322- 
33492:340. 

£51 r*C397 C s: -; 5 " e VIC v Shvor Sp:.ng.f<D & Washington.DC re 

.? ? .e: 'ig« .. -u.,:omm-!:oes cn Waste Mgt & Metal Compo- 

nents. 

IIUNTER.R.L. Sanaa National I Laboratories. FIN A-1165. 2538. 85/10/28. 
ELZEFTAWY A. Repository Projects Branch (Post 831001). Ip. 33469:348-33469:348. 

8511140411 Forwards review of 0NWI/SUB/84/E51 2-05000-730, “Structural Review of 
Northern Palo Duro Basin. 

MCKAGUE.H.L. Lawrence Livermore National Laboratory. PIN A-0294. 2539 85/10/ 
29. BLACKFORD.M.E. Geotechnical Branch (Post 831001). 16pp. 33469*187- 
33469:202. 

8511180249 Responds ^ repts re seismicity of candidate area & site 
& preliminary assessment of seismic hazard of Nevada Test Site region.Differences in 
repts described. 

CHUNG, D.H. Lawrence uvermore National Laboratory. FIN A-0294. EG-85-121. 85/ 
10/16. BLACKFORD, M.E. Geotechnical Branch (Post 831001). 2pp. 33503:316- 
33503:317. 
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-8511210566 WPR-86(6810-01)-1 “Preparation of Engineering Analysis for High Level 
Waste Packages in Geologic Repositories," revised program plan. 

* Aerospace Corp. FIN A-4165. 85/10/16. Office of Nuclear Material Safety & 
Safeguards, Director. 37pp. 33583:173-33583:209. 


XPORTLIC EXPORT AMD IMPORT LICENSES 


8511070143 Requests route approval for delivery of spent fuel to Portsmouth, VA & 
Wilmington, NC under import License ISNM-79007. 

RAVENSCROFT.N. Edlow International Co. 25915. 85/10/04. HILLMAN.C. Division of 
Safeguards. 3pp. 33381:070-33381:072. 

8511070509 License for DOE to export 3.5 kg Pu, containing approx 10-12 weight % Pu- 
240, to Switzerland. 

MOORE, R.N. Assistant Director for Export/Import & International Safeguards. 85/10/ 
28. 2pp. 33385:1 96-33385:1 97. 

8511070544 Forwards application for export license for minor nuclear export.Ltr of as- 
surance required. 

PETERSON, M.R. Assistant Director for Export/Import & International Safeguards. 85/ 
10/28. BUSICK.E. State, Dept, of, Bureau of Oceans & Inti. Environ. & Scientific Af- 
fairs. Ip. 33382:189-33382:192. 

8511070557 Executive Branch position re GE application to export Linde 3-channel gas 
blender & Hazen-Quinn lab rotary bench kiln to Taiwan. License should be granted. 
DEVINE, J.B. State, Dept. of >c Bureau of Oceans & Inti. Environ. & Scientific Affairs. 85/ 
10/25. SHEA.J.R. Office of International Programs, Director. Ip. 33381:323- 
33381:323. 

8511070577 Requests Executive Branch position re POCO Graphite, Inc application for 
license to export 1 ,400 lb nuclear-garde graphite to Brazil.Application end. 

PETERSON, M.R. Assistant Director for Export/Import & International Safeguards. 85/ 
10/29. BUSICK.E. State, Dept, of, Bureau of Oceans & Inti. Environ. & Scientific Af- 
fairs. Ip. 33381:145-33381:150. 

-8511070582 Forwards application for license to export 1,400 lb graphite to Brazil. 
HEABERLIN.C.L. Poco Graphite, Inc. (subs, of Union Oil Co. of California). PGI-SA- 
251:CLH. 85/10/16. PETERSON, M. Assistant Director for Export/Import & Interna- 
tional Safeguards. 4pp. 33381 :146-33381 :149. 

-8511070586 Application for license to export 1,400 lb electrical discharge machining 
graphite to Brazil. 

HEABERLIN.C.L. Poco Graphite, Inc. (subs, of Union Oil Co. of California). 85/10/15. 
Ip. 33381:150-33381:150. 

8511070600 Application to amend export license.extending expiration date to 881231. 
WILSON, B.D. General Electric Co. BDW-85-78. 85/10/24. WRIGHT, B.L. Office of 
International Programs, Director. Ip. 33381:134-33381:134. 

8511110344 License for GE to export one Linde three-channel gas blender, w/three 
control modules & one Hazen-Quinn lab rotary bench kiln.to Taiwan. 

MOORE.R.N. Assistant Director for Export/Import & International Safeguards. BDW- 
85-62. 85/10/29. Ip. 33404:285-33404:285. 

8511110450 Amend 2 to GE export license.extending expiration date from 851231 to 
881231. 

MOORE.R.N. Assistant Director for Export/Import & International Safeguards. BDW- 
85-78. 85/1 0/30. 1 p. 33404:3 1 2-33404:31 2. 

8511120376 Forwards for info.ltr from Transnuclear.lnc, expressing urgency re issuance 
of export licenses. 

MOORE.R.N. Assistant Director for Export/Import & International Safeguards. 85/10/ 
30. BUSICK.E. State, Dept, of, Bureau of Oceans & Inti. Environ. & Scientific Affairs. 
Ip. 33442:022-33442:023. 

-8511120382 Requests expedited issuance of export licenses. 

HANNETT.B.A. Transnuclear, Inc. TNP-460. 85/10/23. MOORE.R.N. Assistant Direc- 
tor for Export/Import & International Safeguards. Ip. 33442:023-33442:023. 

8511130041 Requests revalidation of approved spent reactor fuel route from Newport 
News,VA to Savannah River plant through 861231. 

HANNETT.B.A. Transnuclear, Inc. 25987. 85/10/16. Division of Safeguards. 3pp. 
33450:322-33450:324. 

8511140015 Requests revalidation of spent reactor fuel route from Wilmington, NC to 
Savannah River plant through 861231. 

HANNETT.B.A. Transnuclear, Inc. 25991. 85/10/16. Division of Safeguards. 3pp. 
33492:137-33492:139. 

8511140073 Requests revalidation of spent reactor fuel route from Norfo!k,VA,(via 
NIT), to Savannah River plant through 861231. 

HANNETT,B.A. Transnuclear, Inc. 25989. 85/10/16. Division of Safeguards. 3pp. 
33468:217-33468:218. 


6511140085 Requests revalidation of spent reactor fuel route from Norfolk, VA,(via Lam- 
bert Point), to Savannah River plant through 861231. 

HANNETT.B.A. Transnuclear, Inc. 25988. 85/10/16. Division of Safeguards. 3pp. 
33492:203-33492:205. 


8511140302 Requests revalidation of spent fuel route from Portsmouth Maine Terminal 
to Savannah River plant through 861231. 

HANNETT.B.A. Transnuclear, Inc. 25990. 85/10/16. Division of Safeguards. 3pp. 
33492:317-33492:319. 


8511140465 License for Westinghouse to export 200 Zircaloy tubes to Canada. 
PETERSON, M.R. Assistant Director for Export/Import & International Safeguards. 
MMH-717. 85/1 1 /06. 1 p. 33469:31 9-33469:31 9. 

8511180416 License for Westinghouse to export 255 kg U-235, contained in 7,500 kg 
U,to France. 

MOORE.R.N. Assistant Director for Export/Import & International Safeguards. MMH- 
669. 85/1 1 /07. 2pp. 33503:21 3-33503:21 4. 

8511190563 Application for license to export 1.4 g U-235, contained in 1.51 g U,to 
Japan. 

HEIMAN.D. Reactor Experiments, Inc. J-04226. 85/10/28. 2pp. 33534:163-33534:164. 

8511220070 Application to amend license to export, adding 3.1 kg U, containing 0.613 
kg U-235. 

HANNETT.B.A. Transnuclear, Inc. 85/11/08. MOORE.R.N. Office of International Pro- 
grams, Director. 2pp. 33603:261-33603:262. 

8511220180 Requests Executive Branch position re enci Westinghouse application for 
license to export five reactor primary coolant pumps to United Kingdom. 

PETERSON, M.R. Assistant Director for Export/lmport & Internationa! Safeguards. 85/ 
11/14. BUSNICK.E. State, Dept, of, Bureau of Oceans & Inti. Environ. & Scientific Af- 
fairs. Ip. 33603:236-33603:236. 

-8511220185 Application for license to export five reactor primary coolant pumps to 
United Kingdom. 

HERSCH.M.M. Westinghouse Electric Corp. MMH-660. 85/10/29. 4pp. 33603:237- 
33603:240. 


8511220222 Application for license to export 1,764 kg U.as enriched UF6, containing 49 
kg U-235, to Japan. 

OKADA.S. Mitsui & Co. (USA), Inc. (subs, of Mitsui & Co., Ltd.). MBK-TR-16. 85/11/ 
13. Ip. 33603:221-33603:221. 

8511220223 Requests assistance in obtaining Itr of assurance re end Braunkohle 
Transport USA 851107 request for amends to export license, adding ASEA-ATOM in 
Sweden as possible addl fabricator. 

PETERSON, M.R. Assistant Director for Export/Import & International Safeguards. 85/ 
11/13. THORNE, C. Energy, Dept. of. 1 p. 33583:357-33583:357. 

-8511220454 Application to amend license to export, adding ASEA-ATOM as possible 
add) fabricator.Separate amend to include Sydkraft AB as possible end user of LWR 
fuel also requested. 

HARMON, D.W. Braunkohle Transport & Storage, Inc. 85/11/07. HEMBY.E. Assistant 
Director for Export/Import & International Safeguards. Ip. 33583:358-33583:358. 

8511220247 Application to amend license to export, increasing quantity to 26 kg U- 
235, contained in 27.867 kg U.Revised end use statement, dtd 851112 end. 
HANNETT.B.A. Transnuclear, Inc. NUK-447. 85/11/15. MOORE.R.N. Office of Inter- 
national Programs, Director. 2pp. 33603:140-33603:141. 

8511250282 Forwards Transnuclear.lnc 851108 application to amend license to export 
authorizing addition of 3.1 kg U, containing 0.613 kg U-235, to fabricate two test low 
enriched U silicide assemblies for use in reactor. 

PETERSON, M.R. Assistant Director for Export/Import & International Safeguards. 85/ 
11/19. BUSICK.E. State, Dept, of, Bureau of Oceans & Inti. Environ. & Scientific Af- 
fairs. Ip. 33619:277-33619:279. 

8511250291 Forwards Transnuclear.lnc 851115 application to amend license, increasing 
quantity to 26 kg U-235, enriched to 93.3%, for consideration w/application forwarded 
on 840510. 

PETERSON, M.R. Assistant Director for Export/Import & International Safeguards. 85/ 
11/19. BUSICK.E. State, Dept, of, Bureau of Oceans & Inti. Environ. & Scientific Af- 
fairs. Ip. 33619:270-33619:273. 

8511250351 Requests Itr of assurance re end application for reload of low enriched 
fuel. 

PETERSON, M.R. Assistant Director for Export/import & International Safeguards. 85/ 
11/18. THORNE, C. Energy, Dept. of. Ip. 33618:236-33618:237. 
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50-320 

P 

BERRY.K.W. 

8511260414 

50-255 

P 

BOOKER, J.E. 

8511050071 

50-458 

s 

BARTLEMAN.J. 

8511180282 

50-454 

s 

BERRY.K.W. 

8511270057 

50-255 

P 

BOOKER, J.E. 

8511050102 

50-458 

P 

BARTON.C.P. 

8511210229 

FOIA 


BERSON.B.A. 

8511200162* 

PR 


BOOKER, J.E. 

8511050115 

50-458 

F 

BARTON, J.J. 

8511040005 

50-219 

F 

BESS, J.E. 

8511010161* 

50-498 

Q 

BOOKER, J.E. 

8511070347 

50-458 

P 

BASILE.J.A. 

8511190170 

50-3 

F 

BEVELAQUA.J.J. 

8511110129 

50-289 

F 

BOOKER, J.E. 

8511070364 

50-458 

P 

BASKIN, K.P. 

8511110249* 

50-206 

Q 

BICEHOUSE.H. 

8511040246* 

50-277 

Q 

BOOKER, J.E. 

8511070366 

50-458 

P 

BASKIN, K.P. 

8511130259 

50-206 

P 

BICEHOUSE.H.J. 

8511010272* 

50-278 

Q 

BOOKER.J.E. 

8511070379 

50-458 

P 

BASKIN, K.P. 

8511130267* 

50-206 

P 

BiCKEL.E.E. 

8008150473* 

FOIA 


BOOKER, J.E. 

8511070447 

50-458 

S 

BASSIN.N. 

8511220062* 

FOIA 


BIDINGER, G.H. 

8511140423* 

70-1257 


BOOKER.J.E. 

8511110054 

50-458 

R 

BASSIN.N. 

8511220069* 

FOIA 


BIDINGER, G.H. 

8511220421* 

70-1151 


BOOKER.J.E. 

8511110105 

50-458 

F 

BATCH, S. 

8511260172 

50-346 

s 

BIDSTRUP.R. 

8511250294* 

27-48 


BOOKER, J.E. 

8511110110* 

50-458 

Q 

BATES, J.W. 

8511270078* 

70-1113 


BIELFELDT.L. 

8511040433* 

50-445 

Q 

BOOKER.J.E. 

8511110193 

50-458 

R 

BATES, J.W. 

8511270094* 

70-1113 


BIELFELDT.L 

8511040449* 

50-445 

Q 

BOOKER.J.E. 

8511110289 

50-458 

P 

BATZ.R. 

8510110176 

50-461 

A 

BIELFELDT.L 

8511060397* 

50-445 

A 

BOOKER, J.E. 

8511110291 

50-458 

P 

BATZ,R. 

8511190270* 

50-461 

A 

BIELFELDT.L.M. 

8511040441* 

50-445 

A 

BOOKER.J.E. 

8511110467 

50-458 

S 

BAUER, S.A. 

851126023 7 

50-344 

s 

BIELFELDT.L.M. 

8511040446* 

50-445 

Q 

BOOKER.J.E. 

8511120159 

50-458 

S 

BAUNACK.W.H. 

8511270171* 

50-219 

Q 

BIELFELDT.L.M. 

8511050295* 

50-445 

Q 

BOOKER.J.E. 

8511150035 

50-458 

P 

BAUSER.D.B. 

8511070338 

50-289 

G 

BIELFELDT.L.M. 

8511050297* 

50-445 

Q 

BOOKER, J.E. 

8511150057 

50-458 

P 

BAUSER.D.B. 

8511070338 

50-289 

G 

BIELFELDT.L.M. 

8511050299* 

50-445 

A 

BOOKER, J.E. 

8511180181 

50-458 

P 

BAXTER, T.A. 

8511050207 

50-400 

G 

BIELFELDT.L.M. 

8511050304* 

50-445 

Q 

BOOKER.J.E. 

8511180289 

50-458 

s 

BAXTER, T.A. 

8511050207 

50-400 

G 

BIELFELDT.L.M. 

8511060388* 

50-445 

A 

BOOKER.J.E. 

8511180466 

50-458 

s 

BAXTER.T.A. 

8511130279 

50-400 

G 

BIGIARELLI.M.J. 

8511060160 

50-245 

S 

BOOKER, J.E. 

8511180481 

50-458 

P 

BAXTER, T.A. 

8511130279 

50-400 

G 

BIRD.P.E. 

8511250420* 

FOIA 


BOOKER, J.E. 

8511180587 

50-458 

p 

BAXTER, T.A. 

8511260084 

50-400 

G 

BIRD.P.E. 

8511250425* 

FOIA 


BOOKER, J.E. 

8511180604 

50-458 

p 

BAXTER, T.A. 

8511260084 

50-400 

G 

BIRELEY.E. 

8511070085 

50-245 

P 

BOOKER, J.E. 

8511200168 

50-458 

p 

BAXTER, T.A. 

8511260239 

50-400 

G 

BIRELEY.E. 

8511070085 

50-245 

P 

BOOKER.J.E. 

8511200172 

50-458 

p 

BAXTER.T.A. 

8511260239 

50-400 

G 

BIRELY.W.C. 

8511010340 

50-277 

S 

BOOKER.J.E. 

8511210549 

50-458 

S 

BEALL, J.E. 

8511210385* 

50-443 

Q 

BIRELY.W.C. 

8511060171 

50-278 

S 

BOOKER.J.E. 

8511210553 

50-458 

s 

BEARDEN, W.C. 

8511060092* 

50-438 

Q 

BIRELY.W.C. 

8511260040 

50-278 

S 

BOOKER.J.E. 

8511250440 

50-458 

p 

BEAVER, J.R, 

8511040202 

50-320 

F 

BIRELY.W.C. 

8511260106 

50-278 

S 

BOOKER.J.E. 

8511260438 

50-458 

p 

BEAVER.J.R. 

8511260156 

50-289 

F 

BIRELY.W.C. 

8511260628 

50-277 

S 

BOOKER, J.E. 

8511260503 

50-458 

S 

BECHHOEFER.C. 

8511070270 

50-498 

G 

BISHOP, R.W. 

8511050085 

50-423 

A 

BOOKER.J.E. 

8511260617 

50-458 

S 

BECHHOEFER.C. 

8511180528 

50-498 

G 

BISHOP, R.W. 

8511050107 

50-423 

A 

BOOKER, J.E. 

8511260654 

50-458 

S 

BECHHOEFER.C. 

8511210402 

50-498 

G 

BISHOP, R.W. 

8511070126 

50-423 

A 

BOOKER, J.E. 

8511260663 

50-458 

S 

BECK.J.W. 

8511050277 

50-445 

H 

BISHOP, R.W. 

8511070339 

50-423 

E 

BOOKER.J.E. 

8511260667 

50-458 

S 

BECK.R.S. 

8511260122 

50-390 

F 

BISHOP, R.W. 

8511070352 

50-245 

F 

BORCHERT.H.R. 

8511060025 

PR 


BECKWITH,C.A. 

8511140130 

WASTE MGT 

BISHOP, R.W. 

8511110070 

50-213 

P 

BORCHERT.H.R. 

8511260497 

PR 


BEEBE, M.R. 

8511210285 

NUREG 


BISHOP, R.W. 

8511110280 

50-423 

A 

BORDENICK.B.M. 

8511070385 

50-322 

G 

BEILENSON.A.C. 

8511060018* 

50-322 

H 

BISHOP, R.W. 

8511270011 

50-245 

F 

BORDEN ICK.B.M. 

8511210366 

50-322 

G 




318 PERSONAL AUTHOR INDEX 


AUTHOR ACCESSION SUBJECT AUTHOR 



NUMBER 

CATEGORY 


CALDWELL, C.W. 

8511060056* 

50-390 

Q 

CHILK.S.J. 

CALDWELL.J.L. 

8511040354* 

50-280 

Q 

CHILK.S.J. 

CaLDWELl.J.l.. 

8511110127* 

50-416 

Q 

CHILK.S.J. 

CALDWELL.R.A. 

8511220114* 

50-267 

Q 

CHILK.S.J. 

CALLEGARI.R.A. 

8511260654 

50-458 

S 

CHILK.S.J. 

CALLEGARI.R.M. 

8511260667 

50-458 

S 

CHILK.S.J. 

CAMILLI.LL. 

8511140064* 

50-237 

P 

CHILK.S.J. 

CAMPAGNONE.M. 

8506050101* 

50-387 

Q 

CHILK.S.J. 

CAMPBELL, R.M. 

8511180326’ 

50-410 

Q 

CHILK.S.J. 

CAMPBELL, W.R. 

8511260463 

50-483 

S 

CHILK.S.J. 

CANOSA.R.P. 

8511260412 

PR 


CHILK.S.J. 

CANTOR, B.l. 

8511260527* 

50-261 

F 

CHILK.S.J. 

CANTRELL, F.S. 

8511040331* 

50-259 

Q 

CHILK.S.J. 

CANTRELL, F.S. 

8511040362* 

50-395 

Q 

CHILK.S.J. 

CANTRELL, F.S. 

8511130198* 

50-259 

Q 

CHILK.S.J. 

CANTRELL, F.S. 

8511140107* 

50-348 

Q 

CHILK.S.J. 

CANTRELL, F.S. 

8511250422* 

50-395 

Q 

CHILK.S.J. 

CAPSTICK.R.W. 

8511050117 

50-271 

F 

CHILK.S.J. 

CAPSTICK.R.W. 

8511260150 

50-271 

P 

CHILK.S.J. 

CARBON, M.W. 

8511180163* 

FOIA 


CHILK.S.J. 

CARBOUGH.E.H. 

8511180031* 

FOIA 


CHILK.S.J. 

CARDILE.F. 

8511180522’ 

FOIA 


CHILK.S.J. 

CAREY, J.J. 

8511050010 

50-334 

R 

CHILK.S.J. 

CAREY, J.J. 

8511050266 

50-412 

M 

CHILK.S.J. 

CAREY, J.J. 

8511110073 

50-334 

V 

CHILK.S.J. 

CAREY, J.J. 

8511130282 

50-412 

A 

CHILK.S.J. 

CAREY, J.J. 

8511130283 

50-334 

P 

CHILK.S.J. 

CAREY, J.J. 

8511180431 

50-334 

R 

CHILK.S.J. 

CAREY, J.J. 

8511180774 

50-334 

R 

CHILK.S.J. 

CAREY, J.J. 

8511190314 

50-334 

F 

CHILK.S.J. 

CAREY, J.J. 

8511190369 

50-334 

V 

CHILK.S.J. 

CAREY, J.J. 

8511190377 

50-334 

P 

CHILK.S.J. 

CAREY, J.J. 

8511220301 

50-412 

E 

CHILK.S.J. 

CAREY, J.J. 

8511250153 

50-334 

P 

CHILK.S.J. 

CAREY, J.J. 

8511260055 

50-334 

P 

CHILK.S.J. 

CAREY.J.J. 

8511260431 

50-334 

V 

CHILK.S.J. 

CARFAGNO.S.P. 

8511210594 

NUREG 


CHILK.S.J. 

CARNS.N. 

8511210282 

50-382 

S 

CHILK.S.J. 

CARPENTER, J.H. 

8511210412 

50-400 

G 

CHILK.S.J. 

CARR.A.V. 

8511070200 

50-413 

G 

CHILK.S.J. 

CARR.A.V. 

8511220038 

50-413 

Q 

CHILK.S.J. 

CARROLL, J.C. 

8511110270* 

50-275 

F 

CHILK.S.J. 

CARROLL, J.C. 

8511200108 

50-275 

F 

CHILK.S.J. 

CARROLL, R. 

8511110066 

50-416 

S 

CHILK.S.J. 

CARROLL, R. 

8511190025 

50-416 

S 

CHILK.S.J. 

CARROLL, R.E. 

8511180116 

50-416 

S 

CHILK.S.J. 

CASE.E.G. 

8509240016* 

50-277 

P 

CHILK.S.J. 

CASELLA.F.A. 

8511210386* 

50-423 

Q 

CHILK.S.J. 

CASSIDY, R. 

8511210608 

50-454 

S 

CHILK.S.J. 

CASTOR, J. 

8511070442 

50-267 

S 

CHILK.S.J. 

CATCHPOLE.G.J. 

8511260257 

40-8745 


CHILK.S.J. 

CATCHPOLE.G.J. 

8511260357 

40-8745 


CHILK.S.J. 

CERMAK.J.O. 

8511060258 

50-282 

P 

CHILK.S.J. 

CERMAK.J.O. 

8511060258 

50-282 

P 

CHILK.S.J. 

CESARE.J.G. 

8511200300 

50-416 

R 

CHILK.S.J. 

CHAFFEE.A.E. 

8511050082 

50-275 

P 

CHILK.S.J. 

CHAN.E.I. 

8511120007 

50-456 

G 

CHILK.S.J. 

CHAN.T.L. 

8511010004 

50-280 

F 

CHILK.S.J. 

CHAN.T.L. 

8511180718 

50-280 

F 

CHIRAMAL.M. 

CHANEY, H. 

8511200285* 

50-458 

Q 

CHIRIGOS.J.N. 

CHANEY, H.D. 

8511250268* 

50-267 

Q 

CHOU.i.H. 

CHANG, K. 

8511130107 

WASTE MGT 

CHRISSOTIMOS.N. 

CHANG.K.C. 

8511130079 

WASTE RES 

CHRISSOTIMOS.N. 

CHAPMAN.D.N. 

8511060418* 

50-445 

A 

CHRISSOTIMOS.N. 

CHARNLEY.J.S. 

8511070370* 

50-373 

P 

CHRISSOTIMOS.N. 

CHARNLEY.J.S. 

8511210062 

TOPREP 


CHRISSOTIMOS.N. 

CHASE, D.A. 

8511210549 

50-458 

S 

CHRISSOTIMOS.N. 

CHASKO.G. 

8511040412* 

50-440 

E 

CHRISSOTIMOS.N. 

CHASKO.G. 

8511250109 

50-440 

F 

CHRISSOTIMOS.N. 

CHAUDHARY.S.K. 

8511250072* 

50-219 

Q 

CHRISSOTIMOS.N. 

CHEN.T. 

8511250106 

NUREG 


CHRISSOTIMOS.N. 

CHEUNG, L.S. 

8511250309* 

50-293 

Q 

CHRISSOTIMOS.N. 

CHILK.J. 

8511260215 

FOIA 


CHRISSOTIMOS.N. 

CHILK.S.J. 

8407240153* 

FOIA 


ChR'SSOl iMOSA. 

CHILK.S.J. 

8410300385* 

PR 


CHRISSOTIMOS.N. 

CHILK.S.J. 

8511060394 

10CFR 


CHRISSOTIMOS.N. 

CHILK.S.J. 

8511060513 

10CFR 


CHRISTENSEN, H. 

CHILK.S.J. 

8511070185* 

FOIA 


CHRISTENSEN, H. 

CHILK.S.J. 

8511070234* 

FOIA 


CHRISTENSEN, H. 

CHILK.S.J. 

8511070361 

50-528 

P 

CHRISTENSEN, J. 

CHILK.S.J. 

8511070494* 

FOIA 


CHRISTOFFER.G. 

CHILK.S.J. 

8511120024 

50-456 

G 

CHUNG, D.H. 

CHILK.S.J. 

8511120026 

10CFR 


CHUNG, D.H. 

CHILK.S.J. 

8511130316* 

50-322 

P 

CHUNG, D.H. 

CHILK.S.J. 

8511130322* 

50-322 

P 

CHURCHILL, B.W. 

CHILK.S.J. 

8511130346* 

FOIA 


CHURCHILL, B.W. 

CHILK.S.J. 

8511130349* 

FOIA 


CHURCHMAN, C.W. 

CHILK.S.J. 

8511130384* 

FOIA 


CIOFFI.J.A. 


ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

8511130388* 

FOIA 


CIPOLLA.A.J. 

8511140019 

71-6273 


8511130392* 

FOIA 


CLAPP, R.B. 

8511060521 

PROJ 


8511140082* 

50-320 

P 

CLAPP, R.B. 

8511060523* 

PROJ 


8511140090* 

FOIA 


CLARK, A.T. 

8511040121 

PROJ 


8511140098* 

FOIA 


CLARK, C.A. 

8511040087* 

50-529 

Q 

8511140187* 

FOIA 


CLARK, C.A. 

8511140242’ 

50-362 

Q 

8511140193* 

50-322 

P 

CLARK.L. 

8511060145 

50-20 

P 

8511140200* 

50-320 

P 

CLARK, P.R. 

8511040328 

50-219 

P 

8511140215* 

50-416 

P 

CLARK, R.A. 

8511050309 

NUREG 


8511140234* 

FOIA 


CLARK, R.A. 

8511210279 

NUREG 


8511140308* 

FOIA 


CLARK, W.H. 

8511260495 

PR 


8511140393 

10CFR 


CLAY.E.L. 

8511040258* 

70-143 


8511140476* 

50-322 

P 

CLAY.E.L. 

8511270142* 

70-1113 


8511140485* 

50-322 

P 

CLAY.E.L. 

8511270160* 

70-1113 


8511140486* 

50-322 

P 

CLAYTON, F.L. 

8511050052 

50-348 

S 

8511150113 

50-295 

G 

CLAYTON, F.L. 

8511050055 

50-348 

S 

8511180065* 

FOIA 


CLAYTON, F.L 

8511050060 

50-364 

S 

8511180092* 

50-320 

S 

CLAYTON, F.L 

8511050065 

50-348 

S 

8511180099* 

50-322 

P 

CLAYTON, F.L. 

8511060189 

50-364 

s 

8511180142* 

FOIA 


CLAYTON, F.L. 

8511060225 

50-364 

s 

8511180179* 

50-322 

P 

CLAYTON, F.L. 

8511060466 

50-364 

s 

8511180192* 

50-322 

P 

CLAYTON, F.L. 

8511060477 

50-364 

s 

8511180196* 

FOIA 


CLAYTON, F.L 

8511060484 

50-364 

s 

8511180207* 

50-289 

P 

CLAYTON, F.L. 

8511060502 

50-364 

s 

8511180275* 

50-322 

P 

CLAYTON, F.L. 

8511070065 

50-348 

s 

8511180290* 

50-322 

P 

CLAYTON, F.L. 

8511070103 

50-364 

s 

8511180333 

10CFR 


CLAYTON, F.L. 

8511070108 

50-364 

s 

8511180363 

50-220 

G 

CLAYTON, F.L. 

8511120034 

50-364 

s 

8511180432* 

50-289 

P 

CLAYTON, H.B. 

8511060125* 

50-424 

Q 

8511180539 

50-324 

G 

CLAYTON, J.D. 

8511050152* 

50-528 

G 

8511180592* 

FOIA 


CLAYTON, J.D. 

8511050152* 

50-528 

G 

8511180600* 

FOIA 


CLAYTOR.T.N. 

8511250006 

NUREG 


8511180615* 

50-272 

Q 

CLEMONS, P. 

8511040094* 

50-317 

Q 

8511180619* 

FOIA 


CLIFFORD, J.W. 

8511110402 

50-244 

P 

8511180624* 

FOIA 


CLIFFORD, J.W. 

8511140310 

50-29 

P 

8511180630* 

50-272 

S 

CLIFFORD, J.W, 

8511250157 

50-244 

P 

8511190343 

50-456 

G 

CLIMER 

8511200267 

50-315 

R 

8511190375 

50-382 

G 

CLIMER 

8511200270 

50-316 

R 

8511200255* 

PR 


CLINE, W. 

8511130166 

70-27 


8511210024* 

50-482 

P 

CLINE, W.E. 

8511040282* 

50-280 

Q 

8511210027* 

FOfA 


CLINE, W.E. 

8511060293* 

50-338 

Q 

8511210359 

50-245 

G 

CLINE.W.E. 

8511070603* 

50-250 

Q 

8511210372 

50-327 

G 

CLINE, W.E. 

8511130382* 

50-413 

Q 

8511210375 

50-316 

G 

CLINE.W.E. 

8511200247* 

50-416 

Q 

8511210381 

50-213 

G 

COFFIN, J. 

8511180544 

50-341 

F 

8511210413 

50-266 

G 

COFFIN, J. 

8511250107 

50-341 

F 

8511220047 

10CFR 


COFFIN.J. 

8511250354 

50-341 

F 

8511220347 

50-245 

P 

COFFIN, J. 

8511260308 

50-341 

F 

8511220417 

10CFR 


COHALAN.P.F. 

8511130287 

50-322 

G 

8511250121 

50-327 

P 

COHEN, S. 

8511210202* 

FOIA 


8511250123 

50-266 

P 

COLBURN, T.G. 

8511070174 

50-266 

P 

8511250216 

50-322 

P 

COLBURN, T.G. 

8511250342 

50-266 

P 

8511250293 

10CFR 


COLE.M. 

8511070075 

50-302 

F 

8511250301 

50-267 

P 

COLEMAN, C. 

8511260507 

PR 


8511260211 

50-213 

P 

COLEMAN, N. 

8511130158 

WASTE MGT 

8511260216 

50-316 

P 

COLEMAN, N.M. 

8511130087 

WASTE RES 

8511270034 

10CFR 


COLEMAN, R. 

8511210519 

CONTRACT 


8511270055 

50-220 

P 

COLEMAN.R. 

8511250344 

CONTRACT 


8511190535* 

50-369 

S 

COLEMAN.W.E. 

8511220306* 

50-322 

S 

8511130324* 

50-282 

P 

COLEY, J.L. 

8511140123* 

50-413 

Q 

8511200008* 

50-445 

A 

COLEY, J.L. 

85112702 27* 

50-416 

Q 

8511050134 

50-316 

S 

COLLIER, R.P. 

8511110327 

NUREG 


8511110061 

50-316 

S 

COLLINS, D. 

8511110058* 

50-320 

Q 

8511110101 

50-483 

Q 

COLLINS, D. 

8511270230 

50-250 

S 

8511130181 

50-255 

Q 

COLLINS, J.L 

8511220329 

NUREG 


8511130225 

50-315 

Q 

COLLINS, J.T. 

8511010131 

50-267 

F 

8511140081 

50-305 

S 

COLLINS, J.T. 

8511010137 

50-267 

F 

8511140097 

50-315 

S 

COLLINS.J.T. 

8511010372 

50-267 

F 

8511140177 

50-341 

Q 

COLLINS, J.T. 

8511040006 

50-267 

Q 

8511140317 

50-295 

Q 

COLLINS, J.T. 

8511040084 

50-267 

F 

8511140319* 

50-295 

Q 

COLLINS.J.T. 

8511070136* 

50-445 

Q 

8511190445 

50-341 

S 

COLLINS.J.T. 

8511200268* 

50-445 

A 

8511220255 

50-10 

Q 

COLLINS.J.T. 

8511200293* 

50-445 

A 

851122026 2* 

50-10 

Q 

COLLINS.J.T. 

8511200296* 

50-445 

Q 

8511250040 

50-341 

S 

COLLINS.J.T. 

8511200328* 

50-445 

A 

8511250368 

50-315 

Q 

COLLINS, L.L. 

8511110023* 

50-389 

P 

8511060128* 

50-280 

Q 

COLLINS.M. 

8511150075 

50-302 

F 

8511260585* 

CONTRACT 


COLLINS, R.W. 

8511210028 

40-1162 


8511270212* 

50-369 

Q 

COLLINS, S. 

8511110107 

50-244 

S 

8511250089* 

50-445 

A 

COLLINS, S. 

8511110132 

50-220 

S 

8511220054* 

50-331 

Q 

COLLINS, S. 

8511120025 

50-244 

S 

8511130128 

WASTE RES 

COLLINS, S.J. 

8511050325 

50-286 

F 

8511130171 

WASTE RES 

COLLINS, S.J. 

8511070345 

50-244 

Q 

8511180249 

WASTE RES 

COLLINS, S.J. 

8511120006 

50-286 

Q 

8511260393 

50-424 

G 

COLLINS, S.J. 

8511130080 

50-272 

Q 

8511260393 

50-424 

G 

COLLINS, SJ. 

8511130097 

50-220 

Q 

8511110322* 

50-354 

A 

COLLINS, S.J. 

8511210367 

50-443 

Q 

8511040130* 

50-423 

Q 

COLLINS, S.J. 

8511250136 

50-333 

Q 
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AUTHOR 


COLLINS, S.J. 
COLLINS, T.R. 
COLLINS, T.R. 
COLLOPY.T.J. 
COLOMBO, R. 
COLOMBO, R.W. 
COLOMBO, R.W. 
COLOMBO, R.W. 
CON.V.N. 
CONDIT.R. 
CONDON, D.S. 
CONLON.T.E. 
CONLON.T.E. 
CONLON.T.E. 
CONLON.T.E. 
CONLON.T.E. 
CONLON.T.E. 
CONLON.T.E. 
CONLON.T.E. 
CONLON.T.E. 
CONLON.T.E. 
CONLON.T.E. 
CONNELLY, S.R. 
CONNELLY, S.R. 
CONNELLY, S.R. 
CONNER, E.L. 
CONNER, E.L. 
CONNER, T.B. 
CONNER, T.B. 
CONNER, T.B. 
CONNER, T.B. 
CONNER, T.B. 
CONNER, T.B. 
CONNER, T.B. 
CONNER, T.B. 
CONNER, T.B. 
CONNER, T.B. 
CONNER, T.B. 
CONNER, T.B. 
CONNER, T.B. 
CONNER, T.B. 
CONNER, T.B. 
CONNER, T.B. 
CONNER.T.B. 
CONNERS, C.C. 
CONRAD.H.L. 
CONSTABLE, G.L. 
CONSTABLE, G.L. 
CONSTABLE, G.L 
CONTE, R. 
CONTE, R. 

CONTI, E.F. 

CONTRELL.F. 

CONVERSE, R. 

CONVERSE.R.J. 

CONVERSE.R.J. 

CONVERSE.R.J. 

CONVERSE, W.E. 

CONWAY.R.E. 

COOK.F.R. 

COOK.F.R. 

COOK.J. 

COOK.K.W. 

COOK.K.W. 

COOK.K.W. 

COOK.K.W. 

COOK.K.W. 

COOK.K.W. 

COOK.K.W. 

COOK.K.W. 

COOK.K.W. 

COOK.K.W. 

COOK.K.W. 

COOK.K.W. 

COOK.K.W. 

COOK.K.W. 

COOK.K.W. 

COOK.R. 

COOLEY.M.J. 

COOLEY.M.J. 

COOLEY.M.J. 

COOLEY.R.A. 

COONEY, M.J. 

COONEY, M.J. 

COOPER, M.R. 

COOPER, M.R. 

COOPER.M.R. 

COOPER, W.T. 


ACCESSION 

NUMBER 

8511250237 

8511010266* 

8511220045 

8511190559 

8511220030 

8511070053 

8511070511 

8511260670 

8509050141* 

8511200028 

8511260418 

8511010437* 

8511040388* 

8511050035* 

8511060047* 

8511060177* 

8511130117* 

8511250158* 

8511250299* 

8511250459* 

8511270213* 

8511270252* 

8511070416* 

8511200184* 

8511200190* 

8511010082* 

8511260323* 

8509240021 * 

8511110028 

8511110028 

8511200033 

8511200033 

8511200098 

8511200098 

8511210159 

8511210159 

8511210430 

8511210430 

8511260481 

8511260481 

8511260486* 

8511260486* 

8511260491* 

8511260491* 

8511250129* 

8511070438 

8511010161* 

8511180043* 

8511260142* 

8511110082* 

8511210083* 

8509200210* 

8511180215* 

8511260046 

8511180404 

8511200297 

8511260697 

8511180780 

8511250104 

8511130270 

8511140351 

8511200297 

8511010035 

8511010281 

8511040064 

8511050121 

8511060527 

8511070012 

8511070015 

8511110056* 

8511120008 

8511150052 

8511150117 

8511180285 

8511210282 

8511210303 

8511210390 

8511110058* 

8511250107 

8511250354 

8511260308 

8511190204* 

8511040198 

8511070415 

8511180159 

8511270276 

8511270278 

8511010530* 


SUBJECT 


CATEGORY 

50-247 

Q 

50-160 

Q 

50-259 

70-371 

S 

50-312 

R 

50-312 

S 

50-312 

S 

50-312 

S 

50-206 

FOIA 

REGGD 

Q 

50-400 

Q 

50-400 

Q 

50-400 

Q 

50-321 

Q 

50-269 

Q 

50-414 

Q 

50-400 

Q 

50-338 

Q 

50-424 

Q 

50-414 

Q 

50-327 

Q 

50-322 

PR 

PR 

P 

50-322 

Q 

50-322 

Q 

50-277 

P 

50-352 

G 

50-352 

G 

50-352 

P 

50-352 

P 

50-352 

P 

50-352 

P 

50-352 

P 

50-352 

P 

50-352 

G 

50-352 

G 

50-352 

G 

50-352 

G 

50-352 

G 

50-352 

G 

50-352 

G 

50-352 

G 

50-433 

MISC 

P 

50-498 

FOIA 

Q 

50-498 

Q 

50-289 

Q 

50-289 

RES 

Q 

50-296 

S 

50-333 

S 

50-333 

Q 

50-333 

R 

50-333 

S 

50-313 

R 

50-424 

A 

WASTE MGT 

WASTE 

MGT 

50-333 

R 

50-382 

P 

50-382 

V 

50-382 

S 

50-382 

P 

50-382 

S 

50-382 

s 

50-382 

S 

50-382 

Q 

50-382 

F 

50-382 

S 

50-382 

F 

50-382 

S 

50-382 

S 

50-382 

P 

50-382 

R 

50-320 

Q 

50-341 

F 

50-341 

F 

50-341 

F 

50-298 

Q 

50-278 

Q 

50-277 

Q 

50-327 

S 

50-327 

S 

50-327 

s 

50-302 

Q 


AUTHOR 


COOPER, W.T. 

COOPERMAN.A. 

COOPERMAN.A.S. 

COOTS, L.H. 

COPELAND, R.A. 

COPELAND, V.G. 

COPELAND, V.G. 

CORDANI.R.A. 

CORMIER, W.H. 

CORRADO.J. 

COSTLEY.W.J. 

COTTER, B.P. 

COUNSIL.W.G. 

COUNSIL.W.G. 

COUNSIL.W.G. 

COUNSIL.W.G. 

COUNSIL.W.G. 

COUNSIL.W.G. 

COUNSIL.W.G. 

COUNSIL.W.G. 

COUNSIL.W.G. 

COUNSIL.W.G. 

COUNSIL.W.G. 

COUNSIL.W.G. 

COUNSIL.W.G. 

COUNSIL.W.G. 

COUNSIL.W.G. 

COUNSIL.W.G. 

COUNSIL.W.G. 

COUNSIL.W.G. 

COUNSIL.W.G. 

COUNSIL.W.G. 

COUSINS.D.H. 

COWGILL.C. 

COX.D.L. 

COX.J.W. 

CRAIG, J.W. 
CRAIG, J.W. 
CRANWELL.R.M. 
CREASY, T.N. 
CREASY, T.N. 
CREED, J.R. 
CREED, J.R. 
CREED, J.R. 
CREED, J.R. 
CREED, J.R. 
CRERAR.D. 
CRIMMINS.T.M. 
CRIMMINS.T.M. 
CRIMMINS.T.M. 
CRIMMINS.T.M. 
CRIMMINS.T.M. 
CRIMMINS.T.M. 
CROCKFORD.D.R. 
CROW, W.T. 
CROW, W.T. 
CROW, W.T. 
CROW, W.T. 
CROW, W.T. 
CROW, W.T. 
CROW, W.T. 
CROW, W.T. 
CROW, W.T. 
CROW, W.T. 
CROW, W.T. 
CROW, W.T. 
CROW, W.T. 
CROW, W.T. 
CROW, W.T. 
CROW, W.T. 
CROW, W.T. 
CROW, W.T. 
CROW, W.T. 
CROW, W.T. 
CROW, W.T. 
CROW, W.T. 
CROW, W.T. 
CROW, W.T. 
CROW, W.T. 
CROW, W.T. 
CROW, W.T. 
CROW, W.T. 
CROW, W.T. 
CROWLEY, B.R. 
CROWLEY, B.R. 
CRUTCHFIELD, D. 
CRUTCHFIELD, D. 
CRUTCHFIELD, D. 


ACCESSION 

NUMBER 

8511140150* 

8511260497 

8511260508 

8511270058 

8511190380 

8511250151 

8511250151 

8511120004 

8511150030* 

8511140405 

8511210485 

8511200186* 

8511040043 

8511040046 

8511040046 

8511040093 

8511040308 

8511040308 

8511040343 

8511050038 

8511050070 

8511050277 

8511110189 

8511110210 

8511200007 

8511210085 

8511210226 

8511220336 

8511250046 

8511250079 

8511260094* 

8511270050 

8511150101 

8511110058* 

8511150044 

8511110469 

8511040060* 

8511200235* 

8511140204 

8511120242 

8511180385 

8511150084* 

8511180595* 

8511220054* 

8511250141* 

8511260369* 

8511180386* 

8511070141 

8511120242 

8511180218 

8511180385 

8511220363 

8511270172 

8511220036* 

8501300149 

8511010413 

8511010529 

8511010537 

8511010542* 

8511010543* 

8511010544* 

8511010546* 

8511040016 

8511040430 

8511070233 

8511110449 

8511110464* 

8511110472* 

8511140420 

8511140429* 

8511140434* 

8511190175 

8511190475 

8511200070 

8511200074* 

8511200076* 

8511220416 

8511220421* 

8511260509 

8511260511* 

8511260683 

8511260685* 

8511260689* 

8511110066 

8511270227* 

8502050537* 

8505030651* 

8508020104* 


SUBJECT 


CATEGORY 

70-824 

PR 

PR 

50-259 

S 

50-316 

P 

50-456 

G 

50-456 

70-27 

G 

50-142 

10CFR 

71-5942 

PR 

G 

50-213 

R 

50-245 

R 

50-245 

R 

50-245 

R 

50-213 

R 

50-213 

R 

50-445 

F 

50-445 

V 

50-445 

F 

50-445 

H 

50-445 

F 

50-445 

F 

50-445 

A 

50-446 

S 

50-446 

S 

50-445 

Q 

50-445 

A 

50-445 

A 

50-445 

Q 

50-445 

PR 

S 

50-320 

Q 

50-361 

P 

50-395 

QA999 

QA999 

R 

WASTE RES 

50-388 

S 

50-387 

S 

50-255 

Q 

50-454 

Q 

50-331 

Q 

50-461 

Q 

50-440 

Q 

WASTE MGT 

50-388 

S 

50-388 

S 

50-387 

R 

50-387 

S 

50-387 

S 

50-387 

FOIA 

40-8724 

70-734 

70-820 

70-2997 

70-2997 

70-2997 

70-2997 

70-2997 

40-2061 

70-143 

40-2061 

70-27 

70-27 

70-27 

70-1257 

70-1257 

70-1257 

70-135 

70-143 

70-1113 

70-1113 

70-1113 

70-1151 

70-1151 

40-8027 

40-8027 

70-938 

70-938 

70-938 

S 

50-416 

g 

50-416 

c 

50-352 

g 

50-352 

£ 

50-352 

£ 


AUTHOR 


CRUTCHFIELD, D. 
CRUTCHFIELD, D. 
CRUTCHFIELD, D. 
CO'JTCHF'EI.D.D 
CRUTCH I- ELD.D. 
CRUTCHFIELD, D. 
CRUTCHF'ELD D. 
CRLUCHF'ELD J. 
CRU r Ci-:F:E:_D.D. 
CRUTCHFIELD, D. 
CULLEN, E.J. 
CULLEN, E.J. 
CUMMINGS, G.E. 
CUNNINGHAM, A.L. 
CUNNINGHAM, A.L. 
CUNNINGHAM, A.L. 
CUNNINGHAM, A.L. 
CUNNINGHAM, G.E. 
CUNNINGHAM, G.H. 
CUNNINGHAM.G.H. 
CUNNINGHAM, G.H. 
CUiWiNG-AM.G.H. 
CUNN:NGKAM G.‘ I. 
CUNNIMGHAM.R.E. 
CUCMO.V..M. 
CURRAN. D. 
CURRAN. C. 
CU'H:3E : «~J. 
OTTER, A.B. 
CUTTER, A.B. 
CUTTER, A.B. 
CUTTER, A.B. 
CUTTER, A.B. 
CUTTER, A.B. 
CUTTER, A.B. 
CUTTER, A.B. 
CYBULSKIS.P. 
D’ANGELO, A. 
D'ANGELO, J.D. 
DALE.L.F. 
DALE.L.F. 
DALE.L.F. 
DALE.L.F. 
DALE.L.F. 
DALE.L.F. 
DALE.L.F. 


UALC,L.r. 

DALE.L.F. 

DALE.L.F. 

DALE.L.F. 

DALE.L.F. 

DALE.L.F. 

DALE.LF. 

DALTROFF.S.L. 

DALTROFF.S.L 

DALTROFF.S.L 

DALTROFF.S.L 

DALTROFF.S.L 

DALTROFF.S.L. 

DALTROFF.S.L 

DALTROFF.S.L. 

DALTROFF.S.L. 

DALTROFF.S.L. 

DALTROFF.S.L 

DALTROFF.S.L. 

DALTROFF.S.L 

DALTROFF.S.L. 

DALTROFF.S.L. 

DALTROFF.S.L. 

DALTROFF.S.L 

DALTROFF.S.L 

DAM.A.S. 

DAMM.R.G. 

DANCE, H. 

DANCE, H. 

DANCE, H. 

DANCE, H.C. 

DANCE.H.C. 

DANCE, H.C. 

DANCE.H.C. 

DANCE.H.C. 

DANCE.H.C. 

DANCE.H.C. 

DANDINI.V. 

DANESE.F.L 

DANESE.F.L. 

DANESE.F.L. 


ACCESSION 

NUMBER 

8508090679* 

8511010541* 

8511060008 

8511060282 

8511060525 

8511190102 

8511210104 

8511220240* 

8511220506* 

8511260130* 

8511130252 

8511190219 

8511130171 

8511010459* 

8511110099* 

8511250434* 

8511270217* 

8511040499 

8402280559* 

8412170441* 

8505280264* 

8511200213* 

8511210409* 

8511070330* 

8511150028 

8511190278 

8511260109 

8511200144 

8511040215 

8511040298 

8511110199 

8511140072 

8511140077 

8511140336 

8511190347 

8511200054 

8511110294 

8511040169* 

8511200221* 

8511040086 

8511040322 

8511050257 

8511060023 

8511070045 

8511110305 

8511120423 

8511190202* 

8511200119 

8511200300 

8511250070 

8511250228 

8511250474 

8511250486 

8511270254 

8511040314 

8511050210* 

8511110303 

8511110364 

8511110371 

8511120070 

8511120112 

8511120118 

8511120127 

8511120259 

8511120272 

8511120419 

8511130059 

8511130206 

8511180420 

8511190030 

8511200145 

8511220250* 

8511140110 

8511140096 

8511010474* 

8511040204 

8511180413 

8511040270* 

8511060187* 

8511060522* 

8511130200* 

8511130239* 

8511190049 

8511270251* 

8511140340* 

8511060106 

8511060266 

8511060386 


SUBJECT 

CATEGORY 

50-346 S 

50-155 P 

50-440 E 

50-219 S 

MISC 

50-316 S 

50-289 S 

50-213 P 

50-245 P 

50-223 P 

50-352 G 

50-352 G 

WASTE RES 
50-62 Q 

70- 143 

50-280 Q 

50-261 Q 

71- 9195 
FOIA 
PR 

PR 

PR 

50-445 A 

FOIA 

50-322 G 

50-443 G 

FOIA 
FOIA 

50-324 F 

50-324 Q 

50-324 Q 

50-400 Q 

50-261 P 

50-261 P 

50-261 P 

50-400 K 

50-352 P 

50-206 Q 

50-206 Q 

50-416 Q 

50-416 Q 

50-416 P 

50-416 P 

50-416 S 

50-416 Q 

50-416 S 

50-416 Q 

50-416 V 

50-416 R 

50-416 P 

50-416 P 

50-416 S 

50-416 S 

50-416 P 

50-352 P 

50-277 P 

50-352 F 

50-352 F 

50-352 F 

50-277 Q 

50-352 F 

50-352 F 

50-352 F 

50-352 F 

50-352 F 

50-352 F 

50-277 P 

50-278 Q 

50-278 P 

50-277 P 

50-352 P 

50-277 P 

70-364 
70-1308 
50-413 Q 

50-413 S 

50-287 S 

50-369 Q 

50-269 Q 

50-413 Q 

50-369 Q 

50-413 Q 

50-335 S 

50-269 Q 

QA999 
70-3020 
70-3020 
70-3020 
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AUTHOR ACCESSION SUBJECT 



NUMBER 

CATEGORY 

DANESE.F.L. 

8511060450 

70-3020 


DANESE.F.L. 

8511120326 

70-3020 


DANESE.F.L. 

8511210078 

70-3020 


DANESE.F.L. 

8511210146 

70-3020 


DANESE.F.L 

8511250064 

70-3020 


DANIELS, W.E. 

8511130419* 

CONTRAC’ 

r 

DANIELSON, D. 

8511050041* 

50-341 

Q 

DANIELSON, D.H. 

8511050098* 

50-237 

Q 

DANIELSON, D.H, 

8511060194* 

50-456 

Q 

DAYT 

8511140119* 

50-249 

Q 

D -■ V ,-i SCM.O 

8511180578* 

50-346 

Q 

D/ '-.LLSCN.D 

8511250071* 

50-461 

Q 

DANKC.J.C ' 

8403300291* 

FOIA 


DAUGHTERY.LF. 

8511070045 

50-416 

S 

DAV5NPORT.D. 

8511120067 

50-289 

G 

OAVENPORT.D. 

8511120076* 

50-289 

G 

DAVENPORT.D. 

85112201 53 

50-320 

T 

DAVIS.C.5. 

8511040050 

NUREG 


DAVIS, J. 

8511130308 

l&E 


DAVIS, J.E. 

8511060464 

50-483 

S 

DAVIS.J.E. 

8511130176 

50-483 

s 

DAVIS.J.E. 

8511180252 

50-483 

s 

DAVIS.J.E. 

8511210493 

50-483 

s 

DAVIS, J.G. 

8511070348 

70-1308 


DAVIS, J.G. 

8511070357* 

70-1308 


DAVIS, J.G. 

8511070530* 

FOIA 


DAVIS, J.G. 

8511120386 

70-1308 


DAVIS, J.G. 

8511120394* 

70-1308 


DAVIS, J.G. 

8511180267* 

FOIA 


DAVIS, J.G. 

8511200177* 

PR 


DA VIS, J.G. 

8511210292* 

FOIA 


DAVIS.J.G. 

8511210592* 

FOIA 


DAVIS, L.E. 

8511220321* 

50-295 

F 

DAVIS, M.A. 

8511060384 

70-754 


DAVIS, M.A. 

8511060441 

70-754 


DAVIS, M.D. 

8511060395 

70-754 


DAVIS, M.H. 

8511260508 

PR 



DAVIS, MJ. 8511040354* 50-280 Q 

DAVIS, P. 8511220077 50-413 P 

DAVISON, W.S. 8511180708 50-397 S 

DAVISON.W.S. 8511220415 50-397 S 

DAY.J. 8511270066 50-370 S 

DAY.J.B. 8511070055 50-369 S 

DAY.J.B. 851118072 2 50-369 S 

DAY.J.B. 8511210521 50-370 S 

DAY.J.B. 8511220469 50-370 S 

DAY.J.B. 8511260064 50-369 S 

DAY.P. 8511210268 50-480 O 

DAY.P. 8511260068 FOIA 

DEAGAZIO.A. 8511010325 50-346 P 

DEAGAZIO.A. 8511220348 50-346 P 

DEAN.C.H. 8511110001 50-259 Q 

DEBARBA.J.F. 8511060048* FOIA 

DEBS.B. 8511060128* 50-280 Q 

DEBS.B.T. 8511010381* 50-390 Q 

DEBS.B.T. 8511060104* 50-395 Q 

DEBS.B.T. 8511130077* 50-83 Q 

DEBS.B.T. 8511270212* 50-369 Q 

DECKER T.R. 8511130197* 50-369 Q 

DEC KE*r.R. 8511250434* 50-280 Q 

DECKER.T.R. 8511270217* 50-261 Q 

DEER M WATER 851 1 1 30302 40-8027 

CI-..ER.J. 8511260307 40-8027 

DEESE.R.J. 8511070009* 50-413 S 

Dt.l.GEORGE.L.0. 8511060280 50-454 Q 

n=i o.-rw- ■ - c cnoc a r* 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

DENTON.H.R. 

8511120439 

MISC 


DENTON, H.R. 

8511130001 

50-322 

S 

DENTON.H.R. 

8511130008 

50-275 

F 

DENTON.H.R. 

8511150002 

50-352 

G 

DENTON.H.R. 

8511180639* 

50-3 

P 

DENTON.H.R. 

8511180719 

MISC 


DENTON.H.R. 

8511190551 

MISC 


DENTON.H.R. 

8511200122 

50-285 

Q 

DENTON.H.R. 

8511200164* 

PR 


DENTON.H.R. 

8511200196* 

PR 


DENTON.H.R. 

6511210329* 

50-424 

A 

DENTON.H.R. 

8511210341* 

50-416 

P 

DENTON.H.R. 

8511220243 

STATE PRO G 

DENTON.H.R. 

8511220265 

50-313 

P 

DENTON.H.R. 

8511220350 

MISC 


DENTON.H.R. 

8511220414 

50-317 

P 

DENTON.H.R. 

8511250035 

50-321 

Q 

DENTON.H.R. 

8511250390 

50-312 

U 

DENTON.H.R. 

8511260563* 

50-458 

P 

DENTON.H.R. 

8511270162 

50-458 

P 

DESARRO.A. 

8511260046 

50-333 

S 

DESLANDES.K.D. 

8511180177 

50-336 

S 

DESROSIERS.A.E. 

8511180031* 

FOIA 


DEV.M. 

8511140037* 

50-309 

Q 

Df: VINCENTS. J. 

8511050180 

50-443 

E 

C:\ViNOEN ’ iS.J 

8511070133 

50-443 

S 

tevinoe :rs.j 

8511070138 

50-443 

s 

D: ViNOL-.ViSL 

8511070168 

50-443 

s 

OE'.'.’NCEN' IS 

8511070182 

50-443 

s 

OF V:NCr NTlS.J 

8511110039 

50-443 

A 

DL-VlNChNriS.... 

8511110156 

50-443 

A 

L'EVINCF-v 1 i iS..i 

8511150121 

50-443 

E 

CEVINCf'NI.S.J 

8511190132 

50-443 

A 

CrTlNOFY; .S J 

8511210334 

50-443 

Q 

TIV ME J J. 

8511070557 

XPORTLIC 


DEVINEJ.B. 

8511180517* 

FOIA 


DEVOS, D.H. 

8511070553 

50-334 

R 

DEWALD.I.F. 

8511260485* 

50-456 

G 

DEWITT, R.B. 

8511260140* 

50-255 

P 

DEWITT, R.B. 

8511260419* 

50-255 

P 

DEWITT.R.B. 

8511270057 

50-255 

P 

DEYOUNG, R.C. 

8511180532* 

FOIA 


DEYOUNG, R.C. 

8511210014* 

50-482 

P 

DHILLON.H.S. 

8511120239* 

CONTRACT 


:anni,d.c 

8511250005 

50-266 

P 

l;; ..'iNNi.D.f). 

8511260293 

50-244 

P 

C: CERIC: 1.G.J 

8511060244 

50-374 

S 

D'ECrP.lCH.G.J 

8511060247 

50-373 

S 

D.bDEhlOi.CS.J. 

8511070305 

50-374 

S 

OIEDRmTOH.G.J. 

8511070314 

50-373 

S 

DlFDL-RiC: ?,G.J. 

8511070435 

50-373 

s 

DlPDERIOi.G.J. 

8511120398 

50-374 

s 

DlFDEHICJr.G.,'. 

8511180262 

50-374 

s 

DIEDfRlC.-I.G J. 

8511210494 

50-374 

s 

DIFDERIC: 

8511250407 

50-373 

s 

OILDERICH.G.J. 

8511250414 

50-373 

s 

DIEDERICH.C.J. 

8511250435 

50-373 

s 

DIEDERICH.G.J. 

8511270111 

50-373 

s 

DIEDERICX.G.J. 

8511180335 

50-373 

R 

DIETZ.C.R. 

8511040285 

50-324 

G 

DIETZ, C.H. 

8511040321 

50-324 

Q 

DIETZ, C.tt. 

8511040431 

50-325 

S 

DIETZ, C.R. 

8511050307 

50-324 

s 

DIETZ, C.R. 

8511110243 

50-325 

s 

DIETZ.C.R. 

fMCT7 f' r> 

8511110394 

50-325 

s 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


DIGGS, R.M. 

8511220197 

50-382 

Q 

DIGGS, R.M. 

8511220260 

50-361 

P 

DIGGS, R.M. 

8511220272 

50-271 

P 

DIGGS, R.M. 

8511220488 

50-302 

V 

DIGGS, R.M. 

8511260298 

50-280 

P 

DIGNAN.T.G. 

8511130281 

50-445 

G 

DIGNAN.T.G. 

8511130281 

50-445 

G 

DIGNAN.T.G. 

8511130340 

50-445 

G 

DIGNAN.T.G. 

8511130340 

50-445 

G 

DIGNAN.T.G. 

8511190396 

50-445 

G 

DIGNAN.T.G. 

8511190396 

50-445 

G 

DIIANNI.D.C. 

8511070190 

50-282 

P 

DILBER.I. 

8511120087 

NUREG 


DILUZIO.J.M. 

8511210437* 

50-424 

G 

DIMEGLIO, A.F. 

8511060055 

50-193 

P 

DIMEGLIO, A.F. 

8511060055 

50-193 

P 

DINITZ.I. 

8511010439 

50-312 

J 

DINITZ.I. 

8511040067 

70-2947 


DINITZ.I. 

8511120121 

50-387 

J 

DIRCKS.B. 

8511070250* 

FOIA 


DIRCKS.W.J. 

8010220324* 

FOIA 


DIRCKS.W.J. 

8010220331* 

FOIA 


DIRCKS.W.J. 

8204130466* 

50-275 

P 

DIRCKS.W.J. 

8210120472* 

FOIA 


DIRCKS.W.J. 

8212060185* 

FOIA 


DIRCKS.W.J. 

83051 70032* 

50-272 

S 

DIRCKS.W.J. 

8307080297* 

FOIA 


DIRCKS.W.J. 

8308090835* 

FOIA 


DIRCKS.W.J. 

8308160145* 

50-272 

$ 

DIRCKS.W.J. 

8308290073* 

50-311 

P 

DIRCKS.W.J. 

8309200612* 

FOIA 


DIRCKS.W.J. 

8309280507* 

FOIA 


DIRCKS.W.J. 

8310060526* 

FOIA 


DIRCKS.W.J. 

8310070096* 

50-263 

U 

DIRCKS.W.J. 

8310270004* 

FOIA 


DIRCKS.W.J. 

8401060344* 

50-416 

V 

DIRCKS.W.J. 

8401270273* 

FOIA 


DIRCKS.W.J. 

8402060536* 

FOIA 


DIRCKS.W.J. 

8403020427* 

50-416 

P 

DIRCKS.W.J. 

8403160062* 

FOIA 


DIRCKS.W.J. 

8403280190* 

50-416 

V 

DIRCKS.W.J. 

8403300290* 

FOIA 


DIRCKS.W.J. 

8404040373* 

FOIA 


DIRCKS.W.J. 

8404250280* 

50-320 

Q 

DIRCKS.W.J. 

8405150330* 

FOIA 


DIRCKS.W.J. 

8405150463* 

FOIA 


DIRCKS.W.J. 

8405160159* 

FOIA 


DIRCKS.W.J. 

8405170374* 

50-320 

P 

DIRCKS.W.J. 

8406060175* 

50-320 

P 

DIRCKS.W.J. 

8406060430* 

50-289 

P 

DIRCKS.W.J. 

8406230373* 

FOIA 


DIRCKS.W.J. 

8406260626* 

50-275 

Q 

DIRCKS.W.J. 

8408060398* 

FOIA 


DIRCKS.W.J. 

8411030064* 

50-275 

F 

DIRCKS.W.J. 

8502260413* 

PR 


DIRCKS.W.J. 

8502280318* 

PR 


DIRCKS.W.J. 

8504240237* 

PR 


DIRCKS.W.J. 

8505020567* 

FOIA 


DIRCKS.W.J. 

8505290349* 

FOIA 


DIRCKS.W.J. 

8511060016 

50-322 

H 

DIRCKS.W.J. 

8511060027 

50-133 

H 

DIRCKS.W.J. 

8511060107 

NUREG 


DIRCKS.W.J. 

8511060451 

COMMISSION 

DIRCKS.W.J. 

8511070193* 

FOIA 


DIRCKS.W.J. 

8511070474* 

FOIA 
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AUTHOR 


DIRCKS.W.J. 

DIRCKS.W.J. 

DIRCKS.W.J. 

DIRCKS.W.J. 

DIRCKS.W.J. 

DIRCKS.W.J. 

DIRCKS.W.J. 

DIRCKS.W.J. 

DIRCKS.W.J. 

DIRCKS.W.J. 

DIRCKS.W.J. 

DIRCKS.W.J. 

DIRCKS.W.J. 

DIRCKS.W.J. 

DIRCKS.W.J. 

DIXON, O.W. 

DIXON, O.W. 

DIXON.O.W. 

DIXON, O.W. 

DODD.J.C. 

DODDS, R.T. 

DODDS, R.T. 

DODDS, R.T. 

DODDS, R.T. 

DODDS, R.T. 

DODDS, R.T. 

DODDS, R.T. 

DODDS, R.T. 

DODSON.D.R. 

DOELP.L.C. 

DOMER.J.A. 

DOMER.J.A. 

DOMER.J.A. 

DOMER.J.A. 

DOMER.J.A. 

DOMER.J.A. 

DOMER.J.A. 

DOMER.J.A. 

DOMER .. /, 

DOM'.F. ^ .. 



DONOHEWJ.N. 


DOO:.:"TLn,l . 
DOUGLAS, R.P. 
DOUGLAS, U.D. 
DOVE.K.L. 
DOWDY, L.G. 
DOYLE, P.V. 
DRAGO.J.P. 
DRAHOTA.J.A. 
DRISKILL.D.D. 
DRUGA.R.J. 
DRUGA.R.J. 
DRUGA.R.J. 

DU PUY.C.A. 

DUBOiS.D.L. 

DUBOIS. G.B. 

DUDLEY, N.F. 

DUDLEY.R.F. 

DUDLEY.R.F. 

DUDLEY.R.F. 

DUKLER.A.E. 

DUNGAN.K.W. 

DUNHAM.F. 

DUNHAM, F. 

DUNHAM.F. 

DUNLAP, J.M. 

DUPONT, S.G. 

DURFEE.PJ. 

EAPEN.P.K. 

EARLY.P.J. 

EARNEST, A.B. 

EBERSOLE.J.C. 

EBERSOLE.J.C. 

EBERSOLE.J.C. 

EBERSOLE.J.C. 

EBERSOLE.J.C. 

EBERSOLE.J.C. 

EBERSOLE.J.C. 

EBNETER.S.D. 

EBNETER.S.D. 

EBNETER.S.D. 

EBNETER.S.D. 

EBNETER.S.D. 


ACCESSIONS 

SUBJECT 

AUTHOR 

ACCESSION 

NUMBER 

CATEGORY 


NUMBER 

8511180667* 

50-277 

S 

EBNETER.S.D. 

8511010249 

8511180690* 

FOIA 


EBNETER.S.D. 

8511010276 

8511180692 

ORG 


EBNETER.S.D. 

8511040210 

8511180699* 

50-277 

S 

EBNETER.S.D. 

8511040364 

8511180710* 

50-267 

P 

EBNETER.S.D. 

8511040379 

8511220409 

MISC 


EBNETER.S.D. 

8511040382 

8511220452 

50-10 

1 

EBNETER.S.D. 

8511070335 

8511220466 

COMMISSION 

EBNETER.S.D. 

8511120030 

8511250210* 

FOIA 


EBNETER.S.D. 

8511130204 

8511250353* 

PR 


EBNETER.S.D. 

8511130232 

8511250401* 

FOIA 


EBNETER.S.D. 

8511130240 

8511250405* 

FOIA 


EBNETER.S.D. 

8511130369 

8511250413 s 

FOIA 


EBNETER.S.D. 

8511130387 

8511250427 

70-135 


EBNETER.S.D. 

8511140035 

8511260149* 

50-352 

s 

EBNETER.S.D. 

8511180319 

8511050096 

50-395 

H 

EBNETER.S.D. 

8511190186 

851 1120044* 

50-395 

O 

EBNETER.S.D. 

8511200233 

8511120428 

50-395 

s 

EBNETER.S.D. 

8511200315 

8511180813 

50-395 

R 

EBNETER.S.D. 

8511210108 

8511210211 

FOIA 


EBNETER.S.D. 

8511210287 

8511040216* 

50-275 

Q 

EBNETER.S.D. 

8511210369 

8511040220* 

50-275 

Q 

EBNETER.S.D. 

8511210387 

8511140113* 

50-508 

Q 

EBNETER.S.D. 

8511220270 

8511140213* 

50-344 

Q 

F5\'E" r EP S D. 

8511250066 

8511140224* 

50-344 

Q 

D END - ER.S D 

8511250191 

8511260228* 

50-344 

Q 

r.CKi-.AP.D i .... 

8511110287 

8511260235* 

50-344 

Q 


8511120066* 

8511260546* 

50-508 

Q 

EOONOMOS K. 

8511040509* 

8511060440* 

50-445 

A 

FDO..:.vi.V;.\\ 

8511010493 

8511140064* 

50-237 

P 

EDDLEMAN.W. 

8511150029 

8511010191 

50-259 

F 

EDELMAN.M.R. 

8511040051 

8511040415 

50-327 

Q 

EDELMAN.M.R. 

8511040111 

8511050155 

50-390 

A 

EDELMAN.M.R. 

8511040172 

8511110265 

50-327 

Q 

EDELMAN.M.R. 

8511040401 

8511110276 

50-327 

Q 

EDELMAN.M.R. 

8511050006 

8511180412 

50-259 

P 

EDELMAN.M.R. 

8511050247 

8511190272 

50-327 

P 

EDELMAN.M.R. 

8511060178 

8511210129* 

50-327 

Q 

EDELMAN.M.R. 

8511070206 

8511210351 

50-438 

K 

EDELMAN.M.R. 

8511110050 

8511210270* 

FOIA 


EDELMAN.M.R. 

851111 0083 

8511210276* 

FOIA 


EDELMAN.M.R. 

8511120197 

8511040404 

50-219 

P 

EDELMAN.M.R. 

8511120255 

8511060284 

50-219 

P 

EDELMAN.M.R. 

8511140309 

8511220444 

50-219 

P 

EDELMAN.M.R. 

8511140345 

8511260377 

PR 


EDELMAN.M.R. 

8511140350 

8511010065 

50-423 

A 

EDELMAN.M.R. 

8511140355 

8511180643 

50-423 

A 

EDELMAN.M.R. 

8511140373 

8511190296 

50-354 

A 

EDELMAN.M.R. 

8511180124 

8511070112* 

50-445 

A 

EDELMAN.M.R. 

8511180191 

8511210204 

FOIA 


EDELMAN.M.R. 

8511180278 

8511220017 

70-1359 


EDELMAN.M.R. 

8511200179 

8511110149* 

50-295 

Q 

EDELMAN.M.R. 

8511210007 

8511180567 

50-213 

R 

EDELMAN.M.R. 

8511210191 

8511060135 

50-285 

S 

EDELMAN.M.R. 

8511210420 

8511070146* 

50-482 

Q 

EDELMAN.M.R. 

8511250109 

8511040456 

50-334 

S 

EDELMAN.M.R. 

8511250183 

8511180140 

50-334 

S 

EDELMAN.M.R. 

8511250221* 

8511180511 

50-334 

S 

EDELMAN.M.R. 

8511250227 

8511110079 

50-346 

F 

EDELMAN.M.R. 

8511260290 

8511260176* 

50-298 

Q 

EDEL MAN.M.R. 

8511260335 

8511250094* 

50-445 

A 

FDGFWCHTr! ".J. 

8511050139* 

8511210354* 

50-320 

Q 

EDGLWCrTH.PJ. 

8511060201* 

8511140255 

50-206 

P 

EDGEWORTH. P.J. 

8511070127* 

8511140275 

50-206 

F 

EDGEWORTH.P.J. 

8511070232* 

8511220443 

50-206 

P 

EDGEWOR ' H.F.J. 

8511120239* 

8511110335 

NUREG 


FDGEWOPTh.P.J. 

8511120278* 

8511180342* 

50-369 

Q 

EDGEWORTH.:-' J. 

8511120296* 

8511040446* 

50-445 

Q 

EDGEWORTH.P.J. 

8511190215* 

8511040449* 

50-445 

Q 

EDGEWORTH.P.J. 

8511190478* 

8511040452* 

50-445 

A 

EDGEWORTH.P.J. 

8511190512* 

8511010101* 

50-277 

Q 

EDGEWORTH.P.J. 

8511210522* 

8511120415* 

50-461 

O 

EDGEWORTH.P.J. 

8511250346* 

8511210133 

71-4888 


EDGEWORTH.P.J. 

8511270076* 

8511250072* 

50-219 

Q 

EDLER.S.K. 

8511210266 

8511260508 

PR 


EDLES.G.J. 

8511200128’ 

8511220141* 

50-285 

Q 

EDWARDS, G. 

8511140024* 

8511040296 

50-423 

O 

EGGEBROTEN.J. 

8511060045 

8511040299 

ACRS 


EGGEBROTEN.J. 

8511060174 

8511040303 

ACRS 


EGGEBROTEN.J. 

8511060382 

8511040411 

50-275 

O 

EGGEBROTEN.J. 

8511070442 

8511040425 

ACRS 


EGGEBROTEN.J. 

8511220043 

8511040432 

50-458 

O 

EGGEBROTEN.J. 

8511220093 

8511140197 

50-354 

A 

EHERTS.R.F. 

8511250075 

8511010027 

50-412 

Q 

EiCHENHOLZ.H. 

8511070384* 

8511010040 

50-333 

Q 

EICHLING.J. 

8511260467 

8511010066 

50-247 

Q 

EISENHUT.D.G. 

8204280567* 

8511010217 

50-354 

Q 

EISENHUT.D.G. 

8511180373 

8511010242 

50-334 

Q 

EISENHUT.D.G. 

8511180383* 


SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

50-278 

Q 

EISENHUT.D.G. 

8511180389“ 

50-309 

G 

50-272 

P 

EISENHUT.D.G. 

8511260312 

50-335 

Q 

50-410 

Q 

ELLIOTT, P.E. 

8511070370* 

50-373 

P 

50-423 

Q 

ELLIS, J. 

8511130352 

50-445 

G 

50-354 

Q 

ELLIS, J. 

8511130403 

50-445 

G 

50-443 

Q 

ELLIS, J. 

8511130407* 

50-445 

G 

50-309 

Q 

ELLIS, J. 

8511200301“ 

50-445 

A 

50-278 

Q 

ELLWANGER.J.R. 

8511040443 

50-247 

S 

50-219 

Q 

ELLWANGER.J.R. 

8511060151 

50-247 

S 

50-219 

Q 

ELROD, S. 

8511040252 

50-250 

S 

50-410 

Q 

ELROD, S. 

8511040354* 

50-280 

Q 

50-322 

Q 

ELROD, S. 

8511040381 

50-339 

S 

50-41 2 

Q 

ELROD, S. 

8511050332* 

50-338 

Q 

50-309 

Q 

ELROD, S.A. 

8511040329 

50-338 

S 

50-410 

Q 

ELROD, S. A. 

8511130216 

50-335 

S 

50-423 

Q 

ELROD, S.A. 

8511190291* 

50-250 

Q 

50-271 

Q 

ELROD, S.A. 

8511250278* 

50-250 

Q 

50-272 

Q 

ELSASSER.T.C. 

8511070384* 

50-29 

Q 

50-423 

Q 

ELSEN.M.J. 

8511050131 

27-48 


50-354 

Q 

EMBRY, K.L. 

8511200263 

50-309 

R 

50-352 

Q 

EMERSON.M. 

8511070155* 

50-482 
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8511180143 

50-321 

Q 

HARRELL, E.W. 

8511180153 

50-339 

S 

GRACE.J.N. 

8511040077 

50-369 

Q 

GUCWA.L.T. 

8511250357 

50-321 

P 

HARRELL, E.W. 

8511250250 

50-338 

s 

GRACE.J.N. 

8511040080 

50-424 

A 

GUENTHER.S. 

8511040252 

50-250 

S 

HARRELL, E.W. 

8511270110 

50-338 

s 

GRACE.J.N. 

8511040332 

50-390 

Q 

GUENTHER, S. 

8511130216 

50-335 

S 

HARRELL, P.H. 

8511110180* 

50-313 

Q 

GRACE.J.N. 

8511040466 

50-280 

F 

GUENTHER.S. 

8511190049 

50-335 

S 

HARRINGTON, W.D. 

8511010021 

50-293 

Q 

GRACE.J.N. 

8511050312 

50-424 

Q 

GUILD, R. 

8511120011 

50-456 

G 

HARRINGTON.W.D. 

8511010056 

50-293 

Q 

GRACE.J.N. 

8511050323 

50-13 

Q 

GUILD, R. 

8511120011 

50-456 

G 

HARRINGTON, W.D. 

8511070208 

50-293 

S 

GRACE.J.N. 

8511060093 

50-395 

Q 

GUILD, R. 

8511190497* 

COMMISSION 

HARRINGTON.W.D. 

8511110181 

50-293 

P 

GRACE.J.N. 

8511060094 

50-424 

Q 

GUILD, R. 

8511260344 

50-456 

G 

HARRINGTON.W.D. 

8511110202 

50-293 

P 

GRACE.J.N. 

8511060133 

50-321 

Q 

GUILD.R. 

8511260344 

50-456 

G 

HARRINGTON.W.D. 

8511130381 

50-293 

P 

GRACE.J.N. 

8511060239 

50-250 

Q 

GUINN, F.K. 

8511130189 

70-143 


HARRINGTON.W.D. 

8511180460 

50-293 

R 

GRACE.J.N. 

8511070209 

50-424 

A 

GUINN, F.K. 

8511220161 

70-143 


HARRINGTON.W.D. 

8511190106 

50-293 

P 

GRACE.J.N. 

8511110232 

50-302 

Q 

GUINN. F.K. 

8511270198 

70-143 


HARRINGTON.W.D. 

8511200118 

50-293 

s 

GRACE.J.N. 

8511110279 

50-369 

F 

GULDEIV.OND.W.G. 

8511060296* 

50-155 

Q 

HARRINGTON.W.D. 

8511220008 

50-293 

s 

GRACE.J.N. 

8511130172 

50-424 

A 

GULDEMOND.W.G. 

8511110268* 

50-409 

Q 

HARRINGTON.W.D. 

8511220146 

50-293 

p 

GRACE.J.N. 

8511140033 

50-424 

A 

GULDEMOND.W.G. 

8511190084* 

50-237 

Q 

HARRINGTON.W.D. 

8511220438 

50-293 

R 

GRACE.J.N. 

8511140078 

50-259 

Q 

GULDEMOND.W.G. 

8511260421* 

50-346 

Q 

HARRINGTON.W.D. 

8511250113 

50-293 

R 

GRACE.J.N. 

3511140131 

70-27 


GUNTRUM.B.C. 

8511120103 

50-206 

S 

HARRINGTON.W.D. 

8511250179 

50-293 

P 

GRACE.J.N. 

8511250128 

50-395 

Q 

GUPTA, D. 

8511130019 

WASTE MGT 

HARRIS, D.R. 

8511060120 

50-225 

P 

GRACE.J.N. 

8511250471 

50-424 

Q 

GUTTMANN.H.E. 

8511120336 

NUREG 


HARRIS, D.R. 

8511060124* 

50-225 

P 

GRACE.J.N. 

8511270205 

50-424 

A 

HAAIJER.G. 

8511010085* 

50-373 

P 

HARRIS.J.R. 

8511040282* 

50-280 

Q 

GRACE.J.N. 

8511270257 

50-280 

Q 

HACKNEY.C.A. 

8511220155* 

50-482 

Q 

HARRIS, J.R. 

8511050035* 

50-400 

Q 

GRADOMSKI.R.J. 

851 1 1 10182* 

50-346 

S 

HACKNEY.C.A. 

8511260582* 

50-382 

Q 

HARRIS.J.R. 

8511130117* 

50-414 

Q 

GRAHAM, D. 

8511180323* 

50-302 

R 

HAELSIG.R.T. 

8511120311 

71-9200 


HARRIS.J.R. 

8511130382* 

50-413 

Q 

GRAHAM, J.G. 

8511190158 

50-289 

! 

HAGAN, T.F. 

8511010174* 

CONTRACT 


HARRISON, D.F. 

8511200015 

50-368 

R 

GRAMM, R.A. 

8511070356* 

50-244 

Q 

HAGAN, T.F. 

8511110318* 

CONTRACT 


HARRISON, F. 

8511180475 

50-324 

R 

GRAMM, R.A. 

8511130102* 

50-220 

Q 

HAGAN, T.F. 

8511250009* 

CONTRACT 


HARRISON.J.J. 

8511040245 

50-346 

Q 

GR‘\|\r N 

8511190004 

50-250 

R 

HAHN.R.E. 

8511130390 

71-9073 


HARRISON, J.J. 

8511050036 

50-341 

Q 

CR.V'!"". ?, C 

8511050271* 

70-1308 


HAINER.P. 

8511220009 

FOIA 


HARRISON.J.J. 

8511050094 

50-237 

Q 

CHA-i-H 

8511190204* 

50-298 

Q 

HAIRSTON, W.G. 

8511050052 

50-348 

S 

HARRISON.J.J. 

8511060182 

50-456 

Q 

GRAVES, J.C. 

8511150122 

PR 


HAIRSTON, W.G. 

8511050055 

50-348 

S 

HARRISON.J.J. 

8511060185* 

50-456 

Q 

GRAVES, R.H. 

8511060183 

50-213 

S 

HAIRSTON, W.G. 

8511050064* 

50-364 

S 

HARRISON.J.J. 

8511120359 

50-456 

Q 

GRAVES, R.H. 

8511180300 

50-213 

S 

HAIRSTON, W.G. 

8511050065 

50-348 

S 

HARRISON.J.J. 

8511120364* 

50-456 

Q 

GRAVES.R.H. 

8511180567 

50-213 

R 

HAIRSTON, W.G. 

8511050340 

50-364 

s 

HARRISON.J.J. 

8511120406 

50-461 

Q 

GRAVES, R.H. 

8511190569 

50-213 

S 

HAIRSTON, W.G. 

8511060189 

50-364 

S 

HARRISON.J.J. 

8511120408* 

50-461 

Q 

GRAVES.R.H. 

8511260292* 

50-213 

R 

HAIRSTON.W.G. 

8511060225 

50-364 

S 

HARRISON.J.J. 

8511140111 

50-249 

Q 

GRAVES.R.H, 

8511260300* 

50-213 

R 

HAIRSTON, W.G. 

8511060466 

50-364 

s 

HARRISON.J.J. 

8511180573 

50-346 

Q 

GRAVES.R.H. 

8511260306* 

50-213 

R 

HAIRSTON.W.G. 

8511060477 

50-364 

s 

HARRISON.J.J. 

8511250063 

50-461 

Q 

GRAVES.R.H. 

8511260311* 

50-213 

R 

HAIRSTON.W.G. 

8511060484 

50-364 

s 

HARRISON.J.J. 

8511250065* 

50-461 

Q 

GRAVES.R.H. 

8511260316* 

50-213 

R 

HAIRSTON.W.G. 

8511060502 

50-364 

s 

HARRISON.J.J. 

8511250090 

50-409 

Q 

GRAVES.R.H. 

8511260324* 

50-213 

R 

HAIRSTON.W.G. 

8511070065 

50-348 

s 

HARSHE.B.L. 

8511130401* 

FOIA 


GRAVES.R.H. 

8511260329* 

50-213 

R 

HAIRSTON.W.G. 

8511070103 

50-364 

s 

HART.R.D. 

8511050336 

50-250 

S 

GRAY.E.H. 

8511070340* 

50-309 

Q 

HAIRSTON.W.G. 

8511070108 

50-364 

s 

HART.R.D. 

8511130163 

WASTE RES 

GRAY.E.H. 

8511130242* 

50-410 

Q 

HAIRSTON.W.G. 

8511120034 

50-364 

s 

HART.R.D. 

8511180613 

50-250 

S 

GREEVES.J. 

8511140371 

WASTE MGT 

HAJEK.B.K. 

8308090845’ 

FOIA 


HART.R.D. 

8511220226 

50-251 

s 

GREEVES.J.T. 

8511060327 

27-48 


HALBERT, S. 

8511210157 

50-263 

s 

HART.R.D. 

8511270338 

50-251 

s 

GREEVES.J.T. 

8511140514 

WASTE MGT 

HALL.D.P. 

8511050092 

50-461 

K 

HARTFIELD.R.A. 

8511210225* 

FOIA 


GREEVES.J.T. 

8511210579 

WASTE 

MGT 

HALL.D.P. 

8511070199 

50-461 

s 

HARTLEY, F.W. 

8511260285* 

50-213 

R 

GREGER.L.R. 

8511050271* 

70-1308 


HALL.D.P. 

8511070204 

50-461 

s 

HARTZMAN.M. 

8511010067* 

50-373 

P 

GREGER.L.R. 

8511060267* 

50-440 

Q 

HALL.D.P. 

8511200087 

50-461 

s 

HARWARD.J.E. 

8511260180 

50-254 

J 

GREGER.L.R. 

8511150069* 

50-461 

Q 

HALL.D.P. 

8511250135 

50-461 

A 

HASSLER.L.A. 

8511110023* 

50-389 

P 

GREGG, H.l. 

8511220273* 

50-410 

Q 

HALL.R.E. 

8511190289 

40-8027 


HAUGHEY.M.F. 

8511050288 

50-410 

A 

GREGG.R.J. 

8511180377 

70-820 


HALMAN.E.L. 

8511010187* 

CONTRACT 


HAUGHEY.M.F. 

8511060031 

50-410 

A 

GRIFFIN, H.B. 

8511200289* 

50-445 

A 

HAMADA.G.H. 

8511040015* 

50-344 

Q 

HAUGHEY.M.F. 

8511210035 

50-410 

A 

GRIMES, B.K. 

8511010392 

50-423 

Q 

HAMADA.G.H. 

8511210252* 

50-397 

Q 

HAWKINS, D. 

8511070226 

50-445 

A 

GRIMES, B.K. 

8511220343 

50-498 

Q 

HAMATY.T. 

8511070036* 

50-445 

A 

HAWKINS, D. 

8511120234 

CONTRACT 


GRIMSLEY.D.H. 

8511220007 

FOIA 


HAMEEDI 

8511260395 

PR 


HAWKINS, D. 

8511190206 

50-352 

P 

GRIMSLEY.D.H. 

3511220221 

FOIA 


HAMILTON, P. 

8511220438 

50-293 

R 

HAWKINS, D. 

8511190472 

CONTRACT 


GRIMSLEY.D.H. 

8511220264 

FOIA 


HANAUER.S.H. 

8511180007 

FOIA 


HAWKINS, D.A. 

8511070118 

CONTRACT 


GRIMSLEY.D.H. 

8511260060 

FOIA 


HANCOCK, J. A. 

8511270183 

50-302 

Q 

HAWKINS, D.A. 

8511270068 

CONTRACT 


GRIMSLEY.D.H. 

8511260090 

50-250 

P 

HANNETT.B.A. 

8511120382* 

XPORTLIC 


HAWKINS, E.F. 

8511070426* 

40-8768 


GRIMSLEY.D.H. 

8511260115 

FOIA 


HANNETT.B.A. 

8511130007 

70-2479 


HAWKINS, .E.F. 

8511070550 

40-8674 


GRIMSLEY.D.H. 

8511260153 

FOIA 


HANNETT.B.A. 

8511130041 

XPORTLIC 


HAWKINS, E.F. 

8511070580 

40-8783 


GRIMSLEY.D.H. 

8511260202 

FOIA 


HANNETT.B.A. 

8511140015 

XPORTLIC 


HAWKINS.E.F. 

8511070587 

40-8502 


GRIMSLEY.D.H. 

8511260240 

50-416 

T 

HANNETT.B.A. 

8511140073 

XPORTLIC 


HAWKINS, E.F. 

8511070589 

40-1341 


GRIMSLEY.D.H. 

8511260247 

50-206 

Q 

HANNETT.B.A. 

8511140085 

XPORTLIC 


HAWKINS.E.F. 

8511120196 

40-8783 


GRIMSLEY.D.H. 

8511260263 

50-213 

R 

HANNETT.B.A. 

8511140302 

XPORTLIC 


HAWKINS.E.F. 

851 1 1 30269 

40-8728 


GRIMSLEY.D.H. 

8511260350 

FOIA 


HANNETT.B.A. 

8511140312 

70-2479 


HAWKINS.E.F. 

8511180197* 

40-8674 


GRIMSLEY.D.H. 

8511260442 

FOIA 


HANNETT.B.A. 

8511140315 

70-2479 


HAWKINS.E.F. 

8511260651 

WAS 1 fc MCal 

GRIMSLEY.D.H. 

8511270021 

70-1113 


HANNETT.B.A. 

8511140324 

70-2479 


HAYES, A. 

851 1 1 90152* 

SU-3 

f 

GRIMSLEY.D.H. 

8511270022 

FOIA 


HANNETT.B.A. 

8511220070 

XPORTLIC 


HAYES, B. 

8511250464* 

FOIA 


GRIMSLEY.D.H. 

8511270026 

FOIA 


HANNETT.B.A. 

8511220247 

XPORTLIC 


HAYES, B.B. 

8511070142* 

50-482 

P 

GRIMSLEY.D.H. 

8511270036 

50-295 

P 

HANSEL, J.L. 

8511250089* 

50-445 

A 

HAYES, B.B. 

8511070243* 

50-482 

P 

GROSSMAN, H. 

8511010481 

50-456 

G 

HANSON, A. 

8511200216 

50-346 

X 

HAYES, B.B. 

8511180247* 

50-320 

S 

GROSSMAN.H. 

8511110030* 

50-456 

G 

HARBOUR, J. 

8511070400 

50-443 

G 

HAYES.B.B. 

8511180462* 

50-289 

P 

GROSSMAN, H. 

8511110034* 

50-456 

G 

HARBUCK.C.C. 

8511220374* 

50-458 

Q 

HAYES, B.B. 

8511200182* 

PR 


GROTENHUIS.M. 

8511210002 

50-324 

P 

HARBUCK.C.C. 

8511220433* 

50-298 

Q 

HAYES.B.B. 

8511250022* 

50-445 

Q 

GRUNSEICH.B. 

8511070219 

50-322 

S 

HARDGROVE.T.W. 

8511010458 

40-2259 


HAYES.B.B. 

8511250025* 

FOIA 


GRUNSEICH.R.W. 

8511010400 

50-322 

S 

HARDGROVE.T.W. 

8511260590 

40-2259 


HAYES.B.B. 

8511250026* 

FOIA 


GRUNSEICH.R.W. 

8511040107 

50-322 

S 

HARMON.D.W. 

8511220454* 

XPORTLIC 


HAYES.B.B. 

8511250029* 

50-445 

Q 

GRUNSEICH.R.W. 

8511050346 

50-322 

S 

HAROLDSEN.R. 

8507120512* 

50-346 

P 

HAYES.B.B. 

8511250033* 

FOIA 
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AUTHOR ACCESSION SUBJECT 



NUMBER 

CATEGORY 

HAYES.B.B. 

8511250050* 

FOIA 


HAYES, B.B. 

851 1250054* 

50-389 

Q 

HAYES.B.B. 

8511250147* 

50-416 

Q 

HAYES.B.B. 

8511250155* 

FOIA 


HAYES.B.B. 

8511250159* 

FOIA 


HAYES.B.B. 

8511250161* 

FOIA 


HAYES.B.B. 

8511250169* 

FOIA 


HAYES.B.B. 

8511250177* 

FOIA 


HAYES.B.B. 

8511250391* 

FOIA 


HAYES.B.B. 

8511250410* 

FOIA 


HAYES.B.B. 

8511250418* 

FOIA 


HAYES.B.B. 

8511250428* 

FOIA 


HAYES.B.B. 

8511250432* 

FOIA 


HAYES.B.B. 

8511250461* 

FOIA 


HAYES.B.B. 

8511250467* 

FOIA 


HAYES.B.B. 

8511260025* 

FOIA 


HAYES.B.B 

8511260028* 

FOIA 


■-■mV -. a B.B. 

8511260032* 

FOIA 


S.r.'.w 

8511260036* 

FOIA 


H/WCS.ci.- 

8511260043* 

FOIA 


'-i.AYFS C ■ 

8511150092* 

50-424 

G 

■! AY 

8511140155* 

50-423 

A 

■tLaBl.H 1 . N.C.L. 

8511070582* 

XPORTLIC 


mi/WEF.. N.C L 

8511070586* 

XPORTLIC 


HE APS, D. 

8511180331* 

WASTE MGT 

HEBDOl'., 17 J 

8511140414 

50-206 

P 

HR! !i,.C. 

8511110061 

50-316 

S 

fL,C-r. 

8511140097 

50-315 

s 

-IE- : L,C ! v 

8511040362* 

50-395 

Q 

r.Ei'il .C.V-'. 

8511110109* 

50-483 

Q 

MEHL :. 

8511130188* 

50-255 

Q 

HEH;..C.v.. 

8511130233* 

50-315 

Q 

HEHL.C.Yv. 

8511140321* 

50-295 

Q 

: lE-lL.C.YJ 

8511250376* 

50-315 

Q 

-IE HI. ,'A. 

8511050134 

50-316 

S 

HEIDER.L.H. 

8511050141 

50-29 

P 

HE1DER,!..!- 1 . 

8511190159 

50-29 

R 

HEIMAN.D. 

8511190563 

XPORTLIC 


ISH i’v’i A IM . B . “ . 

8511210144* 

50-455 

Q 

1 iFT'KFfR.K ... 

8511180816 

50-267 

P 

HLi.GENSOiN.-L 

8511130084 

70-820 


HE-.TiiiV.ES.C 

8510160384* 

50-374 

S 

I IELTEMES.C.,.. 

8511060359 

MISC 


FliLTEMES.C.*.. 

8511070552 

50-3 

S 

1 'Ei.'EiYlES c.j. 

8511190401 

50-369 

s 

L'"(:iVi , f : S C.J. 

8511190519* 

50-369 

s 

HL'L,. “EiviES C J. 

8511190524* 

50-369 

s 

MEIT'EMES .C.J. 

8511190530* 

50-369 

s 

riEs.TE.VI-.S.C.J. 

8511260179* 

50-373 

s 

HE i. TON .J.C. 

8511070252 

NUREG 


FFMMErT.E D 

8511070343 

50-295 

s 

HEM'ViiiNG.'vC. 

8511110149* 

50-295 

Q 

nENDRIE.J.' 1 .. 

8010220321* 

FOIA 


hensley, m.s. 

8511050231 

50-289 

G 

HENSLEY.M/J. 

8511050231 

50-289 

G 

i , ens!.l;y 1 y 1 .c. 

8511050276 

50-289 

G 

HENSLEY.iV.C. 

8511050276 

50-289 

G 

HENSLEY M.O. 

8511070267 

50-289 

G 

HEROES, S.E 

8511060523* 

PROJ 


HERMANN, R.A. 

8511190565 

50-220 

Q 

HERMANN, R.A. 

8511200083 

50-220 

P 

HERR.F.W. 

8511140297* 

50-289 

P 

HERR.R.K. 

8511070146* 

50-482 

Q 

HERR.R.K. 

8511070149* 

50-482 

Q 

HERR.R.K. 

8511070155* 

50-482 

Q 

HERR.R.K. 

8511070229* 

50-482 

Q 

HERR.R.K. 

8511070255* 

50-482 

P 

HERSCH.M.M. 

8511220185* 

XPORTLIC 


HERWIG.N. 

8511180043* 

FOIA 


HEWARD.R.W. 

8511180410 

50-219 

P 

HEWETT.J. 

8511110235* 

50-445 

A 

HIATT.S.L. 

8511010268 

NUREG 


HIATT.S.L, 

8511260190 

50-440 

F 

HICKEY.J.W. 

8511070116* 

FOIA 


HIGGINBOTHAM, L. 

8511120285 

WASTE MGT 

HIGGINBOTHAM, L. 

8511120288 

WASTE MGT 

HIGGINBOTHAM, L. 

8511130116 

WASTE MGT 

HIGGINBOTHAM, L. 

8511140030 

WASTE MGT 

HIGGINS, R.L. 

8511110149* 

50-295 

Q 

HILDENBRAND.P. 

8511070426* 

40-8768 


HILDENBRAND.P. 

8511070550 

40-8674 


HILDENBRAND.P. 

8511070587 

40-8502 


HILDENBRAND.P. 

8511070592 

40-8502 


HILDENBRAND.P.R 

8511180197* 

40-8674 


HILL.E.E. 

8511260560* 

CONTRACT 


HILL.J. 

8511060174 

50-267 

S 

HILL.K, 

8511200111 

50-265 

s 

HILL.P.W. 

8511190503* 

CONTRACT 



AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

HILL.P.W. 

8511270045* 

CONTRACT 

HILLMAN.B.M. 

8511250243* 

50-247 

Q 

HILLS, D.E. 

8511110177* 

50-440 

Q 

HIND.J.A. 

8511040153 

50-295 

Q 

HIND.J.A. 

8511040200 

50-409 

Q 

HIND.J.A. 

8511040378 

50-346 

Q 

HIND.J.A. 

8511060314 

50-315 

Q 

HIND.J.A. 

8511180591 

50-454 

Q 

HIND.J.A. 

8511210480* 

70-1193 


HIND.J.A. 

8511210484* 

70-1193 


HIND.J.A. 

8511210488* 

FOIA 


HIND.J.A. 

8511210499* 

70-1193 


HIND.J.A. 

8511260171 

50-456 

F 

HINDS.J.R. 

8511070281 

50-275 

S 

HINDS, K. 

8511260497 

PR 


HINDS, K. 

8511260508 

PR 


HINTZ.D.C. 

8511050032 

50-305 

F 

HINTZ.D.C. 

8511050074 

50-305 

F 

HINTZ.D.C. 

8511190146 

50-305 

R 

HINTZ.D.C. 

8511220245 

50-305 

Q 

HINTZ.D.C. 

8511260132 

50-305 

F 

HIRSCH.A. 

8511120171 

PR 


HOBBS, S.H. 

8511040195 

TOPREP 


HOBBS.S.H. 

8511040310 

TOPREP 


HOBBS.S.H. 

8511180132 

50-416 

P 

HOBBS.S.H. 

8511180132 

50-416 

P 

HOBBS.S.H. 

8511180366 

TOPREP 


HOBBS.S.H. 

8511180375 

TOPREP 


HOCHREITER.L.E. 

8511010008 

NUREG 


-ODDER.:*. 1 -!. 

8511140022 

50-250 

G 

FODDER M.-i. 

8511140022 

50-250 

G 

l-ODDFR.iv: 

85111400 22 

50-250 

G 

HXDFF..M 

8511140028* 

50-250 

G 

FODDER, V H. 

8511140028* 

50-250 

G 

hCDDPR.vi.K. 

8511140028* 

50-250 

G 

H0DGDON.A.P. 

8511070214 

40-2061 


HDD3DQN. -.?. 

8511120094 

40-2061 


HOD3DON..-.P. 

8511250138 

50-352 

G 

r IDD3ES , C .F 

8511250089* 

50-445 

A 

-■OFFMAX.DP. 

8511180770 

50-155 

R 

HOFFMAN.G.L 

8511040157* 

40-2259 


HOFMAYER.D.- i. 

8511180634 

NUREG 


HOGGE.S.D 

8511050106 

50-302 

J 

HOGGE.S.Q 

8511140250 

50-395 

J 

iiOLAFAN.G. 

8511050285 

50-219 

Q 

HOl.A‘iAN.G..V 

8511260139* 

50-322 

S 

HOL. A NO,'.* 

8511060056* 

50-390 

Q 

HOLI INGSHEO'.. 

8511050045 

50-285 

S 

: -IC: LOMON.".J. 

8511180817 

50-327 

R 

HOLM.J.S. 

8511260444* 

50-335 

P 

HOIjJES.,.. 

8511190084* 

50-237 

Q 

! •CUifES.u. 

8511260421* 

50-346 

Q 

• SCLMES-RAY.P. 

8511040301* 

50-321 

Q 

HOLT.D.E. 

8511150118 

PR 


HOLrZiVAN.P.B. 

8511040190* 

50-461 

Q 

holiziv:an,r.s. 

8511130065* 

50-440 

Q 

HON, A. 

8511040182* 

50-528 

Q 

H0PKINS, 3 .C 

8511040362* 

50-395 

Q 

HOPKINS.P.C. 

8511250422* 

50-395 

Q 

-CRICKS, FLE. 

8511110163 

WASTE MGT 

— CRN.A.' 1 . 

8511050284 

40-7102 


'iCR rON.VY. 

8511190505 

NUREG 


HCSEY.C. 

8511270216 

50-259 

S 

HOSEY.C.JJ. 

8511010266* 

50-160 

Q 

HOSEY.C.M. 

8511010530* 

50-302 

Q 

HOSFY.C.r.i. 

8511040099* 

50-269 

Q 

HOSEY.C.M. 

8511050058* 

50-369 

Q 

HOSEY.C.M. 

8511140137* 

70-27 


HOSEY.C.M. 

8511140150* 

70-824 


HOSEY.C.M. 

8511220045 

50-259 

S 

HOSLER.C.L. 

8511050128 

50-5 

P 

HOSLER.C.L. 

8511140066 

50-5 

F 

HOUSrEAU.L. 

8511050147 

QA999 


HOWARD, E.ivl. 

8511140010 

50-302 

R 

HOWARD, R.E. 

8511220321* 

50-295 

F 

HOWE.ri.M. 

8511190249 

50-275 

S 

HOWE.PAV. 

8511130250 

50-324 

S 

HOWE.P.VV. 

8511130307 

50-324 

F 

HOYAlJ.G. 

8511120425 

WASTE MGT 

HOYLE, J.C. 

8510170391 

50-482 

T 

HSIEH B.J. 

8511190570 

NUREG 


HUBBARD, G.T. 

8511140306* 

50-324 

Q 

HUDSON S. 

8511110107 

50-244 

S 

HUDSON^. 

8511110132 

50-220 

S 

HUDSON, 3. 

8511120025 

50-244 

S 

HUENEFELD.J.C. 

8511130226* 

50-346 

Q 

HUETER.L 

8511200056* 

FOIA 


HUEY.F.R. 

8511040169* 

50-206 

Q 


AUTHOR ACCESSION SUBJECT 


HUEY.F.R. 

NUMBER 

8511200221* 

CATEGORY 

50-206 0 

HUEY.R. 

8511260521 

50-206 

S 

HUFHAM.J.W. 

8511040320 

50-390 

Q 

HUFHAM.J.W. 

8511040350 

50-327 

F 

HUFHAM.J.W. 

8511120022 

50-390 

S 

HUFHAM.J.W. 

8511120032* 

50-390 

S 

HUFHAM.J.W. 

8511120036 

50-438 

s 

HUFHAM.J.W. 

8511120048 

50-438 

s 

HUFHAM.J.W. 

8511120071 

50-438 

s 

HUFHAM.J.W. 

8511120107 

50-391 

s 

HUFHAM.J.W. 

8511120174 

50-391 

S 

HUFHAM.J.W. 

8511120185 

50-438 

S 

HUFHAM.J.W. 

8511120201 

50-391 

S 

HUFHAM.J.W. 

8511120214 

50-391 

s 

HUFHAM.J.W. 

8511120236 

50-438 

s 

HUFHAM.J.W. 

8511120237 

50-438 

s 

HUFHAM.J.W. 

8511120241 

50-390 

s 

HUFHAM.J.W. 

8511120314 

50-390 

s 

HUFHAM.J.W. 

8511120316 

50-438 

s 

HUFHAM.J.W. 

8511120317 

50-438 

s 

HUFHAM.J.W. 

8511120343 

50-390 

s 

HUFHAM.J.W. 

8511120355 

50-390 

s 

HUFHAM.J.W. 

8511120401 

50-391 

s 

HUFHAM.J.W. 

8511120412 

50-390 

s 

HUFHAM.J.W. 

8511120413 

50-438 

s 

HUFHAM.J.W. 

8511120450 

50-390 

s 

HUFHAM.J.W. 

8511120451 

50-391 

s 

HUFHAM.J.W. 

8511130014 

50-391 

s 

HUFHAM.J.W. 

8511130018 

50-438 

s 

HUFF. vvt.J.V- 

8511130105 

50-259 

F 


8511130109 

50-327 

F 

-■U'-PA.vU.V . 

8511130132 

50-390 

s 

i iU'r: "A V. 

8511130140 

50-438 

s 

HU-rvV 

8511130146 

50-390 

s 

HU-' •Av.J.v . 

8511130170 

50-438 

s 

HUFHAM.J.W. 

8511130182 

50-259 

F 

HUFHAM.J.W. 

8511130215 

50-259 

F 

HUFHAM.J.W. 

8511130427 

50-390 

S 

HUFHAM.J.W. 

8511140002 

50-390 

s 

HUFHAM.J.W 

8511140007 

50-438 

s 

fu-haiy: JA-. 

8511140228 

50-391 

s 

i ! U : HAr.-.-.J.V"' 

8511140229 

50-438 

s 

FUrHA.v.J.V ■■ 

8511140236 

50-438 

s 

HUP: IA..V..J 

8511140238 

50-390 

s 

r.UP.HAi'.'.J.V' 

8511140251 

50-391 

s 

HUFr'Afy .J.W 

8511140 252 

50-391 

s 

HUPrt.-W.J.V, 

8511140262 

50-390 

s 

HUFHAiv .J.V 

8511140276 

50-391 

s 

HUFHAIV., J.V. . 

8511140374 

50-391 

s 

KJFHA.v.^.V-.. 

8511140376 

50-391 

s 

-UrHAiV.J.V-.. 

851 118Q280 

50-391 

s 

HJFHAM.J.Vv 

8511180324 

50-391 

s 

!- JFf™Ai\..J.W 

8511180330 

50-438 

s 

HJRHAiv.J.V*’ 

8511180338 

50-391 

s 

HUFHAiv: J.V'/. 

8511180358 

50-390 

s 

HuFH AM.J.-V 

8511180769 

50-390 

s 

HU Fh AM. JAY 

8511180773 

50-390 

s 

HUFHAM.J.W 

8511180779 

50-390 

s 

HU H'-i Aivi, J. s 
HUFHAM.J.W. 

8511200048 

8511210543 

40-1341 

50-391 

s 

HUFHAM.J.W. 

8511210560 

50-391 

s 

HUFHAM.J.W. 

8511210567 

50-438 

s 

HUFHAM.J.W. 

8511210603 

50-391 

s 

HUFHAM.J.W. 

8511220003 

50-390 

s 

HUFHAM.J.W. 

8511220195 

50-438 

s 

HUFHAM.J.W. 

8511220205 

50-391 

s 

HUFHAM.J.W. 

8511220216 

50-438 

s 

HUFHAM.J.W. 

8511220362 

50-390 

s 

HUFHAM.J.W. 

HUFHAM.J.W. 

8511250076 

8511250078 

NUREG 

50-438 

s 

HUFHAM.J.W. 

8511260230 

50-259 

F 

HUFHAM.J.W. 

8511260320 

50-259 

p 

HUFHAM.J.W. 

8511260404 

50-259 

p 

HUKILL.H.D. 

8511010307 

50-289 

Q 

HUKILL.H.D. 

8511040395 

50-289 

R 

HUKILL.H.D. 

8511070519 

50-289 

s 

HUKILL.H.D. 

8511130377 

50-289 

p 

HUKILL.H.D. 

8511130379* 

50-289 

p 

HUKILL.H.D. 

8511140201 

50-289 

F 

HULLER.L. 

HULTSCH.R.A. 

8511150079 

8511070198 

PR 

50-186 

F 

HUMPHREYS.L.L. 

8511040330* 

50-219 

P 

HUNNICUTT.D.M. 

8511110180* 

50-313 

Q 

HUNSTAD.A.A. 

8511050076 

50-282 

S 

HUNSTAD.A.A. 

8511070491 

50-282 

S 

HUNSTAD.A.A. 

85112102 37 

50-282 

S 

HUNT.M.D. 

8511010437* 

50-400 

Q 

HUNT.M.D. 

8511040388* 

50-400 

Q 
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NUMBER 

CATEGORY 

KELLY.J.M. 

8511010008 

NUREG 


KELLY, L 

8511210601 

50-286 

R 

KELLY, M.E. 

8511260395 

PR 


KELMERS.A.D. 

8511180625 

NUREG 


KEMPER, J.S. 

8511150110 

50-277 

P 

KEMPKA.S.N. 

8511190556 

NUREG 


KENER50N.J. 

8511260395 

PR 


KENNY, T.J. 

8511120015* 

50-286 

Q 

KENNY, T.J. 

8511130086* 

50-272 

Q 

KENYON, J.J. 

8511180767 

50-327 

F 

KEPPLER.J.G. 

8511040193 

50-315 

S 

KEPPLER.J.G. 

8511040228 

50-255 

P 

KEPPLER.J.G. 

8511060507 

50-483 

Q 

KEPPLER.J.G. 

8511140094 

50-341 

P 

KEPPLER.J.G. 

8511140357 

50-315 

P 

KEPPLER.J.G. 

8511250214 

50-440 

Q 

KEPPLER.J.G. 

8511250311 

50-461 

Q 

KEPPLER.J.G. 

8511250320 

50-454 

Q 

KEPPLER.J.G. 

8511260201 

50-373 

P 

KERCH, H. 

8511130235* 

50-219 

Q 

KERR.G.W. 

8511180429* 

STATE PRO G 

KERR.G.W. 

8511200133* 

PR 


KERR.G.W. 

8511200192* 

PR 


KERR.K.A. 

8511270294* 

50-354 

F 

KERR.K.J. 

8511120005 

50-456 

G 

KERR.W. 

8511180163’ 

FOIA 


KERR.W. 

8511220144 

50-2 

Q 

KESSEL.T. 

8511060153* 

FOIA 


KESSEL.T.S. 

8511060165* 

FOIA 


KETZLACH.N. 

8511010002 

70-27 


KETZLACH.N. 

8511010546* 

70-2997 


KETZLACH.N. 

8511110464* 

70-27 


KETZLACH.N. 

8511260689* 

70-938 


KEY.W.J. 

8511140119* 

50-249 

Q 

KEYS.D.J. 

8511050016 

PR 


KEZELIS.E.Z. 

8511260434 

50-456 

G 

KEZELIS.E.Z. 

8511260434 

50-456 

G 

KHAZRAI.M. 

8511200273 

50-346 

R 

KIEPFER.R. 

8511260435 

PR 


KILBRIDE, C. 

8511190534 

50-454 

S 

KIM.C.C. 

8511130324* 

50-282 

P 

KIM.H.J. 

8511120029 

NUREG 


KIM.H.J. 

8511120063 

NUREG 


KIM.Y.C. 

8511130399 

WASTE RES 

KIM.Y.C. 

8511130406* 

WASTE RES 

KING.D.P. 

8511050086 

40-2061 


KING.L.P. 

8511060187* 

50-269 

Q 

KING.L.P. 

8511270251* 

50-269 

Q 

KINGSLEY, K.R. 

8511140106 

PROJ 


KINGSLEY, K.R. 

8511260501 

TOPREP 


KINGSLEY.K.R. 

8511260504* 

TOPREP 


KINGSLEY, O.D. 

8511250254 

50-416 

P 

KINNEMAN.J. 

8511130308 

l&E 


KINNEMAN.J. 

8511260129 

l&E 


KINNEMAN.J. D. 

8511040076 

40-7455 


KINNEMAN.J.D. 

8511210595* 

40-8610 


KINNEMAN.J. D. 

8511210600* 

40-8610 


KINNEMAN.J.D. 

8511220087* 

FOIA 


KINNEMAN.J.D. 

8511220104* 

FOIA 


KINNEMAN.J.D. 

8511220156* 

FOIA 


KIRSCH.D.F. 

8511010170 

50-344 

Q 

KIRSCH.D.F. 

8511040079 

50-529 

Q 

KIRSCH.D.F. 

8511040158 

50-206 

Q 

KIRSCH.D.F. 

8511040166 

50-397 

Q 

KIRSCH.D.F. 

8511040178 

50-528 

Q 

KIRSCH.D.F. 

8511040213 

50-275 

Q 

KIRSCH.D.F. 

8511040214 

50-529 

Q 

KIRSCH.D.F. 

8511050082 

50-275 

P 

KIRSCH.D.F. 

8511060499 

50-529 

Q 

KIRSCH.D.F. 

8511110244 

50-206 

Q 

KIRSCH.D.F. 

8511120057 

50-312 

Q 

KIRSCH.D.F. 

8511140101 

50-508 

Q 

KIRSCH.D.F. 

8511140207 

50-344 

Q 

KIRSCH.D.F. 

8511140213* 

50-344 

Q 

KIRSCH.D.F. 

8511140233 

50-362 

Q 

KIRSCH.D.F. 

8511200215 

50-206 

Q 

KIRSCH.D.F. 

8511260061 

50-312 

Q 

KIRSCH.D.F. 

8511260220 

50-344 

Q 

KIRSCH.D.F. 

8511260294 

50-508 

A 

KIRSCH.D.F. 

8511260542 

50-508 

Q 

KISTER.H. 

8511210042 

50-219 

Q 

K1STER.H. 

8511210400* 

50-423 

Q 

KISTER.H.B. 

8511010077 

50-322 

Q 

KISTER.H. B. 

8511060186 

50-387 

Q 

KISTER.H.B. 

8511060190* 

50-387 

Q 

KISTER.H.B. 

8511110136 

50-320 

V 

KISTER.H.B. 

8511210345 

50-320 

Q 

KISTER.H.B. 

8511210354* 

50-320 

Q 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


KISTER.H.B. 

8511260314 

50-322 

Q 

KISTER.H.B. 

8511260362 

50-354 

Q 

KISTER.H.B. 

8511270156 

50-219 

Q 

KISTER.H.B. 

8511270171* 

50-219 

Q 

KLEINER, J.P. 

8511260449 

PR 


KLEINSORGE.W.P. 

8511250480* 

50-250 

Q 

KLEINSORGE.W.P. 

8511270193* 

50-400 

Q 

KLENKE.W.J. 

8511260508 

PR 


KLING.F.R. 

8511070091 

FOIA 


KNAPP, M.R. 

8511120198 

WASTE MGT 

KNAPP, M.R. 

8511120391 

WASTE MGT 

KNAPP, M.R. 

8511140047 

WASTE MGT 

KNAPP.M.R. 

8511140247 

WASTE MGT 

KNAPP, M.R. 

8511210574 

WASTE MGT 

KNICELEY.J.R. 

8511150084* 

50-255 

Q 

KNICELY.J.R. 

8511260369* 

50-440 

Q 

KNIGHT.J.P. 

8412050155* 

50-309 

G 

KNIGHT.J.P. 

8511150009* 

50-352 

G 

KNIGHT.J.P. 

8511150021* 

50-352 

G 

KNIGHTON, G.W. 

8511010123* 

50-361 

P 

KNIGHTON.G.VY. 

8511010130 

50-443 

F 

KNIGHTON, G.W. 

8511010214 

50-400 

A 

KNIGHTON, G.W. 

8511040131 

50-400 

F 

KNIGHTON, G.W. 

8511050078 

50-400 

A 

KNIGHTON, G.W. 

3511050281 

50-443 

V 

KNIGHTON, G.W. 

8511060041 

50-498 

A 

KNIGHTON, G.W. 

8511060062 

50-382 

F 

KNIGHTON, G.W. 

8511070163 

50-361 

P 

KNIGHTON, G.W. 

8511070336 

50-528 

P 

KNIGHTON, G.W. 

8511070342* 

50-528 

P 

KNIGHTON, G.W. 

8511070394 

50-400 

A 

KNIGHTON, G.W. 

8511070464 

50-528 

P 

KNIGHTON, G.W. 

8511120297 

50-400 

A 

KNIGHTON, G.W. 

8511120429 

50-400 

A 

KNIGHTON, G.W. 

8511190442 

50-528 

1 

KNIGHTON, G.W. 

8511190531 

50-400 

A 

KNIGHTON, G.W. 

8511200195 

50-443 

A 

KNIGHTON, G.W. 

8511260661 

50-529 

A 

KNOETGEN.P.M. 

8511180136 

50-317 

S 

KNCE'GEN .= vi 

8511260048 

50-318 

S 

. G:.N,P .'vi. 

8511260600 

50-318 

S 

KNOTTS, J.B. 

8511120096 

50-416 

P 

KNO TT S.J.B. 

8511120096 

50-416 

P 

KNOrS.^.B. 

8511120096 

50-416 

P 

KNUDSON,*: C 

8511260445* 

50-458 

P 

KOBER.R.W. 

8511040072 

50-244 

Q 

KOBER.R.W. 

8511040264 

50-244 

S 

KOBER.R.W. 

8511130179 

50-244 

Q 

KOBER.R.W. 

8511180301 

50-244 

S 

KOBER.R.W. 

8511190095 

50-244 

P 

KOBER.R.W. 

8511200185 

50-244 

F 

KOBER.R.W. 

8511210358 

50-244 

Q 

KOBER.R.W. 

8511260262 

50-244 

P 

KOCHER.C.W. 

8511250086 

50-264 

S 

KODALl.K.K. 

8511140429* 

70-1257 


KODALI.K.K. 

8511200074* 

70-1113 


KOERBER.G.M. 

8511180255 

50-321 

R 

KOESTER.G.L. 

8511010289 

50-482 

P 

KOESTER.G.L. 

8511040151 

50-482 

1 

KOESTER.G.L. 

8511050132 

50-482 

H 

KOESTER.G.L 

8511060248 

50-482 

S 

KOESTER.G.L 

8511060383 

50-482 

s 

KOESTER.G.L 

8511120061 

50-482 

F 

KOESTER.G.L 

8511130069 

50-482 

P 

KOESTER.G.L 

8511180202 

50-482 

s 

KOESTER.G.L. 

8511180214 

50-482 

s 

KOESTER.G.L 

8511180224 

50-482 

s 

KOESTER.G.L. 

8511180235 

50-482 

s 

KOESTER.G.L. 

8511190059 

50-482 

R 

KOESTER.G.L. 

8511210010* 

50-482 

P 

KOESTER.G.L 

8511210145 

50-482 

s 

KOESTER.G.L 

8511220238 

50-482 

s 

KOESTER.G.L 

8511250044 

50-482 

p 

KOESTER.G.L 

8511260096 

50-482 

s 

KOESTER.J.P. 

8511120176 

NUREG 


KOGAN, V. 

8511110431 

NUREG 


KOHLER, A.D. 

8511110236 

50-508 

s 

KOHN.S. 

8511200028 

FOIA 


KOHRT.J.M. 

8511010008 

NUREG 


KOKOSZKA.C. 

8511260324* 

50-213 

R 

KOKOSZKA.C.A. 

8511260316* 

50-213 

R 

KOMP.M.J. 

8511110320* 

40-8502 


KONWINSKI.G.R. 

8511120182 

40-1162 


KONWINSKI.G.R. 

8511120208 

40-6659 


KONWINSKI.G.R. 

8511260353 

40-8768 


KOON.A.R. 

8511120209 

50-395 

s 

KOON.A.R. 

8511130067 

50-395 

S 

KOON.A.R. 

8511180739 

50-395 

S 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


KOON.A.R. 

8511220083 

50-395 

S 

KOPRIVA.R.A. 

8511260209* 

50-373 

P 

KORNASIEWICZ.R. 

8511190113 

NUREG 


KOROBOV, Y. 

8511060399* 

FOIA 


KOROBOV, Y. 

8511070051* 

FOIA 


KOSMALA.R.J. 

8511260663 

50-458 

s 

KOSZUT.D. 

8511260497 

PR 


KOT.C.A. 

8511190570 

NUREG 


KOWKABANY.S. 

8511070519 

50-289 

s 

KRASOPOULOS.A. 

8511010069* 

50-247 

Q 

KRAUSE.C.W. 

8511200091 

50-266 

R 

KREH.J.L. 

8511110099* 

70-143 


KREH.J.L. 

8511270217* 

50-261 

Q 

KRIEGER.K. 

8511260018* 

50-247 

R 

KRIEGER.K. 

8511260020* 

50-247 

R 

KRIESEL.T.A. 

8511250259 

50-316 

S 

KRIESEL.T.A. 

8511270295* 

50-316 

S 

KRIESEL.T.A. 

8511270298* 

50-315 

S 

KRIESEL.T.A. 

8511270312* 

50-316 

S 

KRIESEL.T.A. 

8511270320* 

50-316 

s 

KRIMM.R.W. 

8511190346 

50-395 

F 

KRIMM.R.W. 

8511190365 

50-269 

F 

KRIMM.R.W. 

8511190399 

50-324 

F 

KRIMM.R.W. 

8511190406 

50-390 

F 

KRIMM.R.W. 

8511220239 

50-456 

F 

KRIMM.R.W. 

8511260466 

50-285 

F 

KROES.R.J. 

8511250160 

50-433 

P 

KROMBACH.D.L. 

8511060297* 

FOIA 


KROMBACH.D.L. 

8511060333’ 

FOIA 


KRONICH.C.L. 

8511220173 

50-254 

R 

KROPP.W.J. 

8511260252* 

50-456 

Q 

KUCHARSKI.S. 

8511120041’ 

50-278 

Q 

KUCHARSKI.S.D. 

8511010259* 

50-278 

Q 

KUCZYNSKI.L.A. 

8511200260 

50-387 

R 

KUCZYNSKI.L.A. 

8511270172 

50-387 

S 

KUECHLE.C. 

8511180311 

50-295 

S 

KUEMIN.J.L. 

8511040041 

50-255 

P 

KUEMIN.J.L. 

8511040149 

50-255 

F 

KUEMIN.J.L 

8511050021 

50-255 

F 

KUEMIN.J.L. 

8511050037 

50-255 

P 

KUEMIN.J.L. 

8511050129* 

50-255 

F 

KUEMIN.J.L 

8511050130 

50-255 

P 

KUEMIN.J.L. 

8511050178 

50-255 

P 

K J-PEPLiAK 0 S 

8511250006 

NUREG 


< js r '< ” 

8511120227 

50-285 

S 

kuzo.g'b. 

8511060293* 

50-338 

Q 

KUZO.G.B. 

8511130382* 

50-413 

Q 

KWOK.C.C. 

8511180565 

50-133 

R 

L’HEUREUX.P. 

8511180300 

50-213 

S 

LACEY.W.S. 

8511040456 

50-334 

S 

LACEY, W.S. 

8511180140 

50-334 

S 

LACEY.W.S. 

8511180511 

50-334 

S 

LACKER, D.K. 

8511260407 

PR 


LADAGE.J.J. 

8511060236* 

FOIA 


LADAGE.J.J. 

8511060268* 

FOIA 


LADAGE.J.J. 

8511060295* 

50-445 

A 

LADAGE.J.J. 

8511060400* 

FOIA 


LAINAS.G.C. 

8511010373* 

50-269 

P 

lainas.g.c. 

8511070261 

50-269 

P 

lainas.g.c. 

8511110430 

50-220 

P 

LAINAS.G.C. 

8511180706 

50-267 

P 

LAINAS.G.C. 

8511180755* 

50-247 

F 

LAING.W.R. 

8511050320* 

FOIA 


LAING.W.R. 

8511050324* 

50-445 

A 

LAKE.E.J. 

8511070078 

50-289 

P 

LAMBERT, W.J. 

8511210553 

50-458 

S 

LANCASTER, B. 

8511070016* 

50-445 

Q 

LANCASTER, B. 

8511070017* 

50-445 

A 

LANCASTER, B. 

8511070018’ 

50-445 

A 

LANEY.R.V. 

8511040330* 

50-219 

P 

LANG.M. 

8511150025 

50-322 

G 

LANGAN.J.E. 

8511200308* 

50-454 

R 

LANGE, D. 

8511060190* 

50-387 

Q 

LANGLEY, M. 

8511260497 

PR 


LANKFORD, J.B. 

8511270094* 

70-1113 


LANKSBURY.R.D. 

8511120415* 

50-461 

Q 

LARSON, C.E. 

8511220068 

50-282 

Q 

LASH.T.R. 

8511060209 

PR 


LASH.T.R. 

8511260427 

PR 


LASUK.S.R. 

8511150069* 

50-461 

Q 

LATHAM, S.B. 

8511130246 

50-322 

G 

LATHAM.S.B. 

8511150109 

50-322 

G 

LATHAM, S.B. 

8511150109 

50-322 

G 

LATHAM.W.K. 

8511260670 

50-312 

S 

LAUDON.K.J. 

8511260236 

40-2259 


LAUER.R.J. 

8511110029 

50-456 

G 

LAUER.R.J. 

8511110029 

50-456 

G 

LAUER.R.J. 

8511150073 

50-456 

G 
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LAUER.R.J. 

8511150073 

50-456 

G 

LAVOIE, M. 

8511260137 

PR 


LAWYER.S. 

8511060233* 

50-261 

Q 

LAZARUS, W.J. 

8511040324* 

50-244 

Q 

LAZO.R.M. 

8511130277 

50-250 

G 

LAZO.R.M. 

8511200171* 

PR 


LAZO.R.M. 

8511200180* 

PR 


LAZO.R.M. 

8511210348 

50-250 

G 

LAZO.R.M. 

8511270109 

50-250 

G 

LAZO.R.M. 

8511270112 

50-250 

G 

LEAK. 

8509050141* 

50-206 

Q 

LEBLOND.P. 

8511110206 

50-295 

S 

LEBLOND.P.C. 

8511220297 

50-295 

F 

LEDUC.R.J. 

8511120396 

71-9151 


LEDUC.R.J. 

8511220440 

71-6574 


LEE.M. 

8511060175* 

FOIA 


LEE.O.R. 

8511250258 

50-267 

P 

LEE.R. 

8511220448 

50-368 

P 

LEE.R.S. 

8511070171 

50-313 

P 

LEE.S.C. 

8511120083 

NUREG 


LEE.T.D. 

8511040141* 

70-143 


LEE.Y.S. 

8511130321* 

50-282 

P 

LEIGH.C.D. 

8511070252 

NUREG 


LEININGER.W.J. 

8511110267* 

50-327 

P 

LEMPGES.T.E. 

8511010078 

50-220 

S 

LEMPGES.T.E. 

8511180187 

50-220 

S 

EVPGFF ~ “ 

8511180291 

50-220 

R 

..EMFGf.ir i ,f 

8511220464 

50-220 

S 

M: S C:.ES ’ r 

8511250081 

50-220 

F 

-rMPGrS : ! 

8511250102 

50-220 

P 

. A-i/-\ . .. 

8511040129* 

50-269 

Q 

: R s 

8511040223 

50-341 

S 

. r\A-r r.s. 

8511070186 

50-341 

S 

= \ 

8511120202 

50-341 

S 

■ f NAR ' R.S 

8511140359 

50-341 

S 

-L.YA-i -i.S 

8511190465 

50-341 

s 

-ENAR" - S 

8511210490 

50-341 

S 

f. NAR ' S. 

8511220049 

50-341 

S 

..ENA=i-R.s. 

8511250429 

50-341 

S 

: :"0\AP;> !'? 

8511040038 

50-322 

Q 

..I-ONA-M). D. 

8511150045 

NUREG 


. r '0\A : 'D .. G. 

8511200203 

50-322 

P 

.::ONAR!).„ D. 

8511200204 

50-322 

P 

1 tOW.VVJ 1) 

8511200207* 

50-322 

P 

ARD.., 0 

8511220275 

50-322 

P 

. EONARG...G 

8511260276 

50-322 

P 

. fcG.Y ■\RG J 

8511110248 

PR 


-EROH R f.V 

8511260252* 

50-456 

Q 

. r-iinz.: r. 

8511060285* 

FOIA 


Ji "SOT ,K 

8511150109 

50-322 

G 

..r.;SC:-E.K.J 

8511150109 

50-322 

G 

..E'iT.ZRv. 

8511200188* 

50-445 

A 

LETT1ERI.V. 

8511200277* 

50-445 

A 

LETTIERI.V. 

8511200286’ 

50-445 

A 

LEVI.R.P. 

8511250205* 

FOIA 


LEVINE, J.M. 

8511010159 

50-313 

F 

LEVINE, J.M. 

8511050044 

50-313 

F 

LEVINE, J.M. 

8511180056 

50-313 

F 

LEVINE, J.M. 

8511180286 

50-313 

F 

LEVINE, J.M. 

8511180516 

50-313 

F 

LEWIS, H.W. 

8511040487 

ACRS 


LEWIS, H.Z. 

8511110200 

PR 


LEWIS, M. 

8511050309 

NUREG 


LEWIS, M. 

8511210279 

NUREG 


LEWIS, M.l. 

8511010263 

PR 


LEWIS.M.I. 

8511110130 

PR 


LEWIS, M.L 

8511270051 

50-352 

P 

LEWIS.R.L. 

8511040461 

50-259 

S 

LEWIS, R.L. 

8511070350 

50-259 

s 

LEWIS.R.L 

8511070457 

50-259 

s 

LEWIS.R.L 

8511070463 

50-260 

s 

LEWIS.R.L. 

8511180599 

50-259 

s 

LEWIS.R.L. 

8511180753 

50-259 

R 

LEWIS.R.L. 

8511260595 

50-296 

s 

LEWIS.R.L 

8511270004 

50-260 

s 

LEWIS.R.L. 

8511270058 

50-259 

s 

LEWIS.R.L. 

8511270237 

50-260 

s 

LEWIS, S.H. 

8509300302 

40-8027 


LEWIS.S.H. 

8511070214 

40-2061 


LEWIS, S.H. 

8511070351 

40-8027 


LEWIS.S.H. 

8511120094 

40-2061 


LEWIS.S.H. 

8511190280 

40-2061 


LEWIS.S.H. 

8511250180 

40-8027 


LEWIS.S.H. 

8511270236 

40-8027 


LICHTENBERGER 

8511220150 

70-1100 


LICITRA.E.A. 

8511270291 

50-528 

Q 

LICKUS.R. 

8511200105* 

FOIA 


LIEBERMAN.J. 

8511200158* 

PR 
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LIEBERMAN.M.S. 

8511260054 

FOIA 



LIEBERMAN.M.S. 

8511260346 

FOIA 



LILLYMAN.W.J. 

8511260348* 

50-326 


Q 

LIMROTH.D.F. 

8511120015* 

50-286 


Q 

LIMROTH.D.F. 

8511130086* 

50-272 


Q 

LIMROTH.D.F. 

8511250243* 

50-247 


Q 

LINEHAN.J.J. 

8511130095 

WASTE 

MGT 

LINEHAN.J.J. 

8511130158 

WASTE 

MGT 

LINEHAN.J.J. 

8511130393 

WASTE 

MGT 

LINEHAN.J.J. 

8511140025 

WASTE 

MGT 

LINEHAN.J.J. 

8511140032 

WASTE 

MGT 

LINEHAN.J.J. 

8511200189 

WASTE 

MGT 

LINENBERGER.G. 

8511070278 

50-424 


G 

LINENBERGER.G. 

8511150103 

50-424 


G 

LINENBERGER.G. 

8511270105 

50-424 


G 

LINNEY.R.E. 

8511140064* 

50-237 


P 

LINVILLE.J.C. 

8511250143* 

50-333 


Q 

LITTLE, M. 

8511040286 

CONTRACT 


LITTLE, M. 

8511200156 

CONTRACT 


LITTLE, M. 

8511220169 

CONTRACT 


LITTLE, M. 

8511260553 

CONTRACT 


LITTLE, M. 

8511270088 

CONTRACT 


LITTLE, P. 

8511040036* 

50-302 


P 

LITTLE, W.S. 

8511190139 

50-456 


Q 

LITTLE, W.S. 

8511190143* 

50-456 


Q 

LITTLE, W.S. 

8511190151* 

50-456 


Q 

LITTLE, W.S. 

8511260244 

50-456 


Q 

LITTLE, W.S. 

8511260252* 

50-456 


Q 

LIU.W.C. 

8511060277* 

50-327 


Q 

LIU.W.C. 

8511140231* 

50-400 


Q 

LIZALEK.J.F. 

8511070502 

50-237 


S 

LIZALEK.J.F. 

8511140487 

50-237 


S 

LOBNER.P. 

8511190505 

NUREG 



LOCKE, R.F. 

8511010485 

50-133 


G 

LODGE, T.J. 

8511010488 

50-440 


G 

LODGE, T.J. 

8511110036 

50-346 


G 

LODGE, T.J. 

8511110036 

50-346 


G 

LOFGREN.E.V. 

8511190550 

NUREG 



LOFGREN.E.V. 

8511190554 

NUREG 



LOGUE.R.H. 

8511200228 

50-352 


R 

LOGUE.R.H. 

8511200312 

50-352 


R 

LOIGNON.G.A. 

8511180813 

50-395 


R 

LOMASNEY, W.J. 

8511050334* 

50-498 


A 

LOMASNEY, W.J. 

8511060407* 

50-498 


A 

LOMAX, D.B. 

8511110377 

50-313 


S 

LONG.B. 

8511010466 

50-390 


A 

LONG.W.O. 

8511200333 

50-259 


F 

LONGEST, A.W. 

8511070242 

NUREG 



LOPES, J.C. 

8511110335 

NUREG 



LORENZ, M.S. 

8511180342* 

50-369 


Q 

LORENZ, R.A. 

8511220329 

NUREG 



LORION.J. 

8511140026* 

50-250 


G 

LORION.J. 

8511140026* 

50-250 


G 

LORION.J. 

8511270100 

50-250 


G 

LORION.J. 

8511270100 

50-250 


G 

LOUDERBACK.T.E. 

8511260613 

40-8714 



LOUDER BACK, T.E. 

8511260641 

40-8714 



LOUDERBACK.T.E. 

8511260647 

40-8714 



LOVE.A.R. 

8511180465 

50-352 


G 

LOVE.A.R. 

8511180465 

50-352 


G 

LOVE.A.R. 

8511180465 

50-352 


G 

LOVELESS, D.R. 

8511060104* 

50-395 


Q 

LOWE, A. L. 

8511110023* 

50-389 


P 

LOYSEN.P. 

8511060396 

70-364 



LU.S.P. 

8511200008* 

50-445 


A 

LUCIETTO.A.M. 

8511180262 

50-374 


S 

LUEBKE.E.A. 

8511070400 

50-443 


G 

LUEBKE.E.A. 

8511130311 

50-142 


G 

LUEHMAN.J.G. 

8511050332* 

50-338 


Q 

LUEHMAN.J.G. 

8511060104* 

50-395 


Q 

LUNDVALL.A.E. 

8511040309 

50-317 


F 

LUNDVALL.A.E. 

8511110187 

50-317 


P 

LUNDVALL.A.E. 

8511110290 

50-317 


P 

LUNDVALL.A.E. 

8511120099 

50-317 


F 

LUNDVALL.A.E. 

8511130278 

50-317 


P 

LUNDVALL.A.E. 

8511140292 

50-317 


Q 

LUNDVALL.A.E. 

8511190431 

50-317 


F 

LURIE.D. 

8511040496* 

50-445 


Q 

LURIE, D. 

8511050294* 

50-445 


Q 

LURIE.D. 

8511070042* 

50-445 


Q 

LYASH.J.J. 

851 126037^3* 

50-354 


Q 

LYMAN, L. 

8511260411 

PR 



LYON.D.M. 

8511070435 

50-373 


S 

MACDONALD, C.E. 

8501300093 

71-142 



MACDONALD, C.E. 

8501300095* 

71-142 



MACDONALD, C.E. 

8501300141 

WASTE MGT 

MACDONALD, C.E. 

8511010149 

71-9176 



MACDONALD.C.E. 

8511010155 

71-5971 
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MACDONALD.C.E. 

8511010194 

71-9030 


MACDONALD.C.E. 

8511010201* 

71-9030 


MACDONALD.C.E. 

8511060206 

71-546 


MACDONALD.C.E. 

8511060212* 

71-546 


MACDONALD.C.E. 

8511060336 

71-9022 


MACDONALD.C.E. 

8511060364 

71-9007 


MACDONALD.C.E. 

8511060463 

71-9103 


MACDONALD.C.E. 

8511060501 

71-6601 


MACDONALD.C.E. 

8511070611 

71-180 


MACDONALD.C.E. 

8511070613* 

71-180 


MACDONALD.C.E. 

8511110421 

71-5607 


MACDONALD.C.E. 

8511110428* 

71-5607 


MACDONALD.C.E. 

8511110440 

71-9006 


MACDONALD.C.E. 

8511120056 

71-9159 


MACDONALD.C.E. 

8511120058 

71-9176 


MACDONALD.C.E. 

8511120065 

71-9159 


MACDONALD.C.E. 

8511120068 

71-9053 


MACDONALD.C.E. 

8511120069 

71-252 


MACDONALD.C.E. 

8511120072* 

71-9053 


MACDONALD.C.E. 

8511120078 

71-9073 


MACDONALD.C.E. 

8511120150 

71-9073 


MACDONALD.C.E. 

8511120186 

71-9015 


MACDONALD.C.E. 

8511120319 

71-9932 


MACDONALD.C.E. 

8511120323* 

71-9932 


MACDONALD.C.E. 

8511180557 

71-5942 


MACDONALD.C.E. 

8511180560 

71-249 


MACDONALD.C.E. 

8511180563* 

71-249 


MACDONALD.C.E. 

8511200141 

71-9860 


MACDONALD.C.E. 

8511200211 

71-9094 


MACDONALD.C.E. 

8511200219 

71-6574 


MACDONALD.C.E. 

8511210160 

71-9147 


MACDONALD.C.E. 

8511210165* 

71-9147 


MACDONALD.C.E. 

8511210168 

71-5971 


MACDONALD.C.E. 

8511210171* 

71-5971 


MACDONALD.C.E. 

8511220208 

71-109 


MACDONALD.C.E. 

8511220211* 

71-109 


MACDONALD.C.E. 

8511220217 

71-9176 


MACDONALD.C.E. 

8511220277 

71-5828 


MACDONALD.C.E. 

8511220279* 

71-5828 


MACDONALD, J.B. 

8511010297* 

50-324 

Q 

MACE.E.M. 

8511260227 

50-298 

S 

MACE.E.M. 

8511260500 

50-298 

S 

MACK 

8511110270* 

50-275 

F 

MACKENZIE, D.S. 

8511260465 

50-341 

F 

MACPHAIL.G.D. 

8511040474* 

50-445 

A 

MADDEN, B. 

8511180426 

50-245 

S 

MADDEN, P.M. 

8511060047* 

50-321 

Q 

MADDEN, P.M. 

8511270252* 

50-327 

Q 

MADDEN, W. 

8511010270* 

50-286 

Q 

MADDEN, W. 

8511200232’ 

70-371 


MADDEN.W.J. 

8511010411* 

50-423 

Q 

MADEDA.T.J. 

8511220054* 

50-331 

Q 

MADEDA.T.J. 

8511260369* 

50-440 

Q 

MADSEN, G.L. 

8511200257* 

50-445 

A 

MAGNER.J.H. 

8511070112* 

50-445 

A 

MAINES.R. 

8511210515* 

50-270 

V 

MAISEL.R.J. 

8511180799* 

50-361 

R 

MAISEL.R.J. 

8511180806* 

50-361 

R 

MAISEL.R.J. 

8511210605 

50-361 

R 

MALIN.L. 

8511180571 

50-409 

R 

MALLOY, J.A. 

8511210144* 

50-455 

Q 

MALLOY, J.A. 

8511260252* 

50-456 

Q 

MALODY.C.W. 

8511060228 

70-1257 


MALODY.C.W. 

8511060380 

70-1257 


MALSCH.M.G. 

8511180089* 

50-322 

P 

MALSCH.M.G. 

8511180380’ 

50-322 

P 

MANGAN.C.V. 

8511010277 

50-410 

A 

MANGAN,C.V. 

8511010304 

50-41 0 

E 

MANGAN.C.V. 

8511010333 

50-410 

K 

MANGAN.C.V. 

8511050099 

50-220 

F 

MANGAN.C.V. 

8511070070 

50-410 

A 

MANGAN.C.V. 

8511070110 

50-410 

E 

MANGAN.C.V. 

8511130350 

71-9015 


MANGAN.C.V. 

8511140170 

50-410 

A 

MANGAN.C.V. 

8511140305 

50-410 

S 

MANGAN.C.V. 

8511190027 

50-220 

P 

MANGAN.C.V. 

8511190374 

50-220 

P 

MANGAN.C.V. 

8511200004 

50-220 

P 

MANGAN.C.V. 

8511200059 

50-220 

P 

MANGAN.C.V. 

8511200170 

50-41 0 

E 

MANGAN.C.V. 

8511200173 

50-410 

A 

MANGAN.C.V. 

8511210017 

50-410 

E 

MANGAN.C.V. 

8511210043 

50-410 

A 

MANGAN.C.V. 

8511220113 

70-2948 


MANGAN.C.V. 

8511220132 

50-410 

E 

MANGAN.C.V. 

8511220200 

50-410 

E 

MANGAN.C.V. 

8511220207 

50-373 

P 

MANGAN.C.V. 

8511250119 

50-410 

A 
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AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


MANGAN.C.V. 

MANGAN.C.V. 

MANGAN.C.V. 

MANGAN.C.V. 

MANNA.R. 

MANOLY.K.A. 

MANOLY.K.A. 

MARGARITIS.P.J. 

MARGENSTE1N.M. 

MARGULIES.M.B. 

MARGULIES.M.B. 

MARGULIES.M.B. 

MARGULIES.N. 

MARK.C. 

MARKET, E.J. 
MARKS.B.K. 
MAROTTA.C.R. 
MAROTTA.C.R. 
MARSHALL, B.M. 
MARSTON.R.R. 
MARSTON.R.R. 
MARSTON.R.R. 
MARTI N.J.B. 
MARTIN, J.B. 
MARTIN, J.B. 
MARTIN, L.E. 
MARTIN, L.E. 
MARTIN, L.E. 
MARTIN, L.E. 
MARTIN, L.E. 
MARTIN, L.E. 
MARTIN, LE. 
MARTIN, L.E. 
MARTIN, L.E. 
MARTIN, LE. 
MARTIN, L.E. 
MARTIN, LE. 
MARTIN, L.E. 
MARTIN, L.E, 
MARTIN, L.E. 
MARTIN, L.E. 
MARTIN, LE. 
MARTIN, LE. 
MARTIN, L.E. 
MARTIN, L.E. 
MARTIN, L.E. 
MARTIN, L.E. 
MARTIN, L.E. 
MARTIN, LE. 
MARTIN, L.E. 
MARTIN, L.E. 
MARTIN.L.E. 
MARTIN, L.E. 
MARTIN, L.E. 
MARTIN, L.E. 
MARTIN, L.E. 
MARTIN.R.A. 
MARTIN, R.D. 
MARTIN.R.D. 
MARTIN, R.D. 
MARTIN, R.D. 
MARTIN, R.D. 
MARTIN.R.D. 
MARTIN.R.D. 
MARTIN.R.D. 
MARTIN.R.D. 
MARTIN, T.T. 

MARTIN, T.T. 

MARTIN, T.T. 

MARTIN, T.T. 

MARTIN, T.T. 

MARTIN, T.T. 

MARTIN, T.T. 

MARTIN, T.T. 

MARTIN, T.T. 

MARTIN, T.T. 
MARTIN.T.T. 

MARTIN, T.T. 

MARTIN, T.T. 

MARTIN, T.T. 
MARTIN.T.T. 
MARTIN.T.T. 
MARTIN.T.T. 

MARTIN, T.T. 
MARTIN.T.T. 
MARTIN.T.T. 

MARTIN, T.T. 

MARTIN, T.T. 


8511250170 50-410 K 

8511250223 50-410 F 

8511250321 50-410 A 

8511250363 50-410 A 

8511210554* 50-3 P 

8511040366* 50-423 Q 

8511180326* 50-410 Q 

8511010319* CONTRACT 
8511130119 WASTE MGT 


8511070278 

50-424 

G 

8511150103 

50-424 

G 

8511270105 

50-424 

G 

8511070584 

* 50-445 

A 

8508010206 

ACRS 


8511250452 

* FOIA 


8511130105 

50-259 

F 

8511110292’ 

* 50-320 

P 

8511110296’ 

* 50-320 

P 

8511210260 

50-280 

S 

8511010459’ 

* 50-62 

Q 

8511110099’ 

’ 70-143 


8511250434’ 

' 50-280 

Q 

8511040119 

50-275 

Q 

8511140084 

50-508 

Q 

8511260383* 

' FOIA 


8511040239 

50-285 

Q 

8511050061 

50-267 

Q 

8511110049 

50-382 

Q 

8511110106 

50-458 

Q 

8511110160 

50-313 

Q 

8511130313 

50-458 

V 

8511190114 

50-498 

A 

8511190160 

50-482 

F 

8511190194 

50-298 

Q 

8511190207 

50-285 

Q 

8511190225 

50-298 

F 

8511190378 

50-498 

A 

8511190411 

50-482 

F 

8511200281 

50-458 

Q 

8511200299 

50-458 

Q 

8511220063 

50-482 

F 

8511220088 

50-313 

P 

8511220110 

50-267 

Q 

8511220136 

50-285 

Q 

8511220142 

50-482 

Q 

8511220178 

50-267 

Q 

8511220371 

50-458 

Q 

8511220420 

50-298 

Q 

8511250262 

50-267 

Q 

8511250283 

50-267 

Q 

8511250443 

50-458 

Q 

8511260107 

50-498 

Q 

8511260158 

50-298 

Q 

8511260168 

50-298 

Q 

8511260571 

50-382 

Q 

851 1260588 

50-313 

Q 

8511010254 

NUREG 


8511050142 

50-498 

A 

8511120284* 

FOIA 


8511180104 

STATE PRO G 

8511200153* 

PR 


8511210016* 

50-482 

Q 

8511210018* 

50-482 

Q 

8511210022* 

50-482 

P 

8511220172 

50-267 

P 

8511260650 

40-8745 


8510080620 

50-3 

F 

8511010031 

50-352 

Q 

8511010092 

50-277 

Q 

8511010262 

50-278 

Q 

8511010267 

50-286 

Q 

8511010408 

50-423 

Q 

8511040088 

50-317 

Q 

8511040126 

50-423 

Q 

8511040236 

50-277 

Q 

8511040307 

50-277 

F 

8511040323 

50-244 

Q 

8511070354 

50-352 

F 

8511110117 

50-277 

F 

8511110119 

50-352 

Q 

8511120080 

50-244 

Q 

8511120109 

50-219 

Q 

8511130291 

50-320 

Q 

8511190166 

50-278 

Q 

8511200231 

70-371 


8511210064 

50-29 

F 

8511250304 

50-293 

Q 

8511260425 

50-220 

Q 


MARTINEZ, E.D. 

MASCHKA.P.R. 

MASEDA.J. 

MASNIK.M.T. 

MASNIK.M.T. 

MASNYK.O.M. 

MASSEY, J.V. 

MASSEY, J.V. 

MASSIN.H.L. 

MASSIN.H.L. 

MASSIN.H.L 

MASSIN.H.L 

MASSIN.H.L 

MASSIN.H.L. 

MASSIN.H.L. 

MASSIN.H.L 

MASSIN.H.L 

MASSIN.H.L 

MASSIN.H.L 

MASSIN.H.L 

MASSIN.H.L. 

MATHERS, G.B. 

MATHEWS, C.S. 

MATHIESON.T. 

MATHIS.J.L. 

MATHIS, J.L. 

MATHIS.J.L. 

MATTHEWS, D.B. 

MATTHEWS, T.P. 

MATTMULLER.S.R. 

MATTSON, D.R. 

MAURA, F. 

MAUSSHARDT.D.B. 

MAUSSHARDT.D.B. 

MAXIN.A.M. 

MAXWELL D.C. 

MAXWELL, G.F. 

MCALPINE.E.J. 

MCALPINE.E.J. 

MCALPINE.E.J. 

MCALPINE.E.J. 

MCALPINE.E.J. 

MCALPINE.E.J. 

MCALPINE.E.J. 

MCALPINE.E.J. 

MCALPINE.E.J. 

MCALPINE.E.J. 

MCALPINE.E.J. 

MCALPINE.E.J. 

MCBETH.H. 

MCBREARTY.R.A. 

MCBREARTY.R.A. 

MCCABE, B. 

MCCABE, E. 

MCCABE, E.C. 

MCCABE.E.C. 

MCCABE, E.C. 

MCCARTY, C. 

MCCARTY, C. 

MCCLINTOCK.R.D. 

MCCLOUD, D.E. 

MCCORKLE.G.W. 

MCCORKLE.G.W. 

MCCORKLE.G.W. 

MCCORKLE.G.W. 

MCCORKLE.G.W. 

MCCORKLE.G.W. 

MCCORKLE.G.W. 

MCCOY, F.R. 

MCCOY, F.R. 

MCCULLOUGH, C.R. 

MCCURDY, W, 

MCDERMOTT, I. 

MCDONALD, R.P. 

MCDONALD.R.P. 

MCDONALD, R.P. 

MCDONALD.R.P. 

MCDONALD.R.P. 

MCDONALD.R.P. 

MCDONALD.R.P. 

MCDONALD.R.P. 

MCDONALD.R.P. 

MCDONALD.R.P. 

MCDONALD.R.P. 

MCDONALD.R.P. 

MCDONALD.R.P. 

MCDONALD.R.P. 

MCDONALD.R.P. 


8511140217 27-48 

8511220019* 70-1359 

8511040036* 50-302 P 

8511010001 50-320 H 

8511010454 50-320 P 

8511110337* 50-348 Q 

8511110146 PROJ 

8511200197 PROJ 

8511050077 50-373 Q 

8511050209 50-373 F 

8511050234 50-237 F 

8511050251 50-254 F 

8511070359 50-373 P 

8511130113 50-373 F 

8511140127 50-373 P 

8511140294 50-373 Q 

8511140300* 50-373 Q 

8511220258 50-373 P 

8511220268 50-374 E 

8511220291 50-373 P 

8511220319 50-373 P 

8511180059* FOIA 

8511130076 50-322 S 

8511250006 NUREG 

8511010028* 50-259 Q 

8511010278* 50-327 Q 

8511110124* 50-269 Q 

8508130001* FOIA 

8511200095 50-285 R 

8511260246 PR 

85111 20443 WASTE MGT 


8511260421’ 

50-346 

Q 

8511070368* 

70-1308 

8511120402* 

70-1308 


8511140433 

71-249 


8511210324 

50-237 

R 

8511040302* 

50-400 

Q 

8511040141* 

70-143 

8511040258* 

70-143 


8511070549* 

70-1113 


8511070560* 

70-1113 


8511210056* 

70-1201 


8511270078* 

70-1113 


8511270089* 

70-1113 


8511270094* 

FOIA 


8511270125* 

70-1113 


8511270135* 

70-1113 


8511270142* 

70-1113 


8511270160* 

70-1113 


8511210558 

FOIA 


8511040386* 

50-354 

Q 

8511200234* 

50-271 

Q 

8511210571 

50-249 

S 

8511260049 

50-245 

S 

8511110097* 

50-213 

Q 

8511210386* 

50-423 

Q 

8511260284* 

50-213 

Q 

8511070515 

40-8728 

8511260242 

40-8102 


8511220081* 

FOIA 


8511110263 

50-327 

P 

8511010473* 

50-142 

G 

8511180764 

50-148 

P 

8511180771 

50-134 

P 

85112201 92 

50-139 

P 

8511250287 

50-20 

P 

8511250445 

50-269 

F 

8511260163* 

50-387 

Q 

8511010381* 

50-390 

Q 

8511130135* 

50-424 

Q 

8511210149* 

FOIA 


8511110190* 

50-346 

s 

8511210604* 

FOIA 


8511040266 

50-348 

Q 

8511040275 

50-348 

Q 

8511040280 

50-348 

Q 

8511050027 

50-348 

P 

8511050171 

50-348 

P 

8511050192 

50-348 

P 

8511120301 

50-348 

R 

8511130091 

50-348 

Q 

8511140092 

71-333 


8511180446 

50-364 

P 

8511180556 

50-364 

R 

8511190285 

50-348 

P 

8511200125 

50-348 

R 

8511210203 

50-364 

P 

8511220215 

50-348 

S 


AUTHOR 


MCDONALD.R.P. 

MCDONALD.R.P. 

MCDONALD, S. 

MCDOUGOLD.D.P. 

MCDOUGOLD.D.P. 

MCDOUGOLD.D.P. 

MCDOUGOLD.D.P. 

MCELHINNEY.T.F. 

MCGAUGHY.R.W. 

MCGAUGHY.R.W. 

MCGAUGHY.R.W, 

MCGAUGHY.R.W. 

MCGAUGHY.R.W. 

MCGAUGHY.R.W. 

MCGAUGHY.R.W. 

MCGINNESS.J. 

MCGRATH, R.S. 

MCGREW.J.W. 

MCGUFFIN.J.C. 

MCGUIRE, D. 

MCGUIRE, D.R. 

MCGUIRE, D.R. 

MCGUIRE, D.R. 

MCGUIRE, D.R. 

MCGUIRE, D.R. 

MCGUIRE, D.R. 

MCGUIRE, D.R. 

MCGURREN.HJ. 

MCINERNEY.J.J. 

MCKAGUE.H.L. 

MCKENNA, P. 

MCKENNA, P. 

MCKENNA, P. 

MCKENNA, P. 

MCKENNA, P. 

MCKENNA, P. 

MCKUSICK.K.A. 

MCLEAREN.T. 

MCMASTER.I.B. 

MCMILLEN.J.I. 

MCMILLEN.J.I. 

MCMILLIN.P.L. 

MCNAMARA, A.E. 

MCNEIL, M. 

MCNEILL.C.A. 

MCNEILL, C.A. 

MCNEILL, C.A. 

MCNEILL, C.A. 

MCNEILL.C.A. 

MCNEILL, C.A. 

MCNEILL.C.A. 

MCNEILL.C.A. 

MCNEILL.C.A. 

MCNEILL, C.A. 

MCNEILL, C.A. 

MCNEILL, W.M. 

MCQUEEN, A.D. 

MCWILLIAMS, G.B. 

MEDFORD, M.O. 

MEDFORD.M.O. 

MEDFORD.M.O. 

MEDFORD.M.O. 

MEDFORD.M.O. 

MEDFORD.M.O. 

MEDFORD.M.O. 

MEEHAN, B. 

MELLEN.L.S. 

MENDELSONJ.N. 

MENDEZ, R. 

MENDONCA.M. 

MENDONCA.M.M. 

MENGE.R.C. 

MENGE.R.C. 

MENGE.R.C. 

MERKIN.JJ. 

MERKINJJ. 

MERSCHOFF.E.W. 

M ERSCHOFF, E. W. 

MERSCHOFF.E.W. 

MERSCHOFF.E.W. 

MERSCHOFF.E.W. 

MERSCHOFF.E.W. 

MESSENGER, G.H. 

MESSENGER, G.R 

MEYER.G. 

MEYER.G.W. 

MEYER.R.E. 

MEYERS, D. 


ACCESSION 

NUMBER 

8511250251 
8511260567 
8511220012 
8511190295 
8511190458 
8511270091 
8511270333 
8511040388* 
8511070303 
8511110007 
8511140124 
8511150017 
8511180298 
8511190327 
8511190419 
8511220087* 
8511060250 
8511070067 
8511060201* 
8511040260 
8511040334 
8511070324* 
8511110337* 
8511210130* 
8511260254* 
8511270098* 
8511270262* 
8511190280 
8511050310* 
8511140411 
8511140442* 
8511140447* 
8511140452* 
8511140454* 
8511140460* 
8511140471* 
8511260479 
8511260576 
8511140316 
8511110149* 
8511210013* 
8301060404* 
8511210314 
8511140368 
8511010221 
8511050316 
8511120073 
8511180397 
8511180440 
8511190241 
8511250235 
8511250264 
8511250289 
8511250339 
8511260289 
8511200303* 
’8511200113 
8511110323’ 
8511050156 
8511050165 
8511060210 
8511060220 
8511070105 
8511110135 
8511260135 
8511110313 
8511010297* 
8511040292* 
8511120370* 
8511050261 
8511040220* 
8511050260 
8511060203 
8511060306 
8511260212 
8511260382 
8511040268* 
8511050262* 
8511140245* 
8511140303* 
8511140369* 
8511200064* 
8511140062* 
8511220283* 
8511050220 
8511120136* 
8511180625 
8010220321* 


SUBJECT 

CATEGORY 

50-348 F 

50-348 S 

NUREG 
50-309 S 

50-309 S 

50-309 S 

50-309 S 

50-400 Q 

50-331 Q 

50-331 R 

50-331 Q 

50-331 Q 

50-331 Q 

50-331 P 

50-331 P 

FOIA 

50-309 S 

71-9030 
CONTRACT 
50-390 S 

50-424 S 

50-416 Q 

50-348 Q 

70-143 

50-250 Q 

70-1113 
50-280 Q 

40-2061 
FOIA 

WASTE RES 
50-413 Q 

50-413 P 

50-413 P 

50-413 Q 

50-413 Q 

50-413 Q 

PR 

CONTRACT 


71-5088 


50-295 

Q 

50-454 

FOIA 

Q 

50-244 

R 

WASTE MGT 

50-272 

P 

50-272 

R 

50-272 

V 

50-311 

S 

50-311 

S 

50-272 

R 

50-272 

F 

50-272 

P 

50-272 

Q 

50-272 

P 

50-272 

F 

50-458 

Q 

50-312 

40-8502 

S 

50-206 

S 

50-206 

P 

50-361 

P 

50-361 

P 

50-206 

R 

50-206 

V 

50-361 

CONTRACT 

P 

50-324 

CONTRACT 

Q 

50-456 

Q 

50-275 

S 

50-275 

Q 

50-315 

S 

50-316 

S 

50-315 

PR 

PR 

QA999 

QA999 

QA999 

QA999 

QA999 

QA999 

FOIA 

FOIA 

S 

50-334 

S 

50-271 

NUREG 

FOIA 

Q 
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AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

MILANO, P.D. 

8511200235* 

QA999 


MIL8ROT.W. 

8511060296* 

50-155 

Q 

MILHOAN.J.L. 

8510030343* 

50-424 

Q 

MILHOAN.J.L. 

8511010396* 

50-423 

Q 

MILHOAN.J.L. 

8511220345* 

50-498 

Q 

MILLER, B.E. 

8511050305 

NUREG 


MILLER, D.E. 

8511060267* 

50-440 

Q 

MILLER, D.W. 

8308090845* 

FOIA 


MILLER, G. 

8511210390 

50-382 

R 

MILLER, H.J. 

8511140029 

WASTE MGT 

MILLER, H.J. 

8511180716 

WASTE MGT 

MILLER, H.J. 

8511210570 

WASTE MGT 

MILLER, H.J. 

8511250490* 

RES 


MILLER, J.H. 

8511180070* 

FOIA 


MILLER, J.H. 

8511180076* 

FOIA 


MILLER, J.H. 

8511180083* 

FOIA 


MILLER, L. 

8511010288 

50-528 

S 

MILLER, L. 

8511050222 

50-528 

S 

MILLER, L. 

8511110287 

50-312 

s 

MILLER, L. 

8511200006 

50-528 

S 

MILLER.L.F. 

8511040182* 

50-528 

Q 

MILLER.L.F. 

8511120066* 

50-312 

Q 

MILLER, L.F. 

8511260067* 

50-312 

Q 

MILLER, M. 

8511010036* 

50-352 

Q 

MILLER, M. 

8511110125* 

50-352 

Q 

MILLER, M.A. 

8511010471 

50-424 

A 

MILLER, M.A. 

8511070159 

50-424 

F 

MILLER, M.I. 

8511050083 

50-456 

G 

MILLER, M.l. 

8511050083 

50-456 

G 

MILLER, M.l. 

8511130290 

50-456 

G 

MILLER, M.l. 

8511130290 

50-456 

G 

MILLER, R. 

8511210416* 

50-358 

T 

MILLER, V.L. 

8210180218* 

FOIA 


MILLER, V.L. 

8511200114* 

FOIA 


MILLER, W.E. 

8511250107 

50-341 

F 

MILLER, W.E. 

8511250354 

50-341 

F 

MILLER, W.E. 

8511260308 

50-341 

F 

MILLER, W.H. 

8511060177* 

50-269 

Q 

MILLER, W.H. 

8511250299* 

50-338 

Q 

MILLER, W.H. 

8511270213* 

50-414 

Q 

MILLER, W.L. 

8511210217* 

FOIA 


MILLER, W.O. 

8511010302 

50-508 

A 

MILLER, W.O. 

8511040217 

TOPREP 


MILLER, W.O. 

8511060115 

TOPREP 


MILLER, W.O. 

8511110415 

NUREG 


MiLLER.W.O. 

8511120126 

50-364 

P 

MILLER, W.O. 

8511180650 

TOPREP 


MILLER.W.O. 

8511190315 

50-312 

P 

MILLER.W.O. 

8511250417 

50-219 

P 

MILLICAN.B.G. 
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8511200292* 

50-458 

Q 

O’REILLY, P. 

8509260463* 

MISC 


OPEKA.J.F. 

8511110275 

50-423 

A 

NICHOLSON, T.J. 

8511040390 

MISC 


O’TOOLE, J. 

8511040443 

50-247 

S 

OPEKA.J.F. 

8511110280 

50-423 

A 

NICHOLSON, T.J. 

8511220387 

RES 


O’TOOLE, J.D. 

8511050026 

50-247 

F 

OPEKA.J.F. 

8511110280 

50-423 

A 

NICKLES.P.J. 

8511010494 

40-2061 


O’TOOLE, J.D. 

8511060151 

50-247 

S 

OPEKA.J.F. 

8511110304 

50-336 

P 

NICKLES.P.J. 

8511010494 

40-2061 


O’TOOLE, J.D. 

8511210552 

50-3 

P 

OPEKA.J.F. 

8511110304 

50-336 

P 

NICKLES.P.J. 

8511050087 

40-2061 


O’TOOLE, J.D. 

8511260016 

50-247 

R 

OPEKA.J.F. 

8511120052 

50-423 

A 

NICKLES.P.J. 

8511050087 

40-2061 


O’TOOLE, J.D. 

8511260089 

50-247 

Q 

OPEKA.J.F. 

8511120052 

50-423 

A 

NICKLES.P.J. 

8511050091 

40-2061 


OBERG.C.R. 

8511200166* 

50-445 

A 

OPEKA.J.F. 

8511120257 

50-423 

S 

NICKLES.P.J. 

8511050126 

40-2061 


OBERG,C.R. 

8511200280* 

50-445 

A 

OPEKA.J.F. 

8511120257 

50-423 

S 

NICKLES.P.J. 

8511050126 

40-2061 


ODEGAARDEN.R. 

8511250041 

71-9202 


OPEKA.J.F. 

8511130098 

50-336 

Q 

NICOLARAS.H. 

8511010371 

50-269 

P 

ODEGAARDEN.R.H. 

8511070176 

71-9203 


OPEKA.J.F. 

8511130098 

50-336 

Q 

NICOLARAS,H. 

8511110328 

50-269 

P 

ODEGAARDEN.R. H. 

8511120050 

MISC 


OPEKA.J.F. 

8511130211 

50-423 

A 

NICOLARAS.H. 

8511120249 

50-269 

P 

OESTMANN.M.J. 

8511040190* 

50-461 

Q 

OPEKA.J.F. 

8511130211 

50-423 

A 

NILSEN.R. 

8511140060* 

50-237 

P 

OESTMANN.M.J. 

8511130065* 

50-440 

Q 

OPEKA.J.F. 

8511130273 

50-213 

P 

NIMITZ.R.L. 

8511250309* 

50-293 

Q 

OGDEN, D.M. 

8511040050 

NUREG 


OPEKA.J.F. 

8511140105 

50-423 

F 

NIMITZ.R.L. 

8511260432* 

50-220 

Q 

OIKNINE.J. 

8511050138 

QA999 


OPEKA.J.F. 

8511140105 

50-423 

F 

NIX.H.C. 

8511050322 

50-321 

S 

OKADA.S. 

8511220222 

XPORTLIC 


OPEKA.J.F. 

8511140128 

50-245 

F 

NIX.H.C. 

8511070047 

50-366 

S 

OLIVIERA.W. 

8511210113* 

50-423 

Q 

OPEKA.J.F. 

8511140128 

50-245 

F 

NIX.H.C. 

8511070558 

50-366 

S 

OLLER.R.E. 

8511040268* 

QA999 


OPEKA.J.F. 

8511140136 

50-245 

F 

NIX.H.C. 

8511120140 

50-321 

S 

OLLER.R.E. 

8511200064* 

QA999 


OPEKA.J.F. 

8511140136 

50-245 

F 

NIX.H.C. 

8511180088 

50-321 

S 

OLMSTEAD.B. 

8511070520* 

FOIA 


OPEKA.J.F. 

8511140152 

50-423 

A 

NIX.H.C. 

8511180255 

50-321 

R 

OLMSTEAD.W.J. 

8410300382* 

PR 


OPEKA.J.F. 

8511140152 

50-423 

A 

NIX.H.C. 

8511200127 

50-321 

S 

OLMSTEAD.W.J. 

8411270426* 

PR 


OPEKA.J.F. 

8511140406 

50-423 

s 

NIX.H.C. 

8511250384 

50-321 

S 

OLMSTEAD.W.J. 

8508050086* 

PR 


OPEKA.J.F. 

8511140406 

50-423 

S 

NIX.H.C. 

8511260693 

50-321 

S 

OLSEN, A.F. 

8511060237 

70-824 


OPEKA.J.F. 

8511140419 

50-423 

s 

NOBLES, L.M. 

8511130109 

50-327 

F 

OLSEN, C.S. 

8511010394 

NUREG 


OPEKA.J.F. 

8511140419 

50-423 

s 

NOONAN, V.S. 

8511010467 

50-445 

A 

OLSON, O.L. 

8511130021 

WASTE MGT 

OPEKA.J.F. 

8511140425 

50-423 

s 

NOONAN.V.S. 

8511070555 

50-445 

A 

OPEKA.J.F. 

8511010190 

50-336 

P 

OPEKA.J.F. 

8511140425 

50-423 

s 

NORELIUS.C.E. 

8511050120 

50-255 

Q 

OPEKA.J.F. 

8511010190 

50-336 

P 

OPEKA.J.F. 

8511150012 

50-423 

A 

NORELIUS.C.E. 

8511050166 

50-454 

S 

OPEKA.J.F. 

8511040138 

50-245 

P 

OPEKA.J.F. 

8511150012 

50-423 

A 

NORELIUS.C.E. 

8511060144* 

50-329 

A 

OPEKA.J.F. 

8511040138 

50-245 

P 

OPEKA.J.F. 

8511180437 

50-245 

Q 

NORELIUS.C.E. 

8511060326 

50-156 

Q 

OPEKA.J.F. 

8511040156 

50-336 

P 

OPEKA.J.F. 

8511180437 

50-245 

Q 

NORELIUS.C.E. 

8511060490 

50-282 

Q 

OPEKA.J.F. 

8511040156 

50-336 

P 

OPEKA.J.F. 

8511180455 

50-245 

P 

NORELIUS.C.E. 

8511110198 

50-440 

Q 

OPEKA.J.F. 

8511040156 

50-336 

P 

OPEKA.J.F. 

8511180455 

50-245 

P 

NORELIUS.C.E, 

8511130391 

50-305 

Q 

OPEKA.J.F. 

8511040192 

50-245 

F 

OPEKA.J.F. 

8511180525 

50-213 

F 

NORELIUS.C.E. 

8511140112 

50-341 

Q 

OPEKA.J.F. 

8511040192 

50-245 

F 

OPEKA.J.F. 

8511180525 

50-213 

F 

NORELIUS.C.E. 

8511140135 

50-374 

S 

OPEKA.J.F. 

8511040248 

50-245 

P 

OPEKA.J.F. 

8511180525 

50-213 

F 

NORELIUS.C.E. 

8511140173 

50-461 

Q 

OPEKA.J.F. 

8511040248 

50-245 

P 

OPEKA.J.F. 

8511180530 

50-336 

P 

NORELIUS.C.E. 

8511190001 

50-237 

F 

OPEKA.J.F. 

8511040269 

50-423 

E 

OPEKA.J.F. 

8511180530 

50-336 

P 

NORELIUS.C.E. 

8511190047 

50-454 

Q 

OPEKA.J.F. 

8511040269 

50-423 

E 

OPEKA.J.F. 

8511180584 

50-423 

E 

NORELIUS.C.E. 

8511190292 

50-331 

Q 

OPEKA.J.F. 

8511040272 

50-423 

E 

OPEKA.J.F. 

8511180584 

50-423 

E 

NORELIUS.C.E. 

8511190294* 

50-331 

Q 

OPEKA.J.F. 

8511040272 

50-423 

E 

OPEKA.J.F. 

8511190043 

50-336 

P 

NORELIUS.C.E. 

8511250213 

50-461 

S 

OPEKA.J.F. 

8511040319 

50-245 

P 

OPEKA.J.F. 

8511190043 

50-336 

P 

NORELIUS.C.E. 

8511250244 

50-454 

S 

OPEKA.J.F. 

8511040319 

50-245 

P 

OPEKA.J.F. 

8511190168 

50-245 

F 

NORELIUS.C.E. 

8511250313 

50-155 

P 

OPEKA.J.F. 

8511050068 

50-245 

F 

OPEKA.J.F. 

8511190168 

50-245 

F 

NORMAN.D.E. 

8511220495* 

50-313 

Q 

OPEKA.J.F. 

8511050068 

50-245 

F 

OPEKA.J.F. 

8511190221 

50-423 

A 

NORRHOLM.L.J. 

8511070534 

50-272 

Q 

OPEKA.J.F. 

8511050085 

50-423 

A 

OPEKA.J.F. 

8511190221 

50-423 

A 
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OPEKA.J.F. 

8511200106 

50-245 

J 

OPEKA.J.F. 

8511200106 

50-245 

J 

OPEKA.J.F. 

8511210153 

50-423 

A 

OPEKA.J.F. 

8511210153 

50-423 

A 

OPEKA.J.F. 

8511210186 

50-245 

J 

OPEKA.J.F. 

8511210186 

50-245 

J 

OPEKA.J.F. 

8511210280 

50-423 

A 

OPEKA.J.F. 

8511210280 

50-423 

A 

OPEKA.J.F. 

8511210322 

50-336 

P 

OPEKA.J.F. 

8511210322 

50-336 

P 

OPEKA.J.F. 

8511210365 

50-423 

A 

OPEKA.J.F. 

8511210365 

50-423 

A 

OPEKA.J.F. 

8511210411 

50-245 

P 

OPEKA.J.F. 

8511210411 

50-245 

P 

OPEKA.J.F. 

8511210424 

50-423 

A 

OPEKA.J.F. 

8511210424 

50-423 

A 

OPEKA.J.F. 

8511210500 

50-423 

F 

OPEKA.J.F. 

8511210500 

50-423 

F 

OPEKA.J.F. 

8511250034 

50-423 

V 

OPEKA.J.F. 

8511250034 

50-423 

V 

OPEKA.J.F. 

8511250056 

50-423 

A 

OPEKA.J.F. 

8511250056 

50-423 

A 

OPEKA.J.F. 

8511250080 

50-213 

P 

OPEKA.J.F. 

8511250118 

50-423 

A 

OPEKA.J.F. 

8511250118 

50-423 

A 

OPEKA.J.F. 

8511250134 

50-423 

A 

OPEKA.J.F. 

8511250134 

50-423 

A 

OPEKA.J.F. 

8511250165 

50-423 

E 

OPEKA.J.F. 

8511250165 

50-423 

E 

OPEKA.J.F. 

8511250328 

50-213 

P 

OPEKA.J.F. 

8511270011 

50-245 

F 

OPEKA.J.F. 

8511270011 

50-245 

F 

ORDERS, W. 

8511040270* 

50-369 

Q 

ORDERS.W. 

8511130200* 

50-369 

Q 

ORMSBY.D.P. 

8511180090 

50-328 

S 

ORMSBY.D.P. 

8511250096 

50-327 

S 

ORMSBY.D.P. 

8511250099 

50-327 

S 

ORSER.W.S. 

8511180702 

50-344 

R 

ORSER.W.S. 

8511200009 

50-344 

S 

ORSER.W.S. 

8511260237 

50-344 

S 

ORTIZ.J. 

8511260424 

PR 


ORTZ.D.G. 

8511180218 

50-387 

R 

OSBORNE, D. 

8511070418 

50-336 

P 

OSBORNE, M.F. 

8511220329 

NUREG 


OSTER.J. 

8511060127 

50-10 

J 

OSTER.J. 

8511200043 

50-454 

J 

OTTINGER.R.L. 

8303040176* 

FOIA 


OTTINGER.R.L. 

8511180158* 

50-322 

U 

OUELLETTE.R.W. 

8511010138 

50-413 

S 

OUELLETTE.R.W. 

8511040244 

50-413 

S 

OUELLETTE.R.W. 

8511150081 

50-413 

s 

OUELLETTE.R.W. 

8511150097 

50-413 

s 

OUELLETTE.R.W. 

8511180198 

50-413 

s 

OULLETTE.R.W. 

8511260070 

50-413 

s 

OVERBECK, G.R. 

8511250139 

50-341 

F 

OVERLID.T. 

8511180289 

50-458 

s 

PADOVAN.M.L. 

8511040220* 

50-275 

Q 

PAGE.J. 

8511250129* 

50-433 

P 

PAGE.M. 

8511010112 

CONTRACT 


PAGE.M. 

8511010313 

CONTRACT 


PAGE.M. 

8511040026 

CONTRACT 


PAGE.M. 

8511190500 

CONTRACT 


PAGE.M. 

8511190517 

CONTRACT 


PAGE.M. 

8511250312 

CONTRACT 


PAGE.M. 

8511250444 

CONTRACT 


PAGE.M. 

8511270039 

CONTRACT 


PAGE.R.G. 

8207210067* 

40-2061 


PAGE.R.G. 

8208020045* 

40-8027 


PAGE.R.G. 

8511070341* 

40-6940 


PAIK.C.Y. 

8511010008 

NUREG 


PALLADINO.N. 

8511190046 

COMMISSION 

PALLADINO.N.J. 

8308090849* 

FOIA 


PALLADINO.N.J. 

8407160116* 

FOIA 


PALLADINO.N.J. 

8503200513* 

FOIA 


PALLADINO.N.J. 

8511040028 

COMMISSION 

PALLADINO.N.J. 

8511040035 

COMMISSION 

PALLADINO.N.J. 

8511040091 

COMMISSION 

PALLADINO.N.J. 

8511040455 

COMMISSIO N 

PALLADINO.N.J. 

8511040463 

50-346 

U 

PALLADINO.N.J. 

8511130118 

WASTE MGT 

PALLADINO.N.J. 

8511140056* 

FOIA 


PALLADINO.N.J. 

8511140067* 

FOIA 


PALLADINO.N.J. 

8511140210* 

FOIA 


PALLADINO.N.J. 

8511140489* 

FOIA 


PALLADINO.N.J. 

8511180044 

COMMISSIO N 

PALLADINO.N.J. 

8511180238* 

50-320 

s 

PALLADINO.N.J. 

8511180348* 

FOIA 


PALLADINO.N.J. 

8511180367* 

FOIA 
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PALLADINO.N.J. 

8511180441* 

50-322 

P 

PALLADINO.N.J. 

8511180471* 

FOIA 


PALLADINO.N.J. 

8511180487* 

50-322 

P 

PALLADINO.N.J. 

8511180597* 

50-416 

P 

PALLADINO.N.J. 

8511180618 

50-3 

P 

PALLADINO.N.J. 

8511180684* 

FOIA 


PALLADINO.N.J. 

8511190077 

COMMISSION 

PALLADINO.N.J. 

8511190082 

COMM SS 

O N 

PALLADINO.N.J. 

8511190344 

COMMISSION 

PALLADINO.N.J. 

8511190501 

70-143 


PALLADINO.N.J. 

8511190521 

50-247 

O 

PALLADINO.N.J. 

8511190541 

COMMISSIO N 

PALLADINO.N.J. 

8511190544* 

COMMISSION 

PALLADINO.N.J. 

8511190572 

50-320 

P 

PALLADINO.N.J. 

8511200067 

COMMISSION 

PALLADINO.N.J. 

8511200236 

50-320 

P 

PALLADINO.N.J. 

8511250117 

COMMISSION 

PALLADINO.N.J. 

8511250182* 

FOIA 


PALLADINO.N.J. 

8511250192* 

FOIA 


PALLADINO.N.J. 

8511250198* 

FOIA 


PALMER, D.S. 

8511270018 

50-289 

F 

PALOMINO, F.G. 

8511130246 

50-322 

G 

PALOMINO, F.G. 

8511150109 

50-322 

G 

PANCIERA.V. 

8511180116 

50-416 

S 

PANCIERA.V. 

8511190025 

50-416 

S 

PANCIERA.V. W. 

8511040301* 

50-321 

Q 

PANCIERA.V.W. 

8511110127* 

50-416 

Q 

PANCIERA.V.W. 

8511110175* 

50-302 

Q 

PANDEY.S. 

8509050141* 

50-206 

Q 

PAPANIC.G. 

8511010213 

50-29 

Q 

PAPAN1C.G. 

8511050013 

50-29 

V 

PAPANIC.G. 

8511050149* 

50-29 

P 

PAPANIC.G. 

8511110005 

50-29 

F 

PAPANIC.G. 

8511110037 

50-29 

P 

PAPANIC.G. 

8511120086 

50-29 

P 

PAPANIC.G. 

8511130055 

50-29 

F 

PAPANIC.G. 

8511250088 

50-29 

P 

PAPAZOGLOU.I.A. 

8511120038 

50-424 

A 

PAPERIELLO.C.J. 

8511110170 

50-440 

Q 

PAPERIELLO.C.J. 

8511150027 

50-409 

Q 

PAPERIELLO.C.J. 

8511190068 

50-237 

Q 

PAPERIELLO.C.J. 

8511210464* 

50-155 

P 

PAPERIELLO.C.J. 

8511260402 

50-346 

Q 

PAPERIELLO.C.J. 

8511260409* 

50-346 

Q 

PARIS, O.H. 

8511070278 

50-424 

G 

PARIS, O.H. 

8511130219 

50-320 

G 

PARIS.O.H. 

8511130266 

50-320 

G 

PARIS, O.H. 

8511150103 

50-424 

G 

PARIS.O.H. 

8511270105 

50-424 

G 

PARKER.M.C. 

8511050159 

50-373 

P 

PARKER, M.C. 

8511260124 

50-237 

P 

PARKER.W.O. 

8511040237* 

50-269 

Q 

PARKER, W.O. 

8511040247* 

50-269 

Q 

PARKER.W.O. 

8511040253* 

50-269 

Q 

PARKHILL.R.W. 

8511220345* 

50-498 

Q 

PARLER.W.C. 

8511180479 

50-440 

G 

PARMAN.L. 

8511190539 

50-312 

F 

PARMLEY.W.W. 

8511110019 

PR 


PARRIS, H.G. 

8511130301 

50-259 

P 

PARSONS.T.W. 

7908300712* 

FOIA 


PARSONS.T.W. 

8511200120* 

FOIA 


PARTLOW.J.G. 

8511190023 

50-267 

Q 

PASCIAK.W. 

8511010036* 

50-352 

Q 

PASCIAK.W. 

8511110125* 

50-352 

Q 

PASCIAK.W.J. 

8511010272* 

50-278 

Q 

PASCIAK.W.J. 

8511040246* 

50-277 

Q 

PASCIAK.W.J. 

8511250309* 

50-293 

Q 

PASCIAK.W.J. 

8511260432* 

50-220 

Q 

PASTVA.M.J. 

8511040431 

50-325 

S 

PASTVA.M.J. 

8511050307 

50-324 

S 

PASTVA.M.J. 

8511110394 

50-325 

S 

PASTVA.M.J. 

8511130023 

50-325 

s 

PASTVA.M.J. 

8511150005 

50-324 

S 

PASTVA.M.J. 

8511180240 

50-324 

s 

PASTVA.M.J. 

8511180434 

50-325 

s 

PASTVA.M.J. 

8511180715 

50-325 

S 

PASTVA.M.J. 

8511180746 

50-325 

S 

PATE.R.J. 

8511120091 

50-361 

Q 

PATE.R.J. 

8511120097* 

50-361 

Q 

PATE.R.J. 

8511260126 

50-528 

Q 

PATE.R.J. 

8511260133* 

50-528 

Q 

PATE.Z.T. 

8511190549* 

COMMISSION 

PATEL, C.P. 

8511190297 

50-601 

A 

PATON.W.D. 

8511270173 

50-329 

G 

PATTERSON, C.A. 

8511040331* 

50-259 

Q 

PATTERSON, C.A. 

8511130198* 

50-259 

Q 

PATTERSON, J.P. 

8511040179* 

50-263 

Q 

PATTON, J.D. 

8511260100 

40-8102 
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PAUL.R.A. 

8511150069* 

50-461 

Q 

PAULITZ.F.P. 

8511040366* 

50-423 

Q 

PAULK, G.L. 

8511040331* 

50-259 

Q 

PAULK, G.L. 

8511130198* 

50-259 

Q 

PAULSON, W. 

8511220050 

TOPREP 


PAULSON.W.A. 

8511270053 

TOPREP 


PAULSON, W.A. 

8511270080 

TOPREP 


PAYNE, T.L. 

8511070162 

71-180 


PEARCE.W.R. 

8511260232 

50-416 

T 

PEDRO, J. 

8511070125 

FOIA 


PEDRO, J. 

8511270024 

FOIA 


PEEBLES.T.A. 

8511190291* 

50-250 

Q 

PEEBLES, T.A. 

8511250278* 

50-250 

Q 

PEGRAM.J.W. 

8511010240* 

50-269 

P 

PELHAM, R.W. 

8511220128* 

FOIA 


PELIZZA.M.S. 

8511110307 

40-8786 


PELKE.P.R. 

8511070456* 

50-483 

P 

PELKE.P.R. 

8511260252* 

50-456 

Q 

PELLETIER, J.P. 

8511010489 

50-271 

S 

PELLETIER, J.P. 

8511010515 

50-271 

s 

PELLETIER, J.P. 

8511060437 

50-271 

s 

PELLETIER, J.P. 

8511060444 

50-271 

s 

PELLETIER, J.P. 

8511120148 

50-271 

s 

PEPIN.J. 

8511120440 

WASTE MGT 

PEPIN.J. 

8511120448 

WASTE MGT 

PEPIN.J. 

8511130024 

WASTE MGT 

PEPIN.J. 

8511130029 

WASTE MGT 

PEPIN.J. 

8511130090 

WASTE MGT 

PEPIN.J. 

8511130101 

WASTE MGT 

PEPIN.J. 

8511130207 

WASTE MGT 

PEPIN.J. 

8511140222 

WASTE MGT 

PEPIN, J.G. 

8511130085 

WASTE MGT 

PEPINO.R.V. 

8511250116 

50-412 

D 

PERCH.R.L. 

8403300260* 

50-387 

Q 

PEREIRA, D. 

8511050261 

50-275 

s 

PEREIRA, D.B. 

8511260235* 

50-344 

Q 

PEREZ, G.P. 

8511120066* 

50-312 

Q 

PERKINS, K.E. 

8411080623* 

PR 


PERLIS.R.G. 

8511070258 

50-498 

G 

PERLiS.R.G. 

8511210408 

50-424 

G 

PERNY.C.D. 

8511070324* 

50-416 

Q 

PERRY, J.A. 

8511130371 

50-220 

P 

PERRY, J.A. 

8511250144 

50-220 

P 

PERRY, J.A. 

851125020 2 

50-220 

P 

PESZKA.F.W. 

8511110155 

50-387 

s 

PETERS, J.P. 

8511180335 

50-373 

R 

PETERS, M.R. 

8511130044 

71-9176 


PETERSON.M.R. 

8511070544 

XPORTLIC 


PETERSON, M.R. 

8511070577 

XPORTLIC 


PETERSON.M.R. 

8511140465 

XPORTLIC 


PETERSON.M.R. 

8511220180 

XPORTLIC 


PETERSON.M.R. 

8511220223 

XPORTLIC 


PETERSON.M.R. 

8511250282 

XPORTLIC 


PETERSON.M.R. 

8511250291 

XPORTLIC 


PETERSON.M.R 

8511250351 

XPORTLIC 


FETERSCN.P.A. 

8511040501* 

71-9195 


FE1 r.'RSON.’A K. 

8511250197* 

50-29 

P 

PFTRAK.TG. 

8511260188 

50-295 

S 

»E~RONE,C. 

8511130375* 

50-322 

Q 

=fcTRONE.C. 

8511140037* 

50-309 

Q 

:J E TROWSKl.K. 

8511220393 

50-304 

S 

■ 3 Ern v/ KOWSK! 1 J. 

8511070242 

NUREG 


=>ETTENO:LL.H.J 

8511070565 

40-8681 


=".-TTL-NGil I..IIJ 

8511070576 

40-8084 


PET TENGII.L.H J. 

8511110301 

40-8714 


PE1ENGI. L.H.J 

8511120170 

40-8681 


Fc.~TLNGLL.-l.- 

8511120182 

40-1162 


PETTENGILL.H.J. 

8511120191 

40-8452 


PETTENGILL.H.J. 

8511120208 

40-6659 


PETTENGILL.H.J. 

8511140361 

40-8681 


PETTENGILL.H.J. 

8511260315 

40-2259 


PETTENGILL.H.J. 

8511260347 

40-8452 


PETTENGILL.H.J. 

8511260353 

40-8768 


PETTENGILL.H.J. 

8511260599 

40-6622 


PETTENGILL.H.J. 

8511260673 

40-8584 


PETTENGILL.H.J. 

8511260674 

40-6659 


PETTIJOHN.S.L. 

8008120232* 

FOIA 


PETTIS, R.L. 

8511040060* 

QA999 


PFAFF.S.J. 

8511110441 

40-6659 


PFAFF.S.J. 

8511260379 

40-6659 


PFEFFERLEN.H.C. 

8511180382 

TOPREP 


PHILIPS, J. 

8511200258* 

PR 


PHILIPS, J. 

8511210550* 

FOIA 


PHILIPS, J. 

8511250350* 

PR 


PHILLIPS, H.W. 

8511210144* 

50-455 

Q 

PHILLIPS, J.W. 

8511140517 

WASTE MGT 

PHILLIPS, J.W. 

8511140518* 

WASTE MGT 

PHILLIPS, M. 

8511190418* 

50-305 

Q 




PERSONAL AUTHOR INDEX 333 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

ROLFE.R.M. 

8511190213 

50-322 

G 

ROLFE.R.M. 

8511260387 

50-322 

G 

ROMAN, T.W. 

8511180291 

50-220 

R 

ROMBERG, W.D. 

8511040024 

50-245 

S 

ROMBERG, W.D. 

8511040024 

50-245 

S 

ROMBERG.W.D. 

8511060160 

50-245 

S 

ROMBERG, W.D. 

8511060160 

50-245 

S 

ROMBERG.W.D. 

8511130272 

50-245 

S 

ROMBERG.W.D. 

8511130272 

50-245 

S 

ROMBERG.W.D. 

8511180177 

50-336 

S 

ROMBERG.W.D. 

8511180177 

50-336 

S 

ROMBERG.W.D. 

8511180272 

50-245 

S 

ROMBERG.W.D. 

8511180272 

50-245 

S 

ROMBERG.W.D. 

8511200014 

50-336 

R 

ROMBERG.W.D. 

8511200014 

50-336 

R 

ROMBERG.W.D. 

8511200262 

50-245 

R 

ROMBERG.W.D. 

8511200262 

50-245 

R 

ROMBERG.W.D. 

8511210517 

50-245 

S 

ROMBERG.W.D. 

8511210517 

50-245 

S 

ROMBERG.W.D. 

8511260057 

50-245 

S 

ROMBERG.W.D. 

8511260057 

50-245 

S 

ROOD.H. 

8511010342 

50-361 

P 

ROOD.H. 

8511180027 

50-361 

P 

ROONEY, V.L 

8511010141 

50-271 

P 

ROONEY, V.L. 

8511010443 

50-271 

P 

ROSS.F.W. 

8511140034 

WASTE RES 

ROSS.P.A. 

8511210285 

NUREG 


ROSS.T.M. 

8511040220* 

50-275 

Q 

ROSS, W.J. 

8511200247* 

50-416 

Q 

ROSSI, C.E. 

8511260222 

l&E 


ROSZTOCZY.Z. 

8511220203 

MISC 


ROSZTOCZY.Z. 

8511220431 

50-277 

P 

ROSZTOCZY.Z.R. 

8511220214 

MISC 


ROTELLA.T.S. 

8511150059 

50-155 

Q 

ROUGHAN.C. 

8511060368 

71-9007 


ROUGHAN.C. 

8511120405 

71-9053 


ROUGHAN.C. 

8511200078 

71-9147 


ROUSE, L.C. 

8511010332 

PROJ 


ROWSOME.F.H. 

8504240244* 

FOIA 


ROWSOME.F.H. 

8506260552* 

FOIA 


ROWSOME.F.H. 

8507180647* 

FOIA 


RUITER.G.H. 

8511190146 

50-305 

R 

RULAND.W.H. 

8511010415* 

50-324 

Q 

RUNYAN.M.F. 

8511040347* 

50-395 

Q 

RUPP, J.L 

8511140232 

50-311 

S 

RUPP, J.L 

8511140403 

50-311 

S 

RUPP.J.L. 

8511140483 

50-272 

S 

RUSCITTO.D. 

8511210400* 

50-423 

Q 

RUSSELL.C.F. 

8511120277 

WASTE MGT 

RUSSELL.D.B. 

8511110194 

50-317 

F 

RUSSELL, L.B. 

8511040440 

50-317 

S 

RUSSELL, L.B. 

8511060192 

50-317 

S 

RUSSELL, L.B. 

8511180136 

50-317 

s 

RUSSELL, L.B. 

8511180166 

50-317 

S 

RUSSELL, L.B. 

8511180230 

50-317 

s 

RUSSELL, LB. 

8511180259 

50-317 

s 

RUSSELL, L.B. 

8511180284 

50-318 

S 

RUSSELL, L.B. 

8511180401 

50-317 

P 

RUSSELL.LB. 

8511180509 

50-317 

R 

RUSSELLLB. 

8511220382 

50-318 

s 

RUSSELL.L.B. 

8511250108 

50-317 

s 

RUSSELLLB. 

8511260048 

50-318 

s 

RUSSELL, L.E. 

8511260600 

50-318 

s 

RUSWICK.F. 

8511210455 

50-155 

P 

RUTBERG.J. 

8511250133 

50-352 

G 

RUTBERG.J. 

8511270179* 

50-329 

G 

RUTENKROGER.E. 

8511210401 

REGGD 


RUTLEDGE, B.G. 

8511260175 

PR 


RUTLEDGE.C. 

8511110314 

40-8502 


RUTLEDGE.C. 

8511220477 

40-8502 


RUTLEDGE.C. 

8511220482* 

40-8502 


RUTLEDGE, C. 

8511260326 

40-8502 


RUZICKA.W.G. 

8511050019 

50-54 

P 

RUZICKA.W.G. 

8511070455 

70-687 


RUZICKA.W.G. 

8511140041 

71-109 


RYAN.J. 

8511180325* 

WASTE MGT 

RYAN.J. 

8511180386* 

WASTE MGT 

RYAN.M.L 

8511260081 

50-250 

P 

RYAN.T.J. 

8511110019 

PR 


SABADOS,J.W. 

8511270125* 

70-1113 


SADVARY.D.D. 

8511220363 

50-387 

S 

SAENGER.EL 

8511260450 

PR 


SAHOTA.M.S. 

8511010462 

NUREG 


SAIN.LH. 

8511270076* 

CONTRACT 


SALAH.S. 

8511260187* 

50-373 

S 

SALISBURY, J.K. 

8511200272 

50-298 

R 

SALTZMAN.J. 

8511010517 

70-3000 


SALTZMAN.J. 

8511040405 

50-245 

1 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

SALTZMAN.J. 

8511040454 

50-213 

I 

SALTZMAN.J. 

8511060334 

50-29 

1 

SALTZMAN.J. 

8511110302 

50-333 

1 

SALTZMAN.J. 

8511110308 

50-313 

1 

SALTZMAN.J. 

8511220233 

50-334 

1 

SALTZMAN.J. 

8511220339 

50-312 

1 

SARGENT, I.H. 

8511190478* 

CONTRACT 


SARTOR, W. 

8511270230 

50-250 

S 

SARTOR, W.V. 

8511130197* 

50-369 

Q 

SASSER, J. 

8511190504* 

70-143 


SASSER, M.K. 

8511060187* 

50-269 

Q 

SASSER.M.K. 

8511270251* 

50-269 

Q 

SAUNDERS, R.F. 

8511040142 

50-280 

S 

SAUNDERS, R.F. 

8511040150* 

50-280 

S 

SAUNDERS, R.F. 

8511040155* 

50-280 

S 

SAUNDERS, R.F. 

8511260152 

50-281 

S 

SAUNDERS, R.F. 

8511260676 

50-281 

S 

SAVAIKO.B.M. 

8511210092 

FOIA 


SAYER.J. 

8511130081 

50-298 

F 

SCACE.S. 

8511050133* 

50-423 

A 

SCARANO.R.A. 

8511110222 

50-312 

Q 

SCARANO.R.A. 

8511130174 

50-528 

Q 

SCARANO.R.A. 

8511260342 

50-326 

Q 

SCHAEFFER, M.J. 

8511040366* 

50-423 

Q 

SCHECHTER.H.B. 

8511130397* 

FOIA 


SCHECHTER.H.B. 

8511180495* 

FOIA 


SCHEIBELHUT.C. 

8511110284* 

50-440 

Q 

SCHEIBINZ.E.R. 

8511260209* 

50-373 

P 

SCHEPENS.R.J. 

8511040483* 

50-424 

Q 

SCHERER.A.E. 

8511110020 

TOPREP 


SCHERER.A.E. 

8511130298 

TOPREP 


SCHIERLING.H. 

8511190523 

50-275 

P 

SCHIERLING.H. 

851 1 220407 

50-275 

P 

SCHIERLING.H. 

8511220436 

50-275 

P 

SCHIERLING.H. 

8511220475 

50-275 

P 

SCHIERLING.H. 

8511250298 

50-275 

P 

SCHIERMAN.S.L. 

8511070570* 

40-8681 


SCHIFFER.J.D. 

8511070281 

50-275 

S 

SCHLANT.R.C. 

8511110019 

PR 


SCHLEMMER.D.L. 

8511150043 

50-346 

G 

SCHLEMMER.D.L. 

8511150054* 

50-346 

G 

SCHLEMMER.D.L 

8511180135 

50-346 

G 

SCHLEMMER.D.L 

8511180542 

50-346 

G 

SCHLEMMER.D.L. 

8511180543* 

50-346 

G 

SCHLEMMER.D.L. 

8511210100 

FOIA 


SCHNEIDER, R.A. 

8511060390 

70-1257 


SCHNELL.D.F. 

8511060512* 

50-483 

Q 

SCHNELL.D.F. 

8511130351 

50-483 

P 

SCHNELL.D.F. 

8511190118 

50-483 

P 

SCHNELL.D.F. 

8511200165 

50-483 

P 

SCHNELL.D.F. 

8511200200 

50-483 

Q 

SCHNELL.D.F. 

8511220338 

50-483 

P 

SCHNELL.D.F. 

8511250068 

50-483 

P 

SCHNELLD.F. 

8511250315 

50-483 

P 

SCHOLFIELD.P. 

8511250423* 

FOIA 


SCHUBERT, A.L. 

8511260508 

PR 


SCHULER, T.R. 

8511040264 

50-244 

S 

SCHULER.V.J. 

8511250347* 

50-272 

P 

SCHUMACHER, M.C. 

8511040190* 

50-461 

Q 

SCHUMACHER, M.C. 

8511130065* 

50-440 

Q 

SCHUMACHER, M.C. 

8511130157* 

50-255 

Q 

SCHUSTER.M.D. 

8511050237* 

70-2984 


SCHUSTER, M.D. 

8511130167 

50-344 

F 

SCHUSTER.M.D. 

8511130237 

50-344 

F 

SCHUSTER.M.D. 

8511180422 

50-275 

F 

SCHUSTER.M.D. 

8511180468 

50-275 

F 

SCHUSTER.M.D. 

8511200113 

50-312 

S 

SCHWEIBINZ.E.R. 

8511060331* 

50-156 

Q 

SCIACCA.F. 

8511210202* 

FOIA 


SCOTT, A.E. 

8511200012 

50-261 

R 

SCOTT, B.C. 

8511040428* 

50-445 

Q 

SCOTT, B.C. 

8511070022* 

50-445 

A 

SCOTT, B.C. 

8511070246* 

50-445 

A 

SCOTT, D.J. 

8511050002 

50-237 

S 

SCOTT, D.J. 

8511060129 

50-237 

S 

SCOTT.D.J. 

8511070502 

50-237 

s 

SCOTT, D.J. 

8511120190 

50-237 

s 

SCOTT, D.J. 

8511130345 

71-9159 


SCOTT, D.J. 

8511140487 

50-237 

S 

SCOTT, D.J. 

8511210324 

50-237 

R 

SCOTT, D.J. 

8511210571 

50-249 

S 

SCOTT, D.J. 

8511260031 

50-237 

S 

SCOTT, M.A. 

8511200155* 

50-321 

Q 

SCOTT-WASILK.J. 

8511250012 

50-346 

F 

SEARS.C.F. 

8511040192 

50-245 

F 

SEARS.C.F. 

8511050113 

50-213 

P 

SEARS.C.F. 

8511070093 

50-245 

P 

SEARS.C.F. 

8511140136 

50-245 

F 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


SEARS, C.F. 

SEARS.C.F. 

SEARS.C.F. 

SEARS.C.F. 

SEARS.C.F. 

SEARS.C.F. 

SEARS.C.F. 

SEARS.C.F. 

SEARS.C.F. 

SEARS.C.F. 

SEARS.C.F. 

SEARS.P.M. 

SEELEY, F.G. 

SEELEY, G.T. 

SEGE.G. 

SEIGEL.B.A. 

SELLS, D.E. 

SELMAN.M. 

SELMAN.M. 

SELMAN.M. 

SELMAN.M. 

SELTMANN.R.V. 

SELTMANN.R.V. 

SERBU.R.J. 

SEYFRIT.K.V. 

SHAFER, W.D. 

SHAFER, W.D. 

SHAFER, W.D. 

SHAFER, W.D. 

SHAFER, W.D. 

SHAFER, W.D. 

SHAFER, W.D. 

SHAFER, W.D. 

SHAFER, W.D. 

SHAFER, W.D. 

SHAFER, W.S. 

SHANBAKY.M. 

SHANBAKY.M.M. 

SHANBAKY.M.M. 

SHEA.A.C. 

SHEA.J.J. 

SHEA.J.R. 

SHEARMAN, R.J. 

SHELL, R.E. 

SHELL, R.H. 

SHELL, R.H. 

SHELL, R.H. 

SHELL, W. 

SHELLEY, W.J. 

SHEPARD, A.M. 

SHEPARD, A.M. 

SHEPHERD, J.E. 

SHEPHERD, J.L. 

SHERER.A.E. 

SHERMAN, G. 

SHERWOOD, G.G. 

SHERWOOD.G.G. 

SHEWMON.P. 

SHI.Z.T. 

SHIFFER.J. 

SHIFFER.J.D. 

SHIFFER.J.D. 

SHIFFER.J.D. 

SHIFFER.J.D. 

SHIFFER.J.D. 

SHIFFER.J.D. 

SHIFFER.J.D. 

SHIFFER.J.D. 

SHIFFER.J.D. 

SHIFFER.J.D. 

ShiFFER.J.D. 

SHIFFER.J.D. 

SHIFFER.J.D. 

S! I FFER.J.D. 

SHIFFER.J.D. 

SHIFFER.J.D. 

SHIFFER.J.D. 

SHIFFER.J.D. 

SHIFFER.J.D. 

SHIFFER.J.D. 

SHIFFER.J.D. 

SHIFFER.J.D. 

SHIFFER.J.D. 

SHIMSHAK.R.E. 

SHIREY.S.I. 

SHIRLEY, N.C. 

SHOEMAKER, C.J. 

SHOEMAKER, C.J. 


8511140406 

8511140406 

8511140419 

8511140419 

8511140425 

8511140425 

8511180437 

8511190043 

8511190221 

8511210424 

8511250328 

8511120104 

8511180625 

8511140060* 

8511060401 

8511260260 

8511260631 

8511040218 

8511050007 

8511070401 

8511180305 

8511260482* 

8511260482* 

8510300237 

8505070516* 

8511040137 

8511040189 

8511050267 

8511060264 

8511130060 

8511130083 

8511130154 

8511150058 

8511190002 

8511190414 

8511250380 

8511040094* 

8511040130* 

8511120088* 

8511260615* 

8511120141 

8511180520* 

8511180342* 

8511120278* 

8511130325 

8511190268 

8511260112 

8511190418* 

8511210497* 

8511250190 

8511250197* 

8511190556 

8510250301* 

8511130331 

8511060475* 

8511210066* 

8511210069* 

8511050311 

8511200008* 

8511110270* 

8511010116 

8511010244 

8511010416 

8511040162 

8511050029 

8511050175 

8511050200 

8511110260 

8511110282 

8511110376 

8511110380 

8511110407 

8511110434 

8511120095 

8511120133 

8511120266 

8511200034 

8511200068 

8511220284 

8511260008 

8511260592 

8511260687 

8511270221 

8511250247 

8511260617 

8511250030 

8511050079 

8511050214 


50-423 S 

50-423 S 

50-423 S 

50-423 S 

50-423 S 

50-423 S 

50-245 Q 

50-336 P 

50-423 A 

50-423 A 

50-213 P 

50-309 Q 

NUREG 
50-237 P 

ORG 
PR 

50-389 
50-3 
50-3 
50-3 
50-3 
50-456 
50-456 
MISC 
50-387 S 

50-263 Q 

50-461 Q 

70-1308 
50-440 Q 

50-440 Q 

50-483 F 

50-255 Q 

50-461 Q 

50-315 F 

50-305 G 

50-346 Q 

50-317 Q 

50-423 Q 

50-244 Q 

CONTRACT 
50-245 P 

FOIA 

50-369 Q 

CONTRACT 
50-327 Q 

50-327 P 

50-390 A 

50-305 Q 

70-1193 
50-29 P 

50-29 P 

NUREG 
50-254 P 

TOPREP 
50-445 A 

TOPREP 
TOPREP 
WASTE MGT 
50-445 A 

50-275 F 

50-275 F 

50-275 P 

50-275 F 

50-275 S 

50-133 H 

50-275 R 

50-133 V 

50-275 F 

50-275 P 

50-275 F 

50-275 F 

50-275 F 

50-275 F 

50-275 F 

50-275 F 

50-275 F 

50-275 F 

50-275 P 

50-275 S 

50-323 P 

50-323 S 

50-323 S 

50-275 P 

50-409 J 

50-458 S 

TOPREP 
50-400 G 

50-338 G 


o_u_fr u_ll(J}0 
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AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

SHOEMAKER.C.J. 

8511110009 

50-352 

G 

SMITH, M. 

8511270140 

50-289 

H 

SPANGENBERG.F. 

8511210008 

50-461 

A 

SHOEMAKER.C.J. 

8511110040 

50-440 

G 

SMITH, M.J. 

8511040179* 

50-263 

Q 

SPEAR, R.W. 

8511040375 

QA999 


SHOEMAKER.C.J. 

8511120013 

50-445 

G 

SMITH, N. 

8511150117 

50-382 

F 

SPEARS, M.T. 

8511070257 

FOIA 


SHOEMAKER, C.J. 

8511120017 

50-445 

G 

SMITH, N.P. 

8511180100 

NUREG 


SPECK, S.W. 

8511140289 

50-322 

F 

SHOEMAKER.C.J. 

8511210304 

50-440 

G 

SMITH, P.A. 

8511010158* 

CONTRACT 


SPECTER.A. 

8511110457* 

70-364 


SHOEMAKER.C.J. 

8511210364 

50-440 

G 

SMITH, P.A. 

8511120320* 

CONTRACT 


SPEIS.T.P. 

8508010086* 

50-346 

S 

SHOEMAKER.C.J. 

8511210382 

50-352 

G 

SMITH, P.A. 

8511180774 

50-334 

R 

SPEIS.T.P. 

8511190052 

NUREG 


SHOEMAKER.C.J. 

8511250184 

50-413 

G 

SMITH, P.A. 

8511220502 

50-255 

R 

SPELL, W.H. 

8511150072 

PR 


SHOEMAKER.C.J. 

8511250195 

50-322 

G 

SMITH, R.D. 

8511130093 

40-8502 


SPENCE, M.D. 

8511150087 

50-445 

A 

SHOEMAKER.C.J. 

8511270117 

50-440 

G 

SMITH, R.D. 

8511180183 

40-8674 


SPITZBERG.D.B. 

8511200292* 

50-458 

Q 

SHOEMAKER.C.J. 

8511270222 

50-440 

G 

SMITH, R.D. 

8511180205* 

40-8674 


SRAGOW.R. 

8511070363 

50-369 

P 

SHOLLY.S.C. 

8511070407 

50-443 

A 

SMITH, R.D. 

8511260011 

40-8681 


SRINIVASAN.M.G. 

8511190570 

NUREG 


SHOLLY.S.C. 

8511210361 

FOIA 


SMITH, R.D. 

8511260436 

40-8502 


STABLEIN.N.K. 

8511140514 

WASTE MGT 

SHOLLY.S.C. 

8511260069 

50-322 

S 

SMITH, R.D. 

8511260470 

40-6659 


STANDERFER.F.R. 

8511010243 

50-320 

P 

SHOMAKER.E.C. 

8501300089* 

WASTE MGT 

SMITH, R.D. 

8511260478 

40-8084 


STANDERFER.F.R. 

8511010315 

50-320 

P 

SHON.F.J. 

8511130219 

50-320 

G 

SMITH, R.D. 

8511260524 

40-4492 


STANDERFER.F.R. 

8511040188 

50-320 

Q 

SHON.F.J. 

8511130266 

50-320 

G 

SMITH, R.D. 

8511260529* 

40-4492 


STANDERFER.F.R. 

8511050075 

50-320 

P 

SHOOK, C.A. 

8511180372 

70-820 


SMITH, R.D. 

8511260549 

40-8452 


STANDERFER.F.R. 

8511050250 

50-320 

Q 

SHOPENN.N.M. 

8511070576 

40-8084 


SMITH, R.D. 

8511260566 

40-8084 


STANDERFER.F.R. 

8511050252 

50-320 

Q 

SHUM.E.Y. 

8511220037 

70-143 


SMITH, R.D. 

8511260570 

40-8102 


STANDERFER.F.R. 

8511070064 

50-320 

P 

SHYMLOCK.M.B. 

8511040336* 

50-390 

Q 

SMITH, R.D. 

8511260575 

40-1162 


STANDERFER.F.R. 

8511070167 

50-320 

P 

SHYMLOCK.M.B. 

8511060056* 

50-J9Q 

Q 

SMITH, R.D. 

8511260579 

40-2259 


STANDERFER.F.R. 

8511070221 

50-320 

S 

SIACOR.E.R. 

8511180681 

50-206 

R 

SMITH, R.D. 

8511260581 

40-299 


STANDERFER.F.R. 

8511110043 

50-320 

P 

SIEBER.J.D. 

8511190320 

50-334 

F 

SMITH, R.D. 

8511260603 

WASTE MGT 

STANDERFER.F.R. 

8511120059 

50-320 

P 

SIEDLECKI.M. 

8511180390* 

WASTE MGT 

SMITH, R.D. 

8511260616 

40-8698 


STANDERFER.F.R. 

8511150013 

50-320 

P 

SIEGEL.B. 

8511060110 

50-461 

F 

SMfTH.R.D. 

8511260622 

40-3453 


STANDERFER.F.R. 

8511150067 

50-320 

P 

SIEGEL, B. 

8511060162 

50-461 

A 

SMITH, R.D. 

8511260624 

40-3453 


STANDERFER.F.R. 

8511180402 

50-320 

P 

SIEGEL, B. 

8511070375 

50-461 

A 

SMITH, R.D. 

8511260626 

40-299 


STANDERFER.F.R. 

8511180459 

50-320 

P 

SIEGEL, B.L. 

8511190536 

50-461 

F 

SMITH, R.D. 

8511260630 

40-8452 


STANDERFER.F.R. 

8511220090 

50-320 

P 

SIEGEL, B.L. 

8511220001 

50-461 

A 

SMITH, R.D. 

8511260633 

40-8698 


STANLEY, L.A. 

8511260370* 

FOIA 


SIFERD.D. 

8511180395 

50-346 

S 

SMITH, R.D. 

8511260638 

40-81 02 


STANLEY, L.A. 

8511260374* 

FOIA 


SIKES.R. 

8511060139 

PR 


SMITH, R.D. 

8511260644 

40-2259 


STARKEY, R.B. 

8511270077 

50-324 

S 

SILBERG.J.E. 

8511110230 

PR 


SMITH, R.D. 

8511260648 

40-8681 


STAROSTECKI.R. 

8511050347 

50-354 

Q 

SILBERG.J.E. 

8511150063 

50-346 

1 

SMITH, R.D. 

8511260662 

40-6622 


STAROSTECKI.R. 

8511060199 

50-443 

Q 

SILBERG.J.E. 

8511250150 

50-440 

G 

SMITH, R.D. 

8511260677 

40-1162 


STAROSTECKI.R. 

8511260264 

50-213 

Q 

SILBERG.J.E. 

8511250150 

50-440 

G 

SMITH, R.D. 

8511260678 

40-4492 


STASEK.S. 

8511260209* 

50-373 

P 

SILBERG.J.E. 

8511260145 

50-440 

G 

SMITH, R.D. 

8511260680 

40-8584 


STAUTER.J.C. 

8511050067 

40-8027 


SILBERG.J.E. 

8511260145 

50-440 

G 

SMITH, R.D. 

8511270167 

40-8728 


STAUTER.J.C. 

8511120431 

40-8027 


SILBERG.J.E. 

8511270113 

50-440 

G 

SMITH, R.H. 

8511220013* 

FOIA 


STAUTER.J.C. 

8511140441 

40-8027 


SILBERG.J.E. 

8511270113 

50-440 

G 

SMITH, T. 

8511040064 

50-382 

S 

STAUTER.J.C. 

8511200011 

40-8027 


SILBERQUIT.GJ. 

8511190569 

50-213 

S 

SMITH, T. 

8511070012 

50-382 

S 

STAUTER.J.C. 

8511260161 

40-8027 


SILKO.T.B. 

8511120136* 

50-271 

Q 

SMITH, W.G. 

8511040448 

50-315 

s 

STAUTER.J.C. 

8511260597 

40-8768 


SILVER, H, 

8511200176 

50-302 

P 

SMITH, W.G. 

8511060417 

50-316 

s 

STEARNS.C.F. 

8511220021* 

FOIA 


SILVER, H, 

851 1200322 

50-302 

P 

SMITH, W.G. 

8511070244 

50-315 

s 

STEELE, R. 

8511010188 

NUREG 


SILVER, T. 

8511260508 

PR 


SMITH, W.G. 

8511140246 

50-31 5 

s 

STEELE, R.C. 

8511070350 

50-259 

S 

SIMONDS.G.E. 

8511270217* 

50-261 

Q 

SMITH, W.G. 

8511190450 

50-31 6 

s 

STEELE, R.C. 

8511070463 

50-260 

S 

SINCLAIR, L.W. 

8511140076* 

50-286 

V 

SMITH, W.G. 

8511200267 

50-315 

R 

STEELE, R.C. 

8511260595 

50-296 

S 

SIN KIN, L. 

8511050023 

50-498 

G 

SMITH, W.G. 

8511200270 

50-316 

R 

STEELE, R.C. 

8511270004 

50-260 

s 

SINKIN.L. 

8511110062 

50-498 

G 

SMITH, W.G. 

8511210537 

50-315 

s 

STEIGER, W.E. 

8511010400 

50-322 

s 

SINKIN.L. 

8511110062 

50-498 

G 

SMITH, W.G. 

8511250259 

50-316 

s 

STEIGER, W.E. 

8511040107 

50-322 

s 

SINKIN.L. 

8511130274 

50-498 

G 

SMITH, W.G. 

8511270192 

50-315 

s 

STEIGER, W.E. 

8511050346 

50-322 

s 

SINKIN.L. 

8511130357 

50-498 

G 

SMITH, W.G. 

8511270289 

50-315 

s 

STEIGER, W.E. 

8511070219 

50-322 

s 

SINKIN.L 

8511190497* 

COMMISSION 

SMITH, W.G. 

8511270292 

50-316 

s 

STEIGER, W.E. 

8511180041 

50-322 

s 

SINKIN.L.A. 

8511110067* 

50-498 

G 

SMITH, W.R. 

8511260497 

PR 


STEIGER, W.E. 

8511180139 

50-322 

s 

SINKIN.L.A. 

8511110067* 

50-498 

G 

SNIEZEK.J. 

8511180043* 

FOIA 


STEIGER, W.E. 

8511180336 

50-322 

s 

SINKIN.L. A. 

8511130343 

50-498 

G 

SNIEZEK.J. 

8511200266* 

50-445 

A 

STEIGER, W.E. 

8511180815 

50-322 

R 

SINKIN.L.A. 

8511270061 

50-498 

H 

SNIEZEK.J. 

8511210540 

REVIEW GR P 

STEIGER, W.E. 

8511260282* 

50-322 

P 

SINKULE.M.V. 

8511040483* 

50-424 

Q 

SNOKHONS.J.J. 

8511200264* 

50-445 

T 

STEINGART.R.M. 

8511260395 

PR 


SINKULE.M.V. 

8511050318* 

50-424 

Q 

SNOW.B.A. 

8511210314 

50-244 

R 

STELLO.V. 

8303240272* 

FOIA 


SINKULE.M.V. 

8511060125* 

50-424 

Q 

SOLDAN.D.W. 

8511070111* 

FOIA 


STELLO.V. 

8510170379* 

REVIEW GR P 

SIRY.G.W. 

8511260503 

50-458 

S 

SOMERVILLE, K.G. 

8511260114 

40-8783 


STELLO.V. 

8511180091 

REVIEW GR P 

SISK.D.P. 

8511040162 

50-275 

S 

SOO.P. 

8511130218 

WASTE RES 

STELLO.V. 

8511190514* 

FOIA 


SISK.D.P. 

8511220284 

50-275 

s 

SOONG.A.L. 

8511260689* 

70-938 


STELLO.V. 

8511200005 

REVIEW GR P 

SISK.D.P. 

8511260592 

50-323 

s 

SOONG.A.L. 

8511270158 

70-143 


STELLO.V. 

8511260205 

REVIEW GR P 

SISK.D.P. 

8511260687 

50-323 

s 

SORENSEN, G.C. 

8511040196 

50-397 

P 

STEPHENS.K.W. 

8511210565 

WASTE RES 

SKINNER.P.H. 

8511010474* 

50-413 

Q 

SORENSEN, G.C. 

8511050176 

50-397 

F 

STEPTOE.P.P. 

8511210326 

50-456 

G 

SKINNER, P.H. 

8511040302* 

50-400 

Q 

SORENSEN, G.C. 

8511110262 

50-397 

F 

STEPTOE.P.P. 

8511210339 

50-456 

G 

SKINNER.P.H. 

8511060522* 

50-413 

Q 

SORENSEN,G.C. 

8511130344 

50-397 

P 

STEPTOE.P.P. 

8511210363 

50-456 

G 

SKINNER.P.H. 

8511130239* 

50-413 

Q 

SORENSEN, G.C. 

8511130366 

NUREG 


STEPTOE.P.P. 

8511210363 

50-456 

G 

SKOKOWSKI.P.E. 

8511040501* 

71-9195 


SORENSEN, G.C. 

8511260217 

50-508 

A 

STETKA.T.F. 

8511110175* 

50-302 

Q 

SKOW.M.E. 

8511220374* 

50-458 

Q 

SORENSEN, G.C. 

8511260349 

50-508 

A 

STEVENS, D.W. 

8511250069 

QA999 


SLAGGIE.E.L. 

8511070169* 

FOIA 


SORENSEN, R.C. 

8511040182* 

50-528 

Q 

STEWART, J.P. 

8511040169* 

50-206 

Q 

SLAGGIE.E.L. 

8511140139* 

50-275 

P 

SORENSEN, S.G. 

8511260457 

PR 


STEWART, J.P. 

8511200221* 

50-206 

Q 

SLOSSON.M.M. 

8511070292 

50-247 

P 

SORRELL, E.C. 

8511050151 

50-321 

F 

STEWART, R.C. 

8511220495* 

50-313 

Q 

SLOSSON.M.M. 

8511180673 

50-247 

P 

SORRELL, E.C. 

8511250112 

50-321 

F 

STEWART, S. 

8511050137 

CONTRACT 

SLOSSON.M.M. 

8511220256 

50-247 

F 

SPAHN.J.A. 

8511260508 

PR 


STEWART, S. 

8511060197 

CONTRACT 

SMARSH.J.D. 

8511260543 

PR 


SPANGENBERG,F. 

8511040144 

50-461 

Q 

STEWART, S. 

8511120275 

CONTRACT 

SMITH.C. 

8511040012* 

50-369 

Q 

SPANGENBERG,F. 

8511040203 

50-461 

Q 

STEWART, S. 

8511120293 

CONTRACT 

SMITH, C. 

8511130159* 

50-259 

Q 

SPANGENBERG.F. 

8511040394 

50-461 

F 

STEWART, S.A. 

8511180328* 

50-302 

R 

SMITH, D. 

8511070505* 

FOIA 


SPANGENBERG.F. 

8511050054 

50-461 

Q 

STEWART, W.L. 

8511040276 

50-280 

F 

SMITH, D.H. 

8511250027 

50-456 

F 

SPANGENBERG.F. 

8511050103 

50-461 

Q 

STEWART, W.L 

8511040419 

50-338 

Q 

SMITH, D.H. 

8511250275* 

50-456 

Q 

SPANGENBERG.F. 

8511070172 

50-461 

A 

STEWART, W.L 

8511050123 

50-280 

P 

SMITH.D.H. 

8511250279* 

50-456 

Q 

SPANGENBERG.F. 

8511110008 

50-461 

E 

STEWART, W.L 

8511110256 

50-338 

Q 

SMITH, E.T. 

8511180409* 

50-320 

P 

SPANGENBERG.F. 

8511140057 

50-461 

F 

STEWART, W.L. 

8511130241 

50-280 

P 

SMITH, G.M. 

8511150056 

PR 


SPANGENBERG.F. 

8511140104 

70-2947 


STEWART, W.L 

8511140190 

50-280 

P 

SMITH.G.M. 

8511260148 

PR 


SPANGENBERG.F. 

8511180453 

50-461 

F 

STEWART, W.L. 

8511150094 

50-280 

P 

SMITH, I.W. 

8511150004 

50.289 

G 

SPANGENBERG.F. 

8511180514 

50-461 

E 

STEWART, W.L. 

8511180787 

50-280 

R 

SMITH, I.W. 

8511200261* 

PR 


SPANGENBERG.F. 

8511200010 

50-461 

Q 

STEWART, W.L. 

8511190075 

50-338 

R 
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STEWARTW.L, 

8511200212 

50-338 

F 

STEWART.W.L. 

8511210207 

50-338 

P 

STEWART.W.L. 

8511210213 

50-338 

P 

STEWART.W.L. 

8511220162 

50-338 

F 

STEWART.W.L. 

8511220309 

50-338 

P 

STEWART.W.L. 

8511220312 

50-338 

F 

STEWART W.L. 

8511250028 

50-338 

P 

STEWART W-L. 

8511250095 

50-280 

P 

STEWARTW.L. 

8511250319 

50-280 

P 

STEWART W-L. 

8511250371 

50-338 

P 

STEWARTW.L. 

8511260007 

50-338 

P 

STIETZEL.J.F. 

8511210541* 

50-315 

S 

STIETZEL.J.F. 

8511270299* 

50-315 

S 

STILL, E.T. 

8511120435* 

40-8027 


STILL, E.T. 

8511120435* 

40-8027 


STINE, R.A. 

8511260523 

PR 


STITHEM.A. 

8511060382 

50-267 

s 

STITT, B.D. 

851 1 040050 

NUREG 


STOFFEL.J.W. 

8507080402* 

50-302 

F 

STOHR.J.P. 

8511010475 

70-143 


STOHR.J.P. 

8511040125 

70-143 


STOHR.J.P. 

8511060164 

70-1113 


STOHR.J.P. 

8511110191 

70-143 


STOHR.J.P. 

8511110197 

70-143 


STOHR.J.P. 

8511110220 

TOPREP 


STOHR.J.P. 

8511110258 

70-1113 


STOHR.J.P. 

8511110259 

70-27 


STOHR.J.P. 

8511110293 

70-1201 


STOHR.J.P. 

8511110297 

70-143 


STOHR.J.P. 

8511140147 

70-824 


STOHR.J.P. 

8511210122 

70-143 


STOHR.J.P. 

8511210220 

70-27 


STOHR.J.P. 

8511270052* 

70-1113 


STOHR.J.P. 

8511270062* 

70-1113 


STOHR.J.P. 

8511270085* 

70-1113 


STOHR.J.P. 

8511270093* 

70-1113 


STOHR.J.P. 

8511270096* 

70-1113 


STOHR.J.P. 

8511270099* 

70-1113 


STOHR.J.P. 

8511270130* 

70-1 1 1 3 


STOHR.J.P. 

8511270138* 

70-1113 


STOHR.J.P. 

8511270148* 

70-1113 


STOHR.J.P. 

8511270211 

70-27 


STOLK.R.G. 

8511140155* 

50-423 

A 

STOLL.C.H. 

8511130208* 

50-278 

Q 

STOLZ.J.F. 

8511010104 

50-277 

F 

STOLZ.J.F, 

8511010121 

50-302 

F 

STOLZ.J.F. 

8511010154 

50-313 

P 

STOLZ.J.F. 

8511010236 

50-346 

F 

STOLZ.J.F. 

8511010299 

50-269 

P 

STOLZ.J.F. 

8511010336 

50-346 

P 

STOLZ.J.F. 

8511010393 

50-302 

P 

STOLZ.J.F. 

8511010404 

50-346 

P 

STOLZ.J.F. 

8511010406 

50-346 

P 

STOLZ.J.F. 

8511040115 

50-302 

P 

STOLZ.J.F. 

8511060238 

50-289 

P 

STOLZ.J.F. 

8511060353 

50-346 

P 

STOLZ.J.F. 

8511060506 

50-346 

P 

STOLZ.J.F. 

8511070128 

50-346 

S 

STOLZ.J.F. 

8511070195 

50-269 

P 

STOLZ.J.F. 

8511070202* 

50-269 

P 

STOLZ.J.F. 

8511070273 

50-312 

P 

STOLZ.J.F. 

8511070291 

50-346 

s 

STOLZ.J.F. 

8511110390* 

50-269 

p 

STOLZ.J.F. 

8511110462 

50-269 

p 

STOLZ.J.F. 

8511120254* 

50-269 

p 

STOLZ.J.F. 

8511130012 

50-289 

F 

STOLZ.J.F. 

8511150014 

50-313 

P 

STOLZ.J.F. 

8511180602 

50-277 

P 

STOLZ.J.F. 

8511180612 

50-346 

P 

STOL2.J.F. 

8511190098 

50-346 

P 

STOLZ.J.F. 

8511190251 

50-302 

V 

STOLZ.J.F. 

8511210001 

50-346 

P 

STOLZ.J.F. 

8511220228 

50-313 

F 

STOLZ.J.F. 

8511220508 

50-302 

P 

STORZ.L.F. 

8511050215 

50-346 

S 

STORZ.L.F. 

8511180206 

50-346 

S 

STORZ.LF. 

8511180395 

50-346 

S 

STORZ.L.F. 

8511200273 

50-346 

R 

STORZ.LF. 

8511250110 

50-346 

R 

STORZ.LF. 

8511260172 

50-346 

S 

STORZ.LF. 

8511260275 

50-346 

R 

STOTZ.J.C. 

8511050215 

50-346 

S 

STRATMAN.R.A. 

8511040406* 

50-440 

E 

STRAUB E.P. 

8511180206 

50-346 

S 

STROMBERG.H.M. 

8511040050 

NUREG 


STRONG.T.R. 

8511150128 

PR 


STROSNIDER.J. 

8511210495 

50-387 

P 

STROSNIDER.J. 

8511260373* 

50-354 

Q 
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STROSNIDER.J. R. 

8511010082* 

50-322 

G 

STROSNIDER.J. R. 

8511260323* 

50-322 

Q 

STROUPE.O.L. 

8407090352 

50-322 

S 

STRUCKMEYER.R. 

8511120088* 

50-244 

Q 

STRUTTMAN.L.G. 

8511260461 

PR 


STRUTTMAN.L.G. 

8511260469* 

PR 


STYLES, L.C. 

8511190376 

50-456 

G 

STYLES, L.C. 

8511190376 

50-456 

G 

STYLES, L.C. 

8511260475 

50-456 

G 

STYLES, L.C. 

8511260475 

50-456 

G 

SUBUDHI.M. 

8511180647 

NUREG 


SUDHEIMER.R.A. 

8511140318 

40-7604 


SULLIVAN, T. 

8511140212 

WASTE RES 

SULLIVAN, T. 

8511140256 

WASTE RES 

SULLIVAN, T.W. 

8511140230* 

WASTE RES 

SUMMERS, R. 

8511260049 

50-245 

S 

SUNG.Y. 

8511180588* 

FOIA 


SUNSER.J.J. 

8511180119 

50-220 

F 

SUPOTZ.S. 

8507250213* 

50-245 

P 

3U”HE R LAN D . W. A. 

8511220149 

NUREG 


SL'TON.D.G. 

8511040180* 

50-445 

A 

SL’TONW.C. 

8511110192 

PR 


SVENSSON.B.A. 

8511200267 

50-315 

R 

SVENSSON.B.A. 

8511200270 

50-316 

R 

SWAIN.A.D. 

8511120336 

NUREG 


SWAMY.S.A. 

8511130321* 

50-282 

P 

SWARTZ, E.D. 

8511250271 

50-456 

Q 

SWETLAND.P.D. 

8511110097* 

50-213 

Q 

SWET LAND, P.D. 

8511260284* 

50-213 

G 

SYDNOR.R.B. 

8511180166 

50-317 

S 

SYDNOR.R.B. 

8511180230 

50-317 

s 

SYDNOR.R.B. 

8511180259 

50-317 

s 

SYDNOR.R.B. 

8511180284 

50-318 

s 

TALIAFERRO.C.W. 

8511260317 

PR 


TALLY.C.W. 

8511010240* 

50-269 

p 

TALLY, C.W. 

8511060275* 

TOPREP 


TAM.P.S. 

8511010346 

50-334 

p 

TAM.P.S. 

8511190197 

50-334 

p 

TAMLYN.T.K. 

&511180329 

50-254 

R 

TANG.R.C. 

8511040169* 

50-206 

Q 

TANG.R.C. 

8511200221* 

50-206 

Q 

TANIOUS.N.S. 

8511120453 

WASTE MGT 

TARBELL.W.W. 

8511070237 

NUREG 


TATUM, J.E. 

8511040169* 

50-206 

Q 

TATUM, J.E. 

8511200221* 

50-206 

Q 

TAYLOR, J. 

8511180647 

NUREG 


TAYLOR, J.H. 

8511060272 

TOPREP 


TAYLOR, J.H. 

8511180489 

TOPREP 


TAYLOR.J.H. 

8511180501 

TOPREP 


TAYLOR, J.M. 

8510250539 

50-3 

Q 

TAYLOR, J.M. 

8511040427 

50-263 

U 

TAYLOR, J.M. 

8511050028 

70-1517 


TAYLOR, J.M. 

8511130441 

50-3 

Q 

TAYLOR, J.M. 

8511210137 

50-455 

Q 

TAYLOR.J.M. 

8511250460 

50-263 

U 

TAYLOR, J.M. 

8511270097 

50-309 

S 

TAYLOR, J.W. 

8511050153 

50-409 

s 

TAYLOR, J.W. 

8511050228 

50-409 

F 

TAYLOR, J.W. 

8511110153 

50-409 

Q 

TAYLOR, J.W. 

8511180571 

50-409 

R 

TAYLOR, J.W. 

8511220317 

50-409 

F 

TAYLOR, J.W. 

8511260123 

50-409 

P 

TAYLOR, J.W. 

8511260170 

50-409 

P 

TAYLOR, J.W. 

8511260607 

50-409 

S 

TAYLOR, J.W. 

8511260692 

50-409 

S 

TAYLOR.J.W. 

8511270279 

50-409 

S 

TAYLOR.M.E. 

8511130186 

50-483 

s 

TAYLOR, P.A. 

8511250299* 

50-338 

Q 

TAYLOR, R. 

8511060153* 

FOIA 


TAYLOR, R. 

8511060165* 

FOIA 


TAYLOR, R.E. 

8511060358 

70-27 


TAYLOR.R.G. 

8511200303* 

50-458 

Q 

TAYLOR, R.G. 

8511200306* 

50-445 

Q 

TAYLOR, R.R. 

8511050331* 

50-412 

A 

TAYLOR, R.R. 

8511050339* 

FOIA 


TAYLOR, R.R. 

8511060158* 

FOIA 


TAYLOR, R.R. 

8511060179* 

FOIA 


TAYLOR, R.R. 

8511070117* 

FOIA 


TAYLOR, R.R. 

8511070175* 

FOIA 


TEDFORD.C.F. 

8511260489 

PR 


TELLOR.M.D. 

8511060257* 

50-445 

A 

TELLOR.M.D. 

8511060295* 

50-445 

A 

TELLOR.M.D. 

8511060400* 

FOIA 


TEMPLE, G.M. 

8511120051* 

50-312 

Q 

TEMPLE, G.M. 

8511140184* 

50-397 

Q 

TEMUS.C.J. 

8511200241 

71-9132 


TEMUS.C.J. 

8511220056 

71-9132 


TENENBAUM.G. 

8511110317* 

50-354 

A 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


TETRAULT.R.E. 

8511060263 

70-27 


TETR AULT, R.E. 

8511110253 

70-27 


TEUTEBERG.R.L. 

8511220213 

50-250 

S 

TEYNOR.T.K. 

8511040440 

50-317 

S 

TEYNOR.T.K. 

8511060192 

50-317 

S 

THADANI.M.C. 

8511070166 

50-331 

P 

THAMM.J. 

8511070561 

40-8674 


THAMM.J.K. 

8511200063 

40-8674 


THARPE.G. 

8501300082* 

70-1113 


THARPE.V.L. 

8501300081 

70-1113 


THEMELIS.J.G. 

8501 300068 

WASTE MGT 

THEMELIS.J.G. 

8511120427 

WASTE MGT 

THEMELIS.J.G. 

8511210584 

WASTE MGT 

THIBODEAUX, B.K. 

8511120159 

50-458 

s 

THOM.T. 

8511180753 

50-259 

R 

THOMAS, B. 

8511070591 

50-331 

s 

THOMAS.B. 

8511200103* 

50-331 

R 

THOMAS, B. 

8511200107* 

50-331 

R 

THOMAS, C.O. 

8511060405 

TOPREP 


THOMAS.C.O. 

8511060515 

TOPREP 


THOMAS, C.O. 

8511070034 

TOPREP 


THOMAS.C.O. 

8511070151 

TOPREP 


THOMAS.C.O. 

8511070240 

TOPREP 


THOMAS.C.O. 

8511070245 

TOPREP 


THOMAS.C.O. 

8511070293 

50-288 

F 

THOMAS.C.O. 

8511110223 

TOPREP 


THOMAS.C.O. 

8511180120 

TOPREP 


THOMAS.C.O. 

8511180157 

TOPREP 


THOMAS.C.O. 

8511180170 

TOPREP 


THOMAS.C.O. 

8511190212 

TOPREP 


THOMAS.C.O. 

8511190477 

50-59 

P 

THOMAS.C.O. 

8511190479 

50-294 

F 

THOMAS.C.O. 

8511190481* 

50-59 

P 

THOMAS.C.O. 

8511200075 

50-139 

P 

THOMAS.C.O. 

8511200135 

50-142 

P 

THOMAS.C.O. 

8511220271 

50-433 

P 

THOMAS.C.O. 

8511220487 

50-2 

P 

THOMAS.C.O. 

8511220491* 

50-2 

P 

THOMAS.C.O. 

8511260125* 

50-223 

P 

THOMAS.C.O. 

8511260134* 

50-223 

P 

THOMAS, M. 

8511040410* 

50-414 

Q 

THOMAS, M. 

8511250478* 

50-414 

Q 

THOMAS.M.E. 

8511010174* 

CONTRACT 


THOMAS.M.E. 

8511190503* 

CONTRACT 


THOMAS.M.E. 

8511250316* 

CONTRACT 


THOMAS.M.E. 

8511250457* 

CONTRACT 


THOMAS.N.C, 

8511260527* 

50-261 

F 

THOMAS, R.D. 

8511050112* 

70-734 


THOMAS.R.D. 

8511250294* 

27-48 


THOMASON, P.V. 

8511120010 

50-298 

S 

THOMASON, P.V. 

8511200272 

50-298 

R 

THOMASON, P.V. 

8511260227 

50-298 

S 

THOMASON, P.V. 

8511260500 

50-298 

S 

THOMASON, P.V. 

8511270025 

50-298 

s 

THOMPSON, H.L. 

8507170602 

50-275 

p 

THOMPSON, H.L. 

8508270045 

50-413 

Q 

THOMPSON, H.L 

8508270246* 

50-346 

S 

THOMPSON, H.L. 

8511010110* 

50-455 

A 

THOMPSON, H.L. 

8511040400 

50-470 

A 

THOMPSON, H.L. 

8511110473* 

50-245 

F 

THOMPSON.H.L. 

8511220331 

50-322 

s 

THOMPSON, H.L 

8511220333 

50-322 

s 

THOMPSON.H.L 

8511220511 

50-335 

F 

THOMPSON.H.L 

8511250495 

50-247 

F 

THOMPSON.H.L 

8511250496* 

50-247 

F 

THOMPSON.H.L 

8511260119 

50-223 

P 

THOMPSON.H.L. 

8511260559 

50-458 

P 

THONUS.L. 

8511110058* 

50-320 

Q 

THORNBERRY.R.C. 

8511110078 

50-275 

P 

THORNBERRY.R.C. 

8511190091 

50-275 

R 

THORNBERRY.R.C. 

8511260079 

50-275 

R 

TIKTINSKY.D. 

8511130104 

WASTE MGT 

TIKTINSKY.D. 

8511140040 

WASTE MGT 

TIKTINSKY.D. 

8511140044 

WASTE MGT 

TIKTINSKY.D.H. 

8511120310 

WASTE RES 

TIKTINSKY.D.H. 

8511130185 

WASTE RES 

TIKTINSKY.D.H. 

8511130396 

WASTE RES 

TIKTINSKY.D.H. 

8511130400 

WASTE RES 

TIKTINSKY.D.H. 

8511140027 

WASTE RES 

TIKTINSKY.D.H. 

8511140038 

WASTE RES 

TILLMAN, A. 

8511270262* 

50-280 

Q 

TILLMAN, T. 

8511120436 

50-454 

S 

TIPPS.S.B. 

8511050322 

50-321 

S 

TIPPS.S.B. 

8511070047 

50-366 

S 

TIPPS.S.B. 

8511070558 

50-366 

S 

TIPPS.S.B, 

8511180088 

50-321 

S 

TIPPS.S.B. 

8511200127 

50-321 

S 

TIPPS.S.B. 

8511250384 

50-321 

S 
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AUTHOR 


TIPPS.S.B. 

TOBIN.P.A. 

TOBIN.P.A. 

TOBIN.P.A. 

TOBIN.W. 

TODD.G.A. 

TQDD.G.A. 

TOLSON.R.G. 

TOLSON.R.G. 

TOLSON.R.G. 

TOLSON.R.G. 

TOLSON.R.G. 

TOLSON.R.G. 

TOLSON.R.G. 

TOLSON.R.G. 

TOLSON.R.G. 

TOLSON.R.G. 

TOLSON.R.G. 

TOLSON.R.G. 

TOLSON.R.G. 

TOLSON.R.G. 

TOLSON.R.G. 

TOLSON.R.G. 

TOLSON.R.G. 

TOLSON.R.G. 

TOLSON.R.G. 

TOLSON.R.G. 

TOLSON.R.G. 

TOLSON.R.G. 

TOLSON.R.G. 

TOLSON.R.G. 

TOLSON.R.G. 

TOLSON.R.G. 

TOMLYN.T.K. 

TONGUE, T.M. 

TOONEY.JJ. 

TOTH, A. 

TOTH.A.D. 
TOURIGNY.E. 
TOURTELLOTTE.J. 
TOY, T.M. 

TOY. T.M. 

TOY, T.M. 

TRACY, J.V. 
TRAN.P.T. 

TRAPP, J. 

TRAVERS, W.D. 

TRAVERS.W.D. 

TRAVERS, W.D. 

TRAVERS.W.D. 

TRAVERS.W.D. 

TRAVERS.W.D. 

TRAVERS.W.D. 

TRAVERS.W.D. 

TRAVERS.W.D. 

TRAVERS.W.D. 

TRAVERS.W.D. 

TRAVERS.W.D. 

TRAVIS, J.R. 

TREBY.S.A. 

TREBY.S.A. 

TREDWAY.J.B. 

TRINER.E.G. 

TRINER.E.G. 

TRINER.E.G. 

TRINER.E.G. 

TRINER.E.G. 

TRINER.E.G. 

TRINER.E.G. 

TRINER.E.G. 

TRINER.E.G. 

TRINER.E.G. 

TRINER.E.G. 

TRINER.E.G. 

TRINKO.P. 

TRIPP.L.E. 

TRIPP, L.E. 

TRIPP, L.E. 

TRIPP, L.E. 

TROSKOSKI.B. 

TROSKOSKI.W.M. 

TROSKOSKI.W.M. 

TROTTIER.E.H. 

TRUBATCH.S.L. 

TRUDEAU, G. 

TUCCINARDI.T. 

TUCKER, H.B. 

TUCKER, H.B. 


ACCESSION SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

NUMBER CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

8511260693 50-321 

S 

TUCKER.H.B. 

8511010300 

50-413 

P 

VALLIERE.N. 

8511120415* 

50-461 

Q 

8511050071 50-458 

s 

TUCKER.H.B. 

8511010502 

50-413 

Q 

VAN BRUNT, E.E. 

8511010075 

50-528 

S 

8511070447 50-458 

S 

TUCKER.H.B. 

8511040120 

50-269 

P 

VAN BRUNT, E.E. 

8511010296 

50-528 

P 

8511110467 50-458 

S 

TUCKER.H.B. 

8511040230 

50-269 

Q 

VAN BRUNT, E.E. 

8511010395 

50-528 

S 

8511260254* 50-250 

Q 

TUCKER.H.B. 

8511040244 

50-413 

S 

VAN BRUNT, E.E. 

8511010545 

50-528 

S 

8511070549* 70-1113 


TUCKER.H.B. 

8511040317 

50-269 

Q 

VAN BRUNT.EE. 

8511040066 

50-528 

S 

8511070560* 70-1113 


TUCKER.H.B. 

8511040345 

50-269 

Q 

VAN BRUNT, E.E 

8511040083 

50-528 

S 

8511040416* 50-445 

Q 

TUCKER.H.B. 

851 1040423 

50-269 

Q 

VAN BRUNT.EE. 

8511050040 

50-528 

S 

8511060423* 50-445 

A 

TUCKER.H.B. 

8511050022 

50-414 

F 

VAN BRUNT.EE 

8511050122 

50-528 

s 

8511060469* 50-445 

A 

TUCKER.H.B. 

8511060118 

50-413 

F 

VAN BRUNT.EE 

8511050161 

50-528 

P 

8511060473* 50-445 

A 

TUCKER.H.B. 

8511070001 

50-413 

S 

VAN BRUNT.EE 

8511050169 

50-528 

p 

8511060475* 50-445 

A 

TUCKER.H.B. 

8511070055 

50-369 

S 

VAN BRUNT.EE 

8511060217 

50-528 

S 

8511060480* 50-445 

A 

TUCKER.H.B. 

8511070094 

50-369 

S 

VAN BRUNT.EE 

8511070058 

50-528 

s 

851 1060483* 50-445 

A 

TUCKER.H.B. 

8511070238 

50-369 

p 

VAN BRUNT.EE 

8511070179 

50-529 

A 

8511060488* 50-445 

A 

TUCKER.H.B. 

8511110158 

50-413 

Q 

VAN BRUNT.EE 

8511110095 

50-528 

P 

8511060491* 50-445 

A 

TUCKER.H.B. 

8511110185 

50-369 

Q 

VAN BRUNT.EE 

8511110161 

50-528 

J 

8511060497’ 50-445 

Q 

TUCKER.H.B. 

8511120019 

50-414 

S 

VAN BRUNT.EE 

8511120062 

50-528 

F 

8511060500* 50-445 

A 

TUCKER.H.B. 

8511120085 

50-414 

s 

VAN BRUNT.EE 

851112012 2 

50-528 

Q 

8511070003* 50-445 

A 

TUCKER.H.B. 

8511130072 

50-269 

F 

VAN BRUNT.E.E. 

8511130335 

'50-528 

Q 

8511070004* 50-445 

Q 

TUCKER.H.B. 

8511130249 

50-413 

P 

VAN BRUNT.E.E 

8511130362 

50-529 

A 

8511070005* 50-445 

Q 

TUCKER.H.B. 

8511130332 

50-413 

P 

VAN BRUNT.E.E. 

8511140003 

50-528 

S 

8511070006* 50-445 

A 

TUCKER.H.B. 

8511130372 

50-413 

P 

VAN BRUNT.E.E. 

8511140218 

50-528 

S 

8511070007* 50-445 

Q 

TUCKER.H.B. 

8511140100 

50-369 

P 

VAN BRUNT.EE 

8511140261 

50-528 

S 

8511070008* 50-445 

Q 

TUCKER.H.B. 

8511150023 

50-287 

S 

VAN BRUNT.EE 

8511140274 

50-528 

S 

8511070010* 50-445 

A 

TUCKER.H.B. 

8511150048 

50-413 

F 

VAN BRUNT.EE 

8511150068 

50-528 

P 

8511070011* 50-445 

A 

TUCKER.H.B. 

8511150081 

50-413 

S 

VAN BRUNT.EE 

8511180178 

50-528 

S 

8511070013* 50-445 

A 

TUCKER.H.B. 

8511150097 

50-413 

s 

VAN BRUNT.EE 

8511190165 

50-528 

R 

8511070014* 50-445 

A 

TUCKER.H.B. 

8511150108 

50-369 

p 

VAN BRUNT.E.E 

8511190476 

50-528 

S 

8511070016* 50-445 

Q 

TUCKER.H.B. 

8511150116 

50-414 

F 

VAN BRUNT.E.E 

8511190516 

50-528 

S 

8511070017* 50-445 

A 

TUCKER.H.B. 

8511180198 

50-413 

S 

VAN BRUNT.EE 

8511200100 

50-528 

P 

8511070018* 50-445 

A 

TUCKER.H.B. 

8511180294 

50-269 

Q 

VAN BRUNT.E.E 

8511200115 

50-529 

A 

8511070022* 50-445 

A 

TUCKER.H.B. 

8511180337 

50-369 

Q 

VAN BRUNT.E.E. 

8511210005 

50-528 

P 

8511110235* 50-445 

A 

TUCKER.H.B. 

8511180722 

50-369 

S 

VAN BRUNT.E.E 

851121035 2 

50-528 

P 

8511220173 50-254 

R 

TUCKER.H.B. 

8511190124 

50-287 

P 

VAN BRUNT.E.E 

8511220154 

50-528 

P 

,8511190151* 50-456 

Q 

TUCKER.H.B. 

8511190286 

50-369 

Q 

VAN BRUNT.E.E 

8511250154 

50-528 

P 

8511070106* FOIA 


TUCKER.H.B. 

8511190386 

50-369 

P 

VAN BRUNT.EE 

851126002 2 

50-528 

S 

8511200124 50-397 

S 

TUCKER.H.B. 

8511210521 

50-370 

S 

VAN BRUNT.EE 

8511260255 

50-528 

s 

8511040170* 50-397 

Q 

TUCKER.H.B. 

8511210523 

50-414 

s 

VAN BRUNT.EE 

8511260381 

50-528 

F 

8511220004 50-344 

F 

TUCKER.H.B. 

8511220053 

50-369 

R 

VAN BRUNT.E.E 

8511260430 

50-529 

A 

8511180608* FOIA 


TUCKER.H.B. 

8511220107 

50-413 

P 

VAN DOORN.P.K. 

8511130239* 

50-413 

Q 

8511050148 50-528 

G 

TUCKER.H.B. 

8511220130 

50-269 

Q 

VAN DOORN.P.K. 

8511140329* 

50-413 

Q 

8511110395 50-528 

1 

TUCKER.H.B. 

8511220315 

50-413 

R 

VANDENBERG.D. 

8511220502 

50-255 

R 

8511260066 50-528 

1 

TUCKER.H.B. 

8511220372 

50-269 

R 

VANDERBEEK.R. 

8510040400* 

50-247 

P 

85111 40436 WASTE MGT 

TUCKER.H.B. 

8511220469 

50-370 

S 

VANDERBEEK.R. 

8510310097* 

50-286 

P 

8511130208* 50-278 

Q 

TUCKER.H.B. 

8511250211 

50-369 

P 

VANDERBEEK.R. 

8511010053* 

50-1 55 

P 

8511130275 WASTE MGT 

TUCKER.H.B. 

8511250242 

50-269 

F 

VANDERBEEK.R. 

8511220035* 

50-263 

F 

8511010523 50-320 

P 

TUCKER.H.B. 

8511260026 

50-269 

S 

VANDOORN.P.K. 

8511010474* 

50-413 

Q 

8511040089 50-320 

P 

TUCKER.H.B. 

8511260064 

50-369 

S 

VANDOORN.P.K. 
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50-250 

F 

WATTERS, J.P. 

8511130123 

71-9203 


50-321 

Q 

WEADOCK.A.A. 

8511120088* 

50-244 

Q 

50-250 

Q 

WEBER, M.F. 

8511140046 

WASTE RES 

50-41 4 

Q 

WEBSTER, C.S. 

8511220329 

NUREG 


50-324 

Q 

WEDDINGTON.R.E. 

8511140137* 

70-27 


50-269 

Q 

WEDDINGTON.R.E. 

8511140150* 

70-824 


50-250 

Q 

WEEKS, E.D. 

8511180565 

50-133 

R 

50-413 

F 

WEGERT.S. 

8511260497 

PR 


50-424 

Q 

WEGERT.S. 

8511260508 

PR 


50-400 

Q 

WEGST.W.F. 

8511040468 

50-142 

P 

50-324 

Q 

WEIL.C.H. 

8511070439* 

50-483 

Q 

50-369 

Q 

WEIL.C.H. 

8511070444* 

50-483 

Q 

50-280 

Q 

WEIL,C.H. 

8511070449* 

50-483 

P 

50-269 

Q 

WEIMER.J.A. 

8511010240* 

50-269 

P 

WASTE MGT 

WEINFURTER.E. 

8511210072 

50-265 

S 

50-328 

S 

WEISE.S.P. 

8511040336* 

50-390 

Q 

50-328 

Q 

WEISE.S.P. 

8511060056* 

50-390 

Q 

50-328 

S 

WEISE.S.P. 

8511060092* 

50-438 

Q 

50-327 

S 

WEISE.S.P. 

8511110226* 

50-327 

Q 

50-327 

s 

WEISS, D. 

8511220230* 

70-1100 


50-327 

R 

WEISTER.J.H. 

8511120370* 

50-456 

Q 

50-327 

s 

WELLS.C.E. 

8511250062 

50-346 

F 

50-327 

s 

WELLS, M. 

8511070030* 

50-445 

A 



PERSONA:. AUTHOR INDEX 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 




A € s * 

A,* $£*|AN&* FA 





S 

s 

s 

s 

p 

s 

s 


s 

R 

Q 




Si* '25C224 


e5V5SC2S5 

55*12^X5^ 

SS^JTOCS"* 

S 5 1 1260432 
S5V<2C2BC 
fiSV" 2-365 
851 *250097’ 
35^250237' 
7SX2SC157’ 
78 ? 2262 "! 56’ 

BS'? 1040414'’ 
851 ? £ 50083 “ 
35*7:7:284' 
S£ **130364' 1 
651**40334* 



50-209 ? 

50-3CS F 
50-20S S 

5u-3GS Q 

5C-3CS P 

50-309 S 

50-309 S 

50-309 R 

50-303 P 

50-305 P 

5C-3G9 P 

50-309 S 

50-309 S 

50-309 S 

PR 

WASTE RES 
71-S2G5 
50-409 
70-2964 
TOPREF 
TOPREP 
TOPREP 
50-423 
TOPREP 
TOPREP 
50-282 


Q 

A 

P 


WIESEMANN.R.A. 
WIESEMANN.R.A. 
WIGGINS, E. 
WIGGINS, E. 
WIGGINS, E. 
‘WIGGINS, E. 
WIGGINS, E. 
WIGGINS, E. 
WIGGINS, E. 
WIGGINS, E. 
WIGGINS, E. 
WIGGINS, E. 
WIGGINS, E. 
WIGGINS, E. 
WIGGINS, E. 
WIGGINS, E. 
WIGGINS, E. 
WIGGINS, E. 
WIGGINS, E. 
WIGGINS, E. 
WIGGINS, E. 
WIGGINS, E. 
WIGGINS, J. 
WIGGINS, J. 
WIGGINS.J.T. 
WIGGINS, J.T. 
WIGGINS.J.T. 
WIGGINS, J.T. 
WIGGINS.J.T. 
WIGGINS, J.T. 
WIGGINS.J.T. 
W’GG'NTCN.D.L 
J«GG:N7CN.0.L. 

w:gg.nto.\\d.l. 

W.'-BCJ.PN.G.R. 
7I_3 JS.VY.S. 
W.—vNSON.E c . 


iV iAMS.H.E. 

.W — iAi/S,H.C. 

lA.v'S.-i.C. 

W AMS.J. 


J. 

7 — :Af/3._. 


v; , ujAk , s.j.w. 

w.-l s .:a. 7 s 1 j.w. 

WjLJAMS.J.VV. 

WILIAMS j.VV. 
‘iv:; — iA?.-!S,j.w. 


WLJAMS.J.W. 
W'i: — iAWS.J.W. 
yV:__;a.V.S j W 
WLUAMSiJ.W. 
WL.i.AWS.J.W. 
•V'l—IAVS.J.VV. 
W i -LiAMS.J.W. 
WLL.'A’/S.J.W. 

w:_.:aws;j.w. 

WILUAMS.J.W. 

WILJAMS.J.W. 

WILLI AWS.J.W. 

WILJAHS.J.W. 

VVILLIAWS.J.W. 

WLJAMS.J.W. 

WILLIAMS, J.W. 

W.LLIAMS.JAV. 

’V L-: AMS, J.W. 

WILJAMS.J.W. 

VVILLIAMS.J.W. 

VYi'LJAMS.J.W, 

WILLIAMS, M 

WLLIAMS.M.G 

WILLIAMS. M.G 

WILL'AMS.M.G. 

WILLIAMS, M.G 

WILLIAMS, M.G. 

Williams, m.g. 

WILLIAMS, N.K 
WILLIAMS, N.H. 
WLL.AMS..N.K 


8511150115* 50-369 P 

8511250225* 50-282 P 

8511010119* CONTRACT 
8511010319* CONTRACT 
8511040031* CONTRACT 
8511040292* CONTRACT 
8511110319* CONTRACT 
8511110417* CONTRACT 
8511110447* CONTRACT 
8511120246* CONTRACT 
8511130419* CONTRACT 
8511190503* CONTRACT 
8511190526* CONTRACT 
8511200160* CONTRACT 
85112201 74* CONTRACT 
8511250316* CONTRACT 
8511250457* CONTRACT 
8511260560* CONTRACT 
8511260585* CONTRACT 
8511260615* CONTRACT 
8511270045* CONTRACT 
8511270092* CONTRACT 


50-219 

50-29 

50-423 

50-354 

50-309 

50-410 


50-410 

50-315 

50-315 

50-315 

FOIA 

50-327 

50-302 

FOIA 

50-528 

50-346 


8511130235 
8511210394’ 
8511040366’ 
8511040386’ 
8511070340’ 
8511130242* 

85111 80326* 50-410 

851 1200234* 50-271 

851 1220273 
8511070446 
8511200104 
8511200117 
8301060390* 
8511180817 
8511040208 
8405160065* 
8511260133* 
8511040249* 
8511120370* 50-456 

8511050140* QA999 

8511040428’ 
8511040436* 
8511110169 
8511190232 
8511190259 
8511260275 
8511270 225 
8511040241 
8511050030 
8511050101 
8511050314 
8511050336 
8511060046 
8511070119 
8511070129 
8511070227 
8511110018 
8511110247 
8511120115 
8511120130 
8511130165 
8511180161 
8511180245 
8511180407 
8511180613 
851119000 4 
85112101 72 
8511220060 
8511220213 
8511220226 
8511250261 


50-445 

50-445 

50-346 

50-346 

50-346 

50-346 

50-318 

50-250 

50-250 

50-389 

50-250 

50-250 

50-346 

50-389 

50-389 

50-251 

50-389 

50-250 

50-250 

50-250 

50-335 

50-250 

50-335 

50-335 

50-250 

50-250 

50-335 

NUREG 

50-250 

50-251 

50-250 

50-250 

50-335 

50-335 

50-250 

50-251 


8511260103’ 
8511260223 
8511260439 
8511270114 
8511270338 W - W( 
851 1 1 90059 50-482 

8511060248 50-482 

8511180202 
8511180214 
8511180224 
8511180235 
8511260096 
851 1 1 90240 
8511190257 
8511190266 


50-482 

50-482 

50-482 

50-482 

50-482 

50-445 

50-445 

50-445 


Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

S 

S 

P 

R 

F 

Q 

Q 

Q 

Q 

A 

S 

F 

P 

R 

P 

P 

P 

P 

S 

S 

P 

s 

s 

F 

P 

I 

F 

F 

F 

P 

S 

Q 

S 

R 

F 

S 

S 

P 

Q 

P 

P 

H 

S 

R 

S 

S 

S 

S 

S 

S 

A 

A 

A 


WILLIAMS, N,H, 
WILLIAMS, N.H. 
WILLIAMS, R.E. 
WILLIAMS, R.E. 
WILLIAMS.R.E. 
WILLIS.G. 
WILLSEY.W.B. 
WILLSEY.W.B, 
WILNER.S.M. 
WILNER.S.M. 
WILNER.S.M, 
WILSON, A. K. 
WILSON, B.A. 
WILSON, B.A. 
WILSON, B.A. 
WILSON, B.A. 
WILSON.B.A. 
WILSON, B.A. 
WILSON, B.D. 
WILSON, J.H. 
WILSON, J.L. 
WILSON, J.L. 
WILSON, R.C. 
WILSON, R.F. 
WILSON.R.F. 
WILSON, R.F. 
WILSON, W.E. 
WINDHAM, R. 
WINDHAM, R. 
WINK.L. 

WINK.L. 

WINTERS, R.W. 

WISE.R. 

WISEMAN, G.R. 

WISEMAN.G.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WSFN3URC.M ^ 

w s ; . N:iir f,-;.;*!.. 

W SEMUUHG.M ■ '.. 
W.S: Niu.l'K,),? i.i . 
/VSENMUHG.iM.': 
7Y SENSE- 13, Li F 
WiSCMSuncj.vi ■: 
WSENBURG, 

A' SFNBURG.w R 
■ALSLNi.U;? Ki.i.i 
WSFMJUHG.M 
WlSFNBURG.M.-l. 
W’SL.NBUHG.M R 
W.SFNRUHU.M.I; 
W-SLNJURli.M J i 
W.'SENBUHG.M R 
W.SLNttLRCj.i.R 
■■V SENGur-lCi.M.i . 
W-SEnSURG. \t I . 
WlSENBUIlG.o.R 
WJSrNTURG.MJ: 
W: SENS URC . .M I ■’ 
■.V'SEN-IU-iG.M.F. 
W.-SENBURCi M • 1 
W.SE'NriURG.M.R 
W SENBURG.M I-. 
WISENBURG.M.R. 
W:SENBURG,.‘.i F. 

WiSFNBURG.M.ii 
WiSENBURG.M ri 
WISFNBURG.M.R 
WiSEN’iURG.M R 
WISF.N3URG.M R 
VV.SE'NBURG fi R 
WISENBURG.M.R. 
W:SE(\BURG.M .R 
WISEN3UHG.M H 
a:sen3urg.m f: 

WISENBURG.M.R 
WiSENBURG.M H 
WISENBURG.M.R. 
WISENBURG.M.R. 
WlSEMBURG M R 
WiSENBURC M R 
WISE NB URG i M . R . 


8511 190340 

8511190368 

851 1120377 

8511140013 

8511140195 

851 1060494 * 

8511040146 

8511070115 

851113003 1 

8511210568 

851 1210597 

8511200094 * 

8511060233 * 

8511110278 * 

8511130042 * 

8511 190199 * 

8511210515 ' 

8511270240 ’ 

8511070600 

8511140413 

8511060155 

8511120042 

8511110051* 

8511050104 

85110701 13 

8511250200 

8511050024 

8511070000 

851 1 130081 

8511040387* 

8511210295* 

8511250072* 

8511190300* 

8511250299 * 

8511270213* 

851101001 1 

8511010049 

851101012G 

851 1010178 

8511010180 

8511010195 

8511010200 

8511010223 

8511010236 

8511010286 

8511010291 

8511010301 

8511040002 

8511040003 

8511040004 

8511040069 

8511040081 

8511040085 

8511040092 

8511040117 

8511040163 

8511040185 

8511040197 

851104021 1 

8511040221 

8511040233 

8511040257 

8511040283 

8511040284 

8511040333 

8511050005 

8511050015 

851 060021) 

851 1050033 
851 5050048 
351 1050050 
851 1050066 
851 1050063 
851 1050084 
851 1050090 
8511050105 
05110501 ■ a 
851 1050127 
851 7050150 
851 1050173 
8511050179 
8511050181 
8511050184 

8511050188 
8511050190 
8511050191 
851 1050204 
851 1050232 


50-445 A 

50-445 A 

WASTE RES 
WASTE RES 
WASTE RES 
50-445 A 

60-2/7 R 

50-352 R 

40-8/24 
40-8724 
40-8794 
FOIA 

SO 26 1 Q 

50-321 Q 

60 324 Q 
50 4 Hi Q 
50 270 V 
50-4 1 3 Q 

XPORTIJC 
60-382 P 

50-280 S 

50-280 S 

50-266 Q 

50-719 P 

50-219 P 

60-219 p 

50-27 p 

50-298 f 

50 298 F 
50 443 Q 

50-354 Q 

50-219 Q 

40-802/ 

50-338 Q 

50 4 1 4 Q 

50 498 l : 

50*498 P 

50-498 p 

50-498 L 
50-498 r 

50-498 F 

50-498 £ 

50 498 p 

50498 A 

50498 l 

60498 A 

50 498 | 

50-498 F 

50 498 J- 

50-490 E 
50498 j 

50490 f 

50498 (, 

50 498 A 

50498 | 

50 498 A 

50-498 1 

50-498 A 
50498 j 

50498 |. 

60-498 f 

50 490 1 

50 490 F 

50490 f 

50490 F 

50-498 fi 

50-498 F 

50-498 f- 

50-490 

50498 E 

50498 £ 

50*490 E 

50498 A 

50-490 F 

50-490 F 

60-498 f 

50-490 E 

50498 E 

50*498 F 

50498 E 

50498 E 

50490 E 

50498 E 

50498 E 

50498 E 

50498 E 

50498 E 

50498 £ 
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AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

WISENBURG.M.R. 

8511050248 

50-498 

E 

WYNGARDEN.S.D. 

8511010544* 

70-2997 


ZERBE.J.E. 

8511130336* 

FOIA 


WISENBURG.M.R. 

8511050255 

50-498 

E 

YANDELL.L.A. 

8511220082* 

50-482 

Q 

Z1CKGRAF.E. 

8511150083 

PR 


WISENBURG.M.R. 

8511050258 

50-498 

E 

YANDELL.L.A. 

8511220114* 

50-267 

Q 

ZIMMERMAN.J.V. 

8511180512* 

FOIA 


WISENBURG.M.R. 

8511050268 

50-498 

E 

YANDELL.L.A. 

8511220141* 

50-285 

Q 

ZIMMERMAN, J.V. 

8511180529* 

FOIA 


WISENBURG.M.R. 

8511050273 

50-498 

E 

YANDELL.LA. 

8511220155* 

50-482 

Q 

ZIMMERMAN, R. 

8511010288 

50-528 

S 

WISENBURG.M.R. 

8511050279 

50-498 

E 

YANDELL.L.A. 

8511260582* 

50-382 

Q 

ZIMMERMAN, R. 

8511050222 

50-528 

S 

WISENBURG.M.R. 

8511060290 

50-498 

A 

YAPCHANYK.D. 

8511130272 

50-245 

S 

ZIMMERMAN, R. 

8511200006 

50-528 

S 

WISENBURG.M.R. 

8511120101 

50-498 

A 

YAPCHANYK.D. 

8511260057 

50-245 

S 

ZIMMERMAN, S.R 

8511060198 

50-400 

A 

WISENBURG.M.R. 

8511130064 

50-498 

E 

YAPCHANYK.D.J. 

8511040024 

50-245 

S 

ZIMMERMAN, S.R. 

8510080455 

50-261 

P 

WISENBURG.M.R. 

8511130294 

50-498 

A 

YAPCHANYK.D. Y. 

8511180272 

50-245 

S 

ZIMMERMAN, S.R. 

8511040152 

50-261 

F 

WISENBURG.M.R. 

8511190173 

50-498 

F 

YIN.l.T. 

8511050098* 

50-237 

Q 

ZIMMERMAN, S.R. 

8511040293 

50-400 

Q 

WISENBURG.M.R. 

8511190317 

50-498 

E 

YIN.l.T. 

8511180578* 

50-346 

Q 

ZIMMERMAN, S.R. 

8511060254 

50-325 

Q 

WISENBURG.M.R. 

8511190336 

50-498 

E 

YORK.J. 

8511070074* 

50-445 

A 

ZIMMERMAN.S.R. 

8511130338 

50-261 

Y 

WISENBURG.M.R. 

8511250021 

50-498 

E 

YORK.J.W. 

8511040336* 

50-390 

Q 

ZIMMERMAN, S.R. 

8511130355 

50-261 

P 

WISENBURG.M.R. 

8511260154 

50-498 

F 

YORK.J.W. 

8511060092* 

50-438 

Q 

ZIMMERMAN.S.R. 

8511140099 

50-261 

Y 

WISENBURG.M.R. 

8511260189 

50-498 

A 

YOUNG, T. 

8511040087* 

50-529 

Q 

ZIMMERMAN.S.R. 

8511180518 

50-400 

E 

WISENBURG.M.R. 

8511260429 

50-498 

E 

YOUNG, T. 

8511040219* 

50-529 

Q 

ZIMMERMAN.S.R. 

8511190511 

50-261 

Y 

WISNER.C.E. 

8511200271 * 

50-445 

Q 

YOUNG, T. 

8511060503* 

50-529 

Q 

ZIMMERMAN.S.R. 

8511250055 

50-261 

Y 

WITHERS.B.D. 

8511010160 

50-344 

P 

YOUNG, T. 

8511140242* 

50-362 

Q 

ZIMMERMAN.S.R. 

8511260452 

50-400 

A 

WITHERS, B.D. 

8511010165* 

50-344 

P 

YOUNGBLOOD.B.J. 

8511010264 

50-440 

A 

ZIMMERMAN.S.R. 

8511260525 

50-261 

F 

WITHERS.B.D 

8511010177* 

50-344 

Q 

YOUNGBLOOD.B.J. 

8511040068 

50-483 

P 

ZIMMERMAN.S.R. 

8511270067 

50-400 

K 

WITHERS.B.D. 

8511050034 

50-344 

F 

YOUNGBLOOD.B.J. 

8511040421 

50-454 

P 

ZITZER.P. 

8511150091 

50-352 

G 

Wl'l HERS.3.D. 

8511050109 

50-344 

F 

YOUNGBLOOD.B.J. 

8511040476 

50-455 

A 

ZLOTNICKI.J.M. 

8511260488 

PR 


WITHERS.B.D. 

8511050197 

50-344 

P 

YOUNGBLOOD, B.J. 

8511060013 

50-483 

P 

ZUPKO.J.M. 

8511140232 

50-311 

S 

WITHERS.B.D. 

8511050199* 

50-344 

P 

YOUNGBLOOD.B.J. 

8511060038 

50-454 

F 

ZUPKO.J.M. 

8511140403 

50-311 

S 

WITHERS.B.D 

8511050269 

50-344 

P 

YOUNGBLOOD, B.J. 

8511110310 

50-440 

E 

ZUPKO.J.M. 

8511140483 

50-272 

S 

WITHERS.B.D. 

8511120031 

50-344 

P 

YOUNGBLOOD.B.J. 

8511110353 

50-454 

P 

ZUPKO.J.M. 

8511200132 

50-272 

R 

WIT HERS.B.D. 

8511180350 

50-344 

P 

YOUNGBLOOD.B.J. 

8511120074 

50-440 

E 

ZUPKO.J.M. 

8511210049 

50-311 

R 

WFHERS.3.D. 

8511190318 

50-344 

P 

YOUNGBLOOD.B.J. 

8511180053 

50-482 

H 

ZURFLUEH.E.G. 

8511010512 

MISC 


WITHERS.B.D. 

8511200199 

50-344 

S 

YOUNGBLOOD, BJ. 

8511180569 

50-482 

H 

ZURFLUEH.E.G. 

8511220294 

RES 


WITHERS.B.D. 

8511250098 

50-344 

F 

YOUNGBLOOD.B.J. 

8511180620 

50-482 

H 

ZWOLINSKI.J.A. 

8511010305 

50-244 

P 

WITHERS.B.D. 

8511260159 

50-344 

F 

YOUNGBLOOD.B.J. 

8511180656 

50-483 

F 

ZWOLINSKI.J.A. 

8511010338 

50-255 

P 

W'lrJ 

8511130321* 

50-282 

P 

YOUNGBLOOD.B.J. 

8511180662 

50-482 

H 

ZWOLINSKI.J.A. 

8511010344* 

50-255 

P 

WiTT.r.J. 

8511130324* 

50-282 

P 

YOUNGBLOOD.B.J. 

8511180672 

50-482 

H 

ZWOLINSKI.J.A. 

8511010435 

50-245 

E 

WITT.R.M. 

8511260508 

PR 


YOUNGBLOOD.B.J. 

8511180679 

50-482 

H 

ZWOLINSKI.J.A. 

8511010445* 

50-245 

E 

WITTMAN.R. 

8511250060 

50-302 

F 

YOUNGBLOOD.B.J. 

8511180712 

50-483 

P 

ZWOLINSKI.J.A. 

8511010540 

50-155 

P 

WITZIG.W.F. 

8511040330* 

50-219 

P 

YOUNGBLOOD, B.J. 

8511190226 

50-482 

P 

ZWOLINSKI.J.A. 

851 1040054 

50-155 

P 

WOJNAROWSKI.J. 

8511050219 

50-237 

P 

YOUNGBLOOD.B.J. 

8511220227 

50-423 

E 

ZWOLINSKI.J.A. 

851 1040058* 

50-155 

P 

WOJNAROWSKI.J. 

8511050265 

50-254 

P 

YOUNGBLOOD.B.J. 

8511220281 

50-483 

P 

ZWOLINSKI.J.A. 

851 1060028 

50-237 

P 

WOJNAROWSKI.J. 

8511130195 

50-237 

F 

YOUNGBLOOD.B.J. 

8511220293 

50-440 

A 

ZWOLINSKI.J.A. 

8511060059 

50-206 

P 

WOJNAROWSKI.J. 

8511140031 

50-254 

F 

YOUNGBLOOD.B.J. 

8511220357 

50-483 

P 

ZWOLINSKI.J.A. 

8511060103 

50-206 

P 

WOJNAROWSKI.J. 

8511140053 

50-237 

P 

YOUNGBLOOD.B.J. 

8511220359* 

50-483 

P 

ZWOLINSKI.J.A. 

8511060130 

50-206 

P 

WOJNAROWSKI.J. 

8511220234 

50-254 

P 

YOUNGBLOOD.B.J. 

8511220497 

50-483 

P 

ZWOLINSKI.J.A. 

8511060191 

50-206 

P 

WOJTULEWICZ.T. 

8511120190 

50-237 

S 

YOUNGBLOOD.B.J. 

8511220503* 

50-483 

P 

ZWOLINSKI.JA 

8511060274 

50-29 

P 

WOLFE, S.J. 

8511070400 

50-443 

G 

YOUNGBLOOD.B.J. 

8511220516 

50-440 

A 

ZWOLINSKI.J.A. 

8511060279* 

50-29 

P 

WOLFE, S.J. 

8511130219 

50-320 

G 

YOUNGBLOOD.B.J. 

8511250032 

50-423 

E 

ZWOLINSKI.JA. 

8511070318 

50-16 

W 

WOLFE, S.J. 

8511130266 

50-320 

G 

YOUNGBLOOD.B.J. 

8511260229 

TOPREP 


ZWOLINSKI.JA. 

8511070322* 

50-16 

W 

WONG.H. 

8511260311* 

50-213 

R 

YOUNGBLOOD.B.J. 

8511260621 

50-423 

A 

ZWOLINSKI.JA. 

8511110403 

50-155 

P 

WONG.H.H. 

8511260306* 

50-213 

R 

YOUNGBLOOD, R. 

8511120038 

50-424 

A 

ZWOLINSKI.JA. 

8511110468 

50-245 

F 

WONG.H.J. 

8511210144* 

50-455 

Q 

YOWS.D.G. 

8511050263 

50-528 

F 

ZWOLINSKI.JA. 

8511120039 

50-206 

P 

WOODARD, C.H. 

8511130389* 

50-412 

Q 

YUHAS.G. 

8511210252* 

50-397 

Q 

ZWOLINSKI.JA 

8511120312 

50-155 

P 

WOODARD, J.D. 

8511180556 

50-364 

R 

YUHAS.G.P. 

8511040015* 

50-344 

Q 

ZWOLINSKI.JA. 

8511120318* 

50-155 

P 

WOODARD, J.D. 

8511200125 

50-348 

R 

ZAMBELLI.WA 

8511250139 

50-341 

F 

ZWOLINSKI.JA 

8511140268 

50-206 

P 

WOODARD, J.D. 

8511220215 

50-348 

S 

ZECH.G.G. 

8511040045 

QA999 


ZWOLINSKI.JA 

8511140332 

50-155 

P 

WOODARD, J.D. 

8511260567 

50-348 

S 

ZECH.G.G. 

8511040263 

QA999 


ZWOLINSKI.JA 

8511150031 

50-244 

P 

WOODARD.R.E. 

8511260204 

PR 


ZECH.G.G. 

8511050182 

QA999 


ZWOLINSKI.J.A. 

8511150038* 

50-244 

P 

WOODHEAD.C. 

8511010472 

50-142 

G 

ZECH.G.G. 

8511110047 

50-266 

Q 

ZWOLINSKI.JA 

8511150055 

50-29 

P 

WOODHEAD.C. 

8511010472 

50-142 

G 

ZECH.G.G. 

8511110051* 

50-266 

Q 

ZWOLINSKI.JA 

8511150062* 

50-29 

P 

WOODHEAD.C. 

8511010472 

50-142 

G 

ZECH.G.G. 

8511120235 

QA999 


ZWOLINSKI.JA. 

8511180483 

50-245 

P 

WOODHEAD.C.P. 

8511010425 

50-440 

G 

ZECH.G.G. 

8511140087 

QA999 


ZWOLINSKI.JA. 

8511180485 

50-155 

P 

WOODHEAD.C.P. 

8511150019 

50-142 

G 

ZECH.G.G. 

8511140163 

QA999 


ZWOLINSKI.JA. 

8511180493* 

50-245 

P 

WOODLAN.D.R. 

8511050038 

50-445 

V 

ZECH.G.G. 

8511140241 

QA999 


ZWOLINSKI.JA. 

8511180697 

50-245 

P 

WOODLAN.D.R. 

8511050070 

50-445 

F 

ZECH.G.G. 

8511140299 

QA999 


ZWOLINSKI.JA. 

8511190404 

50-244 

P 

WOOLDRIDGE, R.A. 

8511110006 

50-445 

G 

ZECH.G.G. 

8511140304 

50-324 

Q 

ZWOLINSKI.J.A, 

8511200325 

50-206 

Q 

WOOLDRIDGE, R.A. 

8511110006 

50-445 

G 

ZECH.G.G. 

8511140337 

QA999 


ZWOLINSKI.JA. 

8511210223 

50-155 

P 

WOOLDRIDGE.R.A. 

8511190348 

50-445 

G 

ZECH.G.G. 

8511140344 

QA999 


ZWOLINSKI.J.A. 

8511220236 

50-213 

P 

WRIGHT.A.L. 

8511070242 

NUREG 


ZECH.G.G. 

8511140360 

QA999 


ZWOLINSKI.J.A. 

8511220401 

50-155 

P 

WRIGHT, G. 

8511190445 

50-341 

S 

ZECH.G.G. 

8511140366 

QA999 


ZWOLINSKI.JA. 

8511220471 

50-213 

F 

WRIGHT.G. 

8511250040 

50-341 

S 

ZECH.G.G. 

8511150047 

QA999 


ZWOLINSKI.JA. 

8511220504 

50-245 

P 

WRIGHT, G.C. 

8511140117* 

50-341 

Q 

ZECH.G.G. 

8511190090 

QA999 


ZWOLINSKI.JA. 

8511250053 

50-29 

P 

WRIGHT.G.C. 

8511220276* 

50-10 

Q 

ZECH.G.G. 

8511190250 

QA999 


ZWOLINSKI.J.A. 

8511250059* 

50-29 

P 

WRIGHT, R.W. 

8511050318* 

50-424 

Q 

ZECH.G.G. 

8511200061 

QA999 


ZWOLINSKI.J.A. 

8511250162 

50-219 

P 

WRIGHT, R.W. 

8511050337* 

50-424 

Q 

ZECH.G.G. 

8511200222 

QA999 


ZWOLINSKI.J.A. 

8511250167* 

50-219 

P 

WRIGHT, R.W. 

8511110085* 

50-414 

Q 

ZECH.G.G. 

8511250020 

QA999 


ZWOLINSKI.J.A. 

8511250222 

50-219 

P 

WRIGHT, S.V. 

8511140237 

27-48 


ZECH.G.G. 

8511250124 

QA999 


ZWOLINSKI.JA. 

8511250231* 

50-219 

P 

WURL.S. 

8511070300 

FOIA 


ZECH.L.W. 

8511190412 

50-440 

G 

ZWOLINSKI.J.A. 

8511270106 

50-219 

P 

WVKE.T.F. 

8511210514 

50-369 

F 

ZERBE.J.E. 

8308090842* 

FOIA 


ZWOLINSKI.J.A. 

8511270107* 

50-219 

P 
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The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-232 P. 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 

ACRS. 


These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
index entitled “Cross Reference of Enclosures to 
Principal Documents.” 


AUTHOR AFFILIATION 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


AUTHOR AFFILIATION 


3M Co., Minnesota Mining & Manufacturing 
Co. 

A. Neil Finlayson, Ltd. 

ARVIN/CALSPAN Advanced Technology Center 


Ace-Federal Reporters, Inc. 
Advanced Medical Systems, Inc. 


Advanced Resource Development Corp. 

Advanced Technology Center of Southeaste 
rn Pennsylvania 

Aerospace Corp. 


Agriculture, Dept, of, Graduate School, 

Washington, DC 

Air Force, Dept, of 

Air Products & Chemicals, Inc. 

Alabama Power Co. 


Alabama, State of 
Alexandria Hosp., Alexandria, VA 
Allegheny International, Inc. 


Allied Corp. 

Alpha-Omega Geotech, Inc. 
American College of Cardiology 


8511130044 

71-9176 


8511260399 

PR 


8511190562* 

MISC 


8502070293* 

50-206 

P 

8507250213* 

50-245 

P 

8509050141* 

50-206 

Q 

8511210594 

NUREG 


8511200160* 

CONTRACT 


8511210318 

71-9094 


8511210513 

71-9049 


8511050238* 

50-237 

F 

8511050253* 

50-254 

F 

8511200144 

FOIA 


8511130005 

WASTE RES 


8511130006* 

WASTE RES 


8511210565 

WASTE RES 


8511210566* 

WASTE RES 


8511260615* 

CONTRACT 


8511260377 

PR 


8511140064* 

50-237 

P 

8511040266 

50-348 

Q 

8511040275 

50-348 

Q 

8511040280 

50-348 

Q 

8511050027 

50-348 

P 

8511050027 

50-348 

P 

8511050052 

50-348 

S 

8511050055 

50-348 

S 

8511050060 

50-364 

S 

8511050064* 

50-364 

s 

8511050065 

50-348 

S 

8511050171 

50-348 

P 

8511050174* 

50-348 

P 

8511050192 

50-348 

p 

8511050192 

50-348 

p 

8511050340 

50-364 

S 

8511060189 

50-364 

S 

8511060225 

50-364 

s 

8511060466 

50-364 

s 

8511060477 

50-364 

S 

8511060484 

50-364 

s 

8511060502 

50-364 

s 

8511070065 

50-348 

s 

8511070103 

50-364 

s 

8511070108 

50-364 

s 

8511120034 

50-364 

s 

8511120301 

50-348 

R 

8511120303* 

50-348 

R 

8511130091 

50-348 

Q 

8511140092 

71-333 


8511180446 

50-364 

P 

8511180556 

50-364 

R 

8511190285 

50-348 

P 

8511200125 

50-348 

R 

8511210203 

50-364 

P 

8511220215 

50-348 

S 

8511250251 

50-348 

F 

8511260567 

50-348 

S 

8511260183 

PR 


8511260418 

REGGD 


8511130031 

40-8724 


8511210568 

40-8724 


8511210597 

40-8724 


8511140019 

71-6273 


8511110248 

PR 


8511110019 

PR 



American College of Nuclear Cardiology 
American College of Nuclear Physicians 
American Institute of Steel Construction 
Inc. 

American Nuclear Corp. 


American Nuclear Insurers 
Ameron 

Amersham Corp. 

Analysis & Technology, Inc. 
Anefco, Inc. 


Anthony, R.L. 

Argonne National Laboratory 


Arizona Nuclear Power Project (formerly 
Arizona Public Service Co.) 


ACCESSION 

NUMBER 

8511260435 
8511260479 
851 1010085* 

8511260198 

8511260646 

8511260180 

8511060242* 

8511070046* 

8511260488 

8511070127* 

8511130131 

8511130136* 

8511140144 

8511140146* 

8511180447 

8511180533 

8511060402* 

8511190570 

8511250006 

8511010075 

8511010296 

8511010395 

8511010545 

8511040066 

8511040083 

8511050040 

8511050122 

8511050161 

8511050161 

8511050169 

8511050263 

8511060217 

8511070058 

8511070179 

8511110095 

8511110095 

8511110161 

8511110161 

8511120062 

8511120122 

8511130335 

8511130362 

8511140003 

8511140003 

8511140003 

8511140218 

8511140218 

8511140218 

8511140261 

8511140261 

8511140261 

8511140274 

8511150068 

8511180178 

8511190165 

8511190476 

8511190516 

8511200100 

8511200115 

8511210005 

8511210005 

8511210352 

8511210357* 

8511220154 

8511220159* 

8511250154 


SUBJECT 

CATEGORY 

PR 

PR 

50-373 

40-4492 

40-4492 

50-254 

FOIA 

FOIA 

PR 

CONTRACT 

71-9192 

71-9192 

71-9192 

71-9192 

50-352 

50-352 

ORG 

NUREG 

NUREG 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-529 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-529 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-529 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 


P 


J 


P 

P 

P 
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AUTHOR AFFILIATION 


Arizona, State of 


Arizona, Univ. of, Tucson, A2 


Arkansas Power & Light Co. 


Army, Dept, of 


Army, Dept, of, Army Engineer Waterways 
Experiment Station 


Arthur Anderson & Co. 

Automatic Switch Co. 

BEMW, Inc. (formerly Binder, Elster, 

Mendelson & Wheeler, Inc.) 

BWR Owners Group 


Babcock & Wilcox Co. 


Babcock & Wilcox Operating Plants Owners 
Group 


Bailey Controls Co. (subs, of Babcock & 
Wilcox Co.) 


Baltimore Gas & Electric Co. 


ACCESSION SUBJECT 

DUMBER CATEGORY 


8511260022 

50-528 

S 

8511260255 

50-528 

S 

8511260381 

50-528 

F 

8511260430 

50-529 

A 

8511180128 

STATE PRO 

G 

8511260489 

PR 


8511130399 

WASTE RES 


8511130406* 

WASTE RES 


8511260157 

FOIA 


8511010159 

50-313 

F 

8511050044 

50-313 

F 

8511050044 

50-313 

F 

8511060089 

50-368 

S 

8511070048 

50-368 

S 

8511070086 

50-313 

F 

8511110377 

50-313 

S 

8511120046 

50-313 

F 

8511140235 

50-313 

F 

8511140235 

50-313 

F 

8511180056 

50-313 

F 

8511180152 

50-313 

S 

8511180286 

50-313 

F 

8511180286 

50-313 

F 

8511180516 

50-313 

F 

8511180780 

50-313 

R 

8511190313 

50-313 

F 

8511200015 

50-368 

R 

8511250042* 

50-313 

Q 

8511250105 

50-313 

F 

8511260165 

50-313 

P 

8511260483 

NUREG 


8511260596* 

50-313 

Q 

8511270275 

50-368 

S 

8511110447* 

CONTRACT 


8511130419* 

CONTRACT 


8511210092 

FOIA 


8511110408 

NUREG 


8511110415 

NUREG 


8511110452 

NUREG 


8511110459 

NUREG 


8511120176 

NUREG 


8511070257 

FOIA 


8511200225 

QA999 


8511040292* 

CONTRACT 


8511130078 

TOPREP 


8511190288 

TOPREP 


8511210379 

TOPREP 


8511010240* 

50-269 

P 

8511040036* 

50-302 

P 

8511060114 

70-27 


8511060237 

70-824 


8511060263 

70-27 


8511060358 

70-27 


8511060476 

70-27 


8511070088 

70-27 


8511070197 

70-27 


8511070445 

71-5088 


8511070459 

70-27 


8511110023* 

50-389 

P 

8511110253 

70-27 


8511120004 

70-27 


8511130123 

71-9203 


8511140110 

70-364 


8511180499* 

TOPREP 


8511190258* 

50-312 

P 

8511060272 

TOPREP 


8511060275* 

TOPREP 


8511130271 

TOPREP 


8511180489 

TOPREP 


8511180501 

TOPREP 


8511180011* 

FOIA 


8511180014* 

FOIA 


8511250207* 

50-354 

A 

8511040159 

50-317 

F 

8511040159 

50-317 

F 

8511040309 

50-317 

F 

8511040309 

50-317 

F 

8511040440 

50-317 

S 

8511060192 

50-317 

S 

8511110098 

50-317 

F 

8511110098 

50-317 

F 

8511110187 

50-317 

P 

8511110187 

50-317 

P 

8511110194 

50-317 

F 

8511110194 

50-317 

F 


AUTHOR AFFILIATION 


Barris, Sott, Denn & Driker 
Battelle Memorial Institute 

Battelle Memorial Institute, Columbus 

Laboratories 

Battelle Memorial Institute, Pacific 
Northwest Laboratories 


Bechtel Corp. 

Benedict Nuclear Pharmaceutical, Inc. 
Bergen County, NJ 

Berthold Systems, Inc. (affiliate of Lab 
of Dr. Berthold, Wildbad, GDR) 
Bio-Med Associates, Inc. 

Bishop, Liberman, Cook, Purcell & 
Reynolds 

Boston Edison Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8511110195* 50-317 P 
8511110195* 50-317 P 
8511110245 50-317 F 
8511110250 50-317 F 
8511110250 50-317 F 

8511110290 50-317 P 
8511110290 50-317 P 
8511120053 50-317 F 
8511120053 50-317 F 
8511120099 50-317 F 

8511120099 50-317 F 
8511120105* 50-317 F 
8511120105* 50-317 F 
8511130278 50-317 P 
8511130278 50-317 P 


8511130284* 50-317 

8511130284* 50-317 

8511140292 50-317 

8511150053 PR 

8511180136 50-317 

8511180166 50-317 

8511180230 50-317 

8511180259 50-317 

8511180284 50-318 

8511180401 50-317 

8511180401 50-317 

8511180509 50-317 

8511180509 50-317 

8511190431 50-317 

8511220382 50-318 

8511250101 50-317 

8511250101 50-317 

8511250108 50-317 

8511260048 50-318 

8511260600 50-318 

8511270225 50-318 

8511270020 FOIA 

8511140436 WASTE MGT 

8511140438* WASTE MGT 

8511110294 50-352 


8511110327 NUREG 
8511110431 NUREG 

8212070135* FOIA 


8302140070* FOIA 
8303290522* FOIA 
8511010008 NUREG 

8511050309 NUREG 

85111 20320* CONTRACT 

8511180031* FOIA 
8511210068* FOIA 
8511210084* FOIA 
8511210094* FOIA 
8511210098* FOIA 

8511210266 NUREG 

8511210279 NUREG 

8511060294* 50-498 

8511070054* FOIA 
8511070056* FOIA 

8511070059* FOIA 
8511070275* 50-482 

8510100020 REGGD 

8511210604* FOIA 
8511150056 PR 


8511260148 PR 

8511260212 PR 

8511260382 PR 

8511050162 50-445 


8511120096 50-416 

8511130363* 50-445 

8511150104 50-445 

8511010021 50-293 

8511010056 50-293 

8511070208 50-293 

8511110181 50-293 

8511110202 50-293 

8511130381 50-293 

8511180460 50-293 

8511190106 50-293 

8511200118 50-293 

8511210379 TOPREP 

8511220008 50-293 

8511220146 50-293 

8511220148* 50-293 

8511220438 50-293 

8511250113 50-293 
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AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


8511250179 

50-293 

P 


8511040475* 

50-142 


8511250189* 

50-293 

P 


8511150030* 

50-142 

Boston Univ. Medical Center, Boston, MA 

8511060066 

PR 


California, Univ. of, Santa Barbara, CA 

8511250126 

50-433 


8511260389 

REGGD 



8511250160 

50-433 

Brand Examination Services & Testing Co. 

8511070162 

71-180 


Camp Dresser & McKee, Inc. 

8511110320* 

40-8502 


8511070170* 

71-180 



8511110323* 

40-8502 

Braunkohle Transport & Storage, Inc. 

8511220454* 

XPORTLIC 


Campaign for Prosperous Georgia 

8511010483 

50-424 

Brigham Young Univ., Provo, UT 

8511210486 

71-9860 



8511010483 

50-424 

Brookhaven National Laboratory 

8511010391 

50-317 

P 


8511010504 

50-424 


8511050305 

NUREG 



8511010504 

50-424 


8511070201* 

50-445 

A 

Carboline Co. 

8511050317* 

FOIA 


8511070201* 

50-445 

A 


8511060219* 

FOIA 


8511070201* 

50-445 

A 


8511060230* 

FOIA 


8511070207* 

50-445 

A 


8511060236* 

FOIA 


8511070207* 

50-445 

A 


8511060257* 

50-445 


8511070207* 

50-445 

A 


8511060268* 

FOIA 


8511070212* 

50-445 

A 


8511060270* 

FOIA 


8511070212* 

50-445 

A 


8511060285* 

FOIA 


8511070212* 

50-445 

A 


8511060295* 

50-445 


8511070218* 

50-445 

A 


8511060297* 

FOIA 


8511070218* 

50-445 

A 


8511060333* 

FOIA 


8511070218* 

50-445 

A 


8511060399* 

FOIA 


8511070224* 

50-445 

A 


8511060400* 

FOIA 


8511070224* 

50-445 

A 


8511060403* 

FOIA 


8511070224* 

50-445 

A 


8511070051* 

FOIA 


8511070235* 

50-445 

A 

Carolina Power & Light Co. 

8510080455 

50-261 


8511070235* 

50-445 

A 


8511010294 

50-400 


8511070235* 

50-445 

A 


8511040152 

50-261 


8511120038 

50-424 

A 


8511040215 

50-324 


8511130004 

WASTE RES 



8511040285 

50-324 


8511130218 

■ WASTE RES 



8511040285 

50-324 


8511140212 

WASTE RES 



8511040293 

50-400 


8511140230* 

WASTE RES 



8511040297* 

50-400 


8511140256 

WASTE RES 



8511040298 

50-324 


8511180634 

NUREG 



8511040321 

50-324 


8511180647 

NUREG 



8511040431 

50-325 


8511190505 

NUREG 



8511050018 

50-261 


8511200188* 

50-445 

A 


8511050207 

50-400 


8511200277* 

50-445 

A 


8511050307 

50-324 


8511200286* 

50-445 

A 


8511060198 

50-400 

Brookings Institute 

8511210110 

FOIA 



8511060254 

50-325 

Brown & Root, Inc. (subs, of Halliburton 

8511040180* 

50-445 

A 


8511110199 

50-324 

Co.) 





8511110211 

50-261 


8511040474* 

50-445 

A 


8511110243 

50-325 


8511040488* 

50-445 

A 


8511110300 

50-261 


8511040494* 

50-445 

A 


8511110394 

50-325 


8511050329* 

50-445 

A 


8511120225 

50-400 


8511070030* 

50-445 

A 


8511120232 

50-400 


8511070030* 

50-445 

A 


8511120395 

50-400 


8511070030* 

50-445 

A 


8511120418 

50-324 


8511070033* 

50-445 

A 


8511120432 

50-324 


8511070036* 

50-445 

A 


8511130023 

50-325 


8511070036* 

50-445 

A 


8511130048* 

50-324 


8511070036* 

50-445 

A 


8511130230 

50-324 


8511070043* 

50-445 

A 


8511130250 

50-324 


8511070071* 

50-445 

A 


8511130279 

50-400 


8511070072* 

50-445 

A 


8511130307 

50-324 


8511070074* 

50-445 

A 


8511130307 

50-324 


8511070077* 

50-445 

A 


8511130309* 

50-324 


8511070090* 

50-445 

Q 


8511130319* 

50-324 


8511070101* 

50-445 

A 


8511130319* 

50-324 


8511070102* 

50-445 

A 


8511130338 

50-261 


8511070107* 

50-445 

A 


8511130355 

50-261 


8511070112* 

50-445 

A 


8511130359 

50-400 


8511070246* 

50-445 

A 


8511140001 

50-400 


8511070246* 

50-445 

A 


8511140072 

50-400 


8511070246* 

50-445 

A 


8511140077 

50-261 


8511070285* 

50-445 

A 


8511140083* 

50-261 


8511070285* 

50-445 

A 


8511140099 

50-261 


8511070285* 

50-445 

A 


8511140099 

50-261 

Brown Univ., Providence, Rl 

8511050139* 

CONTRACT 



8511140336 

50-261 

Butler Univ., Holcomb Research Institute 

8511140254* 

WASTE MGT 



8511140339* 

50-261 

Indianapolis, IN 





8511140384 

50-400 

C.M. Sorenson, MD & Associates 

8511260457 

PR 



8511140387 

50-400 

CYGNA Energy Services 

8511190240 

50-445 

A 


8511150005 

50-324 


8511190240 

50-445 

A 


8511180240 

50-324 


8511190257 

50-445 

A 


8511180434 

50-325 


8511190257 

50-445 

A 


8511180475 

50-324 


8511190266 

50-445 

A 


8511180475 

50-324 


8511190266 

50-445 

A 


8511180518 

50-400 


8511190340 

50-445 

A 


8511180715 

50-325 


8511190368 

50-445 

A 


8511180746 

50-325 


8511190368 

50-445 

A 


8511190347 

50-261 

Cajun Electric Power Cooperative, Inc. 

8511040377* 

50-458 

1 


8511190359* 

50-261 

California, Univ. of, Berkeley, CA 

8511040070 

50-224 

S 


8511190511 

50-261 

California, Univ. of, Irvine, CA 

8511070584* 

50-445 

A 


8511190511 

50-261 


8511260348* 

50-326 

Q 


8511200012 

50-261 

California, Univ. of, Los Angeles, CA 

8511010472 

50-142 

G 


8511200054 

50-400 


8511040468 

50-142 

P 


8511200057* 

50-400 
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344 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 


NUMBER 

CATEGORY 



NUMBER 


8511210378 

50-400 

F 


8511210420 


8511220447 

50-324 

S 


8511210420 


8511250055 

50-261 

Y 


8511250109 


8511250273 

50-400 

G 


8511250109 


8511260084 

50-400 

G 


8511250150 


8511260233 

50-324 

F 


8511250150 


8511260239 

50-400 

G 


8511250183 


8511260452 

50-400 

A 


8511250183 


8511260525 

50-261 

F 


8511250187* 


8511270067 

50-400 

K 


8511250187* 


8511270077 

50-324 

S 


8511250221* 

Carver, G. 

8511270092* 

CONTRACT 



8511250227 

Catholic Univ. of America, Washington, D 

8511180505 

50-77 

Q 


8511250227 

Center for Nuclear Responsibility 

8511140022 

50-250 

G 


8511250232* 


8511140022 

50-250 

G 


8511250232* 


8511140024* 

50-250 

G 


8511260145 


8511140024* 

50-250 

G 


8511260145 


8511140026* 

50-250 

G 


8511260290 


8511140026* 

50-250 

G 


8511260290 


8511140028* 

50-250 

G 


8511260335 


8511140028* 

50-250 

G 


8511260339* 


8511270100 

50-250 

G 


8511270113 

Central Maine Medical Center, Lewiston, 

8511260137 

PR 



8511270113 

ME 




Cleveland-Cliffs Iron Co. 

8511260613 

Charlestown, Rl 

8511180372 

70-820 



8511260641 

Chemical Waste Management, Inc. 

8511040098 

50-277 

R 


8511260647 

Christie Institute 

8511130343 

50-498 

G 

Coalition for Responsible Energy 

8511050081 


8511270061 

50-498 

H 

Education 


Cincinnati, Univ. of, Medical Center, 

8511260450 

PR 


Coastal Science Associates 

8511060088* 

Cincinnati, OH 




Columbia Univ., New York, NY 

8511260424 

Cintichem, Inc. 

8511050019 

50-54 

P 

Combustion Engineering, Inc. 

8511110020 


8511070455 

70-687 



8511130298 


8511140041 

71-109 



8511130331 


8511140043* 

71-109 



8511210076 

Citizens Association for Sound Energy 

8511070326 

50-445 

G 


8511220150 


8511070326 

50-445 

G 

Commerce, Dept, of, National Bureau of 

8511060201* 


8511130352 

50-445 

G 

Standards 



8511130352 

50-445 

G 


8511120012 


8511130403 

50-445 

G 

Committee to Bridge the Gap 

8511010472 


8511130403 

50-445 

G 

Commonwealth Edison Co. 

8511040278 


8511130407* 

50-445 

G 


8511040278 


8511130407* 

50-445 

G 


8511050002 


8511200002 

50-445 

G 


8511050006 


8511200301* 

50-445 

A 


8511050077 

Citizens Concerned About Nuclear Power, 

8511050023 

50-498 

G 


8511 050077 

Inc. 





8511050083 


8511110062 

50-498 

G 


8511050088 


8511110067* 

50-498 

G 


8511050110 


8511130274 

50-498 

G 


8511050110 


8511190497* 

COMMISSIO 

N 


8511050124 

Cleveland Electric Illuminating Co. 

8511040051 

50-440 

A 


8511050124 


8511040051 

50-440 

A 


8511050158 


8511040111 

50-440 

V 


8511050158 


8511040111 

50-440 

V 


8511050194 


8511040172 

50-440 

A 


8511050194 


8511040172 

50-440 

A 


8511050202 


8511040401 

50-440 

E 


8511050202 


8511040401 

50-440 

E 


8511050209 


8511040406* 

50-440 

E 


8511050209 


8511040412* 

50-440 

E 


8511050211* 


8511050006 

50-440 

F 


8511050211* 


8511050006 

50-440 

F 


8511050219 


8511050247 

50-440 

Q 


8511050219 


8511060178 

50-440 

A 


851 1050224* 


8511070206 

50-440 

S 


8511050224* 


8511110050 

50-440 

Q 


8511050234 


8511110083 

50-440 

Q 


8511050234 


8511120197 

50-440 

S 


8511050236 


8511120197 

50-440 

S 


8511050238* 


8511120255 

50-440 

s 


8511050251 


8511120255 

50-440 

s 


8511050253* 


8511140309 

50-440 

E 


8511050264 


8511140309 

50-440 

E 


8511050265 


8511140345 

50-440 

A 


8511050265 


8511140350 

50-440 

A 


8511050272* 


8511140355 

50-440 

E 


8511050272* 


8511140355 

50-440 

E 


8511Q6Q127 


8511140373 

50-440 

E 


8511060127 


8511140373 

50-440 

E 


8511060127 


8511180124 

50-440 

E 


8511060127 


8511180191 

50-440 

E 


8511060127 


8511180191 

50-440 

E 


8511060127 


8511180278 

50-440 

A 


851106G127 


8511200179 

50-440 

F 


8511060127 


8511200179 

50-440 

F 


8511060129 


8511210007 

50-440 

F 


8511060244 


8511210007 

50-440 

F 


8511060247 


8511210191 

50-440 

F 


8511060280 


8511210191 

50-440 

F 


8511070216 


SUBJECT 

CATEGORY 


50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

40-8714 

40-8714 

40-8714 

NUREG 

50-445 

PR 

TOPREP 

TOPREP 

TOPREP 

70-36 

70-1100 

CONTRACT 

WASTE RES 

50-142 

50-454 

50-454 

50-237 

50-440 

50-373 

50-373 

50-456 

50-373 

50-295 

50-295 

50-295 

50-295 

50-295 

50-295 

50-295 

50-295 

50-295 

50-295 

50-373 

50-373 

50-373 

50-373 

50-237 

50-237 

50-237 

50-237 

50-237 

50-237 

50-295 

50-237 

5Q-254 

50-254 

50-254 

50-254 

50-254 

50-254 

50-254 

50-10 

50-10 

50-10 

50-10 

50-10 

50-10 

50-10 

50-10 

50-237 

50-374 

50-373 

50-454 

50-454 
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AUTHOR AFFILIATION 


CORPORATE SOURCE INDEX 345 


ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


8511070216 

50-454 

S 


8511190389* 

50-10 

F 

8511070260 

50-10 

F 


8511190390 

50-456 

G 

8511070260 

50-10 

F 


8511190390 

50-456 

G 

8511070305 

50-374 

S 


8511190534 

50-454 

S 

8511070314 

50-373 

s 


8511200043 

50-454 

J 

8511070343 

50-295 

s 


8511200111 

50-265 

S 

8511070359 

50-373 

p 


8511200304 

50-454 

R 

8511070362* 

50-373 

p 


8511200308* 

50-454 

R 

8511070435 

50-373 

s 


8511200310* 

50-454 

R 

8511070470 

50-295 

s 


8511200313* 

50-454 

R 

8511070502 

50-237 

s 


8511210009 

50-237 

Q 

8511110029 

50-456 

G 


8511210009 

50-237 

Q 

8511110029 

50-456 

G 


8511210072 

50-265 

S 

8511110176 

50-254 

G 


8511210239 

50-265 

S 

8511110206 

50-295 

S 


8511210284 

50-254 

s 

8511110206 

50-295 

S 


8511210324 

50-237 

R 

8511110255 

50-454 

F 


8511210324 

50-237 

R 

8511110255 

50-454 

F 


8511210363 

50-456 

G 

8511110257 

50-295 

Q 


8511210494 

50-374 

S 

8511110261 

50-454 

F 


8511210571 

50-249 

s 

8511110340 

50-373 

Q 


8511210598 

50-304 

s 

8511120190 

50-237 

S 


8511210608 

50-454 

s 

8511120398 

50-374 

S 


8511220011 

50-304 

s 

8511120436 

50-454 

S 


8511220173 

50-254 

R 

8511130113 

50-373 

F 


8511220184 

50-295 

S 

8511130113 

50-373 

F 


8511220196 

50-455 

A 

8511130194 

50-295 

S 


8511220196 

50-455 

A 

8511130195 

50-237 

F 


8511220220 

50-304 

S 

8511130195 

50-237 

F 


8511220234 

50-254 

P 

8511130195 

50-237 

F 


8511220258 

50-373 

P 

8511130290 

50-456 

G 


8511220268 

50-374 

E 

8511130345 

71-9159 



8511220278 

50-295 

P 

8511130348 

71-9073 



8511220282 

50-295 

P 

8511130354 

71-9159 



8511220287* 

50-373 

P 

8511130360 

TOPREP 



8511220288 

50-295 

P 

8511140031 

50-254 

F 


8511220291 

50-373 

P 

8511140031 

50-254 

F 


8511220295* 

50-373 

P 

8511140053 

50-237 

P 


8511220297 

50-295 

F 

8511140127 

50-373 

P 


8511220297 

50-295 

F 

8511140172 

50-237 

Q 


8511220313 

50-295 

Q 

8511140219 

50-456 

S 


8511220313 

50-295 

Q 

8511140219 

50-456 

S 


8511220319 

50-373 

P 

8511140272 

50-456 

S 


8511220319 

50-373 

P 

8511140272 

50-456 

S 


8511220321* 

50-295 

F 

8511140294 

50-373 

Q 


8511220321* 

50-295 

F 

8511140294 

50-373 

Q 


8511220323* 

50-373 

P 

8511140300* 

50-373 

Q 


8511220323* 

50-373 

P 

8511140328 

50-456 

S 


8511220375 

50-456 

S 

8511140328 

50-456 

s 


8511220375 

50-456 

S 

8511140487 

50-237 

s 


8511220393 

50-304 

s 

8511150073 

50-456 

G 


8511220403 

50-295 

s 

8511150073 

50-456 

G 


8511250027 

50-456 

F 

8511180078 

50-304 

S 


8511250027 

50-456 

F 

8511180095 

50-10 

F 


8511250151 

50-456 

G 

8511180262 

50-374 

S 


8511250151 

50-456 

G 

8511180282 

50-454 

S 


8511250271 

50-456 

Q 

8511180311 

50-295 

s 


8511250275* 

50-456 

Q 

8511180312 

50-295 

R 


8511250279* 

50-456 

Q 

8511180329 

50-254 

R 


8511250407 

50-373 

S 

8511180335 

50-373 

R 


8511250414 

50-373 

S 

8511180335 

50-373 

R 


8511250414 

50-373 

s 

8511190042 

50-295 

Q 


8511250435 

50-373 

s 

8511190042 

50-295 

Q 


8511250435 

50-373 

s 

8511190042 

50-295 

Q 


8511260031 

50-237 

s 

8511190042 

50-295 

Q 


8511260075 

50-456 

G 

8511190171 

50-373 

F 


8511260075 

50-456 

G 

8511190171 

50-373 

F 


8511260118 

NUREG 


8511190307 

TOPREP 



8511260188 

50-295 

S 

8511190362 

50-237 

F 


8511260434 

50-456 

G 

8511190362 

50-237 

F 


8511260434 

50-456 

G 

8511190362 

50-237 

F 


8511260475 

50-456 

G 

8511190362 

50-237 

F 


8511260475 

50-456 

G 

8511190362 

50-237 

F 


8511260482* 

50-456 

G 

8511190362 

50-237 

F 


8511260482* 

50-456 

G 

8511190372 

50-10. 

F 


8511260485* 

50-456 

G 

8511190372 

50-10 

F 


8511260485* 

50-456 

G 

8511190372 

50-10 

F 


8511260487* 

50-456 

G 

8511190372 

50-10 

F 


8511260487* 

50-456 

G 

8511190372 

50-10 

F 


8511260530 

50-454 

Q 

8511190372 

50-10 

F 


8511270009 

50-10 

F 

8511190372 

50-10 

F 


8511270035 

50-10 

F 

8511190372 

50-10 

F 


8511270044 

50-237 

F 

8511190372 

50-10 

F 


8511270047 

50-373 

F 

8511190376 

50-456 

G 


8511270047 

50-373 

F 

8511190376 

50-456 

G 


8511270073 

50-10 

F 

8511190389* 

50-10 

F 


8511270073 

50-10 

F 

8511190389* 

50-10 

F 


8511270073 

50-10 

F 

8511190389* 

50-10 

F 


8511270102 

50-10 

F 

8511190389* 

50-10 

F 


8511270111 

50-373 

S 
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AUTHOR AFFILIATION 


c-rstcck En;:-eer;-g. Inc. 

:-ra:t.CLt 'JgT & Power Co. (subs, of 
cTneast Clues'! 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


AUTHOR AFFILIATION 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


Connecticut Yankee Atomic Power Co. 


Conner & Wetterhahn 


Conner, Hadlock & Knotts 
Consolidated Edison Co. of New York, Inc 


Consumers League of Ohio 
Consumers Power Co. 


8511270111 

50-373 

S 

8511260482* 

50-456 

G 

8511150101 

PR 


8511040156 

50-336 

P 

8511040043 

50-213 

R 

8511040308 

50-213 

R 

8511050113 

50-213 

P 

8511050136 

50-213 

P 

8511050292* 

50-213 

P 

8511050293* 

50-213 

P 

8511060080 

50-213 

Q 

8511060183 

50-213 

S 

8511060193* 

50-213 

s 

8511110070 

50-213 

p 

8511110075* 

50-213 

p 

8511130273 

50-213 

p 

8511180300 

50-213 

s 

8511180525 

50-213 

F 

8511180525 

50-213 

F 

8511180567 

50-213 

R 

8511190569 

50-213 

S 

8511250080 

50-213 

P 

8511250328 

50-213 

P 

8511260269* 

50-213 

R 

8511260274* 

50-213 

R 

8511260279* 

50-213 

R 

8511260285* 

50-213 

R 

8511260292* 

50-213 

R 

8511260300* 

50-213 

R 

8511260306* 

50-213 

R 

8511260311* 

50-213 

R 

8511260316* 

50-213 

R 

8511260324* 

50-213 

R 

8511260329* 

50-213 

R 

8511050189 

50-352 

G 

8511110028 

50-352 

G 

8511140039 

70-2948 


8511200033 

50-352 

P 

8511200098 

50-352 

P 

8511210159 

50-352 

P 

8511210430 

50-352 

G 

8511250303 

50-352 

G 

8511260481 

50-352 

G 

8511260481 

50-352 

G 

8511260486* 

50-352 

G 

8511260486* 

50-352 

G 

8511260491* 

50-352 

G 

8511260491* 

50-352 

G 

8509240021 * 

50-277 

P 

8511040218 

50-3 

F 

8511040224* 

50-3 

F 

8511040443 

50-247 

S 

8511050007 

50-3 

R 

8511050008* 

50-3 

R 

8511050008* 

50-3 

R 

8511050008* 

50-3 

R 

8511050009* 

50-3 

R 

8511050009* 

50-3 

R 

8511050009* 

50-3 

R 

8511050026 

50-247 

F 

8511060151 

50-247 

S 

8511070401 

50-3 

F 

8511180305 

50-3 

F 

8511190147 

50-3 

F 

8511190152* 

50-3 

F 

8511190152* 

50-3 

F 

8511190154* 

50-3 

F 

8511190154* 

50-3 

F 

8511190170 

50-3 

F 

8511190170 

50-3 

F 

8511210552 

50-3 

P 

8511210552 

50-3 

P 

8511260016 

50-247 

R 

8511260018* 

50-247 

R 

8511260020* 

50-247 

R 

8511260089 

50-247 

Q 

8511190413 

50-346 

G 

8511010054 

50-255 

P 

8511010059* 

50-255 

P 

8511010064* 

50-255 

P 

8511010148 

50-155 

S 

8511040041 

50-255 

P 

8511040149 

50-255 

F 

8511040360 

50-155 

F 

8511050021 

50-255 

F 

8511050025 

50-155 

V 

8511050037 

50-255 

P 

8511050047 

50-155 

Q 


Coordination Council for North American 
Affairs 

CorSTAR Research, Inc. 

Core Corp. 

Covington & Burling 


Dairyland Power Cooperative 


Dakota Midland Hosp., Aberdeen, SD 
Danbury Hosp., Danbury, CT 
Defense Criminal Investigative Service 

Defense, Dept, of 
Desert Research Institute 
Detroit Edison Co. 


Dieterich Standard Corp. 
Doc-Search Associates 
Dodd & Helm 
Dow Chemical Co. 


8511050059 

50-155 

8511050129* 

50-255 

8511050130 

50-255 

8511050178 

50-255 

8511060302 

50-255 

8511060438 

50-255 

8511110087 

PR 

8511110139 

50-155 

8511150080 

50-255 

8511180084 

50-255 

8511180444 

50-255 

8511180770 

50-155 

8511190483 

50-329 

8511190543 

50-155 

8511190543 

50-155 

8511210461* 

50-155 

8511210546 

50-255 

8511220316 

50-155 

8511220502 

50-255 

8511260072 

50-255 

8511260136 

50-255 

8511260140* 

50-255 

8511260141* 

50-255 

8511260414 

50-255 

8511260419* 

50-255 

8511260423* 

50-255 

8511270057 

50-255 

8511270064* 

50-255 

8511270070 

50-155 

8511270071* 

50-155 

8511270095 

50-255 

8511180588* 

FOIA 

8511130395 

WASTE RES 

8511200129 

FOIA 

8511010494 

40-2061 

8511050086 

40-2061 

8511050087 

40-2061 

8511050091 

40-2061 

8511050126 

40-2061 

8511120435* 

40-8027 

8511050153 

50-409 

8511050228 

50-409 

8511110153 

50-409 

8511180571 

50-409 

8511220317 

50-409 

8511250247 

50-409 

8511260123 

50-409 

8511260170 

50-409 

8511260607 

50-409 

8511260692 

50-409 

8511270279 

50-409 

8511070300 

FOIA 

8511060221 

PR 

8511210393* 

FOIA 

8511260585* 

CONTRACT 

8511130119 

WASTE MGT 

8511010102 

50-16 

8511040145 

50-341 

8511040223 

50-341 

8511060324 

50-341 

8511070186 

50-341 

8511110229 

50-341 

8511110233* 

50-341 

8511120200 

50-341 

8511120202 

50-341 

8511140359 

50-341 

8511150008 

50-341 

8511150016* 

50-341 

8511180544 

50-341 

8511190465 

50-341 

8511210490 

50-341 

8511220049 

50-341 

8511250091 

50-341 

8511250107 

50-341 

8511250139 

50-341 

8511250253 

50-341 

8511250354 

50-341 

8511250429 

50-341 

8511260308 

50-341 

8511260465 

50-341 

8511040160 

QA999 

8511260258 

50-213 

8511210211 

FOIA 

7908300712* 

FOIA 

8008150473* 

FOIA 

8101280002* 

FOIA 

8511200120* 

FOIA 

8511250086 

50-264 
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AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


Duke Power Co. 8511010138 50-413 S 

8511010283 50-413 F 

8511010300 50-413 P 

8511010300 50-413 P 

8511010502 50-413 Q 

8511040120 50-269 P 

8511040230 50-269 Q 

8511040230 50-269 Q 

8511040237* 50-269 Q 

8511040244 50-413 S 

8511040247* 50-269 Q 

8511040253* 50-269 Q 

8511040259* 50-269 Q 

8511040265* 50-269 Q 

8511040317 50-269 Q 

8511040345 50-269 Q 

8511040423 50-269 Q 

8511050022 50-414 F 

8511060118 50-413 F 

8511070001 50-413 S 

8511070055 50-369 S 

8511070094 50-369 S 

8511070200 50-413 G 

8511070200 50-413 G 

8511070238 50-369 P 

8511070238 50-369 P 

8511110158 50-413 Q 

8511110185 50-369 Q 

8511120019 50-414 S 

8511120085 50-414 S 

8511120143 TOPREP 

8511120145* TOPREP 

8511130072 50-269 F 

8511130249 50-413 P 

8511130249 50-413 P 

8511130332 50-413 P 

8511130372 50-413 P 

8511130372 50-413 P 

8511140100 50-369 P 

8511140100 50-369 P 

8511150023 50-287 S 

8511150048 50-413 F 

8511150081 50-413 S 

8511150097 50-413 S 

8511150108 50-369 P 

8511150108 50-369 P 

8511150116 50-414 F 

8511150119* 50-369 P 

8511150119* 50-369 P 

8511180198 50-413 S 

8511180294 50-269 Q 

8511180294 50-269 Q 

8511180294 50-269 Q 

8511180337 50-369 Q 

8511180346* 50-369 Q 

8511180722 50-369 S 

8511190124 50-287 P 

8511190286 50-369 Q 

8511190286 50-369 Q 

8511190386 50-369 P 

8511190386 50-369 P 

8511190394* 50-369 P 

8511190394* 50-369 P 

8511210514 50-369 F 

8511210515* 50-270 V 

8511210515* 50-270 V 

8511210515* 50-270 V 

8511210521 50-370 S 

8511210523 50-414 S 

8511220038 50-413 Q 

8511220053 50-369 R 

8511220053 50-369 R 

8511220107 50-413 P 

8511220130 50-269 Q 

8511220315 50-413 R 

8511220372 50-269 R 

8511220372 50-269 R 

8511220372 50-269 R 

8511220469 50-370 S 

8511250211 50-369 P 

8511250242 50-269 F 

8511260026 50-269 S 

8511260064 50-369 S 

8511260070 50-413 S 

851 1260078 50-269 P 

8511260208 50-287 S 

8511260408 50-369 P 

8511260408 50-369 P 

8511270066 50-370 S 


CORPORATE SOURCE INDEX 347 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 



8511270118 

50-269 

S 

Duquesne Light Co. 

8511040456 

50-334 

s 


8511050010 

50-334 

R 


8511050011* 

50-334 

R 


8511050012* 

50-334 

R 


8511050266 

50-412 

M 


8511070553 

50-334 

R 


8511110073 

50-334 

V 


8511110076* 

50-334 

V 


8511110081* 

50-334 

V 


8511130282 

50-412 

A 


8511130283 

50-334 

P 


8511180140 

50-334 

S 


8511180431 

50-334 

R 


8511180511 

50-334 

S 


8511180774 

50-334 

R 


8511190314 

50-334 

F 


8511190320 

50-334 

F 


8511190369 

50-334 

V 


8511190377 

50-334 

P 


8511220301 

50-412 

E 


8511250153 

50-334 

P 


8511260055 

50-334 

P 


8511260431 

50-334 

V 

EA Engineering, Science & Technology, 

8511070188* 

50-289 

R 

Inc. 

8511210161* 

50-289 

R 


8511260472* 

50-289 

R 

EG&G Idaho, Inc. (subs, of EG&G, Inc.) 

8507080402* 

50-302 

F 

8509260444* 

50-312 

P 


8509260444* 

50-312 

P 


8510040400* 

50-247 

P 


8510280474* 

50-410 

F 


8510280480* 

50-334 

P 


8510280480* 

50-334 

P 


8510280480* 

50-334 

P 


8510290588* 

50-250 

P 


8510290588* 

50-250 

P 


8510290588* 

50-250 

P 


8510310097* 

50-286 

P 


8510310097* 

50-286 

P 


8510310097* 

50-286 

P 


8510310097* 

50-286 

P 


8511010053* 

50-155 

P 


8511010188 

NUREG 



8511010245* 

50-346 

F 


8511010246* 

50-286 

F 


8511010394 

NUREG 



8511040050 

NUREG 



8511070584* 

50-445 

A 


8511110362* 

50-333 

F 


8511210217* 

FOIA 



8511220035* 

50-263 

F 


8511250106 

NUREG 


EG&G, Inc. 

8507120512* 

50-346 

P 

EWA, Inc. 

8511180325* 

WASTE MGT 


8511180331* 

WASTE MGT 



851 1180379* 

WASTE MGT 



8511180386* 

WASTE MGT 



8511180390* 

WASTE MGT 


Earthquake Engineering Research Institut 

8511120278* 

CONTRACT 


8511120296* 

CONTRACT 


Ebasco Services, Inc. (subs, of Enserch 

Corp.) 

8511150112* 

50-445 

G 

8511150112* 

50-445 

G 


8511150126* 

50-445 

G 


8511150126* 

50-445 

G 


8511200008* 

50-445 

A 

Eddleman, W. 

8511010493 

50-400 

G 

8511150029 

50-400 

G 

Edlow International Co. 

8511070143 

XPORTLIC 


Electric Power Research Institute 

8403300291* 

FOIA 


Emergency Response Planning & Management 
Inc. 

Energy, Dept, of 

8511270018 

50-289 

F 

8010220321* 

FOIA 



8010220331* 

FOIA 



8501300068 

WASTE MGT 



8501300070* 

WASTE MGT 



8511060356 

40-8631 



8511070396 

71-6400 



8511070399* 

71-6400 



8511120420 

71-5507 



8511120425 

WASTE MGT 



8511120427 

WASTE MGT 



8511130021 

WASTE MGT 



8511130099 

WASTE MGT 



8511140352 

WASTE MGT 



8511140365 

WASTE MGT 



8511140396 

WASTE MGT 
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Engineering & Economics Research, Inc. 
Engineers International, Inc. 

Environmental Congress of Mid-Michigan 
Environmental Policy Institute 
Environmental Protection Agency 


Erie Nuclear Cardiology Center, Erie, PA 
Evaluation Research Corp. 

Everest Minerals Corp. 

Exo Sensors, Inc. 

Exxon Corp. 


Exxon Nuclear Co., Inc. (subs, of Exxon 
Corp.) 


Federal Emergency Management Agency 


Ferreli-Duncan Clinic, Inc., Springfield 


Fischer Translation Service 
Florida Power & Light Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8511140514 

WASTE MGT 

8511200189 

WASTE MGT 

8511210584 

WASTE MGT 

8511120239* 

CONTRACT 

8511130202 

WASTE RES 

8511200094* 

FOIA 

8511070462 

FOIA 

8511120171 

PR 

8511250116 

50-412 

8511260445* 

50-458 

8511260412 

PR 

8511250089* 

50-445 

8511110416 

40-8857 

8511250069 

QA999 

8511110410 

40-8102 

8511140409 

40-8102 

8511260100 

40-8102 

8511260226 

40-8102 

8511060228 

70-1257 


8511060380 70-1257 

8511060390 70-1257 

8511070213 TOPREP 

8511130111 71-9022 

8511190380 50-316 P 

8511190382 TOPREP 

8511220328 TOPREP 

8511260397 TOPREP 

8511260444* 50-335 P 

8511130092* 50-483 F 

8511140289 50-322 F 

8511180044 COMMISSIO N 

8511190346 50-395 F 

851 1 1 90350* 50-395 F 

851 1 1 90365 50-269 F 

8511190366* 50-269 F 

8511190399 50-324 F 

8511190403* 50-324 F 

8511190406 50-390 F 

8511190407* 50-390 F 

8511220239 50-456 F 

8511260466 50-285 F 

8511260473* 50-285 F 

8511260508 PR 


Florida Power Corp. (subs, of Florida 
Progress Corp.) 


Florida, State of 

Florida, Univ. of, Gainesville, FL 

Food & Drug Administration 
Foxboro Corp. 

France, Govt, of 
Friends of the Earth 


Future Resources Associates, Inc. 

GA Technologies, Inc./General Atomic Co. 


GENSTAR Corp. 
General Electric Co. 


8511220174* 
8511040241 
851 1 040241 
8511050030 
8511050101 

8511050314 

8511050336 

8511070119 

8511070129 

8511070227 

8511110018 

8511110247 

8511110247 

8511120115 

8511120115 

8511120130 

8511120130 

8511130165 

8511180161 

8511180245 

8511180407 

8511180613 

8511190004 

8511210172 

8511210179* 

8511210182* 

8511210395 

8511220060 

8511220213 

8511220226 

8511250175 

8511250175 

8511250236 

8511250236 

8511250261 

8511250261 

8511250266* 

8511250266* 

8511260097* 

8511260103* 

8511260223 

8511260439 

8511270114 

8511270114 


CONTRACT 

50-250 

50-250 

50-250 

50-389 

50-250 

50-250 

50-389 

50-389 

50-251 

50-389 

50-250 

50-250 

50-250 

50-250 

50-250 

50-250 

50-335 

50-250 

50-335 

50-335 

50-250 

50-250 

50-335 

50-335 

50-335 

50-250 

NUREG 

50-250 

50-251 

50-250 

50-250 

50-250 

50-250 

50-250 

50-250 

50-250 

50-250 

50-250 

50-250 

50-335 

50-335 

50-250 

50-250 


P 

P 

P 

P 

S 

s 

s 

s 

F 

P 

I 

I 

F 

F 

F 

F 

F 

P 

S 

Q 

S 

R 

F 

F 

F 

G 

S 

S 

G 

G 

G 

G 

P 

P 

P 

P 

Q 

Q 

P 

P 

H 

H 


General Nuclear Systems, Inc. 

General Public Utilities Corp. - GPU 
Service Corp. 


8511270338 

8511040033 

8511040036’ 

8511040208 

8511050223 

8511050227’ 

8511070075 

8511070241 

8511110021 

8511110134 

8511110234 

8511140010 

8511140381 

8511150075 

8511180144 

8511180162 

8511180292 

8511180316 

8511180323* 

8511180328* 

8511190302 

8511210614 

8511220248 

8511220267 

8511250060 

8511250163 

8511270183 

8511260508 

8511050017 

8511260508 

8511180011* 

8511180014* 

8511150095 

8511180447 

8511180533 

8511190215* 

8511060454 

8511070187 

8511220076 

8511260063* 

8511060350* 

8511040176* 

8511040499 

8511040501* 

8511050275* 

8511060348 

8511070124* 

8511070131* 

8511070370* 

8511070600 

8511110120 

8511130208* 

8511140096 

8511180382 

8511210062 

8511210066* 

8511210069* 

8511220109 

8511220149 

8511250030 

8511270033* 

8511270040* 

8511270042* 

8511270164* 

8511270197* 

8511270204* 

8511140106 

8511260501 

8511260504* 

8511010073 

8511010243 

8511010307 

8511010315 

8511010490 

8511040005 

8511040188 

8511040202 

8511040328 

8511040330* 

8511040395 

8511050075 

8511050104 

8511050250 

8511050252 

8511070064 

8511070113 

8511070158* 


50-251 

50-302 

50-302 

50-302 

50-302 

50-302 

50-302 

50-302 

50-302 

50-302 

50-302 

50-302 

50-302 

50-302 

50-302 

50-302 

50-302 

50-302 

50-302 

50-302 

50-302 

50-302 

50-302 

50-302 

50-302 

50-302 

50-302 

PR 

50-83 

PR 

FOIA 

FOIA 

PR 

50-352 

50-352 

50-352 

70-734 

70-734 

50-163 

FOIA 

70- 1113 
50-440 

71- 9195 
71-9195 

50-254 

70-1113 

50-410 

50-410 

50-373 

XPORTLIC 

50-447 

50-278 

70-1308 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

70-1113 

NUREG 

TOPREP 

70-1113 

70-1113 

70-1113 

70-1113 

70-1113 

70-1113 

PROJ 

TOPREP 

TOPREP 

50-219 

50-320 

50-289 

50-320 

50-320 

50-219 

50-320 

50-320 

50-219 

50-219 

50-289 

50-320 

50-219 

50-320 

50-320 

50-320 

50-219 

50-219 


S 

P 

P 

F 

P 

P 

F 

F 

S 

P 

F 

R 

S 

F 

S 

S 

S 

R 

R 


l 
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NUMBER CATEGORY 



8511070167 

50-320 

P 


8511200217 

50-424 


8511070184 

50-289 

R 


8511200217 

50-424 


8511070184 

50-289 

R 


8511210053 

50-424 


8511070221 

50-320 

S 


8511210053 

50-424 


8511070338 

50-289 

G 


8511210059* 

50-424 


8511070358 

50-219 

P 


8511210337* 

50-424 


8511070519 

50-289 

S 


8511210407 

50-424 


8511110043 

50-320 

P 


8511210407 

50-424 


8511110068 

50-219 

F 


8511210429 

50-424 


8511110129 

50-289 

F 


8511210429 

50-424 


8511120059 

50-320 

P 


8511210434* 

50-424 


8511130153 

50-289 

F 


8511210434* 

50-424 


8511130221 

50-219 

P 


8511210437* 

50-424 


8511130229* 

50-219 

P 


8511210437* 

50-424 


8511130234* 

50-219 

P 


8511250104 

50-424 


8511130312 

50-219 

P 


8511250104 

50-424 


8511130317* 

50-219 

P 


8511250112 

50-321 


8511130377 

50-289 

P 


8511250357 

50-321 


8511130379* 

50-289 

P 


8511250357 

50-321 


8511130383* 

50-289 

P 


8511250384 

50-321 


8511130390 

71-9073 



8511260393 

50-424 


8511140201 

50-289 

F 


8511260693 

50-321 


8511140208* 

50-289 

F 

Georgia, State of 

8511260175 

PR 


8511150013 

50-320 

P 

Georgians Against Nuclear Energy 

8511010483 

50-424 


8511150067 

50-320 

P 

8511010483 

50-424 


8511150099 

50-320 

F 


8511010504 

50-424 


8511180402 

50-320 

P 


8511010504 

50-424 


8511180409* 

50-320 

P 

Gibbs & Hill, Inc. (subs, of Dravo Corp. 

8511040482* 

50-445 


8511180410 

50-219 

P 

8511040486* 

50-445 


8511180428 

50-219 

Q 

Gilbert/Commonwealth, Inc. (formerly 

8511110267* 

50-327 


8511180459 

50-320 

P 

Gilbert Associates, Inc.) 




8511190040 

50-219 

P 

Gorgas Army Hosp., Ancon, PN 

8511260508 

PR 


8511190158 

50-289 

1 

Government Accountability Project 

8511010509* 

50-424 


8511190557 

50-219 

R 

8511070406 

50-445 


8511190560* 

50-219 

R 


8511200028 

FOIA 


8511190564* 

50-219 

R 


8511210100 

FOIA 


8511210158 

50-289 

R 


8511210258 

50-445 


8511210208 

50-219 

P 


8511210520 

50-528 


8511210215* 

50-219 

P 


8511220067* 

50-413 


8511210328 

50-219 

Q 


8511220182 

50-456 


8511220090 

50-320 

P 


8511220194 

FOIA 


8511250075 

50-320 

F 

Graterford Inmates 

8511180465 

50-352 


8511250200 

50-219 

P 

Guild, R. 

8511120011 

50-456 


8511250206* 

50-219 

P 

8511260344 

50-456 


8511260156 

50-289 

F 

Gulf States Utilities Co. 

851101P427* 

50-458 


8511260156 

50-289 

F 


8511040337 

50-458 


8511260278 

50-219 

F 


8511040373 

50-458 


8511260287* 

50-219 

F 


8511050062 

50-458 


8511260468 

50-289 

R 


8511050071 

50-458 


8511260528 

50-320 

F 


8511050102 

50-458 

Georgia Institute of Technology, Atlanta 

GA 

8511190214 

50-160 

Q 


8511050115 

8511070347 

50-458 

50-458 

8511250302 

50-160 

F 


8511070364 

50-458 


8511250305* 

50-160 

F 


8511070366 

50-458 

Georgia Power Co. 

8510090003 

50-424 

E 


8511070379 

50-458 


8511040294 

50-424 

Q 


8511070447 

50-458 


8511050151 

50-321 

F 


8511110054 

50-458 


8511050322 

50-321 

S 


8511110105 

50-458 


8511070047 

50-366 

S 


8511110110* 

50-458 


8511070148 

50-321 

V 


8511110193 

50-458 


8511070558 

50-366 

S 


8511110289 

50-458 


8511110203 

50-321 

V 


8511110291 

50-458 


8511120140 

50-321 

S 


8511110467 

50-458 


8511120219 

50-424 

S 


8511120159 

50-458 


8511130217 

50-321 

Q 


ncA a ACf\f\OK 



8511150071 

50-321 

Q 





8511150078 

50-424 

G 





8511150078 

50-424 

G 





8511150085* 

50-424 

G 





8511150092* 

50-424 

G 





8511180070* 

FOIA 






8511180076* 

FOIA 






8511180083* 

FOIA 






8511180088 

50-321 

S 





8511180143 

50-321 

Q 





8511180255 

50-321 

' R 





8511180400 

50-424 

E 





8511180467 

50-424 

G 





8511180467 

50-424 

G 





8511180538 

50-424 

G 





8511180538 

50-424 

G 





8511190229 

50-424 

G 





8511190229 

50-424 

G 

Harmon, Weiss & Jordan 




8511190281 

50-424 

Q 




8511190422 

50-424 

E 





8511190422 

50-424 

E 

Health & Human Services, Dept, of, U.S. 




8511200001 

50-424 

G 

Public Health Service 




8511200001 

50-424 

G 

Hittman Nuclear & Development Corp. 




8511200127 

50-321 

S 




E 

E 

F 

F 

F 


P 

P 

S 

s 

p 
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350 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 

(subs, of Hittman Corp.) 

Hodder, M.H. 

House of Rep. 

House of Rep., Energy & Commerce 

House of Rep., Foreign Affairs 
House of Rep., Interior & Insular Affair 
Houston Lighting & Power Co. 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8511120308* 

50-348 

R 

8511140022 

50-250 

G 

8511140022 

50-250 

G 

8511140028* 

50-250 

G 

8511140028* 

50-250 

G 

8511060018* 

50-322 

H 

8511060029* 

50-133 

H 

8303040176* 

FOIA 


8511180158* 

50-322 

U 

8511250452* 

FOIA 


8511040030* 

COMMISSIO 

N 

8511190391* 

COMMISSIO 

N 

8511010011 

50-498 

E 

8511010011 

50-498 

E 

8511010049 

50-498 

E 

8511010049 

50-498 

E 

8511010126 

50-498 

E 

8511010126 

50-498 

E 

8511010178 

50-498 

E 

8511010178 

50-498 

E 

8511010180 

50-498 

E 

8511010180 

50-498 

E 

8511010195 

50-498 

E 

8511010195 

50-498 

E 

8511010200 

50-498 

E 

8511010200 

50-498 

E 

8511010223 

50-498 

E 

8511010223 

50-498 

E 

8511010235 

50-498 

A 

8511010235 

50-498 

A 

8511010286 

50-498 

E 

8511010286 

50-498 

E 

8511010291 

50-498 

A 

8511010291 

50-498 

A 

8511010301 

50-498 

E 

8511010301 

50-498 

E 

8511040002 

50-498 

E 

8511040002 

50-498 

E 

8511040003 

50-498 

E 

8511040003 

50-498 

E 

8511040004 

50-498 

E 

8511040004 

50-498 

E 

8511040069 

50-498 

E 

8511040069 

50-498 

E 

8511040081 

50-498 

E 

8511040081 

50-498 

E 

8511040085 

50-498 

E 

8511040085 

50-498 

E 

8511040092 

50-498 

A 

8511040092 

50-498 

A 

8511040117 

50-498 

E 

8511040117 

50-498 

E 

8511040163 

50-498 

A 

8511040163 

50-498 

A 

8511040181 

50-498 

S 

8511040185 

50-498 

E 

8511040185 

50-498 

E 

8511040197 

50-498 

A 

8511040197 

50-498 

A 

8511040211 

50-498 

E 

8511040211 

50-498 

E 

8511040221 

50-498 

E 

8511040221 

50-498 

E 

8511040233 

50-498 

E 

8511040233 

50-498 

E 

8511040257 

50-498 

E 

8511040257 

50-498 

E 

8511040283 

50-498 

E 

8511040283 

50-498 

E 

8511040284 

50-498 

E 

8511040284 

50-498 

E 

8511040333 

50-498 

E 

8511040333 

50-498 

E 

8511050005 

50-498 

E 

8511050005 

50-498 

E 

8511050015 

50-498 

E 

8511050015 

50-498 

E 

8511050020 

50-498 

E 

8511050020 

50-498 

E 

8511050033 

50-498 

E 

8511050033 

50-498 

E 

8511050048 

50-498 

E 

8511050048 

50-498 

E 

8511050050 

50-498 

E 

8511050050 

50-498 

E 

8511050066 

50-498 

E 

8511050066 

50-498 

E 

8511050069 

50-498 

A 


AUTHOR AFFILIATION 


Houston, Univ. of, Houston, Ttf 
Hunton & Williams 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8511050069 50-498 A 
8511050084 50-498 E 
8511050084 50-498 E 
8511050090 50-498 E 
8511050090 50-498 E 

8511050105 50-498 E 
8511050105 50-498 E 
8511050114 50-498 E 
8511050114 50-498 E 
8511050116 50-498 G 

8511050116 50-498 G 
8511050118* 50-498 G 
8511050118* 50-498 G 
8511050127 50-498 E 
8511050127 50-498 E 

8511050150 50-498 F 
8511050150 50-498 F 
8511050173 50-498 E 
8511050173 50-498 E 
8511050179 50-498 E 

8511050179 50-498 E 
8511050181 50-498 E 
8511050181 50-498 E 
8511050184 50-498 E 
8511050184 50-498 E 

8511050188 50-498 E 
8511050188 50-498 E 
8511050190 50-498 E 
8511050190 50-498 E 
8511050191 50-498 E 

8511050191 50-498 E 
8511050204 50-498 E 
8511050204 50-498 E 
8511050232 50-498 E 
8511050232 50-498 E 

8511050248 50-498 E 
8511050248 50-498 E 
8511050255 50-498 E 
8511050255 50-498 E 
8511050258 50-498 E 

8511050258 50-498 E 
8511050268 50-498 E 
8511050268 50-498 E 
8511050273 50-498 E 
8511050273 50-498 E 


8511050279 50-498 
8511050279 50-498 
8511060290 50-498 
8511060290 50-498 
8511110342 50-498 

8511110342 50-498 
8511110345 50-498 
8511120101 50-498 
8511130064 50-498 
8511130064 50-498 

8511130294 50-498 
8511130294 50-498 
8511190022 50-498 
8511190022 50-498 
8511190024* 50-498 

8511190024* 50-498 
8511190173 50-498 
8511190173 50-498 
8511190317 50-498 
8511190317 50-498 

8511190336 50-498 
8511190336 50-498 
8511210075 50-498 
8511210075 50-498 
8511210234 50-498 

8511210234 50-498 
8511250021 50-498 
8511250021 50-498 
8511260154 50-498 
8511260189 50-498 

8511260189 50-498 
8511260334 50-498 
8511260334 50-498 
8511260429 50-498 
8511260429 50-498 

8511270155 50-498 
8511110335 NUREG 
8407090352 50-322 
8511010480 50-322 
8511050217 50^322 

8511050231 50-289 
8511050276 50-289 
8511070267 50-289 
8511070373 50-322 
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AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


8511070392* 

50-322 

G 


8511060203 

50-316 


8511110022 

50-322 

G 


8511060306 

50-315 


8511110026* 

50-322 

G 


8511060306 

50-315 


8511190213 

50-322 

G 


8511060319* 

50-315 


8511260387 

50-322 

G 


8511060417 

50-316 

Husted, C.A. 

8511050231 

50-289 

G 


8511070223 

50-315 


8511050276 

50-289 

G 


8511070223 

50-315 

Hydro-Engineering 

8511040157* 

40-2259 



8511070244 

50-315 

Hydrogen Control Owners Group 

8511040195 

TOPREP 



8511120180 

50-315 

8511040310 

TOPREP 



8511120180 

50-315 


8511040311* 

TOPREP 



8511120192* 

50-315 


8511180132 

50-416 

P 


8511120192* 

50-315 


8511180366 

TOPREP 



8511130286 

50-315 


8511180375 

TOPREP 



8511140246 

50-315 

INTERA Technologies, Inc. 

8511190526* 

CONTRACT 



8511190450 

50-316 

IRECO, Inc., 

8511110192 

PR 



851 1200267 

50-315 

IRT Corp. 

8511220017 

70-1359 



8511200270 

50-316 

8511220019* 

70-1359 



8511210537 

50-315 

ITASCA Consulting Group, Inc. 

8511130163 

WASTE RES 



8511210539* 

50-315 

Illinois Power Co. 

8511040144 

50-461 

Q 


8511210541* 

50-315 


8511040203 

50-461 

Q 


8511250048 

50-316 


8511040394 

50-461 

F 


8511250259 

50-316 


8511050054 

50-461 

Q 


8511270192 

50-315 


8511050092 

50-461 

K 


8511270289 

50-315 


8511050103 

50-461 

Q 


8511270290* 

50-315 


8511070172 

50-461 

A 


8511270292 

50-316 


8511070177* 

50-461 

A 


8511270295* 

50-316 


8511070199 

50-461 

S 


8511270296* 

50-316 


8511070204 

50-461 

S 


8511270297* 

50-315 


8511110008 

50-461 

E 


8511270298* 

50-315 


8511110014* 

50-461 

E 


8511270299* 

50-315 


8511140057 

50-461 

F 


8511270312* 

50-316 


8511140061* 

50-461 

F 


8511270320* 

50-316 


8511140104 

70-2947 


Indiana Univ. Medical Center, Indianapol 

8511150105 

PR 


8511180453 

50-461 

F 

is, IN 




8511180514 

50-461 

E 

Industrial Nuclear Co. 

8511120445* 

71-9156 


8511190253 

50-461 

J 

Information Handling Services 

8511210229 

FOIA 


8511200010 

50-461 

Q 

Institute of Nuclear Power Operations 

8405160065* 

FOIA 


8511200087 

50-461 

S 

8511190549* 

COMMISSIO 


8511210008 

50-461 

A 

Interior, Dept, of, Bureau of Mines 

8511110475 

WASTE RES 


8511250135 

50-461 

A 


8511130034 

WASTE RES 

Illinois, State of 

8511050159 

50-373 

P 

International Atomic Energy Agency 

8511010158* 

CONTRACT 

8511060209 

PR 


Iowa Electric Light & Power Co. 

8511070303 

50-331 


8511180458 

40-2061 


8511070591 

50-331 


8511210398 

40-2061 



8511110007 

50-331 


8511210406* 

40-2061 



8511140124 

50-331 


8511260124 

50-237 

P 


8511140479 

50-331 


8511260427 

PR 



8511150017 

50-331 

Illinois, Univ. of, Urbana, IL 

8511140204 

WASTE RES 



8511180156 

50-331 

Impell Corp. 

8511010222* 

50-29 

Q 


8511180298 

50-331 


8511050170* 

50-206 

P 


8511190327 

50-331 


8511050183* 

50-443 

E 


8511190331* 

50-331 


8511110212* 

50-445 

F 


8511190419 

50-331 

Imperial Professional Coatings 

8511050331* 

50-412 

A 


8511190420* 

50-331 

8511050334* 

50-498 

A 


8511200096 

50-331 


8511050338* 

50-498 

A 


8511200103* 

50-331 


8511050339* 

FOIA 



8511200107* 

50-331 


8511050342* 

FOIA 



8511220426 

71-6574 


8511060051* 

50-498 

A 

Iowa, State of 

8511150095 

PR 


8511060053* 

FOIA 


Isham, Lincoln & Beale 

8511050083 

50-456 


8511060057* 

FOIA 






8511060067* 

FOIA 






8511060074* 

FOIA 






8511060081* 

50-445 

A 





8511060085* 

FOIA 






8511060088* 

50-445 

A 





8511060090* 

50-445 

A 





8511060097* 

50-498 

A 





8511060109* 

50-445 

A 





8511060113* 

FOIA 






8511060142* 

FOIA 



8511210339 

50-456 


8511060148* 

FOIA 



8511210363 

50-456 


8511060153* 

FOIA 



8511210363 

50-456 


8511060158* 

FOIA 



8511250151 

50-456 


8511060165* 

FOIA 



8511260434 

50-456 


8511060169* 

FOIA 



8511260475 

50-456 


8511060175* 

FOIA 


J.C. Services 

8511110318* 

CONTRACT 


8511060179* 

FOIA 


J.L. Sheppard Corp. 

8510250301* 

50-254 


8511060407* 

8511070117* 

50-498 

FOIA 

A 

Jacobs Engineering Group, Inc. 

Jay County Hosp., Portland, IN 

8511120362 

8511260497 

WASTE MGT 
PR 


8511070165* 

50-445 

A 

John Potter Associates 

8511260280 

PR 


8511070175* 

FOIA 


John S. Jordan & Associates, Inc. 

8511130089 

WASTE RES 

In-Situ Consulting 

8511260160* 

FOIA 


Kaman Co. 

8301060404* 

FOIA 

Indiana & Michigan Electric Co. 

8511010118 

8511010118 

50-315 

50-315 

P 

P 


8511260358* 

8511260363* 

FOIA 

FOIA 


8511040448 

50-315 

S 


0511260370* 

FOIA 


6511050163 

50-316 

P 


0511260374* 

FOIA 


8511050260 

50-315 

S 


0511260370* 

FOIA 


8511050260 

50-315 

S 

Kansas Gas & Electric Co. 

0511010289 

50-482 
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352 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


Karlan & Fleischer 
Keeler & Long, Inc. 

Kentucky, Commonwealth of 

Kerr-McGee Chemical Corp. (subs, of 
Kerr-McGee Corp.) 


Kerr-McGee Corp. 


Kirkpatrick & Lockhart 


Knoxville Journal, Knoxville, TN 
Lack & Sragow 

Lawrence Livermore National Laboratory 


LeBoeuf, Lamb, Leiby & MacRae 
League of Women Voters 
Lewis, M. 


Limerick Ecology Action 
Lodge, TJ. 

Long Island Lighting Co. 


Lorion, J. 


8511040151 

50-482 

1 

8511050132 

50-482 

H 

8511060248 

50-482 

S 

8511060383 

50-482 

S 

8511070262* 

50-482 

P 

8511120061 

50-482 

F 

8511130069 

50-482 

P 

8511180202 

50-482 

S 

8511180214 

50-482 

S 

8511180224 

50-482 

s 

8511180235 

50-482 

s 

8511190059 

50-482 

R 

8511210010* 

50-482 

P 

8511210145 

50-482 

s 

8511220238 

50-482 

s 

8511250044 

50-482 

p 

8511260096 

50-482 

s 

8511270031 

50-295 

P 

8511060048* 

FOIA 


8511260507 

PR 


8511010494 

40-2061 


8511050043 

40-2061 


8511050087 

40-2061 


8511050278 

40-2061 


8511130103 

40-2061 


8511260161 

40-8027 


8511050067 

40-8027 


8511050126 

40-2061 


8511070228 

40-2061 


8511070411 

40-2061 


8511120431 

40-8027 


8511140441 

40-8027 


8511140445* 

40-8027 


8511200011 

40-8027 


8511210497* 

70-1193 


8511260597 

40-8768 


8511260604* 

40-8768 


8511260611* 

40-8768 


8511130246 

50-322 

G 

8511150109 

50-322 

G 

8511250360 

50-322 

G 

85112601 22 

50-390 

F 

8511070363 

50-369 

P 

8508150198* 

50-400 

F 

8511060068* 

50-382 

F 

8511130128 

WASTE RES 


8511130139* 

WASTE RES 


8511130171 

WASTE RES 


8511140411 

WASTE RES 


8511180249 

WASTE RES 


8511010323 

50-285 

P 

8511120037 

50-346 

G 

8511010263 

PR 


8511110130 

PR 


8511270051 

50-352 

P 

8511150091 

50-352 

G 

8511110036 

50-346 

G 

8511010400 

50-322 

S 

8511010480 

50-322 

G 

8511040038 

50-322 

Q 

8511040107 

50-322 

S 

8511050217 

50-322 

G 

8511050346 

50-322 

S 

8511070219 

50-322 

S 

8511070373 

50-322 

G 

8511070392* 

50-322 

G 

8511110022 

50-322 

G 

8511110026* 

50-322 

G 

8511150045 

NUREG 


8511180041 

50-322 

S 

8511180139 

50-322 

S 

8511180336 

50-322 

S 

8511180815 

50-322 

R 

8511190213 

50-322 

G 

8511200203 

50-322 

P 

8511200204 

50-322 

P 

8511200207* 

50-322 

P 

8511200210* 

50-322 

P 

8511220275 

50-322 

P 

8511220280* 

50-322 

P 

8511260276 

50-322 

P 

8511260282* 

50-322 

P 

8511140022 

50-250 

G 

8511140022 

50-250 

G 

8511140026* 

50-250 

G 

8511140028* 

50-250 

G 

8511140028* 

50-250 

G 

8511270100 

50-250 

G 


Los Alamos Scientific Laboratory 
Louisiana Power & Light Co. 


Louisiana, State of 
Love, A.R. 

Lowell, Univ. of, Lowell, MA 
Lycott Environmental Research, Inc. 
MATHTECH, Inc. 

MHB Technical Associates 


MQS Inspection, Inc. (formerly Magnaflux 
Corp.) 

Maine Yankee Atomic Power Co. 


Mallinckrodt Institute of Radiology 
Mallinckrodt, Inc. 


Marsh & McLennan, Inc. 


Marshall Univ., Huntington, WV 

Massachusetts Institute of Technology, 
Cambridge, MA 
Maxima Corp. 


Mayer, Brown & Platt 
Mayo Clinic, Rochester, MN 
McMaster Univ., Hamilton, ON 
Medi-Physics, Inc. 

Medical College of Wisconsin, Milwaukee, 
Wl 

Michigan, Univ. of, Ann Arbor, Ml 
Mid-Atlantic Radiation Physics, Inc. 
Mid-South Technical Services Corp. 
Middle South Utilities, Inc. - Middle 

South Energy, Inc. 

Middletown, PA 

Minnesota, Univ. of, Minneapolis, MN 
Mississippi Power &' Light Co. 


8511010254 

NUREG 

8511010462 

NUREG 

8511010035 

50-382 

8511010281 

50-382 

8511040064 

50-382 

8511050121 

50-382 

8511060527 

50-382 

8511070012 

50-382 

8511070015 

50-382 

8511110056* 

50-382 

8511120008 

50-382 

8511120016* 

50-382 

8511140417* 

50-382 

8511150052 

50-382 

8511150117 

50-382 

8511180285 

50-382 

8511210282 

50-382 

8511210303 

50-382 

8511210390 

50-382 

8511150072 

PR 

8511180465 

50-352 

8511200044 

50-223 

8511260411 

PR 

8511210202* 

FOIA 

8511210361 

FOIA 

8511260069 

50-322 

8511060222 

71-5 

8511010111 

50-309 

8511040183 

50-309 

8511050100 

50-309 

8511060250 

50-309 

8511110060 

50-309 

8511110128 

50-309 

8511130251 

50-309 

8511190295 

50-309 

8511190458 

50-309 

8511200263 

50-309 

8511250224 

50-309 

8511260110 

50-309 

8511260295 

50-309 

8511270091 

50-309 

8511270097 

50-309 

8511270333 

50-309 

8511260260 

PR 

8511070106* 

FOIA 

8511070111* 

FOIA 

8511220005 

FOIA 

8511260461 

PR 

8511260469* 

PR 

8511050106 

50-302 

8511050157 

50-458 

8511140250 

50-395 

8511270231 

50-245 

8511260508 

PR 

8511060145 

50-20 

8511040031* 

CONTRACT 

8511250316* 

CONTRACT 

8511250457* 

CONTRACT 

8511210581* 

40-8610 

8511260508 

PR 

8511140069 

70-3037 

8511110090 

PR 

8511260224 

PR 

8511220144 

50-2 

8511260197 

PR 

8511210558 

FOIA 

8511120096 

50-416 

8511200237* 

50-320 

8511010063* 

50-373 

8511010070* 

50-373 

8511040086 

50-416 

8511040322 

50-416 

8511050257 

50-416 

8511050257 

50-416 

8511060023 

50-416 

8511070045 

50-416 

8511110305 

50-416 

8511120423 

50-416 

8511180132 

50-416 

8511190202* 

50-416 

8511200119 

50-416 

8511200300 

50-416 

8511250070 

50-416 

8511250070 

50-416 

8511250228 

50-416 
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CORPORATE SOURCE INDEX 353 


AUTHOR AFFILIATION 


Missouri, State of 
Missouri, Univ. of, Columbia, MO 
Mitsui & Co. (USA), Inc. (subs, of Mitsu 
& Co., Ltd.) 

Molycorp, Inc. (subs, of Union Oil of 
California) 

Montefiore Hosp. & Medical Center, Bronx 
NY 

Montgomery County Legal Aid Service 
Morrison-Knudsen Engineers, Inc. 


Mudge, Rose, Guthrie, Alexander & Ferden 


NDC Medical Center, Norfolk, VA 
NUS Corp. 


NUTECH Engineers, Inc. 

National Council on Radiation Protection 
& Measurements 

National Institutes for Professional 
Education 

National Organization of Test, Research 
Training Reactors 

Native Americans for a Clean Environment 
Client Council 

Naval Regional Medical Center, Long 

Beach, CA 
Navy, Dept, of 

Navy, Dept of, Naval Sea Systems Comman 
Nebraska Public Power District 


Nebraska, State of 


Neutron Products, Inc. 

New York Power Authority (formerly Power 
Authority of the State of New York) 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 
NUMBER CATEGORY 


8511250254 

50-416 

P 

8511250255* 

50-416 

P 

8511250474 

50-416 

S 

8511250486 

50-416 

S 

8511270254 

50-416 

P 

8511270258* 

50-416 

P 

8511190312 

50-483 

H 

8511070198 

50-186 

F 

8511220222 

XPORTLIC 


8511110363 

40-8778 


8511260395 

PR 


8511180465 

50-352 

G 

8511110163 

WASTE MGT 


8511110168* 

WASTE MGT 


8511110172* 

WASTE MGT 


8511120440 

WASTE MGT 


8511120448 

WASTE MGT 


8511130024 

WASTE MGT 


8511130029 

WASTE MGT 


8511130085 

WASTE MGT 


8511130090 

WASTE MGT 


8511130101 

WASTE MGT 


8511130207 

WASTE MGT 


8511140140 

WASTE MGT 


8511140222 

WASTE MGT 


8511050148 

50-528 

G 

8511050152* 

50-528 

G 

8511110395 

50-528 

1 

8511260066 

50-528 

1 

8511260523 

PR 


8511070125 

FOIA 


8511210268 

50-480 

O 

8511210504 

50-269 

V 

8511220246 

FOIA 


8511260068 

FOIA 


8511270024 

FOIA 


8511110146 

PROJ 


8511260508 

PR 


8511260497 

PR 


8511060055 

50-193 

p 

8511130302 

40-8027 


8511260307 

40-8027 


8511260543 

PR 


8511110375 

71-9006 


8511210133 

71-4888 


8511050203 

50-298 

V 

8511070080 

50-298 

F 

8511120010 

50-298 

S 

8511130081 

50-298 

F 

8511200272 

50-298 

R 

8511250260 

50-298 

F 

8511260164* 

50-298 

Q 

8511260227 

50-298 

S 

8511260243 

50-298 

P 

8511260500 

50-298 

S 

8511270025 

50-298 

S 

8511060025 

PR 


8511260497 

PR 


8511210485 

71-5942 


8511040025 

50-333 

R 

8511050053 

50-333 

P 

8511050080 

50-286 

Q 

8511050259 

50-286 

S 

8511070073 

50-333 

S 

8511070150 

71-5971 


8511110204 

50-333 

F 

8511120172 

50-286 

S 

8511140076* 

50-286 

V 

8511150018 

50-286 

p 

8511150026* 

50-286 

p 

8511150034* 

50-286 

p 

8511180404 

50-333 

Q 

8511190271 

50-286 

P 

8511190271 

50-286 

P 

8511190341 

50-333 

P 

8511200097 

50-333 

F 

8511200220 

50-333 

Q 

8511200223* 

50-333 

Q 

8511200297 

50-333 

R 

8511210545 

50-286 

S 


New York, State of 


Newman & Holtzinger 


Niagara Mohawk Power Corp. 


Norfolk General Hosp., Norfolk, VA 

North American Rockwell 

North Carolina Municipal Power Agencies 

North Dakota, State of 

Northeast Cardiology Associates, Bangor, 

ME 

Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities) 


8511210601 

50-286 

8511220303 

50-286 

8511250120 

50-333 

8511250381 

50-286 

8511260046 

50-333 

8511260174 

50-333 

8511260634 

50-286 

8511260697 

50-333 

8511130246 

50-322 

8511150028 

50-322 

8511150109 

50-322 

8511210554* 

50-3 

8511050116 

50-498 

8511050116 

50-498 

8511050118* 

50-498 

8511050118* 

50-498 

8511190392 

50-498 

8511210395 

50-250 

8511250175 

50-250 

8511250175 

50-250 

8511250236 

50-250 

8511250236 

50-250 

8511010078 

50-220 

8511010277 

50-410 

8511010304 

50-410 

8511010333 

50-410 

8511010337* 

50-41 0 

8511050099 

50-220 

8511050099 

50-220 

8511070070 

50-410 

8511070110 

50-410 

8511130350 

71-9015 

8511130371 

50-220 

8511130371 

50-220 

8511130376* 

50-220 

8511130376* 

50-220 

8511140039 

70-2948 

8511140170 

50-410 

8511140305 

50-410 

8511180119 

50-220 

8511180187 

50-220 

8511180291 

50-220 

8511190027 

50-220 

8511190028* 

50-220 

8511190374 

50-220 

8511200004 

50-220 

8511200059 

50-220 

8511200170 

50-410 

8511200173 

50-410 

8511210017 

50-410 

8511210043 

50-410 

8511220113 

70-2948 

8511220132 

50-410 

8511220137* 

50-410 

8511220200 

50-410 

8511220207 

50-373 

8511220207 

50-373 

8511220207 

50-373 

8511220464 

50-220 

8511250081 

50-220 

8511250102 

50-220 

8511250119 

50-410 

8511250144 

50-220 

8511250144 

50-220 

8511250170 

50-410 

8511250173* 

50-410 

8511250202 

50-220 

8511250202 

50-220 

8511250223 

50-410 

8511250321 

50-410 

8511250363 

50-410 

8511250365* 

50-410 

8511260317 

PR 

8511180059* 

FOIA 

8511250273 

50-400 

8511260417 

PR 

8511260508 

PR 

8511010190 

50-336 

8511040024 

50-245 

8511040046 

50-245 

8511040138 

50-245 

8511040192 

50-245 

8511040248 

50-245 

851 1040269 

50-423 

8511040272 

50-423 

851 1040319 

50-245 

8511050068 

50-245 


E 

E 

P 

F 
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354 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Northeast Utilities 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8511050085 50-423 
8511050107 50-423 
8511050111 50-245 
8511050125 50-423 
8511050133* 50-423 


A 

A 

P 

A 

A 


8511040156 50-336 P 
8511040192 50-245 F 
8511040248 50-245 P 
8511040269 50-423 E 
8511040272 50-423 E 


8511050144* 50-423 
8511050145 50-245 
8511050168 50-336 
8511050225 50-423 
8511050241 50-423 


A 

P 

Q 

A 

A 


8511040319 50-245 
8511050068 50-245 
8511050085 50-423 
8511050107 50-423 
8511050111 50-245 


P 

F 

A 

A 

P 


8511050280 50-423 
8511060080 50-213 
8511060080 50-213 
8511060160 50-245 
8511070085 50-245 


F 

Q 

Q 

S 

P 


8511050113 50-213 
8511050125 50-423 
8511050145 50-245 
8511050168 50-336 
8511050225 50-423 


P 

A 

P 

Q 

A 


8511070093 50-245 
8511070097* 50-245 
8511070126 50-423 
8511070191 50-423 
8511070264 50-423 


P 

P 

A 

S 

A 


8511050241 50-423 
8511050280 50-423 
8511060080 50-213 
8511060080 50-213 
8511060160 50-245 


A 

F 

Q 

Q 

S 


8511070339 50-423 
8511070352 50-245 
8511110152 50-423 
8511110242 50-423 
8511110275 50-423 


E 

F 

E 

E 

A 


8511070085 50-245 
8511070093 50-245 
8511070126 50-423 
8511070191 50-423 
8511070264 50-423 


P 

P 

A 

S 

A 


8511110280 50-423 
8511110304 50-336 
8511120052 50-423 
8511120257 50-423 
8511130098 50-336 

8511130211 50-423 
8511130272 50-245 
8511140105 50-423 
8511140128 50-245 
8511140128 50-245 

8511140128 50-245 
8511140136 50-245 
8511140152 50-423 
8511140155* 50-423 
8511140406 50-423 

8511140419 50-423 
8511140425 50-423 
8511150012 50-423 
8511180177 50-336 
851118027 2 50-245 

8511180437 50-245 
8511180455 50-245 
8511180525 50-213 
8511180525 50-213 
8511180525 50-213 

8511180530 50-336 
8511180584 50-423 
8511190043 50-336 
8511190044* 50-336 
8511190168 50-245 

8511190221 50-423 
8511200014 50-336 
8511200106 50-245 
8511200106 50-245 
8511200106 50-245 

8511200262 50-245 
8511210153 50-423 
8511210186 50-245 
8511210186 50-245 
8511210186 50-245 

8511210280 50-423 
8511210322 50-336 
8511210365 50-423 
8511210411 50-245 
8511210424 50-423 


A 

P 

A 

S 

Q 

A 

S 

F 

F 

F 

F 

F 

A 

A 

S 

S 

S 

A 

S 

S 

Q 

P 

F 

F 

F 

P 

E 

P 

P 

F 

A 

R 

J 

J 

J 

R 

A 

J 

J 

J 

A 

P 

A 

P 

A 


8511210500 50-423 
8511210517 50-245 
8511250034 50-423 
8511250056 50-423 
8511250118 50-423 


F 

S 

V 

A 

A 


8511250134 50-423 
8511250165 50-423 
8511260057 50-245 
8511260210 50-245 
8511260210 50-245 


A 

E 

S 

F 

F 


8511260210 50-245 

8511270011 50-245 

8511270011 50-245 

8511270012* 50-245 

8511270012* 50-245 


F 

F 

F Northeast Utilities Service Co. (subs, o 

F Northeast Utilities) 


8511270012* 50-245 
8511010190 50-336 
8511040024 50-245 
8511040138 50-245 


F 

P 

S 

P Northern States Power Co. 


8511070339 

50-423 

E 

8511070352 

50-245 

F 

8511110152 

50-423 

E 

8511110242 

50-423 

E 

8511110275 

50-423 

A 

8511110280 

50-423 

A 

8511110304 

50-336 

P 

8511120052 

50-423 

A 

8511120257 

50-423 

S 

8511130098 

50-336 

Q 

8511130211 

50-423 

A 

8511130272 

50-245 

S 

8511140105 

50-423 

F 

8511140128 

50-245 

F 

8511140128 

50-245 

F 

8511140128 

50-245 

F 

8511140136 

50-245 

F 

8511140136 

50-245 

F 

8511140152 

50-423 

A 

8511140406 

50-423 

S 

8511140419 

50-423 

S 

8511140425 

50-423 

S 

8511150012 

50-423 

A 

8511180177 

50-336 

S 

8511180272 

50-245 

S 

8511180437 

50-245 

Q 

8511180455 

50-245 

P 

8511180525 

50-213 

F 

8511180530 

50-336 

P 

8511180584 

50-423 

E 

8511190043 

50-336 

P 

8511190168 

50-245 

F 

8511190221 

50-423 

A 

8511200014 

50-336 

R 

8511200106 

50-245 

J 

8511200106 

50-245 

J 

8511200106 

50-245 

J 

8511200262 

50-245 

R 

8511210153 

50-423 

A 

8511210186 

50-245 

J 

8511210186 

50-245 

J 

8511210186 

50-245 

J 

8511210280 

50-423 

A 

8511210322 

50-336 

P 

8511210365 

50-423 

A 

8511210411 

50-245 

P 

8511210424 

50-423 

A 

8511210500 

50-423 

F 

8511210517 

50-245 

S 

8511250034 

50-423 

V 

8511250056 

50-423 

A 

8511250118 

50-423 

A 

8511250134 

50-423 

A 

8511250165 

50-423 

E 

8511260057 

50-245 

S 

8511270011 

50-245 

F 

8511270011 

50-245 

F 

8511040046 

50-245 

R 

8511040046 

50-245 

R 

8511040093 

50-245 

R 

8511040093 

50-245 

R 

8511040308 

50-213 

R 

8511050076 

50-282 

S 



CORPORATE SOURCE INDEX 355 


AUTHOR AFFILIATION 


Northwest Radiation Oncology, St. Louis, 
MO 

Northwestern Univ., Evanston, IL 

Nuclear Assurance Corp. 


Nuclear Fuel Services, Inc. (subs, of 
Getty Oil Co.) 


Nuclear Information & Resource Service 


Nuclear Medicine Associates, Inc., 
Cleveland, OH 
Nuclear Packaging, Inc. 


Nuclear Safety Associates 
Nuclear Utility Group on Equipment 

Qualification 
Nutec, Inc. 

Oak Ridge Associated Univs. 

Oak Ridge National Laboratory 


Ogle Petroleum, Inc. of California 

Ohio Citizens for Responsible Energy 

Ohio State Univ., Columbus, OH 
Omaha Public Power District 


ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

8511050154 

50-263 

V 


8511050045 

50-285 

8511050154 

50-263 

V 


8511060135 

50-285 

8511060384 

70-754 



8511120227 

50-285 

8511060395 

70-754 



8511180370 

50-285 

8511060441 

70-754 



8511190167 

50-285 

8511070491 

50-282 

s 


8511200095 

50-285 

8511110201 

50-282 

p 


8511260218 

50-285 

8511130078 

TOPREP 



8511260356 

50-285 

8511130315 

50-282 

p 


8511260368 

50-285 

8511140220 

50-263 

s 

Oregon, State of 

8511010204 

PR 

8511140322 

50-282 

p 

Pacific Gas & Electric Co. 

8511010116 

50-275 

8511180146 

50-263 

s 


8511010244 

50-275 

8511200017 

50-263 

R 


8511010250* 

50-275 

8511210157 

50-263 

s 


8511010416 

50-275 

8511210237 

50-282 

s 


8511010418* 

50-275 

8511220068 

50-282 

Q 


8511010485 

50-133 

8511250220 

50-282 

P 


8511040162 

50-275 

8511250220 

50-282 

P 


8511040370 

50-275 

8511260033 

50-282 

F 


8511040370 

50-275 

8511260033 

50-282 

F 


8511040372* 

50-275 

8511260186 

50-263 

P 


8511040372* 

50-275 

8511260191* 

50-263 

P 


8511040374* 

50-275 

8511260193* 

50-263 

P 


8511040374* 

50-275 

8511260518 

50-282 

P 


8511050029 

50-133 

8511050016 

PR 



8511050029 

50-133 





8511050175 

50-275 

8511120029 

NUREG 



8511050177* 

50-275 

8511120063 

NUREG 



8511050200 

50-133 

8511120083 

NUREG 



8511070281 

50-275 

8511120087 

NUREG 



8511110078 

50-275 

8511060106 

70-3020 



8511110078 

50-275 

8511060266 

70-3020 



8511110260 

50-275 

8511060386 

70-3020 



8511110264* 

50-275 

8511060450 

70-3020 



8511110270* 

50-275 

8511120326 

70-3020 



8511110282 

50-275 

8511210078 

70-3020 



8511110376 

50-275 

8511210146 

70-3020 



8511110378* 

50-275 

8511250064 

70-3020 



8511110380 

50-275 

8511070062 

70-143 



8511110384* 

50-275 





8511110407 

50-275 

8511130189 

70-143 



8511110407 

50-275 

8511140433 

71-249 



8511110418* 

50-275 

8511140437* 

71-249 



8511110418* 

50-275 

8511220161 

70-143 



8511110434 

50-275 

8511270198 

70-143 



8511110442* 

50-275 

8511070319 

40-8027 



8511120095 

50-275 

8511120282 

50-460 

S 


8511120095 

50-275 

8511120286 

50-460 

S 


8511120102* 

50-275 

8511210031 

FOIA 



8511120102* 

50-275 

8511210327 

FOIA 



8511120133 

50-275 

8511260508 

PR 



8511120133 

50-275 





8511120266 

50-275 

8511120311 

71-9200 



8511120266 

50-275 

8511120313* 

71-9200 



8511120269* 

50-275 

8511200241 

71-9132 



8511120269* 

50-275 

8511200246* 

71-9132 



8511180565 

50-133 

8511220056 

71-9132 



8511190091 

50-275 

8511220064* 

71-9132 



8511190249 

50-275 

8511210586* 

40-8610 



8511190249 

50-275 

8511190395 

NUREG 



8511200034 

50-275 





8511200068 

50-275 

8511200197 

PROJ 



8511200108 

50-275 

8511200205* 

PROJ 



8511200108 

50-275 

8511010533* 

70-820 



8511200227 

50-275 

8511140089 

40-8724 



8511200227 

50-275 

8511050320* 

FOIA 



8511200275 

50-275 

8511050324* 

50-445 

A 


8511200295 

50-275 

8511060169* 

FOIA 



8511200295 

50-275 

8511060251* 

FOIA 



8511220284 

50-275 

8511060521 

PROJ 



8511260008 

50-323 

8511060523* 

PROJ 



8511260079 

50-275 

8511070038* 

FOIA 



8511260079 

50-275 

8511070189* 

FOIA 



851126059 2 

50-323 

8511070242 

NUREG 



8511260687 

50-323 

8511110422 

NUREG 



8511270221 

50-275 

8511130411 

WASTE RES 



8511270241* 

50-275 

8511180625 

NUREG 


Pailen-Johnson Associates, inc. 

8511010174* 

CONTRACT 

8511220329 

NUREG 


Palmetto Alliance 

8511110306 

50-413 

8511260257 

40-8745 



8511190497* 

COMM1SSIO 

8511260357 

40-8745 


Parameter, Inc. 

8511210522* 

CONTRACT 

8511260360* 

40-8745 


Parsons, Brinkerhoff, Quada & Douglas, 

8511130094 

WASTE MGT 

8511010268 

NUREG 


Inc. 



8511260190 

50-440 

F 

Pathfinder Mines Corp. 

8511010458 

40-2259 

8511040039 

50-150 

P 

8511040135 

40-2259 

8511010323 

50-285 

P 


8511040147* 

40-2259 

8511010330* 

50-285 

P 


8511200041 

40-2259 

8511010339* 

50-285 

P 


8511260296 

40-6622 

8511040206 

50-285 

P 


8511260394 

40-6622 

8511040242* 

50-285 

Q 


8511260590 

40-2259 
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356 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Pennsylvania Power & Light Co. 


Pennsylvania State Univ., University 
Park, PA 


Pennsylvania, Commonwealth of 
Pentek, Inc. 

Petrotomics Co. (formerly Getty/Petrotom 
ics Co.) 


Philadelphia Electric Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8511060196* 

50-387 

Q 


8511070082 

50-387 

P 


8511070141 

50-388 

s 


8511120242 

50-388 

S 


8511140143 

50-387 

H 


8511180218 

50-387 

R 


8511180385 

50-387 

s 


8511200260 

50-387 

R 


8511220092 

50-387 

F 


8511220363 

50-387 

S 


8511260637 

50-387 

P 


8511270172 

50-387 

s 


8511050128 

50-5 

p 


8511140066 

50-5 

F 


8511140316 

71-5088 



8511210288 

50-352 

G 


8511250346* 

CONTRACT 



8511110441 

40-6659 



8511260379 

40-6659 



8511010340 

50-277 

s 


8511040146 

50-277 

R 


8511040198 

8511040314 

50-278 

50-352 

Q 

P 

Philips Medical Systems, Inc. 

Plateau Resources, Ltd. 

8511050073 

50-352 

S 


8511050189 

8511050189 

8511050205 

50-352 

50-352 

50-277 

G 

G 

P 

Poco Graphite, Inc. (subs, of Union Oil 
Co. of California) 

8511050205 

50-277 

P 

Pooled Equipment Inventory Co. 

8511050210* 

8511050210* 

50-277 

50-277 

P 

P 

Portland General Electric Co. 

8511050212* 

50-277 

P 


8511050212* 

50-277 

P 


8511060171 

50-278 

S 


8511070115 

50-352 

R 


8511070236 

50-352 

s 


8511070276 

50-277 

F 


8511070415 

50-277 

Q 


8511110028 

50-352 

G 


8511110028 

50-352 

G 


8511110303 

50-352 

F 


8511110364 

50-352 

F 


8511110368* 

50-352 

F 


8511110371 

50-352 

F 



8511210077 

50-352 

F 

8511210159 

50-352 

P 

8511210430 

50-352 

G 

8511220002 

50-352 

S 

8511220244 

50-277 

P 

8511220244 

50-277 

P 

8511220250* 

50-277 

P 

8511220250* 

50-277 

P 

8511220252* 

50-277 

P 

8511220252* 

50-277 

P 

8511250303 

50-352 

G 

8511260040 

50-278 

S 

8511260106 

50-278 

S 

8511260116 

50-352 

S 

8511260481 

50-352 

G 

8511260481 

50-352 

G 

8511260486* 

50-352 

G 

8511260486* 

50-352 

G 

8511260491* 

50-352 

G 

8511260491* 

50-352 

G 

8511260514 

50-352 

S 

8511260612 

50-352 

S 

8511260628 

50-277 

S 

8511060305 

71-550 


8511070561 

40-8674 


8511200063 

40-8674 


8511070582* 

XPORTLIC 


8511070586* 

XPORTLIC 


8511040375 

QA999 


8511010160 

50-344 

P 

8511010165* 

50-344 

P 

8511010171* 

50-344 

P 

8511010177* 

50-344 

Q 

8511050034 

50-344 

F 

8511050109 

50-344 

F 

8511050197 

50-344 

P 

8511050199* 

50-344 

P 

8511050201* 

50-344 

P 

8511050269 

50-344 

P 

8511120031 

50-344 

P 

8511130222 

50-344 

F 

8511180350 

50-344 

P 

8511180702 

50-344 

R 

8511190318 

50-344 

P 


8511110374* 

50-352 

F 

8511110424* 

50-352 

F 

8511110443 

50-352 

S 

8511120070 

50-277 

Q 

8511120112 

50-352 

F 

8511120112 

50-352 

F 

8511120118 

50-352 

F 

8511120119* 

50-352 

F 

8511120119* 

50-352 

F 

8511120127 

50-352 

F 

8511120127 

50-352 

F 

8511120132* 

50-3 52 

F 

8511120132* 

50-352 

F 

8511120259 

50-352 

F 

8511120261* 

50-352 

F 

8511120272 

50-352 

F 

8511120272 

50-352 

F 

8511120274* 

50-352 

F 

8511120274* 

50-352 

F 

8511120419 

50-352 

F 

8511120447* 

50-352 

F 

8511130059 

50-277 

p 

8511130199 

50-352 

s 

8511130206 

50-278 

Q 

8511130252 

50-352 

G 

8511130252 

50-352 

G 

8511 1501 10 

50-277 

P 

8511150110 

50-277 

p 

8511180270 

50-352 

S 

8511180352 

50-277 

R 

8511180359* 

50-277 

R 

8511180420 

50-278 

P 

8511180492 

50-352 

F 

8511180496* 

50-352 

F 

8511190030 

50-277 

P 

8511190219 

50-352 

G 

8511190219 

50-352 

G 

8511190495 

50-352 

s 

8511200033 

50-352 

P 

.8511200098 

50-352 

P 

8514200145 

50-352 

P 

8511200228 

50-352 

R 

8511200312 

50-352 

R 

8511210077 

50-352 

F 


Prescon Corp. 

Press Intelligence, Inc. 
Professional Loss Control, Inc. 
Public Service Co. of Colorado 


Public Service Co. of New Hampshire 


8511200009 

50-344 

S 

8511200199 

50-344 

S 

8511250098 

50-344 

F 

8511260159 

50-344 

F 

8511260237 

50-344 

S 

8511050138 

QA999 


8511050140* 

QA999 


8511250009* 

CONTRACT 


8511180342* 

50-369 

Q 

8511040376 

50-267 

P 

8511050063* 

50-267 

Q 

8511060045 

50-267 

S 

8511060174 

50-267 

S 

8511060278 

50-267 

F 

851.1060287* 

50-267 

F 

8511060288* 

50-267 

F 

8511060291* 

.50-267 

F 

8511060298* 

50-267 

F 

8511060301* 

50-267 

F 

8511060304* 

50-267 

F 

8511060307* 

50-267 

F 

8511060310* 

50-267 

F 

8511060382 

50-267 

S 

8511070442 

50-267 

S 

8511120324 

71-6346 


8511120327* 

71-6346 


8511120330* 

71-6346 


8511130328 

50-267 

P 

8511190180 

50-267 

P 

8511190310 

50-267 

V 

8511220043 

50-267 

S 

8511220093 

50-267 

S 

8511220334 

50-267 

R 

8511250258 

50-267 

P 

8511270265 

50-267 

P 

8511 0501 80 

50-443 

E 

8511050180 

50-443 

E 

8511070133 

50-443 

S 

8511070138 

50-443 

s 

8511070138 

50-443 

s 

8511070168 

50-443 

s 

8511070182 

50-443 

s 

8511070182 

50-443 

s 

8511110039 

50-443 

A 



CORPORATE SOURCE INDEX 357 


AUTHOR AFFILIATION 


Public Service Co. of New Mexico 
Public Service Electric & Gas Co. of New 
Jersey 


Radiation Management Corp. 


Radiation Service Organization 
Ratner, M.G. 

Raymond Kaiser Engineers, Inc. 

Reactor Experiments, Inc. 

Rensselaer Polytechnic Institute, Troy, 

NY 

Rhode Island, State of 

Roath & Brega, P.C. 

Rochester Gas & Electric Corp. 


Rockwell International Corp. 
Ropes & Gray 


Rorem, B. 


S. Cohen & Associates, Inc. 
Sacramento Municipal Utility District 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8511110039 

50-443 

A 

8511110156 

50-443 

A 

8511130339 

50-443 

R 

8511150121 

50-443 

E 

8511190132 

50-443 

A 

8511210334 

50-443 

Q 

8511220218 

50-443 

F 

8511050152* 

50-528 

G 

8511010221 

50-272 

P 

8511010221 

50-272 

P 

8511010226* 

50-272 

P 

8511010226* 

50-272 

P 

8511050135 

50-354 

A 

8511050164 

50-354 

A 

8511050172* 

50-354 

A 

8511050245 

50-354 

A 

8511050274 

50-354 

E 

8511050286* 

50-354 

E 

8511050316 

50-272 

R 

8511110312 

50-354 ' 

A 

8511110317* 

50-354 

A 

8511110322* 

50-354 

A 

8511120073 

50-272 

V 

8511140232 

50-31 1 

S 

8511140264 

50-354 

E 

8511140358 

50-354 

A 

8511140363 

50-354 

A 

8511140403 

50-311 

S 

8511140483 

50-272 

S 

8511150032 

50-354 

F 

8511180397 

50-31 1 

S 

8511180440 

50-31 1 

s 

8511190241 

50-272 

R 

8511190296 

50-354 

A 

8511200132 

50-272 

R 

8511210036 

50-354 

E 

8511210049 

50-311 

R 

8511210362 

50-354 

E 

8511220232 

50-354 

E 

8511250204 

50-354 

A 

8511250235 

50-272 

F 

8511250264 

50-272 

P 

8511250289 

50-272 

Q 

8511250339 

50-272 

p 

8511250339 

50-272 

P 

8511250343* 

50-272 

P 

8511250343* 

50-272 

P 

8511260289 

50-272 

F 

8511270001 

50-354 

K 

8511270003* 

50-354 

K 

8511270214 

50-354 

A 

8511270293 

50-354 

F 

8511040098 

50-277 

R 

8511070120* 

50-352 

R 

8511210572* 

40-8724 


8511260476* 

PR 


8511260206 

FOIA 


8511270019 

70-1113 


8511130094 

WASTE MGT 


8511190563 

XPORTLIC 


8511060120 

50-225 

P 

8511060124* 

50-225 

P 

8511060055 

50-193 

P 

8511260401 

40-8745 


8511040072 

50-244 

Q 

8511040264 

50-244 

S 

8511130179 

50-244 

Q 

8511180301 

50-244 

S 

8511190096 

50-244 

P 

8511200185 

50-244 

F 

8511210314 

50-244 

R 

8511210358 

50-244 

Q 

8511260262 

50-244 

P 

8511260271* 

50-244 

P 

8511250129* 

50-433 

P 

8511130281 

50-445 

G 

8511130340 

50-445 

G 

8511190235 

50-445 

G 

8511190235 

50-445 

G 

8511190396 

50-445 

G 

8511190396 

50-445 

G 

8511120011 

50-456 

G 

8511260344 

50-456 

G 

8511210202* 

FOIA 


8511010229 

50-312 

Q 

8511010230 

50-312 

S 

8511040261 

50-312 

P 


AUTHOR AFFILIATION 


San Diego Gas & Electric Co. 
Sandia National Laboratories 


Sargent & Lundy, Inc. 

Save Our State From Radioactive Waste 
Science & Engineering Associates, Inc. 
Science Applications international Corp. 
(formerly Science Applications, Inc.) 


Scott Aviation 

Seismic Qualification Utility Group 
Senate 

Sequoyah Fuels Corp. (subs, of Kerr-McGe 
Nuclear Corp.) 

Serono Laboratories, Inc. 

Shaw, Pittman, Potts & Trowbridge 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8511040267* 

50-312 

8511040281 

50-312 

8511040367 

50-312 

8511040397* 

50-312 

8511050004 

50-312 

8511070053 

50-312 

8511070511 

50-312 

8511110045 

50-312 

8511120027 

50-312 

8511130243 

50-312 

8511150033 

50-312 

8511150042* 

50-312 

8511180435 

50-312 

8511190248 

50-312 

8511190252* 

50-312 

8511190267 

50-312 

8511190539 

50-312 

8511200086 

50-312 

8511200110 

50-312 

8511200121 

50-312 

8511200123* 

50-312 

8511220030 

50-312 

8511260283 

50-312 

8511260670 

50-312 

8511070105 

50-206 

8511070092 

NUREG 

8511070237 

NUREG 

8511070252 

NUREG 

8511120336 

NUREG 

8511140204 

WASTE RES 

8511140397 

WASTE RES 

8511190550 

NUREG 

8511190554 

NUREG 

8511190556 

NUREG 

8511110012* 

50-461 

8511120224 

50-346 

8511210202* 

FOIA 

8410100501* 

50-155 

8511010119* 

CONTRACT 

8511010273* 

50-440 

8511010347* 

50-454 

8511010383* 

50-266 

8511010407* 

50-461 

8511040291* 

50-395 

8511060030* 

50-237 

8511060161* 

50-313 

8511060496* 

50-333 

8511070312* 

50-354 

8511110466* 

50-269 

8511150066* 

50-313 

8511150066* 

50-313 

8511180707* 

50-245 

8511180800* 

50-309 

8511190150* 

50-344 

8511190408* 

50-244 

8511190505 

NUREG 

8511190550 

NUREG 

8511190554 

NUREG 

85112001Q1* 

50-317 

8511220410* 

50-155 

8511260526* 

50-261 

8511260527* 

50-261 

8511060300 

REGGD 

8511180100 

NUREG 

8511060317* 

COMMISSiO 

8511110457* 

70-364 

8511190504* 

70-143 

8511120435* 

40-8027 

8511260166* 

40-8027 

8511220018* 

FOIA 

8511220036* 

FOIA 

8511220128* 

FOIA 

8511010490 

50-320 

8511050207 

50-400 

8511070338 

50-289 

8511110230 

PR 

8511130276 

50-400 

8511130279 

50-400 

8511130359 

50-400 

8511150063 

50-346 

8511210429 

50-424 

8511210429 

50-424 

8511210434* 

50-424 

8511210434* 

50-424 

8511250150 

50-440 

8511250150 

50-440 

8511250273 

50r400 
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358 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Shawano Community Hosp., Shawano, Wl 
Shieldailoy Corp. 

Sierra Cluo 
Sinkin, L.A. 


Sisters, Servants of the Immaculate Hear 
of Mary 

Small Business Administration 


Society of Nuclear Medicine 

Sohio Chemical Co. (subs, of Standard Oi 

Co., Ohio) 

South Carolina Electric & Gas Co. 


South Carolina, State of 
South Mississippi Electric Power 
Association 
Southampton, NY 


Southern California Edison Co. 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8511260084 

50-400 

G 

8511260145 

50-440 

G 

8511260239 

50-400 

G 

8511260393 

50-424 

G 

8511270113 

50-440 

G 

8511270113 

50-440 

G 

8511260497 

PR 


8511130035 

40-7102 


8511200216 

50-346 

X 

8511110062 

50-498 

G 

851 1 110067* 

50-498 

G 

8511130357 

50-498 

G 

8511060292 

NUREG 


8511010174* 

CONTRACT 


8511040031* 

CONTRACT 


8511120239* 

CONTRACT 


8511190503* 

CONTRACT 


8511250316* 

CONTRACT 


8511250457* 

CONTRACT 


8511260479 

PR 


8511140318 

40-7604 


8511050096 

50-395 

H 

8511050143 

50-395 

Q 

8511110224 

50-395 

P 

8511110469 

50-395 

R 

8511120044* 

50-395 

Q 

8511120209 

50-395 

S 

8511120428 

50-395 

S 

8511130067 

50-395 

S 

8511180472 

50-395 

P 

8511180739 

50-395 

S 

8511180813 

50-395 

R 

8511220083 

50-395 

S 

8511250314 

50-395 

F 

8511180748* 

WASTE MGT 


8511120096 

50-416 

P 

8511150025 

50-322 

G 

8511150109 

50-322 

G 

8511010184 

50-206 

F 

8511010203 

50-206 

P 

8511010203 

50-206 

P 

8511050156 

50-206 

S 

8511050165 

50-206 

P 

8511050226 

50-361 

S 

8511050226 

50-361 

s 

8511050229* 

50-361 

s 

8511050235* 

50-361 

s 

8511050239* 

50-361 

s 

8511060210 

50-361 

p 

8511060210 

50-361 

p 

8511060213* 

50-361 

p 

8511060213* 

50-361 

p 

8511060220 

50-361 

p 

8511070105 

50-206 

R 

8511070287 

50-206 

P 

8511110111 

50-361 

s 

8511110135 

50-206 

V 

8511110135 

50-206 

V 

8511110135 

50-206 

V 

8511110249* 

50-206 

Q 

8511130259 

50-206 

P 

8511130267* 

50-206 

P 

8511140375 

50-361 

s 

8511150044 

50-361 

p 

8511150044 

50-361 

p 

8511180210 

50-361 

s 

8511180264 

50-362 

s 

8511180681 

50-206 

R 

8511180793 

50-361 

R 

8511180799* 

50-361 

R 

8511180806* 

50-361 

R 

8511180809* 

50-361 

R 

8511200003 

50-206 

s 

8511200003 

50-206 

s 

8511200003 

50-206 

s 

8511200003 

50-206 

s 

8511210107 

50-362 

s 

8511210483 

50-362 

s 

8511210605 

50-361 

R 

8511220015 

50-361 

s 

8511220472 

50-361 

s 

8511250024 

50-362 

s 

8511260051 

50-361 

s 

8511260135 

50-361 

P 

8511260135 

50-361 

P 

8511260143* 

50-361 

P 


AUTHOR AFFILIATION 


Southern Co. Services, Inc. 


Southwest Research Institute 
St. Francis Hosp., Evanston, IL 
St. Johns Mercy Medical Center, St. 
Louis, MO 

St. Joseph’s Hosp., Milwaukee, Wl 
Standardized Nuclear Unit Power Plant 
System 

State, Dept, of, Bureau of Oceans & Inti 
Environ. & Scientific Affairs 


Stearns Catalytic Corp. 

Structural & Earthquake Engineering 

Consultants 

Suffolk County, NY 


Sunflower Alliance 

Syncor International 
TCP, Inc. 

TDI (Transamerica Delaval, Inc.) Owners 
Group 


TECH-SIL, Inc. 

Tech/Ops, Inc. (formerly Technical 
Operations, Inc.) 


Technical Analysis Corp. 
Technical Associates 

Teledyne Energy Systems 


Teledyne Engineering Services 
Teledyne Isotopes 
Tennessee Valley Authority 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

8511260143* 

50-361 

8511260273 

50-206 

8511260273 

50-206 

8511260627 

50-361 

8510090003 

50-424 

8511210407 

50-424 

8511210370* 

50-354 

8511150083 

PR 

8511260246 

PR 

8511260493 

PR 

8511060258 

50-282 

8511070557 

XPORTLIC 

8511180517* 

FOIA 

8511140060* 

50-237 

8511190512* 

CONTRACT 

8511130287 

50-322 

8511150086 

50-322 

8511150109 

50-322 

8511250270 

50-322 

8511250360 

50-322 

8511010488 

50-440 

8511220219 

FOIA 

8511260440 

FOIA 

8511070009* 

50-413 

8511120143 

TOPREP 

8511120145* 

TOPREP 

8511220306* 

50-322 

8511270294* 

50-354 

8511060368 

71-9007 

8511060370* 

71-9007 

8511120405 

71-9053 

8511200078 

71-9147 

8511180007 

FOIA 

8511070407 

50-443 

8511060343 

71-9205 

8511060344* 

71-9205 

8511070067 

71-9030 

8511120365 

71-9205 

8511120373* 

71-9205 

8511070232* 

50-445 

8511070120* 

50-352 

8510290157 

50-327 

8510290157 

50-327 

8510290157 

50-327 

8510290157 

50-327 

8510290157 

50-327 

8511010191 

50-259 

8511040320 

50-390 

8511040350 

50-327 

8511040415 

50-327 

8511040415 

50-327 

8511040461 

50-259 

8511050155 

50-390 

8511050155 

50-390 

8511050195 

50-390 

8511050195 

50-390 

8511060424 

50-328 

8511070350 

50-259 

8511070457 

50-259 

8511070463 

50-260 

8511110001 

50-259 

8511110001 

50-259 

8511110001 

50-259 

8511110001 

50-259 

8511110001 

50-259 

8511110001 

50-259 

8511110001 

50-259 

8511110001 

50-259 

8511110001 

50-259 

8511110001 

50-259 

8511110002* 

50-259 

8511110002* 

50-259 

8511110002* 

50-259 

8511110002* 

50-259 

8511110002* 

50-259 

8511110002* 

50-259 

8511110002* 

50-259 

8511110002* 

50-259 

8511110002* 

50-259 

8511110002* 

50-259 

8511110004* 

50-259 

8511110004* 

50-259 

8511110004* 

50-259 


P 

F 

F 

S 

E 

E 

E 


P 


P 


G 
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AUTHOR AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8511110263 

50-327 

P 

8511110263 

50-327 

P 

8511110265 

50-327 

Q 

8511110276 

50-327 

Q 

8511110276 

50-327 

Q 

8511110298 

50-328 

Q 

8511120022 

50-390 

S 

8511120032* 

50-390 

S 

8511120036 

50-438 

S 

8511120036 

50-438 

S 

8511120048 

50-438 

S 

8511120048 

50-438 

S 

8511120071 

50-438 

S 

8511120071 

50-438 

s 

8511120107 

50-391 

s 

8511120174 

50-391 

s 

8511120185 

50-438 

s 

8511120185 

50-438 

s 

8511120201 

50-391 

s 

8511120214 

50-391 

s 

8511120236 

50-438 

s 

8511120236 

50-438 

s 

8511120237 

50-438 

s 

8511120237 

50-438 

s 

8511120241 

50-390 

s 

8511120241 

50-390 

s 

8511120314 

50-390 

s 

8511120316 

50-438 

s 

8511120316 

50-438 

s 

8511120317 

50-438 

s 

8511120343 

50-390 

s 

8511120343 

50-390 

s 

8511120355 

50-390 

s 

8511120355 

50-390 

s 

8511120401 

50-391 

s 

8511120412 

50-390 

s 

8511120412 

50-390 

s 

8511120413 

50-438 

s 

8511120450 

50-390 

s 

8511120451 

50-391 

s 

8511130014 

50-391 

s 

8511130018 

50-438 

s 

8511130018 

50-438 

s 

8511130105 

50-259 

F 

8511130105 

50-259 

F 

8511130105 

50-259 

F 

8511130109 

50-327 

F 

8511130109 

50-327 

F 

8511130132 

50-390 

S 

8511130140 

50-438 

S 

8511130140 

50-438 

S 

8511130146 

50-390 

S 

8511130146 

50-390 

S 

8511130170 

50-438 

S 

8511130170 

50-438 

S 

8511130182 

50-259 

F 

8511130182 

50-259 

F 

8511130182 

50-259 

F 

8511130182 

50-259 

F 

8511130182 

50-259 

F 

8511130182 

50-259 

F 

8511130182 

50-259 

F 

8511130213 

50-390 

A 

8511130213 

50-390 

A 

8511130215 

50-259 

F 

8511130215 

50-259 

F 

8511130215 

50-259 

F 

8511130301 

50-259 

P 

8511130325 

50-327 

Q 

8511130325 

50-327 

Q 

8511130427 

50-390 

S 

8511140002 

50-390 

S 

8511140002 

50-390 

s 

8511140007 

50-438 

s 

8511140007 

50-438 

s 

8511140228 

50-391 

s 

8511140229 

50-438 

s 

8511140229 

50-438 

s 

8511140236 

50-438 

s 

8511140236 

50-438 

s 

8511140238 

50-390 

s 

8511140251 

50-391 

s 

8511140252 

50-391 

s 

8511140262 

50-390 

s 

8511140262 

50-390 

s 

8511140276 

50-391 

s 

8511140374 

50-391 

s 

8511140376 

50-391 

s 

8511180090 

50-328 

s 


Tennessee, State of 

Texas Utilities Electric Co. (formerly 
Texas Utilities Generating Co.) 


8511180159 

50-327 

8511180171 

50-327 

8511180280 

50-391 

8511180324 

50-391 

8511180330 

50-438 

8511180338 

50-391 

8511180358 

50-390 

8511180358 

50-390 

8511180381 

50-390 

8511180412 

50-259 

8511180412 

50-259 

8511180412 

50-259 

8511180418* 

50-259 

8511180418* 

50-259 

8511180418* 

50-259 

8511180599 

50-259 

8511180753 

50-259 

8511180769 

50-390 

8511180769 

50-390 

8511180773 

50-390 

8511180773 

50-390 

8511180779 

50-390 

8511180779 

50-390 

8511180817 

50-327 

8511190217 

50-390 

8511190268 

50-327 

8511190268 

50-327 

8511190272 

50-327 

8511190272 

50-327 

8511190276* 

50-327 

8511190276* 

50-327 

8511200048 

40-1341 

8511210129* 

50-327 

8511210129* 

50-327 

8511210351 

50-438 

8511210351 

50-438 

8511210355* 

50-438 

8511210355* 

50-438 

8511210543 

50-391 

8511210560 

50-391 

8511210567 

50-438 

8511210567 

50-438 

8511210603 

50-391 

8511220003 

50-390 

8511220003 

50-390 

8511220195 

50-438 

8511220195 

50-438 

8511220205 

50-391 

8511220216 

50-438 

8511220216 

50-438 

8511220362 

50-390 

8511220362 

50-390 

8511250076 

NUREG 

8511250078 

50-438 

8511250096 

50-327 

8511250099 

50-327 

8511250230 

50-390 

8511260023 

50-327 

8511260112 

50-390 

8511260230 

50-259 

8511260230 

50-259 

8511260230 

50-259 

8511260320 

50-259 

8511260320 

50-259 

8511260320 

50-259 

8511260404 

50-259 

8511260404 

50-259 

8511260404 

50-259 

8511260595 

50-296 

8511260695 

50-328 

8511270004 

50-260 

8511270058 

50-259 

8511270076* 

CONTRACT 

8511270237 

50-260 

8511270276 

50-327 

8511270278 

50-327 

8511010205* 

50-259 

8511060071 

PR 

8511150122 

PR 

8511040343 

50-445 

8511040416* 

50-445 

8511040424* 

50-445 

8511040428* 

50-445 

8511040433* 

50-445 

8511040436* 

50-445 

8511040441* 

50-445 

8511040441* 

50-445 

8511040441* 

50-445 
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AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8511040446* 

50-445 

Q 

8511040446* 

50-445 

Q 

8511040446* 

50-445 

Q 

8511040449* 

50-445 

Q 

8511040452* 

50-445 

A 

8511040457* 

50-445 

Q 

8511040464* 

50-445 

Q 

8511040471* 

50-445 

Q 

8511040479* 

50-445 

Q 

8511040479* 

50-445 

Q 

8511040479* 

50-445 

Q 

8511040489* 

50-445 

A 

8511040489* 

50-445 

A 

8511040489* 

50-445 

A 

8511040490* 

50-445 

A 

8511040490* 

50-445 

A 

8511040490* 

50-445 

A 

8511040492* 

50-445 

Q 

8511040492* 

50-445 

Q 

8511040492* 

50-445 

Q 

8511050038 

50-445 

V 

8511050070 

50-445 

F 

8511050162 

50-445 

T 

8511050277 

50-445 

H 

8511050295* 

50-445 

Q 

8511050297* 

50-445 

Q 

8511050297* 

50-445 

Q 

8511050299* 

50-445 

A 

8511050304* 

50-445 

Q 

8511050326* 

50-445 

Q 

8511060385* 

50-445 

A 

8511060385* 

50-445 

A 

8511060385* 

50-445 

A 

8511060388* 

50-445 

A 

8511060393* 

50-445 

A 

8511060393* 

50-445 

A 

8511060393* 

50-445 

A 

8511060397* 

50-445 

A 

8511060397* 

50-445 

A 

8511060397* 

50-445 

A 

8511060406* 

50-445 

A 

8511060406* 

50-445 

A 

8511060406* 

50-445 

A 

8511060408* 

50-445 

Q 

8511060408* 

50-445 

Q 

8511060408* 

50-445 

Q 

8511060413* 

50-445 

A 

8511060414* 

50-445 

A 

8511060414* 

50-445 

A 

8511060414* 

50-445 

A 

8511060415* 

50-445 

Q 

8511060415* 

50-445 

Q 

8511060415* 

50-445 

Q 

8511060418* 

50-445 

A 

8511060419* 

50-445 

A 

8511060422* 

50-445 

Q 

8511060423* 

50-445 

A 

8511060423* 

50-445 

A 

8511060423* 

50-445 

A 

8511060427* 

50-445 

Q 

8511060427* 

50-445 

Q 

8511060427* 

50-445 

Q 

8511060428* 

50-446 

A 

8511060433* 

50-445 

Q 

8511060436* 

50-445 

Q 

8511060436* 

50-445 

Q 

8511060436* 

50-445 

Q 

8511060440* 

50-445 

A 

8511060442* 

50-445 

Q 

8511060442* 

50-445 

Q 

8511060442* 

50-445 

Q 

8511060445* 

50-445 

A 

8511060448* 

50-445 

Q 

8511060449* 

50-445 

A 

8511060449* 

50-445 

A 

8511060449* 

50-445 

A 

8511060452* 

50-445 

Q 

8511060459* 

50-445 

A 

8511060459* 

50-445 

A 

8511060459* 

50-445 

A 

8511060469* 

50-445 

A 

8511060473* 

50-445 

A 

8511060475* 

50-445 

A 

8511060480* 

50-445 

A 

8511060483* 

50-445 

A 

8511060488* 

50-445 

A 

8511060491* 

50-445 

A 

8511060492* 

50-445 

A 

8511060494* 

50-445 

A 


AUTHOR AFFILIATION ACCESSION SUBJECT 


NUMBER 

CATEGORY 

8511060494* 

50-445 

8511060494* 

50-445 

8511060497* 

50-445 

8511060497* 

50-445 

8511060497* 

50-445 

8511060500* 

50-445 

8511060500* 

50-445 

8511060500* 

50-445 

8511070002* 

50-445 

8511070002* 

50-445 

8511070002* 

50-445 

8511070003* 

50-445 

8511070004* 

50-445 

8511070004* 

50-445 

8511070004* 

50-445 

8511070005* 

50-445 

8511070006* 

50-445 

8511070006* 

50-445 

8511070006* 

50-445 

8511070007* 

50-445 

8511070007* 

50-445 

8511070008* 

50-445 

8511070008* 

50-445 

8511070008* 

50-445 

8511070010* 

50-445 

8511070011* 

50-445 

8511070013* 

50-445 

8511070014* 

50-445 

8511070016* 

50-445 

8511070016* 

50-445 

8511070016* 

50-445 

8511070017* 

50-445 

8511070018* 

50-445 

8511070018* 

50-445 

8511070018* 

50-445 

8511070021* 

50-445 

8511070022* 

50-445 

8511070023* 

50-445 

8511070023* 

50-445 

8511070023* 

50-445 

8511070024* 

50-445 

8511070026* 

50-445 

8511070026* 

50-445 

8511070026* 

50-445 

8511070028* 

50-445 

8511070049* 

50-445 

8511070061* 

50-445 

8511070063* 

50-445 

8511070066* 

50-445 

8511070068* 

50-445 

8511070068* 

50-445 

8511070072* 

50-445 

8511070072* 

50-445 

8511070072* 

50-445 

8511070076* 

50-445 

8511070077* 

50-445 

8511070101* 

50-445 

8511070107* 

50-445 

8511070246* 

50-445 

8511070429* 

50-445 

8511110006 

50-445 

8511110006 

50-445 

8511110189 

50-445 

8511110210 

50-445 

8511110235* 

50-445 

8511130281 

50-445 

8511130340 

50-445 

8511130340 

50-445 

8511150065 

50-446 

8511150087 

50-445 

8511150104 

50-445 

8511150104 

50-445 

8511150112* 

50-445 

8511150112* 

50-445 

8511150126* 

50-445 

8511150126* 

50-445 

8511190177 

50-445 

8511190177 

50-445 

8511190235 

50-445 

8511190235 

50-445 

8511190396 

50-445 

8511190396 

50-445 

8511200007 

50-445 

8511200007 

50-445 

8511200274* 

50-445 

8511200274* 

50-445 

8511210085 

50-446 

8511210226 

50-446 

8511220336 

50-445 
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AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


Texas, State of 

Texas, Univ. of, San Antonio, TX 
Thermo-Scan Engineering, Inc. 

Toledo Coalition for Safe Energy 
Toledo Edison Co. 


Touche Ross & Co. 

Tower Cardiology Service, Columbus, OH 
Transamerica Delaval, Inc. 


Transnuclear, Inc. 


Tri-State Transit Co. (subs, of Georgia 
Pacific Co.) 

Trial Lawyers for Public Justice, P.C. 


Troutman, Sanders, Lockerman & Ashmore 


Trutom (U.S.), Ltd. 
Twomey, Latham & Shea 


U.S. Ecology, Inc. (formerly Nuclear 
Engineering, Inc.) 

UMETCO Minerals Corp. (subs, of Union 
Carbide Corp.) 

UNC Resources, Inc. 


Union Electric Co. 


8511250046 

8511250046 

8511250079 

8511250094* 

8511260094* 

8511270050 

8511270050 

8511260407 

8511180057* 

8511110200 

8511110036 

8511010343 

8511050215 

8511060046 

8511110079 

8511110169 

8511110174* 

8511110182* 

8511110190* 

8511130156 

8511130201 

8511180206 

8511180395 

8511190232 

8511190259 

8511200273 

8511250012 

8511250062 

8511250110 

8511260172 

8511260275 

8511260480 

8511110319* 

8511260467 

8511120103 

8511130076 

8511010491 

8511010495* 

8511010495* 

8511010498* 

8511010498* 

8511010547 

8511010548* 

8511010549* 

8511110366 

8511120382* 

8511130007 

8511130041 

8511140015 

8511140073 

8511140085 

8511140302 

8511140312 

8511140315 

8511140324 

8511220070 

8511220247 

8511210401 

8511010509* 

8511070326 

8511190497* 

8511200002 

8511150078 

8511180467 

8511180467 

8511180538 

8511180538 

8511190229 

8511190229 

8511200001 

8511200001 

8511150079 

8511130246 

8511150109 

8511140217 

8511140237 

8511070570* 


8511110373 

8511140296 

8511190559 

8511050270 

8511060457 

8511060464 

8511060512* 

8511130176 

8511130186 


50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

PR 

FOIA 

PR 

50-346 

50-346 

50-346 

50-346 

50-346 

50-346 

50-346 

50-346 

50-346 

50-346 

50-346 

50-346 

50-346 

50-346 

50-346 

50-346 

50-346 

50-346 

50-346 

50-346 

50-346 

50-346 

CONTRACT 

PR 

50-206 

50-322 

71-9015 

71-9015 

71-9015 

71-9015 

71-9015 

71-9206 

71-9206 

71-9206 

71-9016 

XPORTLIC 

70-2479 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

70-2479 

70-2479 

70-2479 

XPORTLIC 

XPORTLIC 

REGGD 

50-424 

50-445 

COMMISSIO 

50-445 

50-424 

50-424 

50-424 

50-424 

50424 

50424 

50424 

50424 

50424 

PR 

50-322 

5P-322 

2748 

2748 

40-8681 


70-371 

70-371 

70-371 

50-483 

50483 

50-483 

50-483 

50483 

50483 


A 

A 

A 

A 

Q 

S 

s 


G 

F 

S 

P 

F 

S 

s 

s 

s 

F 

F 

S 

S 

F 

P 

R 

F 

F 

R 

S 

R 

P 


S 

s 


G 

G 

N 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 


S 

s 

s 

Q 

S 

S 


United Engineers & Constructors, Inc. 
(subs, of Raytheon Co.) 


United Nuclear Corp. (subs, of UNC 
Resources, Inc.) 

University Hosps. of Cleveland, 
Cleveland, OH 

Uranerz USA, Inc. 

Uranium Resources, Inc. 

Utah, State of 

Utility Safety Classification Group 
V.J. Schuler Associates, Inc. 

Valley Heart Associates, Modesto, CA 
Vermont Yankee Nuclear Power Corp. 


Veterans Admin. Medical Center, 

Indianapolis, IN 

Veterans Admin. Wadsworth Medical Center 
Los Angeles, CA 

Victoreen, Inc., Nuclear Associates Div. 
Virginia Polytechnic Institute & State 

Univ., Blacksburg, VA 

Virginia Power (Virginia Electric & Powe 

Co.) 


8511130288 

50-483 

F 

8511130351 

50-483 

P 

8511180252 

50-483 

S 

8511190118 

50-483 

P 

8511190172 

50-483 

F 

8511190178 

50-483 

F 

8511190400 

50-483 

F 

8511200165 

50-483 

P 

8511200200 

50-483 

Q 

8511200265 

50-483 

R 

8511210493 

50-483 

S 

8511220338 

50-483 

P 

8511220342* 

50-483 

P 

8511250068 

50-483 

P 

8511250074* 

50-483 

P 

8511250315 

50-483 

P 

8511260463 

50-483 

S 

8511010319* 

CONTRACT 


8511110046* 

50-443 

A 

8511130084 

70-820 


8511180377 

70-820 


8511150061 

PR 


8511260114 

40-8783 


8511110307 

40-8786 


8511060214 

REGGD 


8511130401* 

FOIA 


8511250347* 

50-272 

P 

8511260497 

PR 


8511010489 

50-271 

S 

8511010515 

50-271 

S 

8511050117 

50-271 

F 

8511060437 

50-271 

S 

8511060444 

50-271 

S 

8511120148 

50-271 

s 

8511180484 

50-271 

F 

8511220224 

50-271 

R 

8511260150 

50-271 

P 

8511260454 

50-271 

P 

8511260459* 

50-271 

P 

8511270028 

50-271 

P 

8511270177 

50-271 

P 

8511260508 

PR 



8511260321 PR 

8511270005 REGGD 

8511210489 71-5971 


8511040142 50-280 S 

8511040150* 50-280 S 
8511040155* 50-280 S 

8511040276 50-280 
8511040419 50-338 
8511050123 50-280 
8511050123 50-280 
8511060155 50-280 

8511060313 50-338 
8511110256 50-338 
8511120042 50-280 
8511130241 50-280 
8511140190 50-280 


8511140190 50-280 P 
8511140196* 50-280 P 
8511140196* 50-280 P 
8511150094 50-280 P 
8511180153 50-339 S 

8511180787 50-280 R 
8511190075 50-338 R 
8511190080* 50-338 R 
8511190085* 50-338 R 
8511200212 50-338 F 

8511210207 50-338 P 
8511210213 50-338 P 
8511210216* 50-338 P 
8511210260 50-280 S 
8511220162 50-338 F 

8511220309 50-338 P 
8511220312 50-338 F 
8511250028 50-338 P 
8511250028 50-338 P 
8511250031* 50-338 P 

8511250031* 50-338 P 
8511250095 50-280 P 
8511250095 50-280 P 
8511250250 50-338 S 


vtitflOcfl (addDh 
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AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8511250319 

50-280 

P 

8511250319 

50-280 

P 

8511250319 

50-280 

P 

8511250319 

50-280 

P 

8511250319 

50-280 

P 

8511250371 

50-338 

P 

8511250371 

50-338 

P 

8511260007 

50-338 

P 

8511260152 

50-281 

S 

8511260676 

50-281 

s 


8511130385 

TOPREP 


8511140334* 

50-282 

P 

8511150115* 

50-369 

P 

8511150123* 

50-369 

P 

8511180477* 

50-395 

P 

8511190371 

TOPREP 


8511190379* 

50-334 

P 

8511210088 

PROJ 


8511210602 

70-1151 


8511220185* 

XPORTLIC 



VYgina. Lrjv. of, Ch&dcttesvilie, VA 


-ancaster, PA 

Washington Memorial Hasp., TumersvIIIe, 
NL' 


851 1270110 50-338 S 
8511250085 50-62 F 
8511270185 50-62 R 
8511270199 50-62 Q 
8511270233* 50-62 R 


8511110417* CONTRACT 
8511260448 PR 

8511260467 PR 


Westinghouse Hittman Nuclear, Inc. 


8511220477 40-8502 

8511220482* 40-8502 

8511220486* 40-8502 

8511250225* 50-282 P 

8511260155 40-8502 

8511260326 40-8502 

8511120396 71-9151 

8511140517 WASTE MGT 

851 1 1 4051 8* WASTE MGT 

8511220440 71-6574 


Washington Public Power Supply System 


WasKrgtp- State Lniv., Pullman, WA 
Wasn.-gtC’* Stats c* 


Washington, Univ. of, Seattle, WA 
Wells Community Hosp., Biuffton, 3N 

West V:c*t:cart Environments’ Ac‘ : cn 
Cc,-ci. re! 'WVEAC: 

Westec Services, Inc. 

Western Massachusetts Electric Co. (subs 

of Northeast Unities) 

Western Nuclear, Inc. (subs, of Phelps 
Dodge Ccrp.5 

Western Reserve Alliance 


Westinghouse Electric Corp. 


8511040196 

50-397 

P 

8511040199* 

50-397 

P 

8511050176 

50-397 

F 

8511110236 

50-508 

S 

8511110262 

50-397 

F 

8511110266* 

50-397 

F 

8511110269* 

50-397 

F 

8511120384 

71-9176 


8511130344 

50-397 

P 

8511130347* 

50-397 

P 

8511130366 

NUREG 


8511180708 

50-397 

S 

8511190146 

50-305 

R 

8511190153 

50-397 

R 

8511220415 

50-397 

S 

8511250077 

50-397 

P 

8511260217 

50-508 

A 

8511260349 

50-508 

A 

8511050024 

50-27 

P 

8511050131 

27-48 


8511050186 

50-508 

A 

8511150128 

PR 


8511250294* 

27-48 


8511010100 

50-139 

P 

8511260508 

PR 


8511210455 

50-155 

P 

8511190478* 

CONTRACT 


8511040156 

50-336 

P 


Westinghouse Operating Plants Owners 
Group 

Wichita Eagle-Beacon, Wichita, KS 

Williamette Industries, Inc. 

Williams & Associates 

Wilson Hill Associates, Inc. 


Wisconsin Electric Power Co. 


Wisconsin Public Service Corp. 


Wisconsin, Univ. of, Hosp. & Clinics, 
Madison, Wl 


8511060258 50-282 P 

8511130360 TOPREP 

8511190307 TOPREP 

8511210556 50-482 T 

8511070091 FOIA 

8511120377 WASTE RES 

8511140013 WASTE RES 

8511140195 WASTE RES 

851 1 1 90503* CONTRACT 

8511270045* CONTRACT 

8511070050 50-266 

8511070481 50-266 

8511110271 50-266 

8511130268 50-266 

8511180464 50-266 

8511180482* 50-266 

8511190326 NUREG 

8511200091 50-266 

8511250220 50-282 

8511250220 50-282 

8511250466 50-301 

8511250476 50-301 

8511050032 50-305 

8511050074 50-305 

8511190146 50-305 

8511220245 50-305 

8511260132 50-305 

8511260508 PR 


8511070566 

40-1162 

8511210028 

40-1162 

8511150043 

50-346 

8511150054* 

50-346 

8511180135 

50-346 

8511180542 

50-346 

8511180543* 

50-346 

7810260157* 

TOPREP 

7810260158* 

TOPREP 

8510090004* 

50-424 

8510090005* 

50-424 

8511010008 

NUREG 

8511040413 

TOPREP 

8511040414* 

TOPREP 

8511040420* 

TOPREP 

8511050089* 

50-423 

8511050093* 

50-423 

8511050310* 

FOIA 

8511060166 

70-1151 

8511070274 

TOPREP 

8511070284* 

TOPREP 

8511110084 

TOPREP 

8511110207* 

50-282 

8511110209 

TOPREP 

8511110241 

50-87 

8511110314 

40-8502 

8511120250 

70-698 

8511120252* 

70-698 

8511130321* 

50-282 

8511130324* 

50-282 

8511130361* 

50-261 

8511130364* 

TOPREP 

8511130367* 

50-261 



Worsham, Forsythe, Samples & Woolridge 
(formerly Worsham, Fors^he & Sampels) 

8511110006 

50-445 


Wyle Laboratories 

8511190348 

8511050147 

50-445 

QA999 

G 

G 


8511260458* 

50-400 

Wyoming, State of 

8511070515 

40-8728 

G 


8511110396 

40-8502 

G 


8511260219 

40-4492 

G 


8511260236 

40-2259 



8511260242 

40-8102 



8511260268 

40-2259 

mm 

Yakima Indian Nation 

Yankee Atomic Electric Co. 

8511260386 

8511180318 

8511010213 

40-8102 
WASTE MGT 
50-29 



8511010219* 

50-29 



8511040288 

50-29 



8511050013 

50-29 

A 


8511050141 

50-29 

A 


8511050146* 

50-29 



8511050149* 

50-29 



8511110005 

50-29 



8511110037 

50-29 



8511120086 

50-29 



8511130055 

50-29 

P 


8511190159 

50-29 



8511250088 

50-29 

P 


8511250190 

50-29 



8511250190 

50-29 



8511250190 

50-29 



8511250197* 

50-29 

P 


8511250197* 

50-29 

P 

P 

Yarway Corp. 

8511250197* 

8511110115 

50-29 

60-987 

P 

Zuckert, Scoutt, Rasenberger & Johnson 

8511110155 

8511260054 

50-387 

FOIA 



8511260346 

FOIA 


G 

G 

A 


Q 

Q 

F 

V 

P 

P 

P 

F 

P 

P 

F 

R 

P 

P 

P 

P 

P 

P 

P 

S 

S 


tiOid men cn tom -gte ~o ~d to ~o to cn 



REPORT NUMBER INDEX 


The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example,50-233 P. 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. 


REPORT NUMBER 

ACCESSION 

SUB- 

OTHER REPORT 


NUMBER 

JECT 

CATE- 

GORY 

NUMBER 

01-0310-1459 

8511050170* 

50-206 

P 

01355C 

8511060400* 

FOIA 


01377 

8511060219* 

FOIA 


01377 DRAFT 

8511060230* 

FOIA 


01406 

8511060270* 

FOIA 


01499.1 

8511060268* 

FOIA 


01651 

8511060257* 

50-445 

A 

01684 

8511060295* 

50-445 

A 

01931 

8511060236* 

FOIA 


01978.1 

8511070051* 

FOIA 


02040 

8511050317* 

FOIA 


03-0570-1101 R00 

8511010222* 

50-29 

Q 

115-3-78 

8511060169* 

FOIA 


15737-2-G03-107 R02 

8511180409* 

50-320 

P 

167-77 

8511060085* 

FOIA 


175-1-77 

8511060053* 

FOIA 


178-77-G 

8511060109* 

50-445 

A 

205-1-78-G 

8511060081* 

50-445 

A 

210-77 

8511060090* 

50-445 

A 

210-78 

8511060074* 

FOIA 


215-78-G 

8511060097* 

50-498 

A 

23A1843 R00 

8511070370* 

50-373 

P 

246-78-G 

8511060067* 

FOIA 


249-78-G 

8511060088* 

50-445 

A 

2509 

8511060242* 

FOIA 


2600 

8511110267* 

50-327 

P 

29004-001 R01 

8511260504* 

TOPREP 


346-79-G 

8511060057* 

FOIA 


4-913 

8511060403* 

FOIA 


4-993 

8511060297* 

FOIA 


4-997 

8511060333* 

FOIA 


412-80 

8511050342* 

FOIA 


429-80 

8511060148* 

FOIA 


462-1-81 

8511070117* 

FOIA 


462-1-81 R01 

8511060158* 

FOIA 


463-81 

8511060113* 

FOIA 


469-81 

8511060142* 

FOIA 


47879-02 

8511260458* 

50-400 

A 

495-81 

8511050338* 

50-498 

A 

505-81 

8511060051* 

50-498 

A 

549-81 

8511050339* 

FOIA 


550-81 

8511060179* 

FOIA 


553-81 

8511050331* 

50-412 

A 

612-82 

8511070175* 

FOIA 


624-82 

8511060153* 

FOIA 


625-82 

8511060165* 

FOIA 


725 R00 

8511070158* 

50-219 

P 

756-84 

8511060175* 

FOIA 


759 

8511070165* 

50-445 

A 

79-02-A:1 

8511210202* 

FOIA 


81-76 

8511050334* 

50-498 

A 

82-0701 

8511060048* 

FOIA 


85-08 

8511180567 

50-213 

R 

85-M-017 

8511270258* 

50-416 

P 

8511190086 

8511190086 

RES 


8511220294 

8511220294 

RES 


8511220387 

8511220387 

RES 


8511250487 

8511250490* 

RES 


8511250487 

8509200210* 

RES 


8511250487 

8511250487 

RES 


86-1153322-00 

8511190258* 

50-312 

P 

95-76 

8511060407* 

50-498 

A 

ARD-4551C 

8511050253* 

50-254 

F 

ARD-461 7C 

8511050238* 

50-237 

F 

3AW-1847 R01 

8511180499* 

TOPREP 


BAW-1880 

8511110023* 

50-389 

P 


These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
index entitled “Cross Reference of Enclosures to 
Principal Documents.” 


REPORT NUMBER 

ACCESSION SUB- 

OTHER REPORT 


NUMBER 

JECT 

CATE- 

GORY 

NUMBER 

BAW-1890 

8511010240* 

50-269 

P 77-1159095-00 

BAW-1893 

8511060275* 

TOPREP 

77-1159289-00 

E-2040 V01 R09 

8511010495* 

71-9015 

E-2040 V02 R09 

8511010498* 

71-9015 

25959 

E-7451 

8511010549* 

71-9206 

25960 

EA-6906 

8511010053* 

50-155 

P TAC 52981 

EGG-PE-6670 

8511210217* 

FOIA 

EWR 3698 R00 

8511260271* 

50-244 

P 

GADR 55 VI R00 

8511120327* 

71-6346 

26011 

GADR-55 V2 R00 

8511120330* 

71-6346 

26011 

NEDO-24011-A-7 

8511210066* 

TOPREP 


NEDO-2401 1 -A-7-US 

8511210069* 

TOPREP 


NEDO-24146A ERR 14 

8511050275* 

50-254 

P 

NEDO-30778 

8511040501* 

71-9195 


NUH-001 R01 

8511200205* 

PROJ 

26040 

NUREG-0020 V09 N09 

8511210285 

NUREG 


NUREG-0304 V10N03 

8511260053 

NUREG 


NUREG-0383 V01 R08 

8511110217 

NUREG 


NUREG-0383 V02 R08 

8511110338 

NUREG 


NUREG-0383 V03 R05 

8511070490 

NUREG 


NUREG-0430 V05 N02 

8511220456 

NUREG 


NUREG-0540 V07 N09 

8511220014 

NUREG 


NUREG-0714 V04-05 

8511220012 

NUREG 


NUREG-0748 V05 N08 

8511070084 

NUREG 


NUREG-0748 VOS N09 

8511220465 

NUREG 


NUREG-0750 V22 N02 

8511010269 

NUREG 


NUREG-0797 SI 2 

8511040056 

50-445 

E 

NUREG-0871 V04 N01 

8511010465 

NUREG 


NUREG-0910 R01 S04 

8511040062 

NUREG 


NUREG-0910 R01S04ERR 

8511220439 

NUREG 


NUREG-0936 V04 N03 

8511070469 

NUREG 


NUREG-1048 S03 

8511110437 

50-354 

E 

NUREG-1137 SOI 

8511210589 

50-424 

E 

NUREG-1143 

8511070476 

50-245 

E 

NUREG-1 157 ERR 

8511040439 

40-8027 


NUREG/CP-0070 

8511180634 

NUREG 

BNL-NUREG-51 924 

NUREG/CR-1278 ERR 

8511120336 

NUREG 

SAND80-0200 

NUREG/CR-2000 V04 N9 

8511110422 

NUREG 

ORNL/NSIC-200 

NUREG/CR-3774 V02 

8511110452 

NUREG 


NUREG/CR-3774 V03 

8511110459 

NUREG 


NUREG/CR-3774 V04 

8511110415 

NUREG 


NUREG/CR-3774 V05 

8511110408 

NUREG 


NUREG/CR-3914 

8511050305 

NUREG 

BNL-NUREG-51 807 

NUREG/CR-3937 

8511110327 

NUREG 

BMI-2114 

NUREG/CR-4043 

8511220329 

NUREG 

ORNL/TM-9443 

NUREG/CR-4128 

8511220149 

NUREG 


NUREG/CR-4136 

8511190556 

NUREG 


NUREG/CR-4141 

8511010188 

NUREG 


NUREG/CR-4156 

8511180647 

NUREC 


NUREG/CR-4166 

8511010008 

NUREC 


NUREG/CR-4228 

8511120038 

50-424 

A BNL-NUREG-51 876 

NUREG/CR-4236 V01 

8511180625 

NUREG 

ORNL/TM-9614 

NUREG/CR-4253 

8511010391 

50-317 

P BNL-NUREG-51 887 

NUREG/CR-4257 ERR 

8511210594 

NUREG 


NUREG/CR-4278 

8511010462 

NUREG 

LA-1 0445-MS 

NUREG/CR-4318 V02 

8511210266 

NUREG 

PNL-5516-2 

NUREG/CR-4321 

8511010254 

NUREG 

LAI 0478-MS 

NUREG/CR-4326 V02 

8511040050 

NUREG 

EGG-2405 

NUREG/CR-4342 

8511070252 

NUREG 

SAND84-1307 

NUREG/CR-4345 

8511010394 

NUREG 

EGG-2409 

NUREG/CR-4346 

8511070242 

NUREG 

ORNL/TM-9479 

NUREG/CR-4350 V03 

8511190550 

NUREG 

SAND85-1 495/3 

NUREG/CR-4350 VOS 

8511190554 

NUREG 

SAN D85- 1495/5 

NUREG/CR-4350 V07 

8511070092 

NUREG 

SAND85-1 495/7 

NUREG/CR-4351 

8511250106 

NUREG 

EGG-2406 

NUREG/CR-4361 

8511050309 

NUREG 

PNL-5017 


363 
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REPORT NUMBER 

ACCESSION 

1 SUB- 

OTHER REPORT 

REPORT NUMBER 

ACCESSION 

SUB- 


OTHER REPORT 


NUMBER 

JECT 

NUMBER 


NUMBER 

JECT 


NUMBER 



CATE- 




CATE- 





GORY 




GORY 



NUREG/CR-4362 

8511210279 

NUREG 

PNL-5417 

SAIC-85/ 1525-5 

8511110466* 

50-269 

P 

GL-83-28 

NUREG/CR-4368 

8511250006 

NUREG 

ANL-85-46 

SAIC-85/1 525-9 DRFT 

8511040291* 

50-395 

P 

GL-83-28 

NUREG/ CR-4383 

8511070237 

NUREG 

SAN D8 5-001 2 

SAIC-85/1 527-1 

8511150066* 

50-313 

P 

GL-83-28 

NUREG .'CR-4E83 

8511110431 

NUREG 

BMI-2130 

SAIC-85/1 527-2 DRFT 

8511220410* 

50-155 

P 

GL-83-28 

N’JREG /CF.-iSDP 

8511190505 

NUREG 

BNL-NUREG-51926 

SAIC/ 1524-5 DRFT 

8511060030* 

50-237 

P 

GL-83-28 

NUREG/CR-4414 


NUREG 


SECY-83-032C 

8511130358* 

FOIA 



8511120063 


SECY-83-244 

8307080297* 

FOIA 



NUREG/CR-4415 

8511120087 

NUREG 


SECY-83-349 

8310270004* 

FOIA 



NUREG/CR-4416 

8511120083 

NUREG 


SECY-83-450 

8511070169* 

FOIA 



NUREG/CR-441 7 

8511120029 

NUREG 


SECY-85-020 

8502280318* 

PR 


AB78-1 32 

NUREG/CR-4424 

8511110335 

NUREG 










SECY-85-020 ERR 

8502260418* 

PR 


AB78-1 35 

NUREG/CR-4430 

NUREG/CR-4432 

PC-4- 1-65 

PSE-SE-2-017 

8511120176 

8511190570 

8511180059* 

8511110317* 

NUREG 

NUREG 

FOIA 

50-354 

ANL-85-67 

A 

SECY-85-020 ERR 
SECY-85-120 

SECY-85-150 

SR-105 

8502070369* 

8505020567* 

8505290349* 

8511070038* 

PR 

FOIA 

FOIA 

FOIA 


AB78-1 33 

PSE-SE-2-024 

8511110322* 

50-354 

A 

SR-57 

8511060285* 

FOIA 







STD-R-05-007 R02 

8511140518* 

WASTE MGT 



QR-3101 A-E93-75 RA 

8511250207* 

50-354 

A 

TDR 528 R01 

8511260287* 

50-219 

F 

GL-82-33 

RERR-18 

8511050316 

50-272 

R 

TER-C5506-392 

8502070293* 

50-206 

P 

TAC 08082 

RG-1,54 RO R01 

8511050310* 

FOIA 


TER-C5506-405 

8509050141* 

50-206 

Q 


RIL-142 

SAI-84/1652 

8508220264 

8410100501* 

RES 

50-155 

Q 

TER-C5506-98 

TES-3205 ERR 

8507250213* 

8511120373* 

50-245 

71-9205 

P 

TAC 8115 

SAIC-85/1517-5 DR FT 




TS-TP-0084 R01 

8511270294* 

50-354 

F 

64162 

8511010407* 

50-461 

A GL-83-28 

WAPD-LP(FE)-220 R04 

8511070399* 

71-6400 



SAIC-85/1519-4 

8511010383* 

50-266 

P GL-83-28 

WCAP-10814 

8511180477* 

50-395 

P 


SAIC-85/1522 DRFT 

8511010273* 

50-440 

A GL-83-28 




SAIC-85/ 1524-10 

8511180800* 

50-309 

P 

WCAP-10867 

8511190379* 

50-334 

P 


SAIC-85/ 1524-1 9 

8511190150* 

50-344 

P GL-83-28 

WCAP-10928 

8511130321* 

50-282 

P 






WCAP-10930 

8511130324* 

50-282 

P 


SAIC-85/ 1524-6 DRFT 
SAIC-85/ 1524-7 DRFT 

8511060496* 

8511190408* 

50-333 

50-244 

P GL-83-28 

P GL-83-28 

WPR-85(581 2-04J-2 R1 
WPR-86(681 0-01 )-1 

8511130006* 

8511210566* 

WASTE RES 
WASTE RES 



SAIC-85/ 1524-8 DRFT 

8511070312* 

50-354 

A GL-83-28 

XN-NF-85-1 17 

8511260444* 

50-335 

p 


SAIC-85/ 1525-3 

8511200181* 

50-317 

P GL-83-28 





CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENT 


Item listed as enclosures are those indicated by an 
asterisk following the accession number in the index- 
es. The second column gives the accession number 
of the principal document under which the enclosure 
is listed. Knowing the accession number of the prin- 
cipal document, the date issued, and the category en- 
ables locating the title listing of the enclosure. 

The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-320P. 
The docket subject categories are defined in Appen- 
dix A. 


Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. These categories are defined in Appendix B 
and listed in the Contents. 


ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJ 


DOCUMENT 

ISSUED 

CATEC 

7810260157 

8511040413 

85/10/01 

TOPREP 

7810260158 

8511040413 

85/10/01 

TOPREP 

7908300712 

8511200039 

85/10/22 

FOIA 

8008120232 

8511200039 

85/10/22 

FOIA 

8008150473 

8511200039 

85/10/22 

FOIA 

8010220321 

8511070109 

85/10/18 

FOIA 

8010220324 

8511070109 

85/10/18 

FOIA 

8010220331 

8511070109 

85/10/18 

FOIA 

8101280002 

8511200039 

85/10/22 

FOIA 

8109080492 

8511270036 

85/11/19 

FOIA 

8204130466 

8511130254 

85/10/17 

50-275 

8204280567 

8511010372 

83/01/19 

50-267 

8207210067 

8511070323 

85/11/04 

40-2061 

8208020045 

8511070323 

85/11/04 

40-8027 

8210120472 

8511130254 

85/10/17 

FOIA 

8210180218 

8511200039 

85/10/22 

FOIA 

8212060185 

8511130254 

85/10/17 

FOIA 

8212070135 

8511210037 

85/10/22 

FOIA 

8301060390 

8511260350 

85/11/14 

FOIA 

8301060404 

8511260350 

85/11/14 

FOIA 

8302140070 

8511210037 

85/10/2 2 

FOIA 

8303040176 

8511250015 

85/11/01 

FOIA 

8303240272 

8511130254 

85/10/17 

FOIA 

8303290522 

8511210037 

85/10/22 

FOIA 

8304130508 

8511130254 

85/10/17 

50-320 

8305170032 

8511130254 

85/10/17 

50-272 

8306280383 

8511130254 

85/10/17 

FOIA 

8307080297 

8511130254 

85/10/17 

FOIA 

8308090835 

8511130254 

85/10/17 

FOIA 

8308090842 

8511130254 

85/10/17 

FOIA 

8308090845 

8511130254 

85/10/17 

FOIA 

8308090849 

8511130254 

85/10/17 

FOIA 

8308160145 

8511130254 

85/10/17 

50-272 

8308290073 

8511130254 

85/10/17 

50-311 

8309200612 

8511130254 

85/10/17 

FOIA 

8309280507 

8511130254 

85/10/17 

FOIA 

8310060526 

8511130254 

85/10/17 

FOIA 

8310070096 

8511250460 

85/11/15 

50-263 

8310270004 

8511130254 

85/10/17 

FOIA 

8401060344 

8511130254 

85/10/17 

50-416 

8401270273 

8511130254 

85/10/17 

FOIA 

8402060536 

8511130254 

85/10/17 

FOIA 

8402280559 

8511130254 

85/10/17 

FOIA 

8403020427 

8511130254 

85/10/17 

50-416 

8403160062 

8511070109 

85/10/18 

FOIA 

8403280190 

8511130254 

85/10/17 

50-416 

8403300260 

8511260091 

85/10/31 

50-387 

8403300290 

8511130254 

85/10/17 

FOIA 

8403300291 

8511130254 

85/10/17 

FOIA 

8404040373 

8511130254 

85/10/17 

FOIA 

8404180284 

8511130254 

85/10/17 

FOIA 

8404250280 

8511130254 

85/10/17 

50-320 

8405150330 

8511130254 

85/10/17 

FOIA 

8405150463 

8511130254 

85/10/17 

FOIA 

8405160065 

8511270026 

85/11/19 

FOIA 

8405160159 

8511130254 

85/10/17 

FOIA 

8405170374 

8511130254 

85/10/17 

50-320 

8406010412 

8511260091 

85/10/31 

50-387 

8406060175 

8511130254 

85/10/17 

50-320 

8406060179 

8511130254 

85/10/17 

50-320 


V 

Q 


ENCLOSURE 


8406060430 

8406230373 

8406260626 

8407160116 

8407240153 

8408060398 

8410040524 

8410100501 

8410150507 

8410300382 

8410300385 

8411030064 

8411080623 

8411270426 

8412050155 

8412060721 

8412170441 

8412280496 

8501300070 

8501300082 

8501300089 

8501300095 

8502050537 

8502070293 

8502070369 

8502210230 

8502260413 

8502260418 

8502280318 

8503200513 

8504240237 

8504240244 

8505020567 

8505030651 

8505070516 

8505280264 

8505290349 

8506050101 

8506260552 

8507080402 

8507090500 

8507120224 

8507120512 

8507180647 

8507250213 

8508010086 

8508020104 

8508050086 

8508050546 

8508060065 

8508090679 

8508130001 

8508150198 

8508270246 

8509050141 

8509160154 

8509190682 

8509190683 

8509200210 

8509240016 


PRINCIPAL 

DOCUMENT 

8511130254 

8511130254 

8511130254 

8511130254 

8511130254 

8511070468 

8511210371 

8511060260 

8511210371 

8511200109 

8511200109 

8511210371 

8511200109 

8511200109 

8511180373 

8511200109 

8511200109 

8511200109 

8501300068 

8501300081 

8501300086 

8501300093 

8511260091 

8511060130 

8511200109 

8511260091 

8511200109 

8511200109 

8511200109 

8511250015 

8511250349 

8511210371 

8511270026 

8511260091 

8511260091 

8511200109 

8511260074 

8511260091 

8511210371 

8511010121 

8511260115 

8511210371 

8511010336 

8511210371 

8511180483 

8511040463 

8511260091 

8511200109 

8511140405 

8511210371 

8511040463 

8511210371 

8511040131 

8511040463 

8511200325 

8511140045 

8509190680 

8509190680 

8511250487 

8511210298 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


85/10/17 

50-289 


85/10/17 

FOIA 


85/10/17 

50-275 


85/10/17 

FOIA 


85/10/17 

FOIA 


85/10/21 

FOIA 


85/11/06 

FOIA 


85/11/01 

50-155 


85/11/06 

FOIA 


85/11/15 

PR 


85/11/15 

PR 


85/11/06 

50-275 


85/11/15 

PR 


85/11/15 

PR 


85/11/12 

50-309 


85/11/15 

PR 


85/11715 

PR 


85/11/15 

PR 


84/12/14 

WASTE MGT 

85/01/22 

70-1113 


84/10/11 

WASTE MGT 

85/01/23 

71-142 


85/10/31 

50-352 


85/11/04 

50-206 


85/11/15 

PR 


85/10/31 

50-352 


85/11/15 

PR 


85/11/15 

PR 


85/11/15 

PR 


85/11/01 

FOIA 


85/11/19 

PR 


85/11/06 

FOIA 


85/11/19 

FOIA 


85/10/31 

50-352 


85/10/31 

50-387 

c 

85/11/15 

PR 


85/11/08 

FOIA 


85/10/31 

50-387 

C 

85/11/06 

FOIA 


85/10/24 

50-302 

F 

85/11/12 

FOIA 


85/11/06 

50-206 

F 

85/10/24 

50-346 

P 

85/11/06 

FOIA 


85/10/01 

50-245 

P 

85/10/18 

50-346 

S 

85/10/31 

50-352 

s 

85/11/15 

PR 


85/11/07 

10CFR 


85/11/06 

FOIA 


85/10/18 

50-346 

s 

85/11/06 

FOIA 


85/10/25 

50-400 

F 

85/10/18 

50-346 

S 

85/11/07 

50-206 

Q 

85/09/05 

50-346 

S 

85/09/16 

50-528 

G 

85/09/16 

50-528 

G 

85/11/07 

RES 


85/10/11 

50-277 

P 


365 



366 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 


8509240021 

8509260444 

8509260463 

8510030343 

8510040400 

8510090004 

8510090005 

8510160384 

8510170379 

8510170396 

8510250301 

8510280474 

8510280480 

8510290588 

8510310097 

8511010028 

8511010036 

8511010038 

8511010045 

8511010053 

8511010055 

8511010059 

8511010063 

8511010064 

8511010067 

8511010069 

8511010070 

8511010082 

8511010085 

8511010095 

8511010101 

8511010110 

8511010113 

8511010117 

8511010119 

8511010123 

8511010145 

8511010156 

8511010158 

8511010161 

8511010164 

8511010165 

8511010171 

8511010174 

8511010177 

8511010187 

8511010201 

8511010205 

8511010219 

8511010222 

8511010226 

8511010240 

8511010245 

8511010246 

8511010250 

8511010259 

8511010266 

8511010270 

8511010272 

8511010273 

8511010278 

8511010295 

8511010297 

8511010306 

8511010309 

8511010319 

8511010330 

8511010337 

8511010339 

8511010341 

8511010344 

8511010347 

8511010348 

8511010349 

8511010352 

8511010361 

8511010362 

8511010366 

8511010373 

8511010381 

8511010383 

8511010396 

8511010398 

8511010401 

8511010407 

8511010411 

8511010412 


PRINCIPAL 

DOCUMENT 

8511210298 

8511070273 

8511060359 

8511250471 

8511010303 

8510090003 

8510090003 

8511130001 

8511060472 

8510170391 

8510250278 

8511270083 

8511190444 

8511220340 

8511180321 

8511010024 

8511010031 

8511010033 

8511010040 

8511210223 

8511010052 

8511010054 

8511010058 

8511010054 

8511010058 

8511010066 

8511010058 

8511010077 

8511010058 

8511010088 

8511010092 

8511040476 

8511010104 

8511040476 

8511010112 

8511070163 

8511010141 

8511010141 

8511010153 

8511010152 

8511010154 

8511010160 

8511010160 

8511010169 

8511010170 

8511010175 

8511010194 

8511010191 

8511010213 

8511010213 

8511010221 

8511010225 

8511010236 

8511190461 

8511010244 

8511010249 

8511010258 

8511010267 

8511010262 

8511010264 

8511010271 

8511010290 

8511010293 

8511010303 

8511010305 

8511010313 

8511010323 

8511010333 

8511010323 

8511010336 

8511010338 

8511060038 

8511010338 

8511010346 

8511010346 

8511010353 

8511010358 

8511010358 

8511010371 

8511010380 

8511010379 

8511010392 

8511010393 

8511010399 

8511010397 

8511010408 

8511010409 


DATE 

SUBJECT 

ISSUED 

CATEGORY 

85/10/11 

50-277 

85/10/09 

50-312 

85/09/11 

MISC 

85/11/12 

50-424 

85/10/23 

50-247 

85/09/16 

50-424 

85/09/16 

50-424 

85/10/31 

50-374 

85/10/29 

REVIEW GR 

85/09/23 

50-482 

85/10/21 

50-254 

85/11/15 

50-410 

85/10/31 

50-334 

85/11/14 

50-250 

85/11/04 

50-286 

85/10/15 

50-259 

85/10/23 

50-352 

85/10/21 

50-390 

85/10/28 

50-333 

85/11/19 

50-155 

85/10/21 

50-285 

85/10/28 

50-255 

85/10/22 

50-373 

85/10/28 

50-255 

85/10/22 

50-373 

85/10/28 

50-247 i 

85/10/22 

50-373 

85/10/28 

50-322 i 

85/10/22 

50-373 

85/10/21 

50-298 ( 


P 

P 

Q 

P 

E 

E 

S 

P 

T 

P 

F 

P 

P 

P 

Q 

Q 

Q 

Q 

P 

Q 

P 

P 

P 

P 

Q 

P 

Q 

P 

Q 


ENCLOSURE 


8511010415 

8511010418 

8511010427 

8511010434 

8511010437 

8511010445 

8511010448 

8511010452 

8511010459 

8511010461 

8511010464 

8511010473 

8511010474 

8511010476 

8511010495 

8511010498 

8511010509 

8511010525 

8511010528 

8511010530 

8511010533 

8511010539 

8511010541 

8511010542 

8511010543 

8511010544 

8511010546 

8511010548 

8511010549 

8511040012 


PRINCIPAL 

DOCUMENT 


8511010409 

8511010416 

8511010421 

8511010431 

8511010431 

8511010435 

8511010443 

8511010443 

8511010455 

8511010457 

8511010460 

8511010472 

8511010469 

8511010472 

8511010491 

8511010491 

8511010504 

8511010524 

8511010523 

8511010524 

8511010529 

8511010535 

8511010540 

8511010537 

8511010537 

8511010537 

8511010537 

8511010547 

8511010547 

8511040010 


85/10/25 

85/10/28 

85/10/10 

85/10/28 

85/10/29 


50-277 Q 

50-455 A 

50-277 F 

50-455 A 

CONTRACT 


8511040015 

8511040030 

8511040031 

8511040036 

8511040049 


8511040014 

8511040028 

8511040026 

8511040033 

8511040045 


85/10/31 

85/10/09 

85/10/09 

85/10/24 

85/10/23 


50-361 P 

50-271 P 

50-271 p 

CONTRACT 
50-498 Q 


8511040058 

8511040060 

8511040061 

8511040075 

8511040087 


8511040054 

8511040045 

8511040054 

8511040068 

8511040079 


85/10/16 

85/10/29 

85/10/29 

85/09/30 

85/10/28 


50-313 P 

50-344 P 

50-344 P 

CONTRACT 
50-344 Q 


8511040094 

8511040099 

8511040124 

8511040129 

8511040130 


8511040088 

8511040095 

8511040119 

8511040127 

8511040126 


85/10/07 

85/10/22 

85/10/24 

85/08/06 

85/08/06 


CONTRACT 

71-9030 

50-259 F 

50-29 Q 

50-29 Q 


8511040136 

8511040141 

8511040147 

8511040150 

8511040155 


8511040131 

8511040125 

8511040135 

8511040142 

8511040142 


85/10/25 

50-272 

P 

8511040157 

85/10/17 

50-269 

P 

8511040161 

85/10/16 

50-346 

F 

8511040169 

85/10/31 

50-286 

F 

8511040170 

85/10/28 

50-275 

P 

8511040176 

85/10/28 

50-278 

Q 

8511040179 

85/10/18 

50-160 

Q 

8511040180 

85/10/24 

50-286 

Q 

8511040182 

85/10/25 

50-278 

Q 

8511040190 

85/10/25 

50-440 

A 

8511040199 

85/10/21 

50-327 

Q 

8511040216 

85/10/23 

50-416 

P 

8511040219 

85/10/17 

50-324 

Q 

8511040220 

85/10/23 

50-247 

P 

8511040224 

85/10/25 

50-244 

P 

8511040237 

85/10/30 

CONTRACT 


8511040242 

85/10/31 

50-285 

P 

8511040246 

85/10/30 

50-410 

K 

8511040247 

85/10/31 

50-285 

P 

8511040249 

85/10/24 

50-346 

P 

8511040253 

85/10/28 

50-255 

P 

8511040255 

85/10/30 

50-454 

F 

8511040256 

85/10/28 

50-255 

P 

8511040258 

85/10/15 

50-334 

P 

8511040259 

85/10/15 

50-334 

P 

8511040262 

85/10/21 

50-458 

Q 

8511040265 

85/09/30 

50-247 

P 

8511040267 

85/09/30 

50-247 

P 

8511040268 

85/10/10 

50-269 

P 

8511040270 

85/09/12 

50-390 

Q 

8511040277 

85/10/22 

50-266 

P 

851 1 040282 

85/10/28 

50-423 

Q 

8511040291 

85/10/24 

50-302 

P 

8511040292 

85/10/11 

ACRS 


8511040297 

85/10/24 

50-461 

A 

8511040301 

85/10/23 

50-423 

Q 

8511040302 

85/10/21 

50-324 

Q 

8511040311 


8511040135 

8511040158 

8511040158 

8511040166 

8511040172 

8511040137 

8511040143 

8511040178 

8511040189 

8511040196 

8511040213 

8511040214 

8511040213 

8511040218 

8511040230 

8511040239 

8511040236 

8511040230 

8511040245 

8511040230 

8511040251 
8511040254 
8511040250 
8511 040230 
8511040254 

8511040230 
8511040261 
8511040263 
851 1 040*254 
8511040271 

8511040271 

8511040287 

8511040286 

8511040293 

8511040290 

8511040300 

8511040310 


DATE SUBJECT 

ISSUED CATEGORY 


85/10/21 

85/10/15 

85/09/19 

85/09/11 

85/09/11 

85/10/25 

85/10/28 

85/10/28 

85/10/17 

85/09/12 

85/10/21 

85/10/30 

85/09/10 

85/10/30 

85/10/16 

85/10/16 

85/10/28 

85/10/15 

85/10/29 

85/10/15 

85/10/29 

85/09/12 

85/10/29 

85/10/28 

85/10/28 

85/10/28 

85/10/28 

85/10/22 

85/10/22 

85/10/18 

85/10/18 

85/10/15 

85/10/30 

85/10/29 

85/10/31 


50-324 

50-275 

50-458 

50-400 

50-400 

50-245 

50-271 

50-271 

50-62 

50-250 

50-348 

50-142 

50-413 

50-142 

71-9015 

71-9015 

50-424 

50-302 

50-320 

50-302 

70-820 

50-280 

50-155 

70-2997 

70-2997 

70-2997 

70- 2997 

71- 9206 
71-9206 
50-369 

50-344 

COMMISSIO 

CONTRACT 

50-302 

QA999 


Q 

F 

0 

Q 

Q 

E 

P 

P 

Q 

Q 

Q 

G 

Q 

G 


G 

Q 

P 

Q 


P 

P 


Q 

Q 

N 

P 


85/10/29 

50-155 

P 

85/10/31 

QA999 


85/10/29 

50-155 

P 

85/10/28 

50-483 

P 

85/10/17 

50-529 

Q 


85/10/29 

85/10/16 

85/10/18 

85/10/17 

85/10/29 

85/10/25 

85/10/16 

85/09/25 

85/10/25 

85/10/25 

85/09/25 

85/10/17 

85/10/17 

85/10/18 

85/10/28 

85/10/29 

85/10/16 

85/10/17 

85/10/28 

85/10/28 

85/10/16 

85/10/15 

85/10/16 

85/10/04 

85/10/23 

85/10/28 

85/10/30 

85/10/23 

85/10/28 

85/10/23 

85/10/29 

85/10/21 

85/10/28 

85/10/23 

85/10/21 

85/10/23 

85/10/30 

85/11/01 

85/10/21 

85/10/28 

85/10/28 

85/10/29 

85/10/29 

85/10/25 

85/10/28 

85/10/29 

85/10/31 


50-317 

50-269 

50-275 

50-269 

50-423 

50-400 

70-143 

40-2259 

50-280 

50-280 

40-2259 

50-206 

50-206 

50-397 

50-440 

50-263 

50-445 

50-528 

50-461 

50-397 

50-275 

50-529 

50-275 

50-3 

50-269 

50-285 

50-277 

50-269 

50-346 

50-269 

50-302 

50-369 

70-143 

50-269 

50-369 

50-269 

50-312 

QA999 

50-369 

50-280 

50-280 

50-395 

CONTRACT 

50-400 

50-321 

50-400 

TOPREP 


Q 

Q 

Q 

Q 

Q 

F 


S 

S 


Q 

Q 

Q 

A 

Q 

A 

Q 

Q 

P 

Q 

Q 

Q 

F 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

P 

Q 

Q 

Q 

P 

Q 

Q 

Q 
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ACCESSION NUMBER 


ENCLOSURE 


PRINCIPAL 

DOCUMENT 


ACCESSION NUMBER 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


ENCLOSURE 


8511040324 

8511040327 

8511040330 

8511040331 

8511040336 

8511040323 

8511040326 

8511040328 

8511040326 

8511040332 

85/10/30 

85/10/28 

85/10/30 

85/10/28 

85/10/29 

50-244 

50-259 

50-219 

50-259 

50-390 

Q 

Q 

P 

Q 

Q 

8511050229 

8511050235 

8511050237 

8511050238 

8511050239 

8511040347 

8511040349 

8511040354 

8511040362 

8511040366 

8511040346 

8511040348 

8511040351 

8511040348 

8511040364 

85/10/28 

85/10/29 

85/10/28 

85/10/29 

85/10/30 

50-395 

50-395 

50-280 

50-395 

50-423 

Q 

Q 

Q 

Q 

Q 

8511050253 

8511050262 

8511050271 

8511050272 

8511050275 

8511040372 

8511040374 

8511040377 

8511040386 

8511040387 

8511040370 

8511040370 

8511040373 

8511040379 

8511040382 

85/10/30 

85/10/30 

85/10/28 

85/10/30 

85/10/30 

50-275 

50-275 

50-458 

50-354 

50-443 

P 

P 

1 

Q 

Q 

8511050286 

8511050292 

8511050293 

8511050294 

8511050295 

8511040388 

8511040397 

8511040402 

8511040406 

8511040410 

8511040384 

8511040367 

8511040399 

8511040401 

8511040408 

85/10/29 

85/10/30 

85/10/29 

85/10/29 

85/10/29 

50-400 

50-312 

50-309 

50-440 

50-414 

Q 

P 

Q 

E 

Q 

8511050297 

8511050299 

8511050304 

8511050306 

8511050308 

8511040412 

8511040414 

8511040416 

8511040420 

8511040424 

8511040401 

8511040413 

8511040143 

8511040413 

8511040143 

85/10/29 

85/10/01 

85/10/16 

85/10/01 

85/10/16 

50-440 

TOPREP 

50-445 

TOPREP 

50-445 

E 

Q 

Q 

8511050310 

8511050317 

8511050318 

8511050320 

8511050324 

8511040428 

8511040433 

8511040436 

8511040441 

8511040446 

8511040143 

8511040143 

8511040143 

8511040143 

8511040143 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

50-445 

50-445 

50-445 

50-445 

50-445 

Q 

Q 

A 

A 

Q 

8511050326 

8511050328 

8511050329 

8511050331 

8511050332 

8511040449 

8511040452 

8511040457 

8511040464 

8511040471 

8511040143 

8511040143 

8511040143 

8511040143 

8511040143 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

50-445 

50-445 

50-445 

50-445 

50-445 

Q 

A 

Q 

Q 

Q 

8511050334 

8511050337 

8511050338 

8511050339 

8511050342 

8511040474 

8511040475 

8511040479 

8511040480 

8511040482 

8511040143 

8511040468 

8511040143 

8511040478 

8511040143 

85/10/16 

85/10/29 

85/10/16 

85/10/17 

85/10/16 

50-445 

50-142 

50-445 

50-424 

50-445 

A 

P 

Q 

Q 

A 

8511060010 

8511060018 

8511060026 

8511060029 

8511060030 

8511040483 

8511040486 

8511040488 

8511040489 

8511040490 

8511040478 

8511040143 

8511040143 

8511040143 

8511040143 

85/10/17 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

50-424 

50-445 

50-445 

50-445 

50-445 

Q 

A 

A 

A 

A 

8511060042 

8511060047 

8511060048 

8511060051 

8511060053 

8511040492 

8511040493 

8511040494 

8511040496 

8511040501 

8511040143 

8511040476 

8511040143 

8511040143 

8511040499 

85/10/16 

85/10/28 

85/10/16 

85/10/16 

85/10/22 

50-445 

50-455 

50-445 

50-445 

71-9195 

Q 

A 

A 

Q 

8511060054 

8511060056 

8511060057 

8511060061 

8511060065 

8511040509 

8511050008 

8511050009 

8511050011 

85,11050012 

8511040508 

8511050007 

8511050007 

8511050010 

8511050010 

85/10/22 

85/04/30 

85/04/30 

85/04/30 

85/04/30 

50-269 

50-3 

50-3 

50-334 

50-334 

Q 

R 

R 

R 

R 

8511060067 

8511060068 

8511060074 

8511060081 

8511060085 

8511050035 

8511050041 

8511050058 

8511050063 

8511050064 

8511050031 

8511050036 

8511050056 

8511050061 

8511050060 

85/10/23 

85/10/31 

85/10/22 

85/10/31 

83/05/20 

50-400 

50-341 

50-369 

50-267 

50-364 

Q 

Q 

Q 

Q 

S 

8511060088 

8511060090 

8511060092 

8511060097 

8511060104 

8511050089 

8511050093 

8511050098 

8511050112 

8511050118 

8511050085 

8511050085 

8511050094 

8511050097 

8511050116 

85/10/25 

85/10/25 

85/10/30 

85/10/29 

85/10/31 

50-423 

50-423 

50-237 

70-734 

50-498 

A 

A 

Q 

G 

8511060109 

8511060112 

8511060113 

8511060124 

8511060125 

8511050129 

8511050133 

8511050139 

8511050140 

8511050144 

8511050021 

8511050125 

8511050137 

8511050138 

8511050125 

85/10/29 

85/11/01 

85/10/28 

85/10/31 

85/11/01 

50-255 

50-423 

CONTRACT 

QA999 

50-423 

F 

A 

A 

8511060126 

8511060128 

8511060134 

8511060138 

8511060140 

8511050146 

8511050149 

8511050152 

8511050170 

8511050172 

8511050141 

8511050141 

8511050148 

8511050165 

8511050164 

85/10/31 

85/10/31 

85/11/04 

85/11/01 

85/10/30 

50-29 

50-29 

50-528 

50-206 

50-354 

P 

P 

G 

P 

A 

8511060142 

8511060144 

8511060148 

8511060153 

8511060158 

8511050174 

8511050177 

8511050183 

8511050185 

8511050199 

8511050171 

8511050175 

8511050180 

8511050182 

8511050197 

85/10/25 

85/10/24 

85/10/31 

85/10/28 

85/11/01 

50-348 

50-275 

50-443 

QA999 

50-344 

P 

R 

E 

P 

8511060161 

8511060165 

8511060169 

8511060175 

8511060177 

8511050201 

8511050208 

8511050210 

8511050211 

8511050212 

8511050197 

8511050206 

8511050205 

8511050209 

8511050205 

85/11/01 

85/11/01 

85/11/01 

85/10/29 

85/11/01 

50-344 

50-331 

50-277 

50-373 

50-277 

P 

Q 

P 

F 

P 

8511060179 

8511060185 

8511060187 

8511060190 

8511060193 

8511050224 

8511050227 

8511050219 

8511050223 

85/10/29 

85/10/28 

50-237 

50-302 

P 

P 

8511060194 

8511060196 


PRINCIPAL 

DOCUMENT 

8511050226 

8511050226 

8511050233 

8511050234 

8511050226 

8511050251 

8511050182 

8511050267 

8511050265 

8511050265 

8511050274 

8511050136 

8511050136 

8511040143 

8511040143 

8511040143 

8511040143 

8511040143 

8511050303 

8511050303 

8511040143 

8511040143 

8511050312 

8511040143 

8511040143 

8511040143 

8511050327 

8511040143 

8511040143 

8511050327 

8511040143 

8511050333 

8511040143 

8511040143 

8511040143 

8511060008 

8511060016 

8511060024 

8511060027 

8511060028 

8511060041 

8511060044 

8511040143 

8511040143 

8511040143 

8511060050 

8511060050 

8511040143 

8511060059 

8511060062 

8511040143 

8511060062 

8511040143 

8511040143 

8511040143 

8511040143 

8511040143 

8511060084 

8511040143 

8511060093 

8511040143 

8511060103 

8511040143 

8511060120 

8511060094 

8511060123 

8511060123 

8511060130 

8511060133 

8511060133 

8511040143 

8510240469 

8511040143 

8511040143 

8511040143 

8511220228 

8511040143 

8511040143 

8511040143 

8511060147 

8511040143 

8511060182 

8511060172 

8511060186 

8511060183 

8511060182 

8511060186 


DATE 

ISSUED 


85/10/16 

85/10/16 

85/10/25 

85/10/16 

85/10/16 

85/10/16 

85/10/25 

85/10/16 

85/10/16 

85/10/25 

85/10/16 

85/10/23 

85/10/16 

85/10/16 

85/10/16 

85/10/28 

85/10/30 

85/10/31 

85/10/30 

85/11/04 


SUBJECT 

CATEGORY 


85/11/01 

50-361 

85/11/01 

50-361 

85/10/29 

70-2984 

85/10/30 

50-237 

85/11/01 

50-361 

85/10/30 

50-254 

85/10/28 

QA999 

85/10/17 

70-1308 

85/10/29 

50-254 

85/10/29 

50-254 

85/10/30 

50-354 

85/10/18 

50-213 

85/10/18 

50-213 

85/10/16 

50-445 

85/10/16 

50-445 

85/10/16 

50-445 

85/10/16 

50-445 

85/10/16 

50-445 

85/10/30 

50-387 

85/10/30 

50-387 


FOIA 

FOIA 

50-424 

FOIA 

50-445 

50-445 

50-338 

50-445 

50-412 

50-338 

50-498 

50-424 

50-498 

FOIA 

FOIA 

50-440 

50-322 

50-266 

50-133 

50-237 


85/10/30 

50-498 

85/10/16 

50-321 

85/10/16 

FOIA 

85/10/16 

50-498 

85/10/16 

FOIA 

85/10/25 

50-390 

85/10/25 

50-390 

85/10/16 

FOIA 

85/11/04 

50-206 

85/10/30 

50-382 

85/10/16 

FOIA 

85/10/30 

50-382 

85/10/16 

FOIA 

85/10/16 

50-445 

85/10/16 

FOIA 

85/10/16 

50-445 

85/10/16 

50-445 

85/10/21 

50-438 

85/10/16 

50-498 

85/10/23 

50-395 

85/10/16 

50-445 

85/11/04 

50-206 

85/10/16 

FOIA 

85/10/18 

50-225 

85/10/21 

50-424 

85/10/22 

50-280 

85/10/22 

50-280 

85/11/04 

50-206 

85/10/23 

50-321 

85/10/23 

50-321 

85/10/16 

FOIA 

85/10/22 

50-329 

85/10/16 

FOIA 

85/10/16 

FOIA 

85/10/16 

FOIA 

85/11/07 

50-313 

85/10/16 

FOIA 

85/10/16 

FOIA 

85/10/16 

FOIA 

85/10/25 

50-269 

85/10/16 

FOIA 

85/11/01 

50-456 

85/10/24 

50-269 

85/10/22 

50-387 

85/10/09 

50-213 

85/11/01 

50-456 

85/10/2 2 

50-387 


Q 

Q 

A 

A 

Q 

A 

Q 

A 


S 

H 

Q 

H 

P 

A 

Q 


A 

A 

Q 

A 

Q 

A 

P 

P 

Q 

Q 

Q 

P 

Q 

Q 


Q 

Q 

Q 

S 

Q 

Q 


•nt)D>0 00-0 -am 



368 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSUFffi 


FflBCffAL 

£»a*CMT 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


ACCESSION NUMBER 
ENCLOSURE 


551 "DSC2C1 

8511 0601 37 

85/11/01 

CONTRACT 


8511060500 

25 4 1 0SS 2D2 

351 1:0601 SI 

85/11/0 4 

50-206 

P 

8511060503 

5511000212 

8511060206 

85/10/28 

71-546 


8511060508 

5511060213 

S51 1060210 

85/08/29 

50-361 

P 

8511060512 

2 5' *360219 

851 1040143 

85/10/16 

FOIA 


8511060517 

851 *O6C230 

8511040143 

85/10/16 

FOIA 


8511060522 

Si* *060233 

8511060226 

85/09/05 

50-261 

Q 

8511060523 

Sit* l 360238 

8,511040143 

85/10/16 

FOIA 


8511070002 

65 1 * 060242 

851 1040143 

85/10/16 

FOIA 


8511070003 

£511 06C251 

8511043143 

85/10/16 

FOIA 


8511070004 

5511 06C257 

8511040143 

85/10/16 

50-445 

A 

8511070005 

551136C262 

851106026D 

85/11/0 1 

50-155 

Q 

8511070006 

351 1060267 

8511060264 

85/11/01 

50-440 

Q 

8511070007 

85H06C288 

8511040143 

85/10/1 6 

FOIA 


8511070008 

5511 36C27C 

8511040143 

85/10/16 

FOIA 


8511070009 

8511060271 

8511060265 

85/10/25 

50-327 

Q 

8511070010 

£5! 1 '060275 

3511060272 

85/11/04 

TOPREP 


8511070011 

85 1 1 060277 

S51 1060265 

85/10/25 

50-327 

Q 

8511070013 

3511060275 

85111X0274 

85/10/31 

50-29 

P 

8511070014 

851106G283 

8511060274 

85/10/31 

50-29 

P 

8511070016 


851 1060285 
S5H06C286 
851 108C237 
B511CSC2S8 
85*1360291 

8511C6C293 
851106G294 
SS110602S5 
351106G298 
8511 36029? 

851 106C298 
8511060301 
8511060304 
8511060307 
8511D6C31Q 

851 706031 1 
3511060317 
851 1060319 
851 100033 "! 
8511060333 

851 1060344 
S5 11060350 
3,511060354 
8511060-370 
8511060385 

86110603 68 
6511060393 
851136033? 
851106035© 
8511060400 

85! 1060402 
8511060403 
8511Q6Q4C6- 

esnomm? 

6511060406 

8511060412 

8511060413 

8511080414 

8511060415 

8511080416 

65 11 960418 
8611380419 
8511060422 
8511080423 
*11060427 

6611060428 
6511080438 
8511060438 
8511080440 
851 1060442 

«Sf 1060445 
6511080448 
8511360449 
£511060452 
8511060458 

6511080489 
8511080473 
851 1080475 
S5113604S0 
6511060483 

tBttOQOW 
6511060481 
6511060492 
85110604,94 
S5!1 36Q4a§ 

6511060486 

8511060497 


8511040143 
851106028! 
S51 1060278 
8511060278 
8511060278 

8511060281 

8511060290 

8511040143 

8511060289 

8511040143 

85 It 080278 
8511060278 
8511060278 
8511-060278 
8511060278 

8511060305 

8511190541 

8511060314 

8511060326 

8511040143 

8511060343 
8511060348 
S51 1060353 
8511060368 
8511040143 

8511040143 
8511040143 
8511040143 
851 1040143 
8511040143 

S51 1060401 
8511040143 
8511040143 
8511040143 
8511040143 

8511060405 

8511040143 

8511040143 

8511040143 

8511060238 

851-1040143 
8511040143 
85-11040143 
8511040143 
£61 1-040143 

8511040143 
8511-040143 
8511040143 
8511040143 
851 1040143 

8511040143 

8511040143 

8511040143 

8511040143, 

8511040143 

8511040143 

6511040143 

8511040143 

8511840143 

8511040143 

8511040143 

8511040143 

£611048143 

8511040143 

8511060490 

8811060487- 

8511040143 


85/10/16 

85/10/22 

85/10/29 

85/10/29 

85/10/29 

85/10/2 2 
85/10/31 
85/10/16 
85/11/01 
85/10/16 

85/10/29 

85/10/29 

85/10/29 

85/10/29 

85/10/29 

85/08/27 

85/11/06 

85/11/01 

85/11/04 

85/10/16 

85/10/16 

85/07/01 

85/10/30 

85/10/07 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/23 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/28 

85/10/16 

85/10/16 

85/10/16 

85/10/28 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10716 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/24 

85/10/28 

85/10/16 


FOIA 

50-338 

50-267 

50-267 

50-267 

50-338 

50-498 

50-445 

50-155 

FOIA 

50-267 

50-267 

50-267 

50-267 

50-267 


Q 

F 

F 

F 

Q 

A 

A 

Q 


71-550 

COMMISSIO N 
50-315 Q 

50-156 Q 

FOIA 


71-9205 

70- 1113 
50-346 

71- 9007 
50-445 

50-445 

50-445 

50-445 

FOIA 

FOIA 

ORG 

FOIA 

50-445 

50-498 

50-445 

toprep 

50-445 

50-445 

50-445 

50-289 

50-445 

50-445 

50-445 

50-445 

50-445 

50-446 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-282 

50-333 

50-445 


P 

A 

A 

A 

A 


A 

A 

Q 


A 

A 

Q 

P 

A 

A 

Q 

A 

Q 

A 

Q 

Q 

A 

Q 

A 

Q 

A 

Q 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

Q 

P 

Q 


8511070017 

8511070018 

8511070021 

8511070022 

8511070023 

8511070024 

8511070026 

8511070028 

8511070030 

8511070033 

8511070036 

8511070038 

8511070042 

8511070043 

8511070046 

8511070049 

8511070051 

8511070052 

8511070054 

8511070056 

8511070059 

8511070061 

8511070063 

8511070066 

8511070068 

8511070071 

8511070072 

8511070074 

8511070076 

8511070077 

8511070090 

8511070097 

8511070100 

8511070101 

8511070102 

8511070106 

8511070107 

8511070111 

8511070112 

8511070116 

8511070117 

8511070120 

8511070123 

8511070124 

8511070127 

8511070131 

8511070136 

8511070139 

8511070142 

8511070146 

8511070149 

8511070153 

8511070155 

8511070156 

8511070158 

8511070165 

8511070169 

8511070170 

8511070173 

8511070175 

8511070177 

8511070178 

8511070183 

8511070185 

8511070188 

8511070189 

8511070193 


PRINCIPAL 

DOCUMENT 

8511040143 

8511060499 

8511060507 

8511060507 

8511060515 

8511060511 

8511060521 

8511040143 

8511040143 

8511040143 

8511040143 

8511040143 

8511040143 

8511040143 

8511070001 

8511040143 

8511040143 

8511040143 

8511040143 

8511040143 

8511040143 

8511040143 

8511040143 

8511040143 

8511040143 

8511040143 

8511040143 

8511040143 

8511040143 

8511040143 

8511040143 

8511040143 

8511040143 

8511040143 

8511040143 

8511040143 

8511040143 

8511040143 

8511040143 

8511040143 

8511040143 

8511040143 

8511040143 

8511040143 

8511040143 

8511040143 

8511040143 

8511040143 

8511040143 

8511040143 

8511040143 

8511070093 

8511070089 

8511040143 

8511040143 

8511070096 

8511040143 

8511070096 

8511040143 

8511070096 

8511040143 

8511070115 

8511070109 

8511070110 

8511070118 

8511070110 

8511040143 

8511070109 

8511070132 

8511070132 

8511070132 

8511070109 

8511070132 

8511040143 

8511070113 

8511040143 

8511070109 

8511070162 

8511070162 

8511040143 

8511070172 

8511070174 

8511070174 

8511070109 

8511070184 

8511040143 

8511070109 


DATE 

SUBJECT 

ISSUED 

CATEGORY 

85/10/16 

50*445 

A 

85/10/21 

50-529 

Q 

85/10/22 

50-483 

Q 

85/10/22 

50-483 

Q 

85/10/30 

TOPREP 


85/10/21 

50-413 

Q 

85/10/04 

PROJ 


85/10/16 

50-445 

O 

85/10/16 

50-445 

A 

85/10/16 

50-445 

Q 

85/10/16 

50-445 

a 

85/10/16 

50-445 

A 

85/10/16 

50-445 

Q 

85/10/16 

50*446 

Q 

85/11/04 

50-413 

S 

85/10/16 

50-445 

A 

85/10/16 

50-445 

A 

85/10/16 

50-445 

A 

85/10/16 

50*445 

A 

85/10/16 

50-445 

Q 

85/10/16 

50-445 

A 

85/10/16 

50-445 

A 

85/10/16 

50-445 

A 

85/10/16 

50-445 

A 

85/10/16 

50-445 

A 


85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/16 

85/10/30 

85/10/24 

85/10/16 

85/10/16 

85/10/17 

86/10/16 

85/10/17 

85 / 10/16 

85/10/17 

85 / 10/16 

85 / 10/30 

85 / 10/18 

85 / 11/04 

85 / 11/01 

85/11/04 

85 / 10/16 

85 / 10/18 

85 / 10/15 

85 / 10/15 

85 / 10/15 

85 / 10/18 

85 / 10/15 

85 / 10/16 

85 / 11/01 

85 / 10/16 

85 / 10/18 

85 / 08/15 

85 / 08/15 

85 / 10/16 

85 / 11/04 

85 / 10/22 

85 / 10/22 

85 / 10/18 

85 / 10/31 

85 / 10/16 

85 / 10/18 


50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

FOIA 

50-445 

50-445 

FOIA 

50-445 

FOIA 

50-445 

FOIA 

FOIA 

FOIA 

50-445 

50*445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

60-445 

50-445 

50-245 

50-266 

50-445 

50-445 

FOIA 

50-445 

FOIA 

50-445 

FOIA 

FOIA 

50-352 

FOIA 

50-410 

CONTRACT 

50-410 
50-445 
FOIA 
50-482 
50-482 

50-482 
FOIA 
50-482 
50-446 
50-219 


50-446 

FOIA 

71-180 

71-180 

FOIA 

50-461 

50-266 

50-266 

FOIA 

50-289 

FOIA 

FOIA 


A 

Q 

A 

A 

A 


A 

A 

A 

A 

A 

A 

A 

A 

A 

Q 

P 

P 

A 

A 


P 

Q 
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ACCESSION NUMBER 


ENCLOSURE PRINCIPAL 

DOCUMENT 


8511070196 

8511070192 

8511070201 

8511040143 

8511070202 

8511070195 

8511070205 

8511070192 

8511070207 

8511040143 

8511070210 

8511070203 

8511070212 

8511040143 

8511070217 

8511070203 

8511070218 

8511040143 

8511070224 

8511040143 

8511070225 

8511070109 

8511070229 

8511070132 

8511070232 

8511070226 

8511070234 

8511070109 

8511070235 

8511040143 

8511070243 

8511070132 

8511070246 

8511040143 

8511070249 

8511070132 

8511070250 

8511070109 

8511070255 

8511070132 

8511070262 

8511070132 

8511070269 

8511070132 

8511070272 

8511070265 

8511070275 

8511070132 

8511070279 

8511070273 

8511070284 

8511070274 

8511070285 

8511040143 

8511070296 

8511070288 

8511070297 

8511070292 

8511070299 

8511070291 

8511070301 

8511070292 

8511070312 

8511070298 

8511070322 

8511070318 

8511070324 

8511070320 

8511070327 

8511070317 

8511070330 

8511070323 

8511070331 

8511070325 

8511070340 

8511070335 

8511070341 

8511070323 

8511070342 

8511070336 

8511070344 

8511070336 

8511070356 

8511070345 

8511070357 

8511070348 

8511070362 

8511070359 

8511070368 

8511070348 

8511070370 

8511070359 

8511070384 

8511070377 

8511070391 

8511070387 

8511070392 

8511070373 

8511070395 

8511070387 

8511070399 

8511070396 

8511070409 

8511070408 

8511070414 

8511070412 

8511070416 

8511070413 

8511070417 

8511070410 

8511070419 

8511070413 

8511070421 

8511070418 

8511070423 

8511070420 

8511070426 

8511070424 

8511070428 

8511070424 

8511070429 

8511040143 

8511070430 

8511070427 

8511070434 

8511070427 

8511070439 

8511070431 

8511070444 

8511070431 

8511070449 

8511070431 

8511070456 

8511070431 

8511070474 

8511070468 

8511070486 

8511070468 

8511070494 

8511070468 

8511070500 

8511070468 

8511070505 

8511070468 

8511070514 

8511070468 

8511070520 

8511070468 

8511070523 

8511070468 

851 1070528 

8511070468 

8511070530 

8511070468 

8511070532 

8511070468 

8511070549 

8511070410 

8511070560 

8511070410 

8511070569 

8511070555 

8511070570 

8511070565 

8511070581 

8511070555 

8511070582 

8511070577 

8511070584; 

8511070555 

8511070586 

8511070577 

8511070603 

8511070597 


DATE 

SUBJECT 

ISSUED 

CATEGORY 

85/10/24 

50-338 

P 

85/10/16 

50-445 

A 

85/10/28 

50-269 

P 

85/10/24 

5Q-338 

P 

85/10/16 

50-445 

A 

85/10/29 

50-333 

P 

85/10/16 

50-445 

A 

85/10/29 

50-333 

P 

85/10/16 

50-445 

A 

85/10/16 

50-445 

A 

85/10/18 

FOIA 


85/10/15 

50-482 

Q 

85/10/31 

50-445 

A 

85/10/18 

FOIA 


85/10/16 

50-445 

A 

85/10/15 

50-482 

P 

85/10/16 

50-445 

A 

85/10/15 

50-482 

P 

85/10/18 

FOIA 


85/10/15 

50-482 

P 

85/10/15 

50-482 

P 

85/10/15 

50-482 

P 

85/10/30 

FOIA 


85/10/15 

50-482 

P 

85/10/09 

50-312 

P 

85/10/08 

TOPREP 


85/10/16 

50-445 

A 

85/10/17 

50-282 

P 

85/10/23 

50-247 

P 

85/10/30 

50-346 

S 

85/10/23 

50-247 

P 

85/10/30 

50-354 

A 

85/11/01 

50-16 

W 

85/10/22 

50-416 

Q 

85/10/31 

50-410 

A 

85/11/04 

FOIA 


85/10/28 

50-336 

P 

85/11/04 

50-309 

Q 

85/11/04 

40-6940 


85/10/31 

50-528 

P 

85/10/31 

50-528 

P 

85/11/04 

50-244 

Q 

85/11/04 

70-1308 

85/10/22 

50-373 

P 

85/11/04 

70-1308 


85/10/22 

50-373 

P 

85/11/01 

50-29 

Q 

85/10/31 

50-373 

P 

85/11/04 

50-322 

G 

85/10/31 

50-373 

P 

85/10/28 

71-6400 


85/10/29 

50-443 

A 

85/10/22 

50-285 

P 

85/10/23 

50-322 

P 

85/10/29 

70-1113 


85/10/23 

50-322 

P 

85/10/29 

50-336 

P 

85/10/22 

50-266 

P 

85/10/24 

40-8768 


85/10/24 

40-8768 


85/10/16 

50-445 

A 

85/11/01 

50-397 

P 

85/11/01 

50-397 

P 

85/10/22 

50-483 

Q 

85/10/22 

50-483 

Q 

85/10/22 

50-483 

P 

85/10/22 

50-483 

P 

85/10/21 

FOIA 


85/10/21 

FOIA 


85/10/21 

FOIA 


85/10/21 

FOIA 


85/10/21 

FOIA 


85/10/21 

FOIA 


85/10/21 

FOIA 


85/10/21 

FOIA 


85/10/21 

FOIA 


85/10/21 

FOIA 


85/10/21 

FOIA 


85/10/29 

70^1 113 


85/10/29 

70-1113 


85/11/04 

50-445 

A 

85/10/17 

40-8681 


85/11/04 

50-445 

A 

85/10/29 

XPORTLIC 


85/11/04 

50-445 

A 

85/10/29 

XPORTLIC 


85/10/24 

50-250 

Q 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 


DOCUMENT 

8511070613 

8511070611 

8511110002 

8511110001 

8511110004 

8511110001 

8511110012 

8511110008 

8511110014 

8511110008 

8511110023 

8511110018 

8511110026 

8511110022 

8511110030 

8511110029 

8511110034 

8511110029 

8511110046 

8511110039 

8511110051 

8511110047 

8511110056 

8511110049 

8511110058 

8511110052 

8511110067 

8511110062 

8511110075 

8511110070 

8511110076 

8511110073 

8511110077 

8511110072 

8511110081 

8511110073 

8511110082 

8511110072 

8511110085 

8511110080 

8511110097 

8511110088 

8511110099 

8511110092 

8511110109 

8511110101 

8511110110 

8511110106 

8511110124 

8511110113 

8511110125 

8511110119 

8511110127 

8511110116 

8511110143 

8511110137 

8511110149 

8511110140 

8511110167 

8511110160 

8511110168 

8511110163 

8511110171 

8511110160 

8511110172 

8511110163 

8511110174 

8511110169 

8511110175 

8511110164 

851111017 7 

8511110170 

8511110180 

8511110160 

8511110182 

8511110169 

8511110190 

8511110169 

8511110195 

8511110187 

8511110207 

8511110201 

8511110212 

8511110210 

8511110221 

8511110218 

8511110226 

8511110218 

8511110233 

8511110229 

8511110235 

8511040143 

8511110237 

8511110231 

8511110249 

8511110244 

8511110264 

8511110260 

8511110266 

8511110262 

8511110267 

8511110263 

8511110268 

8511110254 

8511110269 

8511110262 

8511110270 

8511110260 

8511110278 

8511110274 

8511110284 

8511110277 

8511110288 

8511110285 

8511110292 

8511110285 

8511110296 

8511110285 

8511110299 

8511110223 

8511110317 

8511110312 

8511110318 

8511110313 

8511110319 

8511110315 

8511110320 

8511110314 

8511110322 

8511110312 

8511110323 

8511110314 

8511110337 

8511110330 

8511110343 

8511110341 

8511110355 

8511110353 

8511110362 

8511110360 

8511110368 

8511110364 

8511110374 

8511110371 

8511110378 

8511110376 

8511110381 

8511110379 

8511110384 

8511110380 

8511110390 

8511110328 

8511110393 

8511110328 

8511110409 

8511110403 

8511110417 

8511110411 

8511110418 

8511110407 

8511110424 

8511110303 

8511110428 

8511110421 

8511110442 

8511110434 

8511110447 

8511110427 

8511110457 

8511110453 

8511110464 

8511110449 

8511110466 

8511110462 


DATE 

SUBJECT 

ISSUED 

CATEGORY 

85/10/28 

71-180 


85/11/01 

50-259 

Q 

85/11/01 

50-259 

Q 

85/11/05 

50-461 

E 

85/11/05 

50-461 

E 

85/11/05 

50-389 

P 

85/11/05 

50-322 

G 

85/11/04 

50-456 

G 

85/11/04 

50-456 

G 

85/10/31 

50-443 

A 

85/11/01 

50-266 

Q 

85/10/31 

50-382 

Q 

85/11/04 

50-320 

Q 

85/11/07 

50-498 

G 

85/10/31 

50-213 

P 

85/10/30 

50-334 

V 

85/10/30 

50-289 

Q 

85/10/30 

50-334 

V 

85/10/30 

50-289 

Q 

85/10/30 

50-414 

Q 

85/10/31 

50-213 

Q 

85/10/30 

70-143 


85/11/05 

50-483 

Q 

85/10/30 

50-458 

Q 

85/10/30 

50-269 

Q 

85/11/01 

50-352 

Q 

85/10/31 

50-416 

Q 

85/10/30 

50-334 

Q 

85/11/05 

50-295 

Q 

85/10/29 

50-313 

Q 

85/10/22 

WASTE MGT 


85/10/29 

50-313 

Q 

85/10/22 

WASTE MGT 


85/10/31 

50-346 

S 

85/10/30 

50-302 

Q 

85/11/05 

50-440 

Q 

85/10/29 

50-313 

Q 

85/10/31 

50-346 

S 

85/10/31 

50-346 

S 

85/11/01 

50-317 

P 

85/11/04 

50-282 

P 

85/09/12 

50-445 

F 

85/10/30 

50-327 

Q 

85/10/30 

50-327 

Q 

85/11/06 

50-341 

F 

85/10/16 

50-445 

A 

85/11/04 

50-395 

P 

85/11/05 

50-206 

Q 

85/05/31 

50-275 

F 

85/11/01 

50-397 

F 

85/11/07 

50-327 

P 

85/11/05 

50-409 

Q 

85/11/01 

50-397 

F 

85/05/31 

50-275 

F 

85/11/06 

50-321 

Q 

85/11/05 

50-440 

Q 

85/11/05 

50-320 

P 

85/11/05 

50-320 

P 

85/11/05 

50-320 

P 

85/10/30 

TOPREP 


85/11/06 

50-354 

A 

85/10/31 

CONTRACT 


85/11/04 

CONTRACT 


85/10/11 

40-8502 


85/11/06 

50-354 

A 

85/10/11 

40-8502 


85/11/05 

50-348 

Q 

85/11/04 

50-416 

Q 

85/11/05 

50-454 

P 

85/11/05 

50-333 

F 

85/04/30 

50-352 

F 

85/03/05 

50-352 

F 

85/03/26 

50-275 

F 

85/10/24 

50-348 

P 

85/05/29 

50-275 

F 

85/10/31 

50-269 

P 

85/10/31 

50-269 

P 

85/11/05 

50-155 

P 

85/11/04 

CONTRACT 


85/04/08 

50-275 

F 

85/03/28 

50-352 

F 

85/11/06 

71-5607 


85/03/05 

50-275 

F 

85/11/04 

CONTRACT 


85/10/31 

70-364 


85/10/31 

70-27 


85/11/01 

50-269 

P 


370 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE PRINCIPAL 

DOCUMENT 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


ENCLOSURE 


PRINCIPAL 

DOCUMENT 


8511110472 

8511110473 

8511110474 

8511120015 

8511120016 

8511120032 

8511120035 

8511120041 

8511120044 

8511120051 

8511120066 

8511120072 

8511120076 

8511120081 

8511120082 

8511120088 
8511120090 
8511120097 
851112010 2 
8511120105 

8511120119 

8511120123 

8511120132 

8511120136 

8511120145 

8511120192 

8511120239 

8511120246 

8511120252 

8511120254 

8511120256 

8511120261 

8511120269 

8511120274 

8511120278 

8511120284 

8511120296 

8511120303 

8511120306 

8511120308 

8511120313 

8511120318 

8511120320 

8511120322 

8511120323 

8511120327 

8511120330 

8511120341 

8511120344 

8511120364 

8511120370 

8511120373 

8511120382 

8511120394 

8511120402 

8511120408 
8511120415 
8511120435 
8511120445 
851 1 120447 

8511130003 

8511130006 

8511130015 

8511130042 

8511130048 

8511130050 

8511130065 

8511130077 

8511130086 

8511130092 

8511130102 

8511130117 

8511130135 

8511130136 

8511130139 

8511130157 

8511130159 

8511130188 

8511130197 

8511130198 

8511130200 

8511130208 

8511130212 

8511130226 

8511130229 

8511130231 

8511130233 


8511110449 

8511110468 

8511110468 

8511120006 

8511120008 

8511120022 

8511120030 

8511120030 

8511120040 

8511120043 

8511120057 

8511120068 

8511120067 

8511120074 

8511120075 

8511120080 

8511120075 

8511120091 

8511120095 

8511120099 

8511120112 

8511120116 

8511120127 

8511120116 

8511120143 

8511120180 
8511120234 
851112024 4 
8511120250 
8511120249 

8511120249 

8511120259 

8511120266 

8511120272 

8511120275 

8511070132 

8511120293 

8511120301 

8511120301 

8511120301 

8511120311 

8511120312 

8511120315 

8511120312 

8511120319 

8511120324 

8511120324 

8511120333 

8511120333 

8511120359 

8511120359 

8511120365 

8511120376 

8511120386 

8511120386 

8511120406 

8511120406 

8511120431 

8511120442 

8511120419 

8511130002 

8511130005 

8511130012 

8511130037 

8511130037 

8511130039 

8511130060 

8511130074 

8511130080 

8511130083 

8511130097 

8511130112 

8511130126 

8511130131 

8511130128 

8511130154 

8511130151 

8511130181 

8511130192 

8511130191 

8511130175 

8511130206 

8511130204 

8511130220 

8511130221 

8511130224 

8511130225 


85/10/31 

85/11/06 

85/11/06 

85/11/06 

85/10/23 

85/10/21 

85/11/05 

85/11/05 

85/11/04 

85/10/23 

85/10/22 

85/11/05 

85/11/04 

85/11/05 

85/11/01 

85/11/05 

85/11/01 

85/10/18 

85/08/08 

85/11/01 

85/04/15 

85/11/05 

85/05/07 

85/11/05 

84/06/20 

85/11/04 

85/10/28 

85/11/04 

85/10/11 

85/10/31 

85/10/31 

85/05/15 

85/07/18 

85/05/28 

85/11/05 

85/10/15 

85/11/05 

85/08/27 

85/08/27 

85/08/27 

85/10/31 

85/11/01 

85/11/01 

85/11/01 

85/11/05 

85/11/05 

85/11/05 

85/10/25 

85/10/25 

85/11/04 

85/11/04 

85/10/25 

85/10/30 

85/11/04 

85/11/04 


70-27 


8511130234 

50-245 

F 

8511130235 

50-245 

F 

8511130239 

50-286 

Q 

8511130242 

50-382 

F 

8511130267 

50-390 

S 

8511130284 

50-278 

Q 

8511130296 

50-278 

Q 

8511130309 

50-395 

Q 

8511130316 

50-312 

Q 

8511130317 

50-312 

71-9053 

Q 

8511130319 

8511130321 

50-289 

G 

8511130322 

50-440 

E 

8511130324 

50-373 

P 

8511130327 

50-244 

Q 

8511130330 

50-373 

P 

8511130336 

50-361 

Q 

8511130346 

50-275 

F 

8511130347 

50-317 

F 

8511130349 

50-352 

F 

8511130356 

50-271 

Q 

8511130358 

50-352 

F 

8511130361 

50-271 

TOPREP 

Q 

8511130363 

8511130364 

50-315 

CONTRACT 

CONTRACT 

70-698 

P 

8511130365 

8511130367 

8511130368 

8511130373 

50-269 

P 

8511130375 

50-269 

P 

8511130376 

50-352 

F 

8511130378 

50-275 

F 

8511130379 

50-352 

CONTRACT 

FOIA 

CONTRACT 

F 

8511130380 

8511130382 

8511130383 

8511130384 

50-348 

R 

8511130386 

50-348 

R 

8511130388 

50-348 

71-9200 

R 

8511130389 

8511130392 

50-155 

CONTRACT 

P 

8511130394 

8511130397 

50-155 

71-9932 

71-6346 

71-6346 

P 

8511130398 

8511130401 

8511130406 

8511130407 

50-338 

P 

8511130419 

50-338 

P 

8511140017 

50-456 

Q 

8511140024 

50-456 

71-9205 

XPORTLIC 

70-1308 

70-1308 

Q 

8511140026 

8511140028 

8511140037 

8511140043 

8511140056 


8511130221 

8511130232 

8511130224 

8511130240 

8511130259 

8511130278 

8511130291 

8511130307 

8511130254 

8511130312 

8511130307 

8511130315 

8511130254 

8511130315 

8511130254 

8511130254 

8511130254 

8511130254 

8511130344 

8511130254 

8511130254 

8511130254 

8511130355 

8511130352 

8511130360 

8511130254 

8511130355 

8511130254 

8511130254 

8511130369 

8511130371 

8511130254 

8511130377 

8511130254 

8511130374 

8511130377 

8511130254 

8511130254 

8511130254 

8511130387 

8511130254 

8511130254 

8511130254 

8511130254 

8511130254 

8511130399 

8511130403 

8511130416 

8510170391 

8511140022 

8511140022 
85111400 22 
8511140035 
8511140041 
8511130254 


85/11/04 

85/11/04 

85/10/23 

85/10/21 

85/04/12 

85/10/24 

85/11/01 

85/10/30 

85/11/01 

85/11/01 

85/10/11 

85/11/06 

85/11/05 

85/11/08 

85/11/06 

85/11/08 

85/10/29 

85/11/06 

85/10/25 

85/10/24 

85/11/07 

85/11/06 

85/10/29 

85/11/05 

85/11/07 

85/11/07 

85/11/08 

85/11/07 

85/11/07 

85/11/07 

85/11/06 

85/10/29 


50-461 

50-461 

40-8027 

71-9156 

50-352 

50-424 
WASTE RES 
50-289 
50-324 
50-324 

WASTE RES 

50-440 

50-83 

50-272 

50-483 

50-220 
50-414 
50-424 
71-9192 
WASTE RES 

50-255 

50-259 

50-255 

50-369 

50-259 

50-369 

50-278 

50-219 

50-346 

50-219 

50-413 

50-315 


Q 

Q 


F 

Q 

F 

Q 

Q 


Q 

Q 

Q 

F 

Q 

Q 

Q 


Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

P 

Q 

Q 


8511140060 

8511140061 

8511140062 

8511140064 

8511140067 

8511140070 

8511140076 

8511140082 

8511140083 

8511140090 

8511140098 

8511140107 

8511140109 

8511140113 

8511140116 

8511140117 

8511140119 

8511140123 

8511140125 

8511140132 

8511140137 

8511140139 

8511140146 

8511140148 

8511140150 

8511140155 

8511140179 

8511140182 

8511140184 

8511140187 

8511140193 

8511140196 


8511140053 

8511140057 

8511130254 

8511140053 

8511130254 

8511130254 

8511130254 

8511130254 

8511140077 

8511130254 

8511130254 

8511140102 

8511130254 

8511140101 

8511130254 

8511140112 

8511140111 

8511140115 

8511130254 

8511130254 

8511140131 

8511130254 

8511140144 

8511140147 

8511140147 

8511140152 

8511130254 

8511140177 

8511140174 

8511130254 

8511130254 

8511140190 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


85/11/07 

50-219 

85/11/08 

50-219 

85/11/06 

50-413 

85/11/08 

50-410 

85/11/07 

50-206 

85/10/25 

50-317 

85/11/05 

50-320 

85/11/13 

50-324 

85/10/17 

50-322 

85/11/07 

50-219 

85/11/13 

50-324 

85/10/21 

50-282 

85/10/17 

50-322 

85/10/21 

50-282 

85/10/17 

50-322 


85/10/17 

50-289 

85/10/17 

FOIA 

85/10/17 

FOIA 

85/11/06 

50-397 

85/10/17 

FOIA 


85/10/17 

85/10/17 

85/11/08 

85/11/04 

85/10/24 


FOIA 

FOIA 

50-261 

50-445 

TOPREP 


85/10/17 

FOIA 

85/11/08 

50-261 

85/10/17 

FOIA 

85/10/17 

FOIA 

85/11/07 

50-322 


85/11/05 

50-220 

85/10/17 

50-201 

85/11/06 

50-289 

85/10/17 

FOIA 

85/11/06 

50-413 


85/11/06 

50-289 

85/10/17 

FOIA 

85/10/17 

FOIA 

85/10/17 

FOIA 

85/11/07 

50-412 


85/10/17 FOIA 

85/10/17 FOIA 

85/10/17 FOIA 

85/10/17 FOIA 

85/10/17 FOIA 


85/10/25 

WASTE RES 


85/11/07 

50-445 

G 

85/10/24 

CONTRACT 


85/09/23 

50-482 

T 

85/11/07 

50-250 

G 

85/11/07 

50-250 

G 

85/11/07 

50-250 

G 

85/11/07 

50-309 

Q 

85/10/17 

71-109 


85/10/17 

FOIA 


85/11/01 

50-237 

P 

85/11/12 

50-461 

F 

85/10/17 

FOIA 


85/11/01 

50-237 

P 

85/10/17 

FOIA 


85/10/17 

FOIA 


85/10/17 

50-286 

V 

85/10/17 

50-320 

P 

85/11/11 

50-261 

P 

85/10/17 

FOIA 


85/10/17 

FOIA 


85/11/01 

50-348 

Q 

85/10/17 

50-275 

V 

85/10/22 

50-508 

Q 

85/10/17 

50-275 

P 

85/11/08 

50-341 

Q 

85/11/06 

50-249 

Q 

85/11/04 

50-413 

Q 

85/10/17 

FOIA 


85/10/17 

FOIA 


85/11/01 

70-27 


85/10/17 

50-275 

P 

85/10/03 

71-9192 


85/11/04 

70-824 


85/11/04 

70-824 


85/11/01 

50-423 

A 

85/10/17 

50-272 

Q 

85/11/08 

50-341 

Q 

85/10/25 

50-397 

Q 

85/10/17 

FOIA 


85/10/17 

50-322 

P 

85/10/31 

50-280 

P 
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ACCESSION NUMBER 


ENCLOSURE 


8511140200 

8511140208 

8511140210 

8511140213 

8511140215 

8511140221 

8511140224 

8511140227 

8511140230 

8511140231 

8511140234 

8511140240 

8511140242 

8511140244 

8511140245 

8511140254 

8511140283 

8511140297 

8511140300 

8511140303 

8511140306 

8511140308 

8511140319 

8511140321 

8511140329 

8511140334 

8511140335 

8511140338 

8511140339 

8511140340 

8511140341 

8511140346 

8511140347 

8511140354 

8511140369 

8511140407 

8511140417 

8511140423 

8511140429 

8511140434 

8511140437 

8511140438 

8511140442 

8511140445 

8511140447 

8511140452 

8511140454 

8511140460 

8511140468 

8511140471 

8511140476 

8511140485 

8511140486 

8511140489 

8511140518 

8511150007 

8511150009 

8511150016 

8511150021 

8511150026 

8511150030 

8511150034 

8511150038 

8511150042 

8511150054 

8511150062 

8511150066 

8511150069 

8511150070 

8511150084 

8511150085 

0511150088 

8511150092 

8511150112 

8511150115 

8511150119 

8511150123 

8511150126 

8511180011 

8511180012 

8511180014 

8511180017 

8511180019 

8511180022 

8511180024 

8511180026 

8511180028 


PRINCIPAL 

DOCUMENT 

8511130254 

8511140201 

8511130254 

8511140207 

8511130254 

8511130254 

8511140207 

8511130254 

8511140212 

8511140225 

8511130254 

8511130254 

8511140233 

8511130254 

8511140241 

8511140247 

8511130254 

8511130254 

8511140294 

8511140299 

8511140304 

8511130254 

8511140317 

8511140317 

8511130254 

8511140322 

8511130254 

8511140337 

8511140336 

8511140337 

8511130254 

8511130254 

8511140344 

8511140344 

8511140366 

8511140405 

8511140413 

8511140420 

8511140420 

8511140420 

8511140433 

8511140436 

8511130254 

8511140441 

8511130254 

8511130254 

8511130254 

8511130254 

8511130254 

8511130254 

8511130254 

8511130254 

8511130254 

8511130254 

8511140517 

8511150001 

8511150002 

8511150008 

8511150002 

8511150018 

8511150019 

8511150018 

8511150031 

8511150033 

8511150043 

8511150055 

8511150014 

8511150058 

8511150055 

8511150074 

8511150078 

8511150079 

8511150078 

8511150104 

8511150108 

8511150108 

8511150108 

8511150104 

8511180009 

8511180009 

8511180009 

8511180009 

8511180009 

8511180009 

8511180009 

8511180009 

8511180009 


DATE 

ISSUED 

85/10/17 

85/11/07 

85/10/17 

85/10/23 

85/10/17 

85/10/17 

85/10/23 

85/10/17 

85/10/16 

85/11/01 

85/10/17 

85/10/17 

85/10/24 

85/10/17 

85/11/13 

85/09/30 

85/10/17 

85/10/17 

85/09/25 

85/11/13 

85/11/12 

85/10/17 

85/11/08 

85/11/08 

85/10/17 

85/11/05 

85/10/17 

85/11/13 

85/11/06 

85/11/13 

85/10/17 

85/10/17 

85/11/13 

85/11/13 

85/11/13 

85/11/07 

85/11/05 

85/11/07 

85/11/07 

85/11/07 

85/10/25 

85/07/08 

85/10/17 

85/10/18 

85/10/17 

85/10/17 

85/10/17 

85/10/17 

85/10/17 

85/10/17 

85/10/17 

85/10/17 

85/10/17 

85/10/17 

85/11/01 

85/11/12 

85/11/12 

85/11/13 

85/11/12 

85/06/20 

85/11/13 

85/06/20 

85/11/08 

85/11/08 

85/11/10 

85/11/08 

85/10/30 

85/11/07 

85/11/08 

85/11/07 

85/11/12 

85/11/08 

85/11/12 

85/11/12 

85/10/29 

85/10/29 

85/10/29 

85/11/12 

85/11/07 

85/11/07 

85/11/07 

85/11/07 

85/11/07 

85/11/07 

85/11/07 

85/11/07 

85/11/07 


ACCESSION NUMBER 


SUBJECT 

CATEGORY 


ENCLOSURE 


PRINCIPAL 

DOCUMENT 


50-320 

P 

8511180029 

50-289 

F 

8511180031 

FOIA 

Q 

8511180040 

50-344 

8511180043 

50-416 

P 

8511180045 

50-289 

P 

8511180049 

50-344 

Q 

8511180054 

50-272 

P 

8511180057 

WASTE RES 

8511180059 

OU-4UU 

Q 

8511180065 

FOIA 


8511180070 

FOIA 

Q 

8511180076 

50-362 

8511180083 

50-458 

P 

8511180089 

QA999 


8511180092 

WASTE MGT 

8511180099 

rvJIA 


8511180129 

50-289 

P 

8511180142 

50-373 

QA999 

Q 

8511180158 

8511180163 

50-324 

Q 

8511180179 

FOIA 


8511180192 

50-295 

Q 

8511180196 

50-295 

Q 

8511180197 

50-413 

Q 

8511180201 

50-282 

P 

8511180205 

50-4 1 3 

Q 

8511180207 

QA999 


8511180215 

50-261 

P 

8511180229 

QA999 


8511180238 

50-413 

Q 

8511180247 

50-413 

Q 

8511180257 

QA999 


8511180267 

QA999 


8511180275 

QA999 


8511180290 

10CFR 


8511180297 

50-382 

P 

8511180303 

70-1257 


8511180309 

70-1257 


8511180322 

70-1257 


8511180323 

71-249 


8511180325 

WASTE MGT 

8511180326 

6U-413 

Q 

8511180327 

40-8027 


8511180328 

50-413 

P 

8511180331 

50-413 

P 

8511180342 

50-413 

Q 

8511180346 

50-413 

Q 

8511180348 

50-41 3 

Q 

8511180354 

50-413 

Q 

8511180355 

50-322 

P 

8511180359 

50-322 

P 

8511180361 

50-322 

P 

8511180367 

FOIA 


8511180379 

WASTE MGT 


8511180380 

50-289 

G 

8511180383 

50-352 

G 

8511180386 

50-341 

P 

8511180387 

50-352 

G 

8511180389 

50-286 

P 

8511180390 

50-142 

G 

8511180393 

50-286 

P 

8511180396 

50-244 

P 

8511180409 

50-312 

P 

8511180418 

50-346 

G 

8511180429 

50-29 

P 

8511180432 

50-313 

P 

8511180441 

50-461 

Q 

8511180457 

50-29 

P 

8511180462 

50-255 

Q 

8511180471 

50-424 

G 

8511180477 

PR 


8511180482 

50-424 

G 

8511180487 

50-445 

G 

8511180491 

50-369 

P 

8511180493 

50-369 

P 

8511180495 

50-369 

P 

8511180496 

50-445 

G 

8511180498 

FOIA 


8511180499 

FOIA 


8511180503 

FOIA 


8511180508 

FOIA 


8511180512 

FOIA 


8511180517 

FOIA 


8511180520 

FOIA 


8511180522 

FOIA 


8511180526 

FOIA 


8511180529 


8511180009 

8511180009 

8511180009 

8511180009 

8511180009 

8511180009 

8511180009 

8511180009 

8511180009 

8511130254 

8511130254 

8511130254 

8511130254 

8511130254 

8511130254 

8511130254 

8511180120 

8511130254 

8511130254 

8511130254 

8511130254 

8511130254 

8511130254 

8511180183 

8511130254 

8511180183 

8511130254 

8511130254 

8511130254 

8511130254 

8511130254 

8511130254 

8511130254 

8511130254 

8511130254 

8511130254 

8511130254 

8511130254 

8511130254 

8511180316 

8511180318 

8511180319 

8511130254 

8511180316 

8511180318 

8511180337 

8511180337 

8511130254 

8511180321 

8511130254 

8511180352 

8511180351 

8511130254 

8511180318 

8511130254 

8511180373 

8511180318 

8511130254 

8511180373 

8511180318 

8511180351 

8511130254 

8511180402 

8511180412 

8511220243 

8511130254 

8511130254 

8511130254 

8511130254 

8511130254 

8511180472 

8511180464 

8511130254 

8511180485 

8511180483 

8511130254 

8511180492 

8511180483 

8511180489 

8511130254 

8511130254 

8511130254 

8511130254 

8511130254 

8511130254 

8511130254 

8511130254 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


85/11/07 
85/11/07 
85/11/07 
85/1 1 /07 
85/11/07 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


85/11/07 

85/11/07 

85/11/07 

85/11/07 

85/10/17 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


85/10/17 

85/10/17 

85/10/17 

85/10/17 

85/10/17 


FOIA 

FOIA 

FOIA 

50-322 P 

50-320 S 


85/10/17 

85/11/07 

85/10/17 

85/10/17 

85/10/17 


50-322 P 

TOPREP 

FOIA 

50-322 U 

FOIA 


85/10/17 

85/10/17 

85/10/17 

85/10/10 

85/10/17 

85/10/10 

85/10/17 

85/10/17 

85/10/17 

85/10/17 

85/10/17 

85/10/17 

85/10/17 

85/10/17 

85/10/17 


50-322 

50-322 

FOIA 

40-8674 

50-272 

40-8674 

50-289 

50-296 

FOIA 

50-320 

50-320 

FOIA 

FOIA 

50-322 

50-322 


85/10/17 

FOIA 

85/10/17 

FOIA 

85/10/17 

50-352 

85/10/17 

FOIA 

85/11/08 

50-302 

85/10/15 

WASTE MGT 

85/11/12 

50-41 0 

85/10/17 

FOIA 

85/11/08 

50-302 

85/10/15 

WASTE MGT 

85/11/04 

50-369 

85/11/04 

50-369 

85/10/17 

FOIA 

85/11/04 

50-286 

85/10/17 

FOIA 

85/10/28 

50-277 

85/09/30 

50-247 

85/10/17 

FOIA 

85/10/15 

WASTE MGT 

85/10/17 

50-322 

85/11/12 

50-309 

85/10/15 

WASTE MGT 

85/10/17 

50-289 

85/11/12 

50-309 

85/10/15 

WASTE MGT 

85/09/30 

50-247 

85/10/17 

50-320 

85/11/12 

50-320 

85/11/05 

50-259 

85/11/18 

STATE PRO 


P 

P 

Q 

P 

S 

S 

S 

P 

P 


R 


Q 

R 


Q 

Q 

P 


R 

P 


P 

G 

S 

G 


P 

P 

P 

P 

G 


85/10/17 

85/10/17 

85/10/17 

85/10/17 

85/10/17 


50-289 P 

50-322 p 

50-289 p 

50-289 P 

FOIA 


85/11/08 50-395 P 

85/11/12 50-266 P 

85/10/17 50-322 P 

85/11/15 50-155 P 

85/10/01 50-245 P 

85/10/17 FOIA 

85/10/29 50-352 F 

85/10/01 50-245 p 

85/10/22 TOPREP 

85/10/17 50-461 A 


85/10/17 50-416 P 

85/10/17 FOIA 

85/10/17 FOIA 

85/10/17 FOIA 

85/10/17 FOIA 


85/10/17 FOIA 

85/10/17 FOIA 
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ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 

8511180532 

8511130254 

85/10/17 

FOIA 


8511180534 

8511130254 

85/10/17 

FOIA 


8511180537 

8511130254 

85/10/17 

FOIA 


8511180543 

8511180542 

85/11/10 

50-346 

G 

8511180563 

8511180560 

85/11/07 

71-249 


8511180578 

8511180573 

85/11/06 

50-346 

Q 

8511180588 

8511130254 

85/10/17 

FOIA 


8511180589 

8511130254 

85/10/17 

FOIA 


8511180592 

8511130254 

85/10/17 

FOIA 


8511180595 

8511180591 

85/11/12 

50-454 

Q 

8511180597 

8511130254 

85/10/17 

50-416 

P 

8511180600 

8511130254 

85/10/17 

FOIA 


8511180603 

8511130254 

85/10/17 

FOIA 


8511180608 

8511130254 

85/10/17 

FOIA 


8511180611 

8511130254 

85/10/17 

FOIA 


8511180615 

8511130254 

85/10/17 

50-272 

Q 

8511180619 

8511130254 

85/10/17 

FOIA 


8511180624 

8511130254 

85/10/17 

FOIA 


8511180628 

8511180618 

85/11/06 

50-3 

P 

8511180630 

8511130254 

85/10/17 

50-272 

S 

8511180637 

8511130254 

85/10/17 

50-272 

S 

8511180639 

8511180618 

85/11/06 

50-3 

P 

8511180646 

8511130254 

85/10/17 

50-320 

S 

8511180655 

8511130254 

85/10/17 

FOIA 


8511180660 

8511130254 

85/10/17 

FOIA 


8511180667 

8511130254 

85/10/17 

50-277 

s 

8511180678 

8511180673 

85/10/23 

50-247 

P 

8511180684 

8511130254 

85/10/17 

FOIA 


8511180685 

8511180673 

85/10/23 

50-247 

p 

8511180686 

8511180674 

85/10/31 

50-369 

p 

8511180690 

8511130254 

85/10/17 

FOIA 


8511180699 

8511130254 

85/10/17 

50-277 

s 

8511180700 

8511180691 

85/11/08 

50-309 

Q 

8511180707 

8511180697 

85/11/06 

50-245 

P 

8511180710 

8511180706 

85/10/31 

50-267 

P 

8511180727 

8511180720 

85/11/05 

50-280 

F 

8511180738 

8511180732 

85/11/06 

50-280 

P 

8511180748 

8511180730 

85/10/23 

WASTE MGT 


8511180755 

8511180750 

85/10/30 

50-247 

F 

8511180781 

8511180776 

85/11/04 

50-348 

F 

8511180783 

8511180778 

85/11/01 

50-369 

P 

8511180788 

8511180778 

85/11/01 

50-369 

P 

8511180799 

8511180793 

85/09/16 

50-361 

R 

8511180800 

8511180795 

85/10/30 

50-309 

P 

8511180806 

8511180793 

85/09/16 

50-361 

R 

8511180809 

8511180793 

85/09/16 

50-361 

R 

8511190024 

8511190022 

85/11/15 

50-498 

K 

8511190028 

8511190027 

85/11/03 

50-220 

P 

8511190044 

8511190043 

85/11/01 

50-336 

P 

8511190053 

8511190047 

85/11/14 

50-454 

Q 

8511190055 

8511190052 

85/10/09 

NUREG 


8511190080 

8511190075 

85/09/13 

50-338 

R 

8511190084 

8511190068 

85/11/14 

50-237 

Q 

8511190085 

8511190075 

85/09/13 

50-338 

R 

8511190143 

8511190139 

85/11/14 

50-456 

Q 

8511190150 

8511190144 

85/10/31 

50-344 

P 

8511190151 

8511190139 

85/11/14 

50-456 

Q 

8511190152 

8511190147 

85/11/13 

50-3 

F 

8511190154 

8511190147 

85/11/13 

50-3 

F 

8511190169 

8511190157 

85/10/31 

50-336 

Q 

8511190199 

8511190191 

85/11/12 

50-416 

Q 

8511190202 

8511190191 

85/11/12 

50-416 

Q 

8511190204 

8511190194 

85/11/08 

50-298 

Q 

8511190215 

8511190206 

85/11/05 

50-352 

P 

8511190220 

8511190212 

85/11/05 

TOPREP 


8511190234 

8511190231 

85/11/01 

50-413 

P 

8511190242 

8511190231 

85/11/01 

50-413 

P 

8511190252 

8511190248 

85/11/14 

50-312 

P 

8511190258 

8511190248 

85/11/14 

50-312 

P 

8511190270 

8510110176 

85/10/09 

50-461 

A 

8511190276 

8511190272 

85/11/08 

50-327 

P 

8511190277 

8511190273 

85/11/12 

50-250 

Q 

8511190291 

8511190273 

85/11/12 

50-250 

Q 

8511190294 

8511190292 

85/11/14 

50-331 

Q 

8511190298 

8511190292 

85/11/14 

50-331 

Q 

8511190300 

8511190289 

85/11/14 

40-8027 


8511190331 

8511190327 

85/11/14 

50-331 

P 

8511190350 

8511190346 

85/11/06 

50-395 

F 

8511190359 

8511190347 

85/11/13 

50-261 

P 

8511190366 

8511190365 

85/11/06 

50-269 

F 

8511190379 

8511190377 

85/11/12 

50-334 

P 

8511190389 

8511190372 

85/10/29 

50-10 

F 

8511190391 

8511190344 

85/11/06 

COMMISSIO 

N 

8511190394 

8511190386 

85/11/13 

50-369 

P 

8511190403 

8511190399 

85/11/06 

50-324 

F 

8511190407 

8511190406 

85/11/06 

50-390 

F 

8511190408 

8511190404 

85/11/18 

50-244 

P 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 

8511190418 

8511190414 

85/11/12 

50-305 

Q 

851 1 1 90420 

8511190419 

85/11/13 

50-331 

P 

8511190430 

8511190425 

85/11/04 

50-285 

F 

8511190449 

8511190444 

85/10/31 

50-334 

P 

8511190478 

8511190472 

85/10/30 

CONTRACT 


8511190481 

8511190477 

85/11/05 

50-59 

P 

8511190497 

8511190082 

85/10/30 

COMMISSIO 

N 

8511190503 

8511190500 

85/11/05 

CONTRACT 


8511190504 

8511190501 

85/11/06 

70-143 


8511190512 

8511190508 

85/11/07 

CONTRACT 


8511190514 

8511180009 

85/11/07 

FOIA 


8511190519 

8511190401 

85/11/06 

50-369 

S 

8511190520 

8511180009 

85/11/07 

FOIA 


8511190524 

8511190401 

85/11/06 

50-369 

S 

8511190526 

8511190517 

85/11/13 

CONTRACT 


8511190530 

8511190401 

85/11/06 

50-369 

S 

8511190535 

8511190401 

85/11/06 

50-369 

S 

8511190544 

8511190541 

85/11/06 

COMMISSIO 

N 

8511190549 

8511190541 

85/11/06 

COMMISSIO 

N 

8511190560 

8511190557 

85/09/13 

50-219 

R 

8511190562 

8511190551 

85/11/13 

MISC 


8511190564 

8511190557 

85/09/13 

50-219 

R 

8511200008 

8511200007 

85/11/14 

50-445 

A 

8511200052 

8511200039 

85/10/22 

FOIA 


8511200056 

8511200039 

85/10/22 

FOIA 


8511200057 

8511200054 

85/11/11 

50-400 

K 

8511200058 

8511200039 

85/10/22 

FOIA 


8511200064 

8511200061 

85/11/18 

QA999 


8511200066 

8511200039 

85/10/22 

FOIA 


8511200074 

8511200070 

85/11/07 

70-1113 


8511200076 

8511200070 

85/11/07 

70-1113 


8511200088 

8511200083 

85/11/08 

50-220 

P 

8511200092 

8511200083 

85/11/08 

50-220 

P 

8511200094 

8511200039 

85/10/22 

FOIA 


8511200103 

8511200096 

85/11/15 

50-331 

R 

8511200105 

8511200039 

85/10/22 

FOIA 


8511200107 

8511200096 

85/11/15 

50-331 

R 

8511200114 

8511200039 

85/10/22 

FOIA 


8511200120 

851 1200039 

85/10/22 

FOIA 


8511200123 

8511200121 

85/11/07 

50-312 

P 

8511200128 

8511200109 

85/11/15 

PR 


8511200133 

8511200109 

85/11/15 

PR 


8511200150 

8511200147 

85/10/30 

FOIA 


8511200153 

8511200109 

85/11/15 

PR 


8511200155 

8511200149 

85/11/08 

50-321 

Q 

8511200157 

8511200152 

85/11/07 

50-395 

P 

8511200158 

8511200109 

85/11/15 

PR 


8511200159 

8511200152 

85/11/07 

50-395 

P 

8511200160 

8511200156 

85/11/07 

CONTRACT 


8511200162 

8511200109 

85/11/15 

PR 


8511200164 

8511200109 

85/11/15 

PR 


8511200166 

8511200154 

85/10/25 

50-445 

A 

8511200167 

8511200109 

85/11/15 

PR 


8511200169 

8511200109 

85/11/15 

PR 


8511200171 

8511200109 

85/11/15 

PR 


8511200175 

8511200109 

85/11/15 

PR 


8511200177 

8511200109 

85/11/15 

PR 


8511200180 

8511200109 

85/11/15 

PR 


8511200181 

8511200178 

85/10/31 

50-317 

P 

8511200182 

8511200109 

85/11/15 

PR 


8511200184 

8511200109 

85/11/15 

PR 


8511200186 

8511200109 

85/11/15 

PR 


8511200187 

8511200183 

85/11/12 

50-369 

P 

8511200188 

8511200154 

85/10/25 

50-445 

A 

8511200190 

8511200109 

85/11/15 

PR 


8511200191 

8511200183 

85/11/12 

50-369 

P 

8511200192 

8511200109 

85/11/15 

PR 


8511200193 

8511200154 

85/10/25 

FOIA 


8511200196 

8511200109 

85/11/15 

PR 


8511200198 

8511200109 

85/11/15 

PR 


8511200205 

8511200197 

85/11/11 

PROJ 


8511200207 

8511200204 

85/11/16 

50-322 

P 

8511200209 

8511200109 

85/11/15 

PR 


8511200210 

8511200204 

85/11/16 

50-322 

P 

8511200213 

8511200109 

85/11/15 

PR 


8511200221 

8511200215 

85/10/30 

50-206 

Q 

8511200223 

8511200220 

85/11/15 

50-333 

Q 

8511200224 

8511200222 

85/11/18 

QA999 


8511200232 

8511200231 

85/10/22 

70-371 


8511200234 

8511200233 

85/11/12 

50-271 

Q 

8511200235 

8511200222 

85/11/18 

QA999 


8511200237 

8511200236 

85/11/06 

50-320 

P 

8511200246 

8511200241 

85/10/31 

71-9132 


8511200247 

8511200244 

85/11/07 

50-416 

Q 

8511200255 

8511200109 

85/11/15 

PR 


8511200256 

8511200109 

85/11/15 

PR 


8511200257 

8511200154 

85/10/26 

50-445 

A 
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ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE PRINCIPAL DATE 

DOCUMENT ISSUED 


SUBJECT 

CATEGORY 


ENCLOSURE 


PRINCIPAL 

DOCUMENT 


8511200258 

8511200109 

85/11/15 

8511200261 

8511200109 

85/11/15 

8511200264 

8511200154 

85/10/25 

8511200266 

8511200154 

85/10/25 

8511200268 

8511200154 

85/10/25 

8511200271 

8511200154 

85/10/25 

8511200274 

8511200154 

85/10/25 

8511200277 

8511200154 

85/10/25 

8511200280 

8511200154 

85/10/25 

8511200284 

8511200154 

85/10/25 

8511200285 

8511200281 

85/10/31 

8511200286 

8511200154 

85/10/25 

8511200289 

8511200154 

85/10/25 

8511200291 

8511200288 

85/11/12 

8511200292 

8511200290 

85/10/31 

8511200293 

8511200154 

85/10/25 

8511200296 

8511200154 

85/10/25 

8511200301 

8511200154 

85/10/25 

8511200303 

8511200299 

85/11/01 

8511200306 

8511200154 

85/10/25 

8511200308 

8511200304 

85/11/09 

8511200310 

8511200304 

85/11/09 

8511200313 

8511200304 

85/11/09 

8511200323 

8511200154 

85/10/25 

8511200328 

8511200154 

85/10/25 

8511200332 

8511200330 

85/11/08 

8511200334 

8511200154 

85/10/25 

8511200336 

8511200330 

85/11/08 

8511210003 

8511210002 

85/11/07 

8511210004 

8511210002 

85/11/07 

8511210010 

8511210006 

85/11/07 

8511210012 

8511210006 

85/11/07 

8511210013 

8511210011 

85/11/18 

8511210014 

8511210006 

85/11/07 

8511210016 

8511210006 

85/11/07 

8511210018 

8511210006 

85/11/07 

8511210021 

8511210019 

85/11/12 

8511210022 

8511210006 

85/11/07 

8511210023 

8511210019 

85/11/12 

8511210024 

8511210006 

85/11/07 

8511210027 

8511210006 

85/11/07 

8511210032 

8511210029 

85/11/13 

8511210034 

8511210029 

85/11/13 

8511210056 

8511210051 

85/11/08 

8511210059 

8511210053 

85/11/15 

8511210066 

8511210062 

85/11/13 

8511210068 

8511210037 

85/10/22 

8511210069 

8511210062 

85/11/13 

8511210074 

8511200154 

85/10/25 

8511210081 

8511200154 

85/10/25 

8511210083 

8511210073 

85/11/07 

8511210084 

8511210037 

85/10/22 

8511210087 

8511210079 

85/11/12 

8511210094 

8511210037 

85/10/22 

8511210098 

8511210037 

85/10/22 

8511210102 

8511210037 

85/10/22 

8511210105 

8511210037 

85/10/22 

8511210109 

8511210037 

85/10/22 

8511210113 

8511210108 

85/11/08 

8511210120 

8511210116 

85/10/28 

8511210123 

8511210116 

85/10/28 

8511210128 

8511210116 

85/10/28 

8511210129 

8511210119 

85/11/08 

8511210130 

8511210122 

85/11/08 

8511210132 

8511210116 

85/10/28 

8511210134 

8511210116 

85/10/28 

8511210138 

8511210116 

85/10/28 

8511210143 

8511210116 

85/10/28 

8511210144 

8511210137 

85/11/13 

8511210149 

8511210116 

85/10/28 

8511210154 

8511210116 

85/10/28 

8511210161 

8511210158 

85/10/07 

8511210162 

8511210116 

85/1 0/2B 

8511210165 

8511210160 

85/11/13 

8511210170 

8511210116 

85/10/28 

8511210171 

8511210168 

85/11/13 

8511210177 

8511210116 

85/10/28 

8511210179 

8511210172 

85/11/18 

8511210182 

8511210172 

85/11/18 

8511210187 

8511210116 

85/10/28 

8511210192 

8511210037 

85/10/22 

8511210194 

8511210037 

85/10/22 

8511210198 

8511210037 

85/10/22 

8511210202 

8511210037 

85/10/22 

8511210209 

8511210037 

85/10/22 

8511210214 

8511210037 

85/10/22 

8511210215 

8511210208 

85/11/16 


PR 


8511210216 

8511210213 

PR 


8511210217 

8511210037 

50-445 

T 

8511210225 

8511210037 

50-445 

A 

8511210228 

8511210037 

50-445 

A 

8511210233 

8511210223 

50-445 

Q 

8511210251 

8511210247 

50-445 

Q 

8511210252 

8511210245 

50-445 

A 

8511210259 

8511210037 

50-445 

A 

8511210264 

8511210037 

50-445 

A 

8511210270 

8511210037 

50-458 

Q 

8511210276 

8511210037 

50-445 

A 

8511210277 

8511210272 

50-445 

A 

8511210278 

8511210037 

50-320 

P 

8511210283 

8511210037 

50-458 

Q 

8511210286 

8511210037 

50-445 

A 

8511210292 

8511210037 

50-445 

Q 

8511210295 

8511210287 

50-445 

A 

8511210296 

8511210037 

50-458 

Q 

8511210301 

8511210037 

50-445 

Q 

8511210329 

8511210298 

50-454 

R 

8511210330 

8511210037 

50-454 

R 

8511210333 

8511210037 

50-454 

R 

8511210335 

8511210037 

50-445 

Q 

8511210336 

8511210331 

50-445 

A 

8511210337 

8511210298 

50-416 

P 

8511210340 

8511210037 

50-445 

A 

8511210341 

8511210298 

50-416 

P 

8511210342 

8511210331 

50-324 

P 

8511210343 

8511210037 

50-324 

P 

8511210346 

8511210298 

50-482 

P 

8511210347 

8511210037 

50-482 

P 

8511210350 

8511210037 

50-454 

Q 

8511210353 

8511210344 

50-482 

P 

8511210354 

8511210345 

50-482 

Q 

8511210355 

8511210351 

50-482 

Q 

8511210356 

8511210037 

50-333 

P 

8511210357 

8511210352 

50-482 

P 

8511210360 

8511210037 

50-333 

P 

8511210370 

8511210362 

50-482 

P 

8511210373 

8511210367 

FOIA 


8511210374 

8511210369 

50-374 

P 

8511210376 

8511210368 

50-374 

P 

8511210383 

8511210380 

70-1201 


8511210385 

8511210367 

50-424 

F 

8511210386 

8511210377 

TOPREP 


8511210393 

8511210384 

FOIA 


8511210394 

8511210387 

TOPREP 


8511210399 

8511210384 

50-445 

Q 

8511210400 

8511210392 

50-445 

A 

8511210403 

8511210389 

50-289 

Q 

8511210405 

8511210384 

FOIA 


8511210406 

8511210398 

50-348 

P 

8511210409 

8511210389 

FOIA 


8511210415 

8511210384 

FOIA 


8511210416 

8511210384 

FOIA 


8511210418 

8511210384 

FOIA 


8511210421 

8511210384 

FOIA 


8511210426 

8511210384 

50-423 

Q 

8511210434 

8511210429 

FOIA 


8511210437 

8511210429 

FOIA 


8511210441 

8511210389 

FOIA 


8511210446 

8511210384 

50-327 

Q 

8511210448 

8511210389 

70-143 


8511210449 

8511210384 

FOIA 


8511210451 

8511210384 

FOIA 


8511210461 

8511210457 

50-16 

O 

8511210464 

8511210457 

FOIA 


8511210478 

8511210475 

50-455 

Q 

8511210480 

8511210476 

FOIA 


8511210484 

8511210476 

FOIA 


8511210488 

8511210476 

50-289 

R 

8511210497 

8511210476 

FOIA 


8511210499 

8511210476 

71-9147 


8511210515 

8511210508 

FOIA 


8511210522 

8511210519 

71-5971 


8511210530 

8511210527 

FOIA 


8511210534 

8511210371 

50-335 

F 

8511210539 

8511210537 

50-335 

F 

8511210541 

8511210537 

FOIA 


8511210550 

8511210371 

FOIA 


8511210554 

8511210552 

FOIA 


8511210566 

8511210565 

FOIA 


8511210572 

8511210568 

FOIA 


8511210581 

8511210577 

FOIA 


8511210586 

8511210577 

FOIA 


8511210592 

8511210577 

50-219 

P 

8511210595 

8511210577 


DATE 

ISSUED 

85/11/15 

85/10/22 

85/10/22 

85/10/22 

85/11/19 

85/10/24 

85/10/28 

85/10/22 

85/10/22 

85/10/22 

85/10/22 

85/10/29 

85/10/22 

85/10/22 

85/10/22 

85/10/22 

85/11/15 

85/10/22 

85/10/22 

85/10/11 

85/10/22 

85/10/22 

85/10/22 

85/11/14 

85/10/11 

85/10/22 

85/10/11 

85/11/14 

85/10/22 

85/10/11 

85/10/22 

85/10/22 

85/11/14 

85/11/13 

85/11/15 

85/10/22 

85/11/15 

85/10/22 

85/11/18 

85/11/15 

85/11/15 

85/11/18 

85/10/31 

85/11/15 

85/1,1/15 

85/11/06 

85/11/15 

85/11/06 

85/11/14 

85/11/01 

85/11/06 

85/11/20 

85/11/01 

85/11/06 

85/11/06 

85/11/06 

85/11/06 

85/11/06 

85/11/18 

85/11/18 

85/11/01 

85/11/06 

85/11/01 

85/11/06 

85/11/06 

85/11/04 

85/11/04 

85/11/18 

85/11/04 

85/11/04 

85/11/04 

85/11/04 

85/11/04 

85/10/31 

85/11/14 

85/10/30 

85/11/06 

85/11/11 

85/11/11 

85/11/06 

85/11/14 

85/11/04 

85/11/04 

85/11/08 

85/11/08 

85/11/08 

85/11/08 


SUBJECT 

CATEGORY 

50-338 P 

FOIA 

FOIA 

FOIA 

50-155 P 

FOIA 

50-397 Q 

FOIA 

FOIA 

FOIA 

FOIA 

50-480 O 

FOIA 

FOIA 

FOIA 

FOIA 

50-354 Q 

FOIA 

FOIA 

50-424 A 

FOIA 

FOIA 

FOIA 

50-334 Q 

50-424 A 

FOIA 

50-416 P 

50-334 Q 

FOIA 

50-275 P 

FOIA 

FOIA 

50-271 Q 

50-320 Q 

50-438 K 

FOIA 

50-528 P 

FOIA 

50-354 E 

50-443 Q 

50-352 Q 

50-322 G 

FOIA 

50-443 Q 

50-423 Q 

FOIA 

50-29 Q 

FOIA 

50-423 Q 

50-445 T 

FOIA 

40-2061 

50-445 A 

•FOIA 

50-358 T 

50-358 T 

FOIA 

FOIA 

50-424 G 

50-424 G 

50-445 Q 

FOIA 

50-445 A 

FOIA 

FOIA 

50-155 R 

50-155 P 

50-263 P 

70-1193 
70-1193 

70-1193 

70-1193 

70-1193 

50-270 V 

CONTRACT 

50-528 S 

FOIA 

50-315 S 

50-315 S 

FOIA 

50-3 P 

WASTE RES 
40-8724 
40-8610 
40-8610 

FOIA 

40-8610 



374 


CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 
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PRINCIPAL 
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SUBJECT 

CATEGORY 

ENCLOSURE 

8511210600 

8511210604 

8511220013 

8511220016 

8511220018 

8511210577 

8511210577 

8511220010 

8511220010 

8511220010 

85/11/08 

85/11/08 

85/11/06 

85/11/06 

85/11/06 

40-8610 

FOIA 

FOIA 

FOIA 

FOIA 


8511220506 

8511220507 

8511250009 

8511250016 

8511250017 

8511220019 

8511220021 

8511220024 

8511220028 

8511220034 

8511220017 

8511220010 

8511220010 

8511220010 

8511220033 

85/10/18 

85/11/06 

85/11/06 

85/11/06 

85/11/18 

70-1359 

FOIA 

FOIA 

FOIA 

50-263 

F 

8511250018 
8511250019 
851125002 2 
8511250023 
8511250025 

8511220035 

8511220036 

8511220039 

8511220044 

8511220046 

8511220033 

8511220010 

8511220010 

8511220041 

8511220010 

85/11/18 

85/11/06 

85/11/06 

85/11/18 

85/11/06 

50-263 

FOIA 

FOIA 

50-271 

FOIA 

F 

Q 

8511250026 

8511250029 

8511250031 

8511250033 

8511250036 

8511220048 

8511220054 

8511220055 

8511220061 

8511220062 

8511220042 

8511220051 

8511220042 

8511220042 

8511220010 

85/11/04 

85/11/19 

85/11/04 

85/11/04 

85/11/06 

50-413 

50-331 

50-413 

50-413 

FOIA 

P 

Q 

Q 

P 

8511250042 

8511250050 

8511250054 

8511250059 

8511250065 

8511220064 

8511220067 

8511220069 

8511220078 

8511220081 

8511220056 

8511220042 

8511220010 

8511220010 

8511220010 

85/10/08 

85/11/04 

85/11/06 

85/11/06 

85/11/06 

71-9132 

50-413 

FOIA 

FOIA 

FOIA 

Q 

8511250067 

8511250071 

8511250072 

8511250074 

8511250089 

8511220082 

8511220087 

8511220104 

8511220105 

8511220108 

8511220079 

8511220010 

8511220010 

8511220042 

8511220042 

85/11/15 

85/11/06 

85/11/06 

85/11/04 

85/11/04 

50-482 

FOIA 

FOIA 

50-413 

50-413 

Q 

P 

P 

8511250094 

8511250097 

8511250129 

8511250132 

8511250141 

8511220114 

8511220128 

8511220134 

8511220137 

8511220139 

8511220110 

8511220010 

8511220010 

8511220132 

8511220010 

85/11/15 

85/11/06 

85/11/06 

85/11/19 

85/11/06 

50-267 

FOIA 

FOIA 

50-410 

FOIA 

Q 

E 

8511250143 

8511250147 

8511250152 

8511250155 

8511250158 

8511220141 

8511220143 

8511220147 

8511220148 

8511220155 

8511220136 

8511220010 

8511220142 

8511220146 

8511220142 

85/11/15 

85/11/06 

85/11/14 

85/11/15 

85/11/14 

50-285 

FOIA 

50-482 

50-293 

50-482 

Q 

Q 

P 

Q 

8511250159 

8511250161 

8511250167 

8511250169 

8511250173 

8511220156 

8511220159 

8511220163 

8511220164 

8511220174 

8511220010 

8511220154 

8511220126 

8511220010 

8511220169 

85/11/06 

85/11/19 

85/11/08 

85/11/06 

85/11/15 

FOIA 

50-528 

50-10 

FOIA 

CONTRACT 

P 

P 

8511250174 

8511250177 

8511250182 

8511250185 

8511250187 

8511220179 

8511220185 

8511220193 

8511220211 

8511220230 

8511220178 

8511220180 

8511220178 

8511220208 

8511220150 

85/11/15 

85/11/14 

85/11/15 

85/11/18 

85/10/18 

50-267 

XPORTLIC 

50-267 

71-109 

70-1100 

Q 

Q 

8511250189 

8511250192 

8511250194 

8511250197 

8511250198 

8511220240 

8511220250 

8511220252 

8511220262 

8511220273 

8511220236 

8511220244 

8511220244 

8511220255 

8511220270 

85/11/12 

85/11/18 

85/11/18 

85/11/15 

85/11/15 

50-213 

50-277 

50-277 

50-10 

50-410 

P 

P 

P 

Q 

Q 

8511250205 

8511250206 

8511250207 

8511250210 

8511250217 

8511220276 

8511220279 

8511220280 

8511220283 

8511220287 

8511220255 

8511220277 

8511220275 

8511220264 

8511220258 

85/11/15 

85/11/13 

85/11/14 

85/11/13 

85/11/13 

50-10 

71-5828 

50-322 

FOIA 

50-373 

Q 

P 

P 

8511250221 

8511250225 

8511250231 

8511250232 

8511250243 

8511220295 

851 1220306 
8511220321 
8511220323 
8511220337 

8511220291 

8407090352 

8511220297 

8511220319 

8511220335 

85/11/13 

84/06/29 

85/11/14 

85/11/13 

85/11/18 

50-373 

50-322 

50-295 

50-373 

50-295 

P 

S 

F 

P 

T 

8511250255 

8511250265 

8511250266 

8511250268 

8511250275 

851 1220342 
8511220345 
8511220346 
8511220359 

851 1220361 

8511220338 

8511220343 

8511220340 

8511220357 

8511220357 

85/11/15 

85/11/18 

85/11/14 

85/11/19 

85/11/19 

50-483 

50-498 

50-250 

50-483 

50-483 

P 

Q 

P 

P 

P 

8511250278 

8511250279 

8511250294 

8511250296 

8511250299 

8511220373 

8511220374 

8511220410 

8511220413 

8511220421 

8511220371 

8511220371 

8511220401 

8511220405 

8511220416 

85/11/05 

85/11/05 

85/11/18 

85/11/15 

85/11/18 

50-458 

50-458 

50-155 

50-320 

70-1151 

Q 

Q 

P 

P 

8511250305 

8511250308 

8511250309 

8511250310 

8511250316 

8511220422 

8511220427 

8511220433 

8511220454 

8511220458 

8511220414 

8511220420 

8511220420 

8511220223 

8511220448 

85/11/14 

85/11/01 

85/11/01 

85/11/13 

85/11/12 

50-317 

50-298 

50-298 

XPORTLIC 

50-368 

P 

Q 

Q 

P 

8511250322 

8511250343 

8511250345 

8511250346 

8511250347 

8511220462 

8511220482 

8511220486 

8511220491 

8511220493 

8511220448 

8511220477 

8511220477 

8511220487 

8511220487 

85/11/12 

85/10/31 

85/10/31 

85/11/19 

85/11/19 

50-368 

40-8502 

40-8502 

50-2 

50-2 

P 

P 

P 

8511250348 

8511250350 

8511250352 

8511250353 

8511250355 

8511220495 

8511220503 

8511220480 

8511220497 

85/11/07 

85/11/19 

50-313 

50-483 

Q 

P 

8511250356 

8511250359 


PRINCIPAL 

DOCUMENT 

8511220504 

8511220497 

8511250008 

8511250015 

8511250015 

8511250015 

8511250015 

8511250015 

8511250020 

8511250015 

8511250015 

8511250015 

8511250028 

8511250015 

8511250035 

8511250037 

8511250015 

8511250015 

8511250053 

8511250063 

8511250053 

8511250063 

8511250066 

8511250068 

8511250079 

8511250079 

8511250090 

8511250126 

8511250128 

8511250130 

8511250136 

8511250015 

8511250149 

8511250015 

8511250149 

8511250015 

8511250015 

8511250162 

8511250015 

8511250170 

8511250162 

8511250015 

8511250015 

8511250015 

8511250183 

8511250179 

8511250015 

8511250191 

8511250190 

8511250015 

8511250015 

8511250200 

8511250204 

8511250015 

8511250214 

8511250214 
8511250220 
8511250222 
85112502 27 
8511250237 

8511250254 
85112502 22 
8511250261 
8511250262 
8511250271 

8511250274 
8511250271 
8511250288 
8511 250292 
8511250292 

8511250302 

8511250304 

8511250304 

8511250307 

8511250312 

8511250320 

8511250339 

8511250342 

8511250344 

8511250339 

8511250342 

8511250349 

8511250349 

8511250349 

8511250349 

8511250349 

8511250349 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


85/11/12 

50-245 

85/11/19 

50-483 

85/11/01 

CONTRACT 

85/11/01 

FOIA 

85/11/01 

FOIA 

85/11/01 

FOIA 

85/11/01 

FOIA 

85/11/01 

50-445 

85/11/21 

QA999 

85/11/01 

FOIA 

85/11/01 

FOIA 

85/11/01 

50-445 

85/11/19 

50-338 

85/11/01 

FOIA 

85/11/07 

50-321 

85/10/31 

50-313 

85/11/01 

FOIA 

85/11/01 

50-389 

85/11/18 

50-29 

85/11/19 

50-461 

85/11/18 

50-29 

85/11/19 

50-461 

85/11/18 

50-219 

85/11/18 

50-483 

85/11/22 

50-445 

85/11/22 

50-445 

85/11/19 

50-409 

85/10/25 

50-433 

85/11/13 

50-395 

85/11/19 

50-461 

85/11/18 

50-333 

85/11/01 

50-416 

85/11/14 

50-400 

85/11/01 

FOIA 

85/11/14 

50-400 

85/11/01 

FOIA 

85/11/01 

FOIA 

85/11/19 

50-219 

85/11/01 

FOIA 

85/11/20 

50-410 


85/11/19 

50-219 

85/11/01 

FOIA 

85/11/01 

FOIA 

85/11/01 

FOIA 

85/11/22 

50-440 

85/11/19 

50-293 

85/11/01 

FOIA 

85/11/18 

50-29 

85/10/31 

50-29 

85/11/01 

FOIA 

85/11/01 

FOIA 

85/11/20 

50-219 

85/11/20 

50-354 

85/11/01 

FOIA 

85/11/21 

50-440 

85/11/21 

50-440 

85/11/18 

50-282 

85/11/19 

50-219 

85/11/20 

50-440 

85/11/21 

50-247 

85/11/14 

50-416 

85/11/19 

50-219 

85/11/21 

50-250 

85/11/14 

50-267 

84/08/31 

50-456 

85/11/14 

50-250 

84/08/31 

50-456 

85/11/18 

27-48 

85/11/14 

50-338 

85/11/14 

50-338 

85/11/20 

50-160 

85/11/13 

50-293 

85/11/13 

50-293 

85/11/19 

50-498 

85/11/08 

CONTRACT 

85/11/19 

50-454 

85/11/19 

50-272 

85/11/04 

50-266 

85/11/20 

CONTRACT 

85/11/19 

50-272 

85/11/04 

50-266 

85/11/19 

PR 

85/11/19 

PR 

85/11/19 

PR 

85/11/19 

PR 

85/11/19 

PR 

85/11/19 

PR 


Q 

P 

P 

K 

Q 

P 

P 

P 

Q 

Q 

Q 

Q 

Q 

Q 

F 

Q 

Q 

G 
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CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


375 


ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 


8511250365 

8511250375 

8511250376 

8511250387 

8511250391 

8511250401 
8511250402 
851 1 250405 
8511250410 
8511250413 

8511250418 
851 1 250420 
8511250422 
8511250423 
8511250425 

8511250428 

8511250430 

8511250432 

8511250434 

8511250438 

8511250441 

8511250448 

8511250449 

8511250452 

8511250453 

8511250457 

8511250458 

8511250459 

8511250461 

8511250464 

8511250467 

8511250470 

8511250478 

8511250480 

8511250490 

8511250496 

8511250498 

8511260018 

8511260020 

8511260025 

8511260028 
8511260032 
851 1 260036 
8511260043 
851 1 260063 

8511260067 

8511260094 

8511260097 

8511260103 

8511260111 

8511260125 
8511260130 
8511260133 
8511260134 
- 8511260138 

8511260139 

8511260140 

8511260141 

8511260142 

8511260143 

8511260146 

8511260149 

8511260160 

8511260163 

8511260164 

8511260166 

8511260167 

8511260169 

8511260176 

8511260179 

8511260187 
8511260191 
8511260193 
851 12601 95 
8511260209 

8511260225 

8511260228 

8511260235 

8511260252 

8511260254 

8511260269 

8511260271 

8511260274 

8511260279 

8511260282 

8511260284 

8511260285 


PRINCIPAL 

DOCUMENT 


8511250363 

8511250015 

8511250368 

8511250380 

8511250015 

8511250015 

8511250390 

8511250015 

8511250015 

8511250015 

8511250015 

8511250015 

8511250415 

8511250015 

8511250015 

8511250015 

8511250015 

8511250015 

8511250426 

8511250015 

8511250015 

8511250443 

8511250015 

8511250015 

8511250443 

8511250444 

8511250015 

8511250456 

8511250015 

8511250015 

8511250015 

8511250463 

8511250473 

8511250463 

8511250487 

8511250495 

8511250495 

8511260016 

8511260016 

8511250015 

8511250015 

8511250015 

8511250015 

8511250015 

8511260060 

8511260061 

8511260085 

8511260090 

8511260090 

8511260107 

8511260119 

8511260119 

8511260126 

8511260119 

8511260119 

8511260091 

8511260136 

8511260136 

8511260107 

8511260135 

8511260128 

8511260091 

8511260153 

8511260091 

8511260158 

8511260161 

8511260091 

8511260168 

8511260168 

8511260091 

8511260091 

8511260186 

8511260186 

8511260091 

8511260201 

8511260215 

8511260220 

8511260220 

8511260244 

8511260245 

8511260263 

8511260262 

8511260263 

8511260263 

8511260276 

8511260264 

8511260263 


DATE 

ISSUED 

SUBJECT 

CATEGORY 


ENCLOSURE 

85/11/20 

50-410 

A 

8511260287 

85/11/01 

FOIA 


8511260292 

85/11/19 

50-315 

Q 

8511260300 

85/11/19 

50-346 

Q 

8511260306 

85/11/01 

FOIA 


8511260311 

85/11/01 

FOIA 


8511260316 

85/11/18 

50-312 

U 

8511260323 

85/11/01 

FOIA 


8511260324 

85/11/01 

FOIA 


8511260327 

85/11/01 

FOIA 


8511260329 

85/11/01 

FOIA 


8511260333 

85/11/01 

FOIA 


8511260339 

85/11/13 

50-395 

Q 

8511260348 

85/11/01 

FOIA 


8511260358 

85/11/01 

FOIA 


8511260360 

85/11/01 

FOIA 


8511260363 

85/11/01 

FOIA 


8511260365 

85/11/01 

FOIA 


8511260369 

85/11/08 

50-280 

Q 

8511260370 

85/11/01 

FOIA 


8511260373 

85/11/01 

FOIA 


8511260374 

85/11/14 

50-458 

Q 

8511260378 

85/11/01 

FOIA 


8511260383 

85/11/01 

FOIA 


8511260409 

85/11/14 

50-458 

Q 

8511260419 

85/11/08 

CONTRACT 


8511260421 

85/11/01 

FOIA 


8511260423 

85/11/13 

50-424 

Q 

8511260432 

85/11/01 

FOIA 


8511260444 

85/11/01 

FOIA 


8511260445 

85/11/01 

FOIA 


8511260458 

85/11/13 

50-250 

Q 

8511260459 

85/11/13 

50-414 

Q 

8511260462 

85/11/13 

50-250 

Q 

8511260469 

85/11/07 

RES 


8511260472 

85/11/13 

50-247 

F 

8511260473 

85/11/13 

50-247 

F 

8511260476 

85/11/15 

50-247 

R 

8511260482 

85/11/15 

50-247 

R 

8511260485 

85/11/01 

FOIA 


8511260486 

85/11/01 

FOIA 


8511260487 

85/11/01 

FOIA 


8511260491 

85/11/01 

FOIA 


8511260504 

85/11/01 

FOIA 


8511260511 

85/11/14 

FOIA 


8511260513 


PRINCIPAL 

DOCUMENT 


8511260278 

8511260263 

8511260263 

8511260263 

8511260263 

8511260263 

8511260314 

8511260263 

8511260318 

8511260263 

8511260318 

8511260335 

8511260342 

8511260350 

8511260357 

8511260350 

8511260362 

8511260366 

8511260350 

8511260362 

8511260350 

8511260350 

8511260350 

8511260402 

8511260414 

8511260402 

8511260414 

8511260425 

8511260439 

8511260438 

8511260452 

8511260454 

8511260456 

8511260461 

8511260468 

8511260466 

8511260461 

8511260475 

8511260475 

8511260481 

8511260475 

8511260481 

8511260501 

8511260509 

8511260509 


85/11/06 

85/11/07 

85/11/12 

85/11/12 

85/11/12 

85/11/21 

85/11/21 

85/11/08 

85/11/21 

85/11/21 

85/10/31 

85/11/21 

85/11/21 

85/11/12 

85/11/22 

85/11/12 

85/10/31 

85/11/14 

85/10/31 

85/11/14 

85/11/22 

85/10/31 

85/11/14 

85/11/14 

85/10/31 

85/10/31 

85/11/15 

85/11/15 

85/10/31 

85/11/22 

85/11/13 

85/11/06 

85/11/06 

85/11/20 

85/11/15 

85/11/19 

85/11/19 

85/11/19 

85/11/19 

85/11/22 

85/11/15 

85/11/19 


50-312 

Q 

8511260526 

50-445 

Q 

8511260527 

50-250 

Q 

8511260529 

50-250 

Q 

8511260546 

50-498 

Q 

8511260560 

50-223 

P 

8511260563 

50-223 

P 

8511260568 

50-528 

Q 

8511260577 

50-223 

P 

8511260582 

50-223 

P 

8511260585 

50-322 

S 

8511260596 

50-255 

P 

8511260604 

50-255 

P 

8511260611 

50-498 

Q 

8511260615 

50-361 

P 

8511260618 

50-390 

A 

8511260623 

50-352 

S 

8511260636 

FOIA 

50-387 

Q 

8511260639 

8511260685 

50-298 

Q 

8511260689 

40-8027 

50-352 

P 

8511260690 

8511270003 

50-298 

Q 

8511270012 

50-298 

Q 

8511270033 

50-373 

S 

8511270040 

50-373 

S 

8511270042 

50-263 

P 

8511270045 

50-263 

P 

8511270052 

50-373 

s 

8511270056 

50-373 

p 

8511270062 

FOIA 

50-344 

Q 

8511270064 

8511270071 

50-344 

Q 

8511270076 

50-456 

Q 

8511270078 

50-250 

Q 

8511270085 

50-213 

R 

8511270087 

50-244 

P 

8511270089 

50-21 3 

R 

8511270092 

50-21 3 

R 

8511270093 

50-322 

P 

8511270094 

50-21 3 

Q 

8511270096 

50-213 

R 

8511270098 


8511260525 

8511260525 

8511260524 

8511260542 

8511260553 

8511260559 

8511260559 

8511260571 

8511260571 

8511260576 

8511260588 

8511260597 

8511260597 

8511260583 

8511260609 

8511260609 

8511260631 

8511260631 

8511260683 

8511260683 

8511260684 

8511270001 

8511270011 

8511270021 

8511270021 

8511270021 

8511270039 

8511270021 

8511270021 

8511270021 

8511270057 

8511270070 

8511270068 

8511270021 

8511270021 

8511270021 

8511270021 

8511270088 

8511270021 

8511270021 

8511270021 

8511270021 


DATE 

SUBJ 

ISSUED 

CATE( 

84/06/13 

50-219 

85/11/19 

50-213 

85/11/19 

50-213 

85/11/19 

50-213 

85/11/19 

50-213 

85/11/19 

50-213 

85/11/20 

50-322 

85/11/19 

50-213 

85/11/20 

50-373 

85/11/19 

50-213 

85/11/20 

50-373 

85/11/19 

50-440 

85/11/21 

50-326 

85/11/14 

FOIA 

85/09/30 

40-8745 

85/11/14 

FOIA 

85/11/19 

50-354 

85/11/22 

50-440 

85/11/14 

FOIA 

85/11/19 

50-354 

85/11/14 

FOIA 

85/11/14 

FOIA 

85/11/14 

FOIA 

85/11/22 

50-346 

85/11/21 

50-255 

85/11/22 

50-346 

85/11/21 

50-255 

85/11/20 

50-220 

85/11/08 

50-335 

85/11/18 

50-458 

85/11/21 

50-400 

85/11/15 

50-271 

85/11/12 

50-220 

85/11/18 

PR 

85/11/18 

50-289 

85/11/20 

50-285 

85/11/18 

PR 

85/11/20 

50-456 

85/11/20 

50-456 

85/11/22 

50-352 


85/11/20 

85/11/22 

85/11/13 

85/11/19 

85/11/19 


50-456 

50-352 

TOPREP 

40-8027 

40-8027 


85/11/15 

85/11/15 

85/11/04 

85/11/06 

85/11/20 


50-261 F 

50-261 F 

40-4492 

50-508 Q 

CONTRACT 


85/11/20 

85/11/20 

85/11/14 

85/11/14 

85/11/07 


50-458 P 

50-458 P 

50-382 Q 

50-382 Q 

CONTRACT 


85/11/14 50-313 Q 

85/10/25 40-8768 

85/10/25 40-8768 

85/11/20 CONTRACT 

85/11/20 50-397 P 


85/11/20 

85/11/14 

85/11/14 

85/11/13 

85/11/13 


50-397 P 

50-389 P 

50-389 P 

70-938 
70-938 


85/11/13 50-259 Q 

85/11/25 50-354 K 

85/10/31 50-245 F 

85/11/19 70-1113 

85/11/19 70-1113 


85/11/19 

85/11/20 

85/11/19 

85/11/19 

85/11/19 


70-1113 

CONTRACT 

70-1113 

70-1113 

70-1113 


85/11/21 

85/11/21 

85/10/31 

85/11/19 

85/11/19 


50-255 

50-155 

CONTRACT 

70-1113 

70-1113 


P 

P 


85/11/19 

85/11/19 

85/11/22 

85/11/19 

85/11/19 


70-1113 

70-1113 

CONTRACT 

70-1113 

70-1113 


85/11/19 70-1113 

85/11/19 70-1113 
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376 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 

8511270099 

8511270021 

85/11/19 

70-1113 


8511270107 

8511270106 

85/11/21 

50-219 

P 

8511270108 

8511270106 

85/11/21 

50-219 

P 

8511270125 

8511270021 

85/11/19 

70-1113 


8511270130 

8511270021 

85/11/19 

70-1113 


8511270135 

8511270021 

85/11/19 

70-1113 


8511270138 

8511270021 

85/11/19 

70-1113 


8511270142 

8511270021 

85/11/19 

70-1113 


8511270148 

8511270021 

85/11/19 

70-1113 


8511270149 

8511270143 

85/11/18 

50-373 

P 

8511270160 

8511270021 

85/11/19 

70-1113 


8511270164 

8511270021 

85/11/19 

70-1113 


8511270171 

8511270156 

85/11/14 

50-219 

Q 

8511270179 

8511270173 

85/11/21 

50-329 

G 

8511270190 

8511270188 

85/11/18 

50-400 

Q 

8511270193 

8511270188 

85/11/18 

50-400 

Q 

8511270197 

8511270021 

85/11/19 

70-1113 


8511270204 

8511270021 

85/11/19 

70-1113 


8511270207 

8511270206 

85/11/19 

50-369 

Q 

851127021 2 

8511270206 

85/11/19 

50-369 

Q 

8511270213 

8511270209 

85/11/18 

50-414 

Q 


ACCESSION NUMBER 

ENCLOSURE PRINCIPAL DATE SUBJECT 

DOCUMENT ISSUED CATEGORY 

8511270217 8511270215 85/11/20 50-261 

8511270223 8511270220 85/11/22 50-416 

8511270227 8511270220 85/11/22 50-416 

8511270233 8511270185 85/11/18 50-62 

8511270240 8511270234 85/11/20 50-413 

8511270241 8511270221 85/11/15 50-275 

8511270242 8511270238 85/11/15 50-414 

8511270247 8511270245 85/11/22 50-269 

8511270251 8511270245 85/11/22 50-269 

8511270252 8511270244 85/11/18 50-327 

8511270258 8511270254 85/11/20 50-416 

8511270262 8511270257 85/11/21 50-280 

8511270290 8511270289 85/11/21 50-315 

8511270294 8511270293 85/11/21 50-354 

8511270295 8511270292 85/11/21 50-316 

8511270296 8511270292 85/11/21 50-316 

8511270297 8511270289 85/11/21 50-315 

8511270298 8511270289 85/11/21 50-315 

8511270299 8511270289 85/11/21 50-315 

8511270312 8511270292 85/11/21 50-316 

8511270320 8511270292 85/11/21 50-316 S 

8511270365 8511270364 85/11/20 40-8786 
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APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This category follows the application from submission to the day preceding the issuance of an oper- 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fall into other specific categories. Included are: 

1 . Application for construction permit. 

2. General Information submitted with construction permit application. 

3. Amendments and changes to items 1 and 2. 

4. NRC questions, requests for additional information, and applicant responses. 

5. Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act. etc.). 

9. Construction Permit, amendments, and correspondence relating to the construction permit. 

10. Scheduling of license application submission or review. 

11. Environmental review information. 

12. Application for operating license. 

13. General Information submitted with operating license application. 

14. Amendments and changes to items 12 and 13. 

15. Correspondence regarding the Final Safety Analysis Report (FSAR). 

16. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

17. Reports of site visits. 

18. Backup technical documents fe.g.. topical reports) submitted in support of the application. 

B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence is filed in 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report or Safety Analysis Report). 

2. Amendments and changes to the PSAR. 
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3. Transmittal and acknowledgement letters. 

4. Certificates of service to the PSAR. 


C. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are filed in Categories A, D, M, P or R. 

1. Environmental Report (ER) submitted by the utility. 

2. Amendments and supplements to the ER. 

3. Transmittal and acknowledgement letters. 

4. Information on scheduling of submittal or review of ER. 

5. NRC questions, requests for additional information, and applicant responses. 

6. Federal register notices citing the availability of items 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of discussion is the 

ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are in categories A, C, M, P or R. 

1. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC. 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES. 

4. Comments from other federal, state and local government agencies. 

5. Transmittal and acknowledgement letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above. 

8. Federal register notice citing availability of items 1 and 2. 

9. Site visits to obtain information for DES or FES. 

10. Meeting announcements or reports of meetings where the primary subject of discussion is the 
DES or FES. 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other documents dealing with safety 
related issues are filed in categories A, P or W, depending on the phase of the licensing process. 


A-2 



1. Safety Evaluation Report (SER) prepared by the NRC (formerly called NRC-AEC Hazard 
Analysis Report). 

2. Supplements to SER . 

2. Correspondence relating to SER. 

4. Federal register notices citing availability of items 1 and 2. 

5. Information on scheduling of SER submittals and review. 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 

SER. 

8. Transmittal and acknowledgement letters. 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category are individual submissions. Information submitted as part of the PSAR 
or FSAR is excluded. 

1 . Fire Hazard Protection Plan and surveys. 

2. Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Review of Health Physics Program. 

5. Correspondence relating to aforementioned plans. 

6. Supplements, changes and revisions to plans. 

G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non-antitrust legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, which are filed in category T. 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2. Federal register notices regarding hearings. 

3. Requests to make appearances at hearings. 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings. 

5. Transmittal of supporting documents (e.g., SER, FES) to the boards. 

Correspondence to and from intervenors. 

Board orders and decisions. 

Petitions for Commission action. 

Legal tilings and Commission orders and decisions resulting from item 8. 
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H. GENERAL CORRESPONDENCE 


This category includes documents with little or no bearing on the status of the application or license. 
Items that have no substantive technical content or meaning for the status of the license or applica- 
tion are included. 

1. Change of address notifications. 

2. Changes in structure of organization. 

3. Changes in service lists. 

4. NRC requests to applicant for additional copies of documents. 

5. Correspondence from the public requesting information about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 

7. Letters of support, concern or opposition to the facility. 

8. Correspondence regarding the Local Public Document Rooms (LPDRsh 

9. Professional qualification statements not pertaining to the hearing process. 

I. FINANCIAL INFORMATION 

This category contains all financial information except that submitted as part of the application or 
its amendments or relating to the imposition of civil penalties. 

1 . Company annual reports. 

2. Separately submitted financial information and related correspondence. 

J. INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and amendments. 

2. Endorsements insurance policies. 

3. Other correspondence regarding indemnity and insurance matters. 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence falls in category 
A or P. 

1. Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report). 

2. Amendments and changes to the FSAR. 

3. Federal register notices citing availability of items 1 and 2. 

4. Transmittal and acknowledgement letters. 

5. Certificates of service to the FSAR. 
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L. LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 

This category is limited to documents pertaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting of a con- 
struction permit. 

1. Limited Work Authorizations (LWA) and amendments. 

2. Correspondence pertaining to work performed under LWA s. 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1. Document submitted as part of the applications for a construction permit and operating license 
entitled “Information Requested by the Attorney General for Antitrust Review'’ 

2. Correspondence where the primary topic of discussion is antitrust matters. 

3. All antitrust proceeding related documents except for hearing transcripts, testimony and brief- 
ings, which are filed in category N. 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings in antitrust 
matters. Related correspondence falls in category M. 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews. 

2. Correspondence from ACRS. 

3. Announcement of ACRS meetings. 

4. Transmittal and acknowledgement letters. 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings. 


P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This f,le assumes .he position of .he Appliea.ion/Consuuc.ion ^ 

technical items dated from the issuance of the ope.ating license to the application 


of the license. 

Operating license, amendments, proposed amendments, changes and related correspondence. 


2. Technical specifications and changes. 
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3. 

4. 

5. 

6. 


7. 

8 . 
9. 

10 . 

11 . 


12 . 


13. 

14. 

15. 

16. 

17. 

18. 

19. 


Backup technical documents (e.g., topical reports) submitted in support of items 1 and 2. 
Federal register notices citing availability of items 1 and 2. 

Correspondence regarding the Final Safety Analysis Report (FSAR). 

All general technical correspondence, meeting announcements or meeting summaries relating 
to technical specifications, the operating license or technical issues arising alter the issuance 
of the operating license. 

Correspondence regarding codes (e.g., ASME), regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license. 

Information on the Standard Review Plan (STP). 

Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R). 

Correspondence relating to NRC’s Systematic Evaluation Program (SEP). 

Owner’s group meeting announcements and reports. 

Quality assurance information. 

Environmental matters (technical). 

Emergency core cooling system documents. 

Radioactive waste information. 

Correspondence regarding expansion of spent fuel storage pool. 

Start-up test reports. 

Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

Reports of site visits. 


Q. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1. Inspection reports. 

2. IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices. 

3. Responses by applicant to IE correspondence. 

4. Applicant’s determination of proprietary nature of inspection reports. 

5. Letters concerning areas of noncompliance. 

6. Pre-service and in-service inspections and procedures 

7. Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (ENs). 

8. Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S. 
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R. 


PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 


This category includes periodic reports of a routine nature. 

1. Monthly, semiannual, or annual operating reports (other than financial). 

2. Periodic environmental monitoring, effluent testing, or similar reports. 

3. Periodic personnel exposure reports. 

4. Operational Logbooks: 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets. 

5. Correspondence or other documents relating to the above listed items. 

S. REPORTABLE OCCURRENCES, PNOs, PNSs AND RELATED CORRESPONDENCE 

This category contains all materials relating to abnormal, unusual, reportable or nonroutine occur- 
rences or events. This includes: 

1. All 24-hour, 10-day, 30-day, interim and final Licensee Event Reports (LERs) and follow-up 
correspondence (also called incident reports, abnormal occurrence reports and reportable 
occurrences). 

2. Potential or possible reportable deficiency reports and related correspondence. 

3. Personnel exposure reports. 

4. Construction deficiency reports submitted under 10 CFR 50.5 5e. 

5. Preliminary Notification of Occurrence (PNO s) and Preliminary Notification of Safeguards 
Events (PN s). 

6. Environmental Technical Specifications violation reports and Environmental Event reports. 

7. Part 21 Reports of defects and noncompliance. 

8. Correspondence or other documents relating to items 1-7. 

T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

This category contains all word-for-word transcripts, except for antitrust matters (category N), 
testimony and briefings, and congressional matters (category U). 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) transcripts. 

2. Testimony and statements submitted to ASLB and ASLAB. 

3. Commission meeting transcripts. 

4. NRC staff briefings to the Commission. 

5. Statements and written testimony submitted at Commission meeting or hearings. 

6. Transcripts of utility briefs to NRC staff 

7. Advisory Committee on Reactor Safeguards (ACRS) meeting transcripts. 

8. Corrections to above items.. 
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L\ CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 

This category contains correspondence on substantive matters. Routine responses to constituent 

inquiries are filed in category H. 

1. Statements and testimony before Congress or before bodics/committees appointed by the 

Executive or Legislative Branches. 

2. Preparatory and backup documents for item I. 

3. Correspondence to and from NRC Office of Congressional Affairs, Congress and the Executive 
Branch on other than constituent response matters. 


V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1. Operator licenses or administrative information bearing on licensing of operators. 

2. NRC examination results. 

3. Power plant examination summary sheet. 


W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 


This tile assumes the position of the Operating License Stage (category P) file for general technical 
items from the application for termination of the operating license onward. 


Application for authority to voluntarily surrender license. 

Application to dismantle the facility and dispose of component parts. 

d ““ m T S “ bm “ e<l SUPPOr ' ° f i,e “ 1 an<1 2 ' s “ h » s: Decommissioning Plan, 
Dismantling Plan, Environmental Report on Dismantling, Safety Analysis Report on Decom- 
missioning. r 


4. Documents relating to disposal of radioactive material and decontamination of the site. 

5. Other correspondence relating to above items. 

6. All documentation relating to the ongoing operation of the plan, formerly filed in category P. 


X. ONSITE LOW-LEVEL WASTES STORAGE 


This category contains items related 


to the onsite storage of low-level radioactive 


wastes generated onsite. 


Y. 


independent spent fuel STORAGE INSTALLATIONS (ISFSI) 


1 ’ SftlSSSS 1 ? pl , 0posed an, ' ndmen,s t0 P«“*> PO»M reactor spent 
storage installation. (Such spent fuel stora ^ Tn St0rage “ “ inde P endent s P<mt fuel 
site.) 1 P nt fUel St0rage mstaIlat i° n s may be on a reactor site or at a separate 


2- All related correspondence and renorts to the above . 
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APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 

10CFR — Commission Meeting Records 

This category contains documentation pertaining to open and dosed Commission meetings. It 

includes: 

1. Sunshine Act Federal Register notices. 

2. Full, written explanation of closed meetings. 

3. Certification of General Counsel on closed meetings. 

4. Commission Determination Statements regarding the public disclosure of transcripts of 
Commission meetings. 

5. Verbatim unofficial and official transcripts or portions of transcripts of open and closed 
Commission meetings made publicly available in accordance with provisions of 10CFR Part 9, 
the Sunshine Act, and Commission policies. 

6. Enclosures to released transcripts, including applicable viewgraphs, staff papers, and staff 
correspondence. 

7. Staff requirements memoranda for open meetings; memoranda to record; record of votes of 
Commissioners on items under consideration at meetings. 


ACRS — Advisory Committee on Reactor Safeguards 

This category contains documentation pertaining to the responsibilities of the Advisory Committee 
on Reactor Safeguards. ACRS serves as an independent advisory committee to the Commission in 
safety-related areas. The committee provides advice with respect to the hazards of new or exist- 
ing nuclear facilities and the adequacy of related safety standards. The documents in this category 
are: 

1. Verbatim transcripts of ACRS subcommittee and lull committee meetings relating to facility 
license applications and safety-related matters. 

2. * ACRS meeting announcements; description of meeting agendas. 

3. ACRS-generated reports, memoranda and correspondence that are publicly available. 

4. ACRS consultant reports, comments and related correspondence. 

5. ACRS and NRC technical correspondence pertaining to safety matters under review by the 
Advisory Committee on Reactor Safeguards. 


ADVCM NRC Advisory Committees 

This category contains documentation pertaining to the responsibilities of all NRC advisory committees, 
other than the Advisory Committee on Reactor Safeguards. The documents in this category are: 


1 . Charters of each advisory committee. 

2. Verbatim transcripts of committee meetings. 
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3. Meeting announcements; description of meeting agendas. 

4. Committee generated reports, memoranda, and correspondence that are publicly available. 

5. Committee related correspondence. 


COMMISSION - NRC Commissioners 

This category contains documentation pertaining to the daily conduct of Commission business in 
the Office of the Commissioners, including: 

1. Incoming and outgoing correspondence to and from the Commissioners relating to official 
NRC business, including reports and other enclosures. 

2. Travel vouchers, telephone logs and official appointment calendars of individual Commissioners. 

3. Weekly Information Reports (SECY series number) prepared by the Executive Director for 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices. 

NOTE: For transcripts of Commission meetings, see 10CFR category. For all other staff papers 
with a SFCY series designation prepared for Commission review, see SECY category. 


CONTRACT — NRC Contracts and Modifications 

This category contains documentation pertaining to AFC and NRC contracts and Interagency 
Agreements, including: 

1. Notifications of issuance of request for proposal (RFP) and invitations for bid (IFB). 

2. Solicitations (RFP or IFB) issued by the NRC. 

3. Notifications of contract execution, .specifying contract number, project title, contractor 
name, contract type, funding, and period of performance. 

4. Contractual documents and contract modifications, if any. 


DISCLOSURE — Financial Disclosure Information 

This category contains financial disclosure information in accordance with the Ethics in Government 
Act of 1978. 


FOIA - Freedom of Information Act Requests and Releases 

This category contains requests for agency records and records released in accordance with the 

provisions of the Freedom of information Act (FOIA). Documents m his category include: 

1* Requests made by any member of the public (assigned an identifying number YY-NNN 
for last two digits of the year numerical sequence) toi NRC records made in accordance 
with the provisions of the Freedom of Information Act. 

2. Con espondence between the NRC and the requester relevant to the processing, appeal, 
denial or granting of an FOIA request. 

3. Records or portions of records released in response to specific requests made under FOIA. 
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GEN TECH IS — Generic Technical Issues 


This category contains records pertaining to unresolved safety issues of a generic nature that are 
being analyzed by the Division of Nuclear Reactor Regulation. 

1. Draft reports of action plans to accomplish generic tasks in the regulatory program. 

2. Correspondence with industry and internal correspondence regarding the methodologies, 
analyses, and programmatic and technical aspects of issues. 

3. Meeting notifications and minutes. 

4. Interim findings and status reports on generic tasks addressing related aspects of generic 
technical issues. 

I&E - Inspection and Enforcement 

This category contains bulletins, circulars and information notices that are issued by the Office of 
Inspection and Enforcement. These issuances describe particular events that occur at a facility 
that may require some follow-up action on the part of licensees. Also included in this category 
are preliminary notifications of events (PNOs). 

1. I&E Circulars, which describe an event at a licensed facility and are informational in nature. 

2. I&E Information Notices, which are similar to circulars but are preliminary in nature and 
issued shortly aftei an event has occurred. 

3. I&E Bulletins, which describe an event at a licensed facility and request all recipients to 
perform certain actions as a result of this event. 

4. Preliminary Notifications of Events (PNOs), which provide updated information of an event 
of safety or public interest significance. 

NOTE: For letters forwarding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Q of individual docket categories. 

MISC — Public Document Room Miscellaneous 

This category contains documents that do not fall into the scope of the other non docketed 
categories. 


NUREG - NUREG Reports and Related Correspondence 

These documents are formal reports issued by the U.S. Nuclear Regulatory Commission which 
carry the NUREG series code and correspondence pertaining to those reports. NUREG reports 
are accounts of work performed either by the NRC staff or by NRC contractors. 

1. These reports are normally final work products and are characterized by the following criteria: 

a. They are predeeisional documents which present information to be considered in 
Commission licensing and policy decisions. 

b. They present the results of Commission licensing and policy decisions. 

c. They present the results of technical research conducted for the Commission. 

2. Correspondence from industry, government and interested members of the public commenting 
on reports or requesting clarification or interpretation. 

3. Internal NRC memoranda summarizing meetings or discussions pertaining to the content of 
the reports. 
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ORG — Correspondence with Other Organizations 

This category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue. Included are: 

1. Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility; e.g., EPA has authority 
to control all radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE: For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR - Proposed Rule 


This category contains records dealing -with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 

1. Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR. 


PRM — Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are: 

1. Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 


2. Federal Register cause notices of the filing of the petition. 



3. Coirespondence between NRC and the petitioner regarding the status and substance of the 
petition. 

4. Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or in opposition to the PRM. 


NOTE: For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the 10CFR category. 


PROJ - Projects-Predocket Licensing 

This category contains records pertaining to two classes of projects: (1) commercial nuclear power 
plants for which NRC has full licensing responsibilities; and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review,. Both classes are identified with a “P” 
prefix, followed by a series of numbers. 

1. “Pre-docketed” commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic characters. These are 
the same categories as those used for the Docket 50 series. 

A, Application/Construction Stage 

1. Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in support of the application. 

6. Early site visits. 

B, Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and .changes to the PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of the PSAR. 

G. Adjudicatory Correspondence 

1. Motions, briefs, orders, ex al pertaining to pre-hearing conferences, if any* 

M. Antitrust Correspondence 

1 . Submittals and related material pertaining to the antitrust review,. 
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Q. Inspection Reports 

1. Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited. 

2. Government -owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT2! - Non compliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 - Quality Assurance inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises ail those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1 . NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings. 


REGGD - Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
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staff for implementing specific parts of the NRC’s regulations. They also delineate techniques used 

by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are: 

1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE: For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES — Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are: 

1. Project description documents. 

2. Letter reports of accomplishments and data reports: for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. “Quick look” reports. 

5. Informal experimental data reports and post-irradiation examination analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors. 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Research' Information Letters (RILs) transmitting the documented results from com- 
pleted research programs. 

NOTE: For final reports of research conducted by contractors, see also NUREG reports. 


REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 



defined technical areas. They review and comment on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are: 

1. Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, including dissenting 
views. 

3. Research plans and predicted results of major experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 

RM - Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission’s regulations. Hearings are instituted it the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include: 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY - Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code. Included are: 

1. Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE: For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG — State Programs 

This category contains records that pertain to the Commission’s activities and interaction with State 
governments. Areas covered include: (1) the State Agreements Program, whereby States may assume 
certain of the NRC’s regulatory authority over nuclear materials; (2) the Agency’s role in assisting 
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State and local governments in planning responses to radiological emergencies; and (3 ) a wide range 
of liaison and cooperative activities regarding such functions as licensing and siting. It includes: 

1. Correspondence between and among NRC Office of State Programs and State offic ials, 
mostly State liaison officers, regarding: 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillano 

b. technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas. 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations; i.e. decommissioning and facility siting. 

3. State Legislative Reports. 

4. Agreement State Licensing Statistics Reports. 

* NOTE: For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category. 


TOPREP - Vendor Reports and Related Correspondence 

This category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence that is not docket specific is also included in this category. 

1. Topical reports, dealing with such technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 

2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining to -the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria. 

NOTE: For reports submitted by utilities that are written by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 series. 


WASTE MGT Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the series designated 
by a WM prefix. These documents deal primarily with NRC’s interaction with DOE and its future 
role in licensing and regulating DOE facilities designed for the disposal of high-level waste in 
geologic repositories. This category will be enlarged later to include records dealing with low-level 
waste issues and tasks. The documents in this category are: 

1. Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their geological exploration program to identify sites for nuclear waste repositories. 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 
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3. Correspondence pertaining to NRC’s advisory role in providing DOE with technical assistance 
in the Waste Isolation Pilot Plan (WIPP) for burial of defense wastes. 

4. NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 


WASTE RES — Waste Management Research Reports 

Contains interim and final reports, and correspondence submitted to NRC by its contractors 
doing research on topics related to the storage of high-level radioactive waste. 

1. Periodic progress reports on the status of research. 

2. Trip reports of travel by NRC and contractor personnel. 

3. Draft, partial or related reports submitted for NRC review or information. 

4. Correspondence between NRC staff and contractors relating to technical questions or issues to 
be resolved. 


XPORTLIC - Export and Import licenses 

This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are: 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and fmdings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item 1. 

NOTE: For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see 10CFR category. 
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